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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U. S. Nuclear Regulatoiy Commission (NRC) This infotma- 
tion includes (1) docketed material associated with civilian nucleai power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatoiy 
agency. As used here, docketed does not refer to Court dockets; it refers to the system by which NRC 
maintains its regulatoiy records This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information foimerly issued through the Department of Energy's 
Technical Information Center under the title Power Reactor Docket Information (PRDI) and, in addition, 
information received 01 generated on other uses of radioactive materials. The last issue of PRDI, published 
in January 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, which will no longer be prepared . Plans for providing microfiche of the 
docketed material will be announced in a future issue of the Title List and in other mailings and 
announcements. 

We are making the monthly issues produced in 1979 available free to all who subscubed to PRDI in Calendar 
Year 1978. We aie doing this to encouiage your comments, criticisms, and suggestions. In particulai , if 
there aie title descriptions that aie not meaningful, please let us know so that we can correct the data base. 
In so far as possible, we would like this document to be a valuable part of youi reference material. Near the 
end of 1979, subscriptions will be solicited for Calendar Year 1980 at a fee yet to be established. 


DOCKETED ITEMS 

The piincipal elements of the docketed item entiles are: 



® 

v MAKEPEACE, J.M. Commonwealth Edison Co. 79/01/12. Ip. 

© " © ' © © ® 

1. NRC Accession Number. 

2. NRC Docket Number. 

3. Name of facility, licensee, oi lianspoitation package model numbei, 

4. Desciiption of information contained in tlie document. 

5. Personal author. An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency, or nonindividual source. 

7. Date of document described, 

8. Pages in document. 

9. If this space is blank, the document is available in the NRC Public Document Room, 1717 IT St., N.W., 
Washington, D, C, 20555. If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS”;or “Available at GPO” . 


7901010001 DOCKET 50-247 INDIAN POINT STATION, UNIT 2. 

I LER 78-03 1/03X-1 on 781022: One instiument channel of containment 
pressure safeguaids logic became deeneigized when static inverter associated 
with channel failed. Caused by defective static invcitei. 


v 



The Docketed Items list is arranged sequentially, first by Docket Number and then by Accession 
Number. Indented items are enclosures to nomndented items and generally are out of Accession 
Number sequence. 

If the docketed document has a contract (FIN) number or a formal report number, it will appear in 
the last line of the item following entry 6. 


NON DOCKETED ITEMS 

The principal elements of the nondocketed items are: 



CD 


7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package” Quarterly 
Progress Report 780101-780331. Identifies parameters winch affect 
nonnal shock & vibration environs. 

FIELDS, S.R m MECH, S.J. Hanford Engineering Development Laboratory. 
FIN A-2093.j 78/11/30. 26pp. A vailable at NTI S. 

© ® © ® ® 



1. NRC Accession Number. 

2. NRC Report Number. 

3. Title and description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or other nomndividual source. 

6. Contract or financial (FIN) number (if any). If the document has a secondary report number it will 
appear following this entry. 

7. Date of document described. 

8. Pages in document. 

9. If this space is blank, the document is available in the NRC Public Document Room, 1717 H St., N. W,, 
Washington, D.C. 20555, If this space is filled, the entry may be “Available at NRC” with or without a 
price; “Available at NTIS”; or “Available at GPO”. 


The Nondocketed Items list is arranged sequentially by Accession Number. Indented items are 
enclosures to nonin den ted items. 

NOTES: 

1. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

2. The address for GPO is: 

Superintendent of Documents 
Government Printing Office 
Washington, D. C. 20402 


Vt 
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27*039 

Sheffield, IL., Nuclear Engineering 
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40-8477 

Boeing Co. 
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Co., Inc, 


40-8502 
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27-047 

Barnwell, SC., Chem-Nuclear 
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Richland, \VA , Nuclear Engineering 
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Nuclear Dynamics 
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Facility 
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Energy Fuels Nuclear 
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Research Center, WA 
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40-8681 

Energy 1 ucls Nuclear 
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J & P Corp. 
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Pathfinder Mines Corp. 
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40-8692 

Cotter Corp. 
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40-2286 

Wcstinghouse Electric Co, 
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Rocky Mountain Energy Co. 

7 
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Allied Chemical Corp. 
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40-8698 
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40-8712 

Gulf Oil Corp., Gulf Research & 
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40-4492 

Federal Amciican Partners 
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Development Co. 


40-6659 

Pctrotomics Co, 

3 

40-8720 

Standard Oil Co. of Indiana 

7 

40-7122 

New Jersey Institute of Technology 

3 

40-8721 

Rocky Mountain Energy Co. 

7 

40-7245 

Shaw, R, MS 

4 

40-8722 
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7 

40-7783 

Boeing Co. 

4 

50-2 

Univ, of Michigan Research Read or 

7 

40-8027 

Kerr-McGec Corp. 

4 

50-3 

Indian Point Station, Unit 1 

7 

40-8035 

Cotter Corp. 

4 

50-5 

Pennsylvania Slate Univ. Research 
Reactor 

8 

40-8064 

Exxon Minerals Co,, USA 

4 

50-10 

Dresden Nuclear Power Station, Unit 1 

8 

40-8304 

Wyoming Mineral Corp. 

4 

50*13 

Babcock & Wilcox Co. Critical 

10 

40-8452 

Bear Creek Mining Co. 

4 


Facility 
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Page 


50-16 

Enrico Termi Atomic Power Plant, 

10 

50-155 

Big Rock Point Nuclear Power Plant 

16 


Unit 1 


50-156 

Univ ot Wisconsin Research Reactor 

17 

50-20 

Massachusetts Institute of Technology 

10 


Cornett Umv, Research Reactor 

18 

Research Reactor 


50-157 

50-25 

Dow Chemical Co. TRIG A Reactor 

10 

50-160 

Georgia Institute of Technology 

18 



Research Reactor 


50-27 

Washington State Univ. Research 

10 


General Atomic Co 

18 


Reactor 


50-163 

50-29 

Yankec-Rowc Nuclear Power Station 

to 

50-166 

Untv. ot Maryland Research Reddor 

18 

50-30 

Plum Brook Research Reactor Facility 

11 

50-170 

National Naval Medical Center 

18 

50-54 

Pawling Research Reactor 

11 

50-171 

Peach Bottom Atomic Power 

18 




Station, Unit 1 


50-59 

Texas A & M Univ. Research 

12 


National Bureau ol Standards 



Reactor 


50-184 

18 





Reactor 


50-62 

Univ, of Virginia Research RcactoT 

12 

50-185 

Plum Brook Reactor - Mock-up 

18 

50-70 

General Electric Test Reactor 

12 

50-186 

Univ, of Missouri Research Reactor 

18 

50-72 

Univ. of Utah Research Reactor 

12 

50-187 

Space Radiation Research Reactor 

18 

50-73 

General Electric Nuclear Test Reactor 

12 

50-192 

Univ. of Texas Research Reactor 

19 

50-83 

Univ, of Florida Training Reactor 

12 

50-193 

Rhode Island Nuclear Center Reactor 

19 

50-87 

Westinghouse Critical Experiment 

13 

50-201 

West Valley Reprocessing Plant 

19 

50-89 

General Atomic Co. 

13 

50-206 

San Onofrc Nuclear Station, Unit 1 

19 

50-97 

Cornell Untv, Zero Power Reactor 

13 

50-213 

Hatfdam Neck Plant 

20 

50-98 

Univ. of Delaware Research Reactor 

13 

50-219 

Oyster Creek Nuclear Power Plant 

22 

50-99 

Babcock & Wilcox Test Reactor 

13 

50-220 

Nine Mile Point Nuclear Station, Unit l 

23 

50-111 

North Carolina State Univ. Research 

13 




Reactor 


50-223 

Untv, of Lowell Research Reactor 

26 

50-112 

Univ, of Oklahoma Research Reactor 

13 

50-225 

RPI Critical Experiment 

26 

50-113 

Univ. of Arizona Research Reactor 

13 

50-228 

Aerotest Radiography & Research 

26 





Reactor 


50-116 

Iowa State Univ. Research Reactor 

13 

50-237 

Dresden Nuclear Power Station, Unit 2 

26 

50-123 

Umv. of Missouri Research Reactor 

13 

50-244 

Robert Emmet Ginna Nuclear Plant, 

29 

50-124 

Virginia Polytcch Inst, Training Reactor 

14 


Unit 1 


50-133 

Humboldt Bay Power Plant, Unit 3 

14 

50-245 

Millstone Nuclear Power Station, 

30 




Unit 1 


50-134 

Worcester Polytcch Inst. Research 

15 





Reactor 


50-246 

Advanced Critical Reactor 

32 





Experiment 


50-135 

Walter Reed Research Reactor 

15 

50-247 

Indian Ppint Station, Unit 2 

32 

50-139 

Univ. of Washington Research Reactor 

15 

50-249 

Dresden Nuclear Power Station, Unit 3 

34 

50-142 

UCLA Training Reactor 

15 

50-250 

Turkey Point Plant, Unit 3 

36 

50-146 

Saxton Nuclear Experimental 

15 





Facility 


50-251 

Turkey Point Plant, Unit 4 

37 

50-150 

Ohio State Univ. Research Reactor 

15 

50-252 

Univ, of New Mexico Research 

39 





Reactor 


50-151 

Umv. of Illinois Research Reactor 

15 
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Page 

50*254 

Quad-Cities Station, Unit 1 

39 

50-294 

Michigan State Univ Research Reactor 

79 

50-255 

Palisades Nuclear Plant 

42 

50-295 

Zion Nuclear Power Station, Unit 1 

79 

50-256 

Univ. of Montevideo Research 

Reactor 

43 

50-296 

Browns berry Nuclear Power Station, 
Unit 3 

81 

50-259 

Browns Ferry Nuclear Power Station, 
Unit 1 

43 

50-297 

North Carolina State Univ. PULSTAR 
Reactor 

83 

50-260 

Browns Ferry Nuclear Power Station, 
Unit 2 

45 

50-298 

50-301 

Cooper Nuclear Station 

Point Beach Nuclear Plant, Unit 2 

83 

84 

50*261 

H.B. Robinson Plant, Unit 2 

47 

50-302 

Crystal River Nuclear Plant, Unit 3 

85 

50-262 

Brigham Young Univ. Research 

Reactor 

48 

50-304 

Zion Nuclear Power Station, Unit 2 

87 

50-263 

Monticello Nuclear Generating Plant 

48 

50*305 

Kewaunee Nuclear Power Plant 

89 

50-264 

Dow Chemical Co. 

50 

50-306 

Prairie Island Nuclear Station, 

Unit 2 

90 

50-265 

Quad-Cities Station, Unit 2 

50 

50-309 

Maine Yankee Atomic Power Plant 

91 

50-266 

Point Beach Nuclear Plant, Unit 1 

52 

50-311 

Salem’ Nuclear Generating Station, 

93 

50-267 

Fort St. Vrain Nuclear Generating 

52 


Unit 2 



Station 


50-312 

Ranch Seco Nuclear Generating 

96 

50-269 

Oconee Nuclear Station, Unit 1 

53 


Station 


50-270 

Oconee Nuclear Station, Unit 2 

55 

50-313 

Arkansas Nuclear One, Unit 1 

97 

50-271 

Vermont Yankee Nuclear Power 

Station 

57 

50-315 

Donald C, Cook Nuclear Power Plant, 
Unit 1 

98 

50-272 

Salem Nuclear Generating Station, 

Unit 1 

58 

50-316 

Donald C. Cook Nuclear Power Plant, 
Unit 2 

1O0 

50-274 

U.S. Geological Survey Research 

Reactor 

61 

50-317 

Calvert Cliffs Nuclear Power Plant, 

Unit 1 

101 

50-275 

Diablo Canyon Nuclear Power Plant, 
Unit 1 

61 

50-318 

Calvert Cliffs Nuclear Power Plant, 

Unit 2 

103 

50-277 

Peach Bottom Atomic Power Station, 
Unit 2 

63 

50-320 

Three Mile Island Nuclear Station, 

Unit 2 

104 

50-278 

Peach Bottom Atomic Power Station, 

65 
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Edwin l, Hatch Nuclear Plant, Unit 1 
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Unit 3 


50-322 

Shoreham Nuclear Power Station 

108 

50-279 

Santa Marin de Garonn Nuclear 

Power Plant 

67 

50-323 

Diablo Canyon Nuclear Power Plant, 
Unit 2 

111 

50-280 

Surry Power Station, Unit 1 

67 

50-324 

Brunswick Steam Electric Plant, 

111 

50-281 

Surry Power Station, Unit 2 

68 


Unit 2 


50-282 

Prairie Island Nuclear Station, Unit 1 

70 

50-325 

Brunswick Steam Electric Plant, 

Unit 1 

113 

50-285 

Fort Calhoun Station, Unit 1 

72 

50-326 

UC-Irvine Research Reactor 

115 

50-286 

Indian Point Station, Unit 3 

73 

50-327 

Sequoyah Nuclear Plant, Unit 1 

115 

50-287 

Oconee Nuclear Station, Unit 3 

74 

50-328 

Sequoyah Nuclear Plant, Unit 2 

116 

50-289 

Three Mile Island Nuclear Station, 

Unit 1 

75 

50-329 

Midland Plant, Unit 1 

118 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

77 

50-330 

Midland Plant, Unit 2 

119 
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50-331 

Duane Arnold Energy Center 

121 

50-382 

Waterford Generating Station, Unit 3 

163 

50-332 

Barnwell Reprocessing Plant 
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50-387 

Susquehanna Steam Electric Station, 

165 





Unit 1 


50-333 

James A 1 i tz.pa trick Nuclear Power 

125 





Plant 


50-388 

Susquehanna Steam Electric Station, 

166 





Unit 2 


50-334 

Beaver Valley Power Station, Unit ] 

126 

50-389 

St. Lucie Plant, Unit 2 
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50-335 

St. Lucie Plant, Unit 1 

127 

50-390 

Watts Bar Nuclear Plant, Unit 1 

168 

50-336 

Millstone Nuclear Power Station, 

129 




Unit 2 


50-391 

Watts Bar Nuclear Plant, Unit 2 

169 

50-338 

North Anna Power Station, Unit 1 

130 

50-394 

California State Poly tech College 
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Res. Reactor 
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50-34 ( 

North Alina Power Station, Unit 2 
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Virgil C. Summer Nuclear Station, 
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Enrico Fermi Atomic Power Plant, 
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Trojan Nuclear Plant, Unit 1 
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Davis-Besse Nuclear Power Station, 

WPPSS Nuclear Project, Unit 2 
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50-348 

Unit 1 
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Shcaron Harris Nuclear Power Plant, 
Unit 1 
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Joseph M. Parley Nuclear Plant, 
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Unit 1 


50-401 

Shearon Harris Nuclear Power Plant, 

174 

50-352 

Limerick Generating Station, Unit 1 
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Unit 2 


50-353 

Limerick Generating Station, Unit 2 


50*402 

Shearon Harris Nuclear Power Plant, 

175 

144 


Unit 3 

50-354 

Hope Creek Nuclear Station, Unit 1 

144 

50-403 

Shcaron Harris Nuclear Powci Plant, 
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50-355 

Hope Creek Nuclear Station, Unit 2 

145 
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North Anna Power Station, Unit 3 
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Unit 1 
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North Anna Power Station, Unit 4 
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San Onofre Nuclear Station, Unit 2 
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Univ, of Utah Research Reactor 
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Forked River Nuclear Station, Unit 1 
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Joseph M. Farley Nuclear Plant, Unit 2 
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Nine Mile Point Nuclear Station, 
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Edwin I. Hatch Nuclear Plant, Unit 2 
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Unit 2 
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Floating Nuclear Plant 
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STN-5G-591 

ESSAR 

233 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

233 

STN-50-593 

Palo Verde Nuclear Station, Unit 5 

233 

STN-50-595 

GA1SSAR 

234 

50-596 

New Haven, Unit 1 

234 

50-597 

New Haven, Unit 2 

235 



ALPHABETIC ARRANGEMENT BY LICENSEE OR FACILITY NAME 


Name 

Docket 

Page 

Name 

Docket 

Page 

Barnwell, SC M Chem-Nuclcar 



Kcrr-McGee Corp., West Chicago 



Systems, Inc. 

27-047 

1 

Facility 

40-2061 

2 

Rich land, WA. } Nuclear Engineering 



Kcrr-McGee Corp. 

40-8027 

4 

Co , Inc. 

27-048 

1 

New Jersey Institute of Technology 

40-7122 

3 

Sheffield, IL., Nuclear Engineering 






Co., Inc. 

27-039 

1 

Nuclear Dynamics 

40-8663 

5 




Pathfinder Mines Corp, 

40-2259 

3 

Air f orce, Dept, of, Kelly AFB 

40-8580 

5 

Petrotomics Co. 

40-6659 

3 

Air Force, Dept, of, USAF Academy 

40-8583 

5 

Plateau Resources 

40-8698 

7 

Allied Chemical Corp. 

40-3392 

3 

Rocky Mountain Energy Co. 

40-8697 

7 

Army, Dept, of, Army Mechanical 






Research Center, WA 

40-2253 

3 

Rocky Mountain Energy Co. 

40-8721 

7 

Atlas Minerals 

40-3453 

3 

Shaw, R. MS 

40-7245 

4 

Bear Creek Mining Co. 

40-8452 

4 

Standard Oil Co. of Indiana 

40-8720 

7 

Boeing Co. 

40-7783 

4 

Union Carbide Corp, 

40-0299 

2 

Boeing Co. 

40-8477 

4 

Union 76 Exploration Co. 

40-8584 

5 

Brush ''Wellman 

40-8722 

7 

United Nuclear Corp, 

40-8602 

5 

Cotter Corp. 

40-8035 

4 

United Technologies 

40-0791 

2 

Cotter Corp. 

40-8692 

6 

Ventron Corp, 

40-0201 

2 

Day & Zimmerman Co. 

40-8600 

5 

Weber 

40-8670 

5 

Energy Fuels Nuclear 

40-8675 

6 

Western Nuclear 



Energy Fuels Nuclear 

40-8676 

6 

Wcstinghousc Electric Co. 



Energy Fuels Nuclear 

40-8681 

6 

Wold Nuclear Co. 



Exxon Minerals Co., USA 

40-8064 

4 

Wyoming Mineral Corp. 



Federal American Partners 

40-4492 

3 

Wyoming Mining Corp., I rigary Mine 



l ord. Bacon & Davis, Inc. 

40-1341 

2 

Advanced Critical Reactor 



General Services Administration 

40-0341 

2 

Experiment 



Gulf Oil Corp., Gulf Research & 



Aerotest Radiography & Research 



Development Co. 

40-8712 

7 

Reactor 



J X P Corp. 

40-8684 

6 

Allens Creek Nuclear Station, Unit 1 




xiii 



Name 

Docket 

Page 

Name 

Docket 

Page 

Allens Creek Nuclear Station, Unit 2 

50467 

200 

California State Poly tech College 


170 



Res Reactor 

50-394 

Alvin \V. V agile Nuclear Plant, Unit 1 

50424 

184 

Calloway Plant, Unit 1 

SfN-50483 

203 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50425 

184 

Calloway Plant, Unit 2 

STN-50-486 

204 

Arkansas Nuclear One, Unit I 

50-313 

97 

Calvert Cliffs Nuclear Power Plant, 



Arkansas Nuclear One, Unit 2 

50*368 

155 

Unit 1 

50-317 

101 

Atlantic Generating Station, Unit 1 

STN-50477 

202 

Calvert Cliffs Nuclear Power Plant, 

50-318 

103 



Unit 2 

Atlantic Generating Station, Unit 2 

STN-50 478 

202 

Catawba Nuclear Station, Unit 1 

50413 

180 

Atlantic Richfield Co. 

50-372 

159 

Catawba Nuclear Station, Unit 2 

50414 

181 

Babcock & Wilcox Co. Critical 





201 

Facility 

50-13 

10 

CESSAR System 80 

STN-5 0-470 

Babcock & Wilcox Test Reactor 

50-99 

13 

Cherokee Nuclear Station, Unit 1 

STN-50-491 

206 

Bailly Generating Station 

50-367 

155 

Cherokee Nuclear Station, Unit 2 

STN-5 04 9 2 

206 

Barnwell Reprocessing Plant 

50-332 

124 

Cherokee Nuclear Station, Unit 3 

STN-5G-493 

207 

Beaver Valley Power Station, Unit i 

50-334 

126 

Clinch River Breeder Reactor 

50-537 

224 

Beaver Valley Power Station, Unit 2 

50412 

ISO 

Clinton Power Station, Unit 1 

50-461 

199 

Bellefonte Nuclear Plant, Unit 1 

50438 

185 

Dinton Power Station, Unit 2 

50462 

199 

Bellefonte Nuclear Plant, Unit 2 

50439 

186 

Comanche Peak Steam Electric Station, 






Unit 1 

50445 

189 

Big Rock Point Nuclear Power Plant 

50-155 

16 

Comanche Peak Steam Electric Station, 



Black Fox Station, Unit 1 

STN-50-556 

227 

Unit 2 

50446 

19L 

Black Fox Station, Unit 2 

STN-50-557 

228 

Cooper Nuclear Station 

50-298 

83 

Blue Hills Station, Unit 1 

50-510 

215 

Cornell Univ. Research Reactor 

50-157 

18 

Blue Hills Station, Unit 2 

50-5 1 1 

215 

Cornell Univ Zero Power Reactor 

50-97 

13 

BOP SAR, C.F. Braun 

STN-50-532 

224 

Crystal River Nuclear Plant, Unit 3 

50-302 

85 

BOPPSAR, Babcock & Wilcox Co. 

50-560 

229 

Davis-Besse Nuclear Power Station, Unit 1 

50-346 

139 

Braidwood Station, Unit 1 

50456 

196 

Davis-Besse Nuclear Power Station, Unit 2 

50-500 

213 

Braidwood Station, Unit 2 

50-457 

197 

Davis-Besse Nuclear Power Station, Unit 3 

50-501 

213 

Brigham Young Univ. Research 



Diablo Canyon Nuclear Power Plant, 



Reactor 

50-262 

48 

Unit 1 

50-275 

61 

Browns Ferry Nuclear Power Station, 



Diablo Canyon Nuclear Power Plant, 



Unit 1 

50-259 

43 

Unit 2 

50-323 

11 1 

erry Nuclear Power Station, 



Donald C. Cook Nuclear Power Plant, 




50-260 

45 

Unit 1 

50-315 

98 

' ' T ~ tear Power Station, 



Donald C, Cook Nuclear Power Plant, 




50-296 

81 

Unit 2 

50-316 

IOO 

• Plant, Unit 2 

50-324 

111 

Dow Chemical Co, 

50-264 

50 

, Unit 1 

50-325 

113 

Dow Chemical Co. TRIGA Reactor 

50-25 

io 

Ujtvti LUilllUl l, unit 1 

50-454 

195 

Dresden Nuclear Power Station, Unit 1 

50-10 

8 

Byron Station, Unit 2 

50455 

195 

Dresden Nuclear Power Station, Unit 2 

50-237 

26 



Name 

Docket 

Page 

Name 

Docket 

Page 

Dresden Nuclear Power Station, Unit 3 

50-249 

34 

Hartsville Nuclear Plant, Unit 3 

STN-5 0-5 20 

219 

Duane Arnold Energy Center 

50-331 

121 

Hartsville Nuclear Plant, Unit 4 

STN-50-521 

220 

Ldwin I. Hatch Nuclear Plant, Unit 1 

50-321 

106 

Haven Nuclear Plant, Unit 1 

STN-5 0-5 02 

213 

Fdwin I. Hatch Nuclear Plant, Unit 2 

50-366 

152 

Haven Nuclear Plant, Unit 2 

STN-50-503 

214 

Enrico Fermi Atomic Power Plant, Unit 1 

50-16 

10 

Hope Creek Nuclear Station, Unit 1 

50-354 

144 

Ennco F'erim Atomic Power Plant, Unit 2 

50-341 

136 

Hope Creek Nuclear Station, Unit 2 

50-355 

145 

Erie Nuclear Plant, Unit 1 

STN-50-580 

232 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

Erie Nuclear Plant, Unit 2 

STN-50-581 

232 

Indian Point Station, Unit 1 

50-3 

7 

ESSAR 

STN-5 0-591 

233 

Indian Point Station, Unit 2 

50-247 

32 

Floating Nuclear Plant 

STN-50-437 

184 

Indian Point Station, Unit 3 

50-286 

73 

Forked River Nuclear Station, Unit 1 

50-363 

151 

Iowa State Umv. Research Reactor 

50-116 

13 

Fort Calhoun Station, Unit 1 

50-285 

72 

James A. Fitzpatrick Nuclear Power Plant 

50-333 

125 

Fort St. Vrain Nuclear Generating 



Jainesport Nuclear Station, Unit 1 

STN-50-516 

216 

Station 

50-267 

52 







Jamesport Nuclear Station, Unit 2 

STN-50-517 

217 

Fulton Generating Station, Unit t 

50-463 

199 







Joseph M. Farley Nuclear Plant, Unit 1 

50-348 

141 

Fulton Generating Station, Unit 2 

50-464 

200 







Joseph M. Farley Nuclear Plant, Unit 2 

50-364 

151 

GAISSAR 

STN-5 0-595 

234 







Kewaunee Nuclear Power Plant 

50-305 

89 

GASSAR-6 

STN-50-535 

224 







La Crosse Boiling Water Reactor 

50-409 

.179 

General Atomic Co, 

50-89 

13 







Laguna Verde Station, Unit 1 

50-468 

201 

General Atomic Co. 

50-163 

18 







Laguna Verde Station, Unit 2 

50-512 

215 

General Electric Test Reactor 

50-70 

12 







LaSalle County Station, Unit 1 

50-373 

159 

General Electric Nuclear Test Reactor 

50-73 

12 







LaSalle County Station, Unit 2 

50-374 

161 

Georgia Institute of Technology Research 






Reactor 

50-160 

18 

Limerick Generating Station, Unit 1 

50-352 

144 

GESSAR-238 

STN-5 0-44 7 

194 

Limerick Generating Station, Unit 2 

50-353 

144 

GESSAR-23 8-BOP Interface 

STN-50-550 

226 

Maine Yankee Atomic Power Plant 

50-309 

91 

GESSAR-251 

50-531 

224 

Marble Hill Nuclear Station, Unit 1 

STN-50-546 

224 

GIBBSAR 

STN-5 0-5 84 

232 

Marble Hill Nuclear Station, Unit 2 

STN-50-547 

225 

Grand Gulf Nuclear Station, Unit 1 

50-416 

181 

Massachusetts Institute of Technology 






Research Reactor 

50-20 

10 

Grand Gulf Nuclear Station, Unit 2 

50-417 

182 







Memphis State Umv. Research Reactor 

50-538 

224 

Greene County Nuclear Power Plant 

50-549 

225 







Michigan State Univ Research Reactor 

50-294 

79 

Greenwood Energy Center, Unit 2 

50-452 

194 



• 




Midland Plant, Unit 1 

50-329 

118 

Greenwood Energy Center, Unit 3 

50-453 

194 







Midland Plant, Unit 2 

50-330 

119 

H.B. Robinson Plant, Unit 2 

50-261 

47 







Millstone Nuclear Power Station, Unit 1 

50-245 

30 

Haddam Neck Plant 

50-213 

20 







Millstone Nuclear Power Station, Unit 2 

50-336 

129 

Hartsville Nuclear Plant, Unit 1 

STN-5 0-5 18 

217 







Millstone Nuclear Power Station, Unit 3 

50-423 

183 

Hartsville Nuclear Plant, Unit 2 

STN-5 0-5 19 

218 





XV 



Name 

Docket 

Page 

Montague Nuclear Power Station, Unit 1 

50-496 

207 

Montague Nuclear Power Station, Unit 2 

50-497 

207 

Montalto di Castro (ENEL-6), Unit 1 
(Italy) 

50-552 

226 

Monticcllo Nuclear Generating Plant 

50-263 

48 

National Bureau of Standards Reactor 

50-184 

18 

National Naval Medical Center 

50-170 

18 

NEP Nuclear, Unit 1 

STN-50-568 

230 

NEP Nuclear, Unit 2 

STN-50-569 

231 

New Haven, Unit 1 

50-596 

234 

New Haven, Unit 2 

50-597 

235 

Nine Mile Point Nuclear Station, Unit 1 

50220 

23 

Nine Mile Point Nuclear Station, Unit 2 

50-410 

180 

North Anna Power Station, Unit 1 

50-338 

130 

North Anna Power Station, Unit 2 

50-339 

133 

North Anna Power Station, Unit 3 

50-404 

178 

North Anna Power Station, Unit 4 

50405 

178 

North Carolina State Univ. PULSTAR 
Reactor 

50-297 

83 

North Carolina State Univ. Research 
Reactor 

50-111 

13 

North Coast Nuclear Plant (Puerto Rico) 

50-376 

162 

Nuclear Examination Reactor 

50-375 

162 

Oconee Nuclear Station, Unit l 

50-269 

53 

Oconee Nuclear Station* Unit 2 

50-270 

55 

Oconee Nuclear Station, Unit 3 

50-287 

74 

Ohio State Univ. Research Reactor 

50-150 

15 

Oyster Creek Nuclear Power Plant 

50-219 

22 

Palisades Nuclear Plant 

50-255 

42 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

222 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

223 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

223 

Palo Verde Nuclear Station, Unit 4 

STN-50-592 

233 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

233 

Pawling Research Reactor 

50-54 

11 

Peach Bottom Atomic Power Station, 
Unit 1 

50-171 

18 


Name 

Docket 

Page 

Peach Bottom Atomic Power Station, 

Unit 2 

50-277 

63 

Peach Bottom Atomic Power Station, 

Unit 3 

50-278 

65 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

216 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

216 

Pennsylvania State Univ. Research 

Reactor 

50-5 

8 

Perkins Nuclear Station, Unit 1 

SIN-50488 

204 

Perkins Nuclear Station, Unit 2 

STN-50-489 

205 

Perkins Nuclear Station, Unit 3 

STN-50-490 

205 

Perry Nuclear Power Plant, Unit 1 

50440 

186 

Perry Nuclear Power Plant, Unit 2 

50441 

187 

Phipps Bend Nuclear Plant, Unit l 

50-553 

227 

Phipps Bend Nuclear Plant, Unit 2 

50-554 

227 

Pilgrim Nuclear Power Station, Unit 1 

50-293 

77 

Pilgrim Nuclear Power Station, Umt 2 

50471 

201 

Pilgrim Nuclear Power Station, Unit 3 

50-472 

201 

Plum Brook Reactor - Mock-up 

50-185 

18 

Plum Brook Research Reactor 

Facility 

50*30 

11 

Point Beach Nuclear Plant, Unit 1 

50-266 

52 

Point Beach Nuclear Plant, Unit 2 

50-301 

84 

Prairie Island Nuclear Station, Unit 1 

50-282 

70 

Prairie Island Nuclear Station, Unit 2 

50-306 

90 

Quad-Cities Station, Unit 1 

50-254 

39 

Quad-Cities Station, Unit 2 

50-265 

50 

Rancho Scco Nuclear Generating Station 

50-312 

96 

RESAR-3S 

STN-50-545 

224 

RESAR-41 

STN-50-480 

202 

RESAR-414 

STN-50-572 

232 

Rhode Island Nuclear Center Reactor 

50-193 

19 

River Bend Station, Unit I 

50-458 

197 

River Bend Station, Unit 2 

50459 

198 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

50-244 

29 

RPI Critical Experiment 

50-225 

26 



Name 

Docket 

Page 

Salem Nuclear Generating Station, 

Unit 1 

50-272 

58 

Salem Nuclear Generating Station, 

Unit 2 

50-311 

93 

San Onofre Nuclear Station, Unit 1 

50-206 

19 

San Onofre Nuclear Station, Unit 2 

50-361 

147 

San Onofre Nuclear Station, Unit 3 

50-362 

149 

Santa Maria de Garona Nuclear 

Power Plant 

50-279 

67 

Saxton Nuclear Experimental 

Facility 

50-146 

15 

Seabrook Nuclear Station, Unit 1 

50-443 

187 

Seabrook Nuclear Station, Unit 2 

50-444 

188 

Sequoyah Nuclear Plant, Unit 1 

50-327 

115 

Sequoyah Nuclear Plant, Unit 2 

50-328 

116 

Shearon Harris Nuclear Power Plant, 

Unit 1 

50-400 

173 

Shearon Harris Nuclear Power Plant, 

Unit 2 

50-401 

174 

Shearon Harris Nuclear Power Plant, 

Unit 3 

50-402 

175 

Shearon Harris Nuclear Power Plant, 

Unit 4 

50-403 

177 

Shoreham Nuclear Power Station 

50-322 

108 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

221 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

221 

South Texas Project, Unit 1 

STN-50-498 

207 

South Texas Project, Unit 2 

STN-50-499 

210 

Space Radiation Research Reactor 

50-187 

18 

Sterling Power Project, Nuclear, Unit 1 

STN-50-485 

204 

St, Lucie Plant, Unit 1 

50-335 

127 

St. Lucie Plant, Unit 2 

50-389 

168 

Sundescrt, Unit 1 

50-582 

232 

Sundescrl, Unit 2 

50-583 

232 

Surry Power Station, Unit 1 

50-280 

67 

Surry Power Station, Unit 2 

50-281 

68 

Susquehanna Steam Electric Station, 

Unit l 

50-387 

165 


Name 

Docket 

Page 

Susquehanna Steam Electric Station, 

Unit 2 

50-388 

166 

Texas A & M Umv. Research Reactor 

50-59 

12 

Three Mile Island Nuclear Station, 

Unit 1 

50-289 

75 

Three Mile Island Nuclear Station, 

Unit 2 

50-320 

104 

Trojan Nuclear Plant, Unit 1 

50-344 

137 

Turkey Point Plant, Unit 3 

50-250 

36 

Turkey Point Plant, Unit 4 

50-251 

37 

Tuskegec Inst. Research Reactor 

50-406 

178 

Tyrone Energy Park, Unit 1 

STN-50-484 

203 

UC-lrvme Research Reactor 

50-326 

115 

UCLA Training Reactor 

50-142 

15 

UC-Santa Barbara Research Reactor 

50-433 

184 

Univ. of Arizona Research Reactor 

50-113 

13 

Univ. of Delaware Research Reactor 

50-98 

13 

Umv. of Honda Training Reactor 

50-83 

12 

Umv. of Illinois Research Reactor 

50-151 

15 

Univ, of Lowell Research Reactor 

50-223 

26 

Univ. of Maryland Research Reactor 

50-166 

18 

Univ. of Michigan Research Reactor 

50-2 

7 

Univ. of Missouri Research Reactor 

50-123 

13 

Univ. of Missouri Research Reactor 

50-186 

18 

Univ. of Montevideo Research Reactor 

50-256 

43 

Univ, of New Mexico Research Reactoi 

50-252 

39 

Univ. of Oklahoma Research Reactor 

50-112 

13 

Univ. of Texas Research Reactor 

50-192 

19 

Univ. of Utah Research Reactor 

50-72 

12 

Univ. of Utah Rcsearcli Reactor 

50-407 

178 

Univ. oj Virginia Cavalier Reactor 

50-396 

172 

Univ, of Virginia Research Reactor 

50-62 

12 

Univ. of Washington Research Reactor 

50-139 

15 

Univ. of Wisconsin Research Reactor 

50-156 

17 

U.S. Geological Survey Research Reactor 

50-274 

61 
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Name 

Docket 

Page 

Vermont Yankee Nuclear Power Station 

50-271 

57 

Virgil C. Slimmer Nuclear Station, 

Unit l 

50-395 

170 

Virginia Polytcch In^t. Training Reactor 

SO- 124 

14 

Walter Reed Research Reactor 

50-135 

15 

Washington State Umv Research 

Reactor 

50-27 

10 

Waterford Generating Station, Unit 3 

50-382 

163 

Watts Bar Nuclear Plant, Unit 1 

50-390 

168 

Watts Bar Nuclear Plant, Unit 2 

50-391 

169 

Westinghouse Critical Experiment 

50-87 

13 

West Valley Reprocessing Plant 

50-201 

19 

William B MacGuire Nuclear Station, 
Unit 1 

50-369 

156 

William B. MacGuire Nuclear Station, 
Unit 2 

50-370 

159 


Name 

Docket 

Page 

William H Zimmer Nuclear Station, 

Unit 1 

50-358 

145 

Wolf Creek General ing Station 

STN-50-482 

202 

Worcester Polytech Inst. Research 
Reactor 

50-134 

15 

WPPSS Nuclear Project, Unit 1 

50-460 

198 

WPPSS Nuclear Project, Unit 2 

50-397 

172 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

214 

WPPSS Nuclear Project, Unit 4 

50-513 

215 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

214 

Yankee-Rowe Nuclear Power Station 

50-29 

10 

Yellow Creek Nuclear Plant, Unit t 

STN-50-566 

229 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

230 

Zion Nuclear Power Station, Unit l 

50-295 

79 

Zion Nuclear Power Station, Unit 2 

50-304 

87 



DOCKETED SERIES 


LOW LEVEL RADWASTE DISPOSAL SITES 

DOCKET 27-039 Sheffield. It- < Nuclear Engineering Co 


7903210380 Forward* IE Insp Rapt 27-0039/79-01 on 790123 b 25 No 
noncomp lianc* noted 

DAV19.A Q Rag Ion 3, Chicago, Fuel Facility b Material* Safety 

Branch 79/02/03 2pp 


790321 0367 IE Insp R«»pt 27-0039/79-01 on 790123 b 25 No noncompl iihce 
notad Major areas Impacted emergency planning including 
coordination w/offsite agencies, test L dri 1 1*. emergency 
equipment it implementing procedure* b training 
GRANT, W D , E88IQ, T H Region 3. Chicago, Furl Facility it 

Material* Safety Branch 79/02/01 3pp 


7903030003 Schielar at al, response to cross-motions of NRC to deny 
application for «ita expansion Support NRC motion* it urge 
dtnial of application for «ita expansion Certificate of Svc 
and 

MCRAEiD J Affiliation Unknown 79/02/06 2pp 


7903090209 Request for permission to fila reply brief r* issue of 
licensee's possession of & responsib i 1 i ty far prevention of 
long-term harm from buried wastes, if issue mutt be resolved 
in ruling on pending motion*. Certi ficata of Svc and 
REISiE. J Branch 3 79/02/14. 4pp 


7903140193 Responds to 7B1227 Itr requesting deferment of consideration 
of application for rallcanslng disposal site Requests 
info re anticipated operations at s i ta» won i to In g j men 1 1 l 
surveillance until burial is resumed or sit# d a c onwni s s i oned 
BELL, N J Low Level Waste Branch. 79/02/13 3pp. 


7903140433 Informs that 790214 pleading did not Include -'attached 
brief," which will be filed if ASLB grant* permission 
BOHINKI.0 M. Branch 3 79/02/16, IP 


7903140472 Request to reply to licensee's "Answer to Interveners' 
Memo Opposing Motion to Suspend b Cross-Motion to Dismiss or 
Deny" b to "NRC Opposition to Motion to Suspend it 
Cross-Motion to Deny " 

MANSELL, D Illinois, State of. 79/02/20 2pp. 


7903140479 Reply to licensee's answer b NRC motion. Argue* that licenses 
made erroneous assertions re IL's obligations for long-term 
car* of sit* Supporting documentation 5* Certificate of Bvc 
end. 

HANBfiLLiD , SCOTT. W J Illinois, State of 79/02/20 99pp 


7903130307 Grant* motions by NRG b intervenor State of IL to file addl 
briefs for good cause shown, 

OODDHOPE. A C, Atomic Bafety and Licensing Board Panel. 79/02/27 
2PP 


7903200143 Submits opposition to request by NRC b Atty General of IL to 
file reply briefs 

CONNER, T. B Conner, Moore b Corker 79/03/01 ip 


7903200 i 43 Licensee's response in opposition to request by NRC b Atty 
Oeneral of IL to file reply briefs, Reply briefs should be 
denied due to numerous delays, Certificate of Svc end 
CONNER. T B , WETTER HAHN, M J Conner, Moore b Corber 79/03/01 
7pp 


7903260196 Order* Orel argument In Peoria, IL on 790327 re applicant's 
motion to suspend further proceeding* on application for 
•Kpanslon 

OOODHOPE, A. C Atomic Safety and Licensing Board Panel 79/03/07, 

2pp 


7903280237 Ack receipt of 790300 Itr notifying NRC of termination of 
License 13-10042-01, Explains that licenses can only be 
terminated by NRC. Inspectors are Investigating situation 
DIRCJ48, W J Office of Nuclear Material Safety b Safeguards 
79/03/09 2pp. 


7903300249 Amends 790307 order scheduling oral argument for 790327 in 
■ Peorie. IL, Oral argument will also cover applicant's 790309 
notion b answers thereto Answers to 790308 motion shall be 
filed by 790320 

OOQDHQPE# A. C Atomic Safety and Licensing Board Panel 79/03/13 
2pp 


7903300931 Requests cooperation during termination of operation Site 
pose* no threat to public safety Certificate of Svc end 
NEEL, J N Nuclear Engineering Co , Inc (subs of Teledynr, Inc > 
79/03/14 4pp 


7903300943 Responds to 790215 Itr b requests info to complete 
licensing renewal Certificate of Svc end 

BAER, T 8 Nuclear Engineering Co , Inc (subs of Teledyne, Inc ) 
79/03/16 3pp 


7903300391 Forwards order to show cause requiring immediate resumption 
of responsibilities under License 13-10042-01 Certificate 
of Svc end 

DIRCKSi W J Office of Nuclear Material Safety it Safeguards, 

79/03/20 1 P 


7903300594 Order to show cause requiring immediate resumption of 
responsibilities under License 13-10042-01 at site 
DIRCKS, W J Office of Nuclear Material Safety b Safeguards 
79/03/20 7pp 


DOCKET 27-047 Barnwell, SC # Ch em-Nuc 1 ear Systems 


7903140647 Forward* "Radiation Exposure Records b Procedures" ttP-AD-001 
far NRC review 

CORBETT, J 8 Chem-Nudeer Systems, Inc 79/01/13 4pp 


7903140021 Forward* "Emergency Notification Procedure" CN-EM-OOi, f or 
NRC review 

CORBETT, J, 8 Chem-Nuclear Systems. Inc 79/01/16 6pp 


7903140371 Return* changes to Radiation Protection Manual sent on 
790119-16 Manual Is part of license, so an amend is needed to 
change manual 

BELL, M, J Low Level Waste Branch 79/02/13 lp 


7903140024 In response to application fOT amend to License 46-13536-10 
which would permit burial of local pou»*r range monitors, 
advise* that addl info is required to initiate review 
BELL, M J Low Level Waste Branch 79/02/13 2pp 


7903210531 Request* amend to License 46-13336-01 for di«pa*al of C»F2 
waste* containing U-239 In support, submi t* copy of 
“Criticality Analysis for Bulk Disposal of CaF2 Bludge 
Containing U-235 " 

REYNOLDS, L E, Chem-Nuclear Systems, Inc 79/02/20 6pp 


7903120112 Responds to request for amend to License 46-13336-01 to 
permit burial of large boxes of wastes w/U-239 Requests addl 
info re typical dose rates from handl ing. matls b const of 
box, form of U-233 b any other matl b expected market 
BELL, M J Low Level West* Branch 79/02/23 2pp. 


DOCKET 27-048 Richland, WA .Nuclear Engineering Co, 


7903190390 In response to 790221 telcon re disposal facil i ty, r*qu*« t* 
estimate of land contour fluctuation w/data by 790301 
Forward* criticality analysis matls b 1 trs 
R0LE9, 0 Low Level Waste Branch. 79/02/28 2pp 


7903190399 Preitnts KENO code input b output for safety analysis per 
criticality review of Chem-Nuclear burial of wastes 
containing specified concentrations of U-B3S. 

MAROTTAi C. R Transportation Branch. 77/11/01 6pp 


7903190406 Requests amend to License 46-I3336-“0i to provide one time 
receipt b disposal via land burial of radioactive waste 
w/U- 233 Max content in one package may be increased to 
100 g 

CORBETT, J 8 Chem-Nuclear Systems, Inc, 77/09/12. 6pp 


7903190410 Requests amend to License 46-13936-01 to provide for 
receipt, transport b burial of radioactive wattes u/U-235, 
CORBETT# J 5 Chem-Nuclear Systems, Inc 77/01/07 7pp, 


1 
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DOMESTIC LICENSING OF SOURCE MATERIAL 

DOCKET 40-0201 Ventron Corp 


DOCKETED SERIES 


DOCKET 40-0791 United Technologies 


7903140657 Qummariies in*p 30-10039/78-01 h 40-20 1 /78-01 on 731321 of 
License 3TD- 180 t» 20-15916-01 No none omp 1 1 ane e noted Major 
areas inspected radiation safety & compliance v/NRC rules & 
regulations 

UCCLINTOCK.R 0 Region 1* Philadelphia* Office of the Director 

79/01/12 2pp 


7903310007 IE Insp Findings & Licensee Aclt dtd 790313 of Llcenie 
SMB-151 In«p findings rooms t, areas not properly posted* 
Indicating presence of radioactive mat!, fc Form NftC-3 not 
properly posted 

OEMAN,P,C Region l, Philadelphia, Office of the Director 
79/02/13 tp 


DOCKET 40-0299 Union Carbide Corp 


7903130343 Forwards OES ( NURE<3-0441 1 Federal Register notice 
Forwarding ltr, list of addressees 6 list of documents 
transmitted end 

SCARANO, R A Fuel process & Fab Branch 79/01/12 IP 


7903130344 Notice of availability of DES <N\JREQ-0441 ) T a facility 
license renewal 

SCARANQ, R A Fuel Process h Fab Branch 79/01/09 6PP, 


7903130350 "EES Related to Operation of Gas Hills U Mill " 
Supports License &UA-64B renewal 

* Office of Nuclear Material Safety l< Safeguards NLfREC-0441 
79/01/31 lOOpp 


7903060665 Forwards comments on DES, u/emp basis on hydrological data, 
reclamation plans for existing tailing* pile & heap leach 
sites, t date for future tailings disposal alternatives 
ACKERMAN. If C Wyoming. State of 79/01/30 3pp 


7903010477 Assures NRC that technical rept addressing environ impacts & 
reclamation plan for below-grade disposal of tailings will 
be mailed by 790302 Delay required for Dames h Moore to 
recalculate seepage rate & cho-mlcai transport from pit 
REKEHEYER pc Union Carbide Corp 79/02/01 lp 


7903120374 Responds to NRC 790112 ltr requesting review t comment on 
draft environ statement Informs of DO A permit requirement 
if it becomes necessary to dredge or fill matl into 
waterway 

VELEHRAOSKY, J E Army. Dept of 79/02/09 lp 


7903140634 Responds to 790112 ltr requesting comments an DEIS re Gas 
Hills if mill Review concentrates on other agencies' EIS or 
special expertise areas Concludes no significant impact* in 
these area* 

HEINE MANN, -J M Federal Energy Regulatory- Commission 79/02/22 Ip 


7903220375 Forwards comments received from WY state agencies re DES 
concern for final disposition of west *&, requests 
for add 1 info, U objections to outdated alternatives for 
tailings disposal 

HARTMAN, d M Wyoming, State of 79/02/27 10pp 


7903220376 No comments on DES 

DICKSON, F S Agriculture, Dept of 79/03/01 lp 


7903230065 Provides analysis of long-term radiological effects on 
environ from Gas Hills U mill Conclude* NRC evaluation of 
environ impact Is inadequate U suggests several item* which 
Should be improved before renewing license 
LOCHBTGT.W A Affiliation Unknown 79/03/09 lipp 


DOCKET 40-0341 General Services Admlnistrat ion 


7903190337 Forward* IE Insp Repts 40-0341/78-02 on 731227 U 
40-0341/78-03 on 781213 Ha noncampl i *nce noted 

MCCLINTOCK.R 0 Region l, Philadelphia, Office of the Director. 
79/01/16 2pp 


7903190347 IE Insp Rept 40-0341/78-02 on 781227 No noncompliance noted 
Major area* inspected storage L transfer of mail U presence 
of radioactive m«tl 

OLENNr J. , MCCLIHTOCK.R Q Region 1, Philadelphia, Fuel Facility 

I, Materials Safety Branch 79/01/15 3pp 


7903190356 IE Imp Rept 40-00341/78-03 on 761213 Mo noncomp 1 i anct 
Tio-ted Major areas inspected Th nitrate storage facilities 
5LQB0DIEN, M J • COSTELLO, F M » MCCLIHTOCK, R. O Region t, 
Philadelphia, Office of the Director 78/01/15 7pp 


DOCKET 40-1162 Western Nuclear 


7903230215 Forwards "working earthquake list" used for seismic analysis 
of Split Rod tailings dam site 

TAYLOR, M J D'Appolonia Consulting Engineers, Inc 79/02/20 

lB2pp 


7903070447 Forwards minyte* of NRC 790117 meeting w/We«t*rn Nuclear (* 
Argonne re DE9 for Split Rock Copy of WY Natl Pollution 
Discharge Elimination Qy* permit issued 780801 is encl, 

BOGDEM, Q. Western Nuclear, Inc (subs of Phelps Dodge Corp ) 
79/02/06 4pp 


7903070457 Minutes of 790117 meeting held in Washington, DC u/Western 
Nuclear t» Argonne re DEB for Split Rock 

* Western Nuclear, Inc (subs of Phelps Dodge Corp 1 79/01/17 

40pp 


7903200175 Forwards "Stack Emissions Survey of Split Rock U Mill* dtd 
Sept 1970 b comparison af sample results for Green Mountain 
Mamh IX 

B DO DEM i 0 Western Nuclear, Inc (subs of Phelps Dodge Corp 1 

79/08/26 2pp 


7903200161 "Stack Emission* Survey of Split Rock U Mill " 

* Western Nuclear, Inc (subs of Phelps Dodge Corp > 78/09/30 

50pp 


DOCKET 40-1341 Ford. Bacon S< Davis 


7903190545 Forwards "Edgemont U Mill Decommissioning Plan" & supporting 
environ rept 

GlLLELANDiJ E Tennessee Valley Authority 79/02/26 lp 


7903190550 "Edgemont U Mill Decommissioning Plan " 
* Tennessee Valley Authority 79/02/26 24Bpp 


7903210103 Forwards "Semiannual Effluent Release Rept 7, Jul-Dot 1978 " 
OILLELAND.J E Tennessee Valley Authority 79/02/26 lp 


7903210106 "Semiannual Effluent Release Rapt 7, for Jul-Dec 1978 " 
» Tennessee Valley Authority 79/02/26 Opp 


7903270012 Request* NRC coordinate u/EPA & SD Dept of Environ 
Protection on a comprehensive assessment of radiation dosage 
of person* living in & around Edgemont & Cottonwood 
c omnunities 

JANKLOW, W J South Dakota, State of 79/02/26 lp 


DOCKET 40-2061 Kerr-M«Gee Corp 


7903210001 Comments on Kerr-KcGeo's decommissioning plan & Argonne Natl 
Lab's rept on thorium residuals at facility Emphasizes that 
Kerr-McOee should provide cost estimates 
LICHTENSTEIN. D Illinois, State of 79/02/27 4pp 


7903270310 Forwards comments on Karr-licGea Chemical Corp 
decommissioning plan Provides positions re alternative 
disposal sites for contaminated & non-contamlneted wastes 
& min requirements for sanitary landfills 
MOORE. J S Illinois, State of 79/03/06 4pp 


7903290208 Discusses IE insp of License 8TA-503 cm 790223 No 
noncompliance noted Major area* Inspected radiation safety 
it compliance w/NRC rules & regulations 

PAPER 1ELL0, C J, Region 3, Chicago, Office of the Director 
79/03/13, 2pp 
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DOCKETED SERIES 


DOCKET 40-2253 Army* Dept of, Army Mechanical Research Center, WA 


7903060018 Ack receipt of 781220 1 tr informing NRC of steps taken to 
correct violation noted in Insp Repts 40-2233/78-02 & 

70-263/78-02 

MCCLINTQCK.R Q Region 1. Ph i lad 0 1 ph i a , Fuel Facility A Materials 

Safety Drench 79/01/18 Ip 


7903060020 Responds to NRC 781124 ltr re violations noted In Insp Repts 
40-2233/70-02 A 70-263/78-02 Corrective actions radiation 
surveys of U machine shop effluents will be performed 
monthly 

WRIGHT- E S Agriculture- Dept of 78/12/20 2pp 


7903060023 Forwards IE Insp Repts 40-2233/78-02 A 70-263/70-02 on 
781109 A notice of violation Insp repts withheld (ref 
10CFR2 790) 

MCCLINTOCK.R 0 Region 1, Philadelphia* Fuel Facility A 

Materials Safety Pranch 78/11/24 2pp 


7903060023 Notice of violation from insp on 78X109 failure to conduct 
surveys of concentrations af effluents in unrestricted 
areas 

* Region 1« Philadelphia, Fuel Facility A Materials Safety 

Branch 78/11/24 lp 


DOCKET 40-2259 Pathfinder Mines Corp 


7903020309 Responds to NRC 781106 request for addl Info for evaluation 
of tailings impoundment 2A Forwards computer code source 
data 

NUGENT, E L Pathfinder Mines Corp 79/01/23 25pp 


7902270137 In response to 781027 request, forward s answers to Questions 
332 10 A 362 12 thru 362 20 os compiled by Chen A 
Associates Response to 362 11 ii/l 1 1 be forwarded by 790209 
NUOENT, E L Pathfinder Mines Corp 79/02/02 Ip 


7902270140 Provides addl info in response to NRC 781027 ltr re 
geotechnical review of soil A foundation investigation for 
proposed Tailings Dam 4 embankment addition 

TEMME, K E , HOLLINGSWORTH, H Chen A Associates, Inc 79/01/31 
23pp. 


7903050089 Responds to Question 362 11 of NRC 781027 ltr Describes 
tailings area groundwater monitoring program to evaluate 
seepage, d i lut ion d i sp ers 1 on, qua 1 i ty A certain physical 
aquifer properties W/over*iis drawing 
NUGENT, EL Pathfinder Mines Corp 79/02/08 6pp 


7903200076 Requests addl info re hydrologic review of proposed 
Tailings Dam 4 addition W/encl questionnaire 

8CARAN0, R A Division of Fuel Cycle A Material Safety. 79/02/14. 
3pp 


7902270032 Responds to 790129 telcon re use Df Lander National 
Weather 8vc rather than Lucky McMlne metero 1 og i ca 1 data for 
developing stability class infoJ latter Is not equipped to 
measure temp on tower 

NUOENT, E L Pathfinder Mines Corp 79/01/29 lp 


DOCKET 40-2286 Westinghouse Electric Co 


7903140377 Discusses IE Insp Rept 40-22B6/7B-02 on 790110 No 
noncomp 1 iance noted 

MCCLINTOCKiR 0 Region 1, Philadelphia, Office of the Director. 
79/01/10 lp 


DOCKET 40-3392 Allied Chemical Corp 


7903270010 Summary of meeting w/Allied Chemical to discuss 
demonstration of compliance w/40CFR190 at Allied Metropolis 
UF6 production plant, 

NIXON, W. A. Fuel Process A Fab Branch 79/01/26 2pp 


7903150071 Forwards IE Insp Rept 40-3392/78-04 for License SUD-526 on 
781208 No noncompliance noted 

DAVIS, A 8. Region 3, Chicago, Fuel Facility A Materials Safety 

Branch 79/01/31 2pp. 


7903130073 IE Insp Rept 40-3392/73-04 for License SUB-326 on 781200 
No noncomp 1 lance noted Major areas Inspected. confirmatory 
measurements Including closeout of results of previous 
sample collection 

GRANT. W. B , eaaiO,T. H Region 3, Chicago, Fuel Facility A 

Materials Safety Branch 79/01/24 5pp 


7903270119 OA program for design, fabrication, assemb ly, testing, Insp, use 
A maint of vessels used for storage A shipment of U 
hesaf lourlde 

» Allied Chemical Corp 78/12/01 60pp 


DOCKET 40-3433 Atlas Minerals 


7903210067 Forwards "Rept of 8uppl Study , Geotechnical Evaluation 
of Tailings Pond, Embankment Sy*,Moab,UT " 

TQLAND, G C, » BODDY# J P Dames A Moore 79/02/16 ip 


7903210074 "Rept of Suppl Stud y, Qeotechn 1 ca 1 Evaluation of 
Tailings Pond, Embankment SysiMoab,Ut " 

* Dames A Moore 79/02/16 227pp 


7903070202 Concurs w/conc 1 us i ons of FEQ No known effects could be found 
on any potential or listed Natl Register historical, 
archeological or cultural sites Should artifacts or cultural 
objects be found, state historic preservation will be told 
KEENE, J P Utah, State of 79/01/30 lp 


DOCKET 40-4492 Federal American Partners 


7903200499 Forwards "Investigation A Evaluation of Tailings Pond 1 
Seepage" A "Geotechnical Investigation A Design for 
Subsurface Disposal of Millwaste, " 

JACKSON, F D , WRIGHT, K H Federal American Partners 79/03/04 lp 


7903200302 "Investigation A Evaluation of Tailings Pond 1 Seepage M 
W/oversiie maps 

JACKSON. F D 1 WRIQHT, K H Federal American Partners 79/03/08 

10pp 


7903200303 '‘Geotechnical Investigation A Design for Subsurface Disposal 
of Millwaste " W/oveftlie maps 

TAYLOR, 0 L Federal American Partners 79/03/OB lBOpp 


7903220489 Forwards addl info re specific activity of tailings area 
sand A slimes as part of 790111 submittal Requests results 
of UOAD computer analysis of wind blown emissions 
JACKSON, F D, » WRIGHT, K H Federal American Partners 79/03/04 

2pp 


7903270028 Comments on 790202 tailings escape A subsequent visit of 
0 Deach A E Francis to scene of accident on 790301 Event 
handled satiifactori 1 y j had 15 foot lift been installed, 
no emergency would have occurred 
FRANC 18, E Wyoming, State of 79/03/03 lp 


DOCKET 40-6639 Petrotomics Co 


7903290231 "Technical Const Specs for Tailings Pam Embankment 
Addition » 

# Petrotomics, Inc 79/03/01 49pp 


7903290244 Forwards 43,500 check to cover cost of NRC evaluation of 
request for minor amend to License SUA-351 
WHITMAN, JH Petrotomics* Inc 79/03/06. 18pp. 


7903230061 Amends attached 780620 ltr re disposition of U 
tailings States that all capping over tailings Will be 
clayey matl in place of part clay A clay overburden as 
previously stated, 

WHITMAN, J H Petrotomics* Inc 79/03/07. lpp 


7903230063 Responds to 780605 telcon re disposition A stab i 1 i tat i on of 
U tailings. 

WHITMAN, J H. Petrotomics* Inc 78/06/30 lp. 


790329023? Advises of no intention for heap leach operation to he 
included in amend fee forwarded w/790305 ltr, W/oversi ted 
drawings. 

WHITMAN, JH Petrotomics, Inc. 79/03/13, |p. 


DOCKET 40-7122 New Jersey Institute of Technology 


7903230274 Ack receipt of completed survey questionnaire on 790209. 
Will investigate action* during subsequent program insp, 

W/que ttlonnaire and. 

MCCLINTOCKi H, 0 Region 1, Philadelphia, Office of the Director 
79/02/16 3pp 


7903270117 Forward* GA program covering cylinders for transport of U 
hexaf louride for License SUB-526 

THOMAS, J. H. Allied Chemical Corp 79/02/15 2pp. 



* DOCKETED SERIES 

DOCKET 40-7243 Shaw, R M3 DOCKET 40-0064 Exxon Minerals Co USA 


7703330279 Ack receipt of completed survey questionnaire on 770200 7903140351 Forwards r scant data from original RhD site, inc lud ing U* 

Will Investigate idiom during subsequent program imp carbonate, bicarbonate. As* L selenium analyses for individual 

U/quest i onnaira tnq| well* during last half of 1778 Indicate! progreis in 

hCCLIHTDCKiR Q Region 1* Philadelphia* Office of the Director aquifer cleanup process 

77/02/16 3pp FREEMAN, M D Exxon Mineral* Co , USA 77/02/13 10pp 


DOCKET 40-7783 Boeing Co 7703140556 Rtpti on 4th quarter 1970 progr*** in const of facility 1 2 

— million gallon* of formation water produced It reinjected* & 


7703170424 Forward* renewal application tor exporting *par» depleted U 
counterweight* to Iran Request amend extending expiration 
date from 770301 to 810301 
MORGAN, g E Boeing* Co 77/01/03 lp 


7703170443 License application for Boeing Co to export not none than 
4*000 lb- depleted U c ounte rweights to Iran 
MORGAN, M E Boeing Co 79/01/03 lp 


DOCKET 40-8027 Kerr- McGee Corp 


7703140533 Forward* monitor well water data for 1770 as promised in 
770111 ltr Alto Include* data on eight other well* which had 
elevated nitrate values 

SHELLEY* U J Ker T -McGee Carp 79/02/13 13pp 


7903230079 Forward* completion rapt t« amend application for 1970 
raffinate fertiliier test program for License SUB-1010 
SHELLEY, W J Kerr-McG«« Chemical Corp (subi of Kerr-McGae Carp > 
77/03/02- ip 


7703230000 "Raffinate Progrxm* 1978 Completion Rapt. 160 Acre Test Area 
a K«TT-hcOe« Chemical Corp (lube of Kerr-McQe* Corp ) 

77/03/02 B4p p 


DOCKET 40-8035 Cotter Corp 


7703270021 Summary of 781108 meeting w/property owner 6 his attorney to 
diseuei sequential procedure for decontaminating 6 releasing 
over 11 acres of land on Latty Avenue In Han luood, HO 
CROW. U T Fuel Proces* it Fab Branch 70/11/20 4pp 


7703270289 Summary of 760722 meeting w/Argonne Natl Lab* r« 
establishment o# criteria for dicontaminating 6 releasing 
in-Cotter property of Latty Avenue in Here lwood. MO W/ 
decontamination guideline*. 

CROW* VI T. Fuel PToeti* it Fab Branch 77/01/iB Beo 


790307Q461 Forward* ltr from constituent re proposal to transport 
radioactive waste* from site to Lambert Inti Airport Objects 
to taking of any radioactive metis to airport 
YOUNG, R A House of Rep 79/01/22 4pp 


7903160151 Responds to 770119 ltr r* removal of contaminated earth at 
Latty Avt site to St Louis Inti Airport Believes that 
planned removal is being handled properly t w/o adverse 
Impact 

MITCHELL, H C St Louis. MO 77/02/05 2pp 


7703220035 Request* copy of ltr from Mitchell to Congressman Young h 
any other correspondence that might be pertinent to cause., 

JARBOC. D FutUTi CoatlVigsr Inc t Jarboe Enterprises Dtv 79/02/16 
IP* 


7903230106 Forward* 790219 ltr from St Lout* Police Academy to 
Congressman RA Young Ltr discusses NRC plans for removal fe 
storage of low level contaminated earth at two sites to be 
used for police training, 

GRAVES. E St. Louis. MO 79/02/20. 7pp 


7903270212 Forward* requested document* covering minutes of NRC 7B110B 
meeting In St Louis , Mfl* £V Graves 7B1201 ltr to U Crow, t 
JL LI v#r nan (DOE> 781S13 Ur to UM Hendrie, 

CROW. W T Division of Fuel Cycle It Material Safety 77/02/26 ip 


7703270223 Summary of 7B110S meeting w/property owner t representing 
attorney in St Louis. HQ re decontamination U release of 
former Cotter Site in Hazelwood. MO. 

CI4QW, W T. Division of Fuel Cycle 4c Material Safety 78/11/00 

tfp. 


7703290230 Summary of 700922 Meeting u/NRC in Silver Spring* MD re 
criteria establishment for decontaminating ex-Cotter 
property cm Latty Avenue, Haze 1 wood. MO Ltr from Police Dept, 
at Louie. MO verifying possible usa of property end 
Chow. W T, Division of Fuel Cycle * Material Safety 79/01/10 
Spp 


leaching operations Initiated 

FREEMAN. M D Exxon Nuclear Co . Inc (subs of Exxon Corp > 
79/02/14 90pp 


7703150314 Amend 15 to License SUA-1139 euthoriiing production-scale 
solution mining tin situ leaching) of 0 Adds Condition 24 
to license 

BCARANQ.R A Fuel Procts* it Fab Branch 77/01/25 4pp 


7903070050 Believes WY comments submitted re DE8 were dismissed as 
trivial in preparation of FES Reiterates concern that »lte- 
spacific dale not being used in decision re granting const 
permit 

DEXTER, H 0 Wyoming. State of 79/01/26 2pp 


7903220377 Forwards addl comments received from WY state agencies re 
FES 

* Wyoming. State of 79/03/01 3pp 


DOCKET 4-0-B3O4 Wyoming Mineral Corp 


7702270057 Forwards “Irigaray Test Program, Environ Control Summary. 
Quarterly ftept 6. Oct-Dec 1970 " 

SCHENOEL.K R Wyoming Mineral Corp 79/01/30 lp 


7902270068 "Irigaray Test Program. Environ Control Summary . Quart er 1 y 
Hep t 6. Oct-Dee 1970 ** 

e Wyoming Mineral Corp 70/11/17 4Bpp 


DOCKET 40-0452 Bear Creek Mining Co 


7903150417 Forward* details of staff review of mill expansion plan 
Concludes that tailings disposal plane are incomplete V 
cannot be approved a* written 

MATHISEN. R L Wyoming, State of 79/02/03 5pp 


7903200271 Forward* list of deficiencies from Sept 1973 submittal re 
hydrologic aspects of tailings retention ays to be addressed 
before full hydrologic review is undertaken 

BCARANQ.R A Division of Fuel Cycle it Material Safety 79/02/16 

2pp 


7903220049 Forwards responses to questions contained in NRC 790216 ltr 
from R Scarano Expresses understanding that. upon NRC receipt 
of response*, dam safety analysis will begin in full force 
Threw oversized drawings end 

ANDREWS* R D Rocky Mountain Energy Co 79/03/09 37pp 


DOCKET 40-8477 The Boeing Co 


7903190424 Forwards renewal application for exporting spare depleted U 
counterweight* to Iran Request amend extending expiration 
date from 790301 to 010301 
MORGAN, W E Boeing Co 79/01/03 lp 


7703190443 License application for Boeing Co to export not more than 
4*000 lb depleted U counterweights to Iran 
MORGAN, W E Boeing Co 79/01/03 lp 


DOCKET 40-0502 Wyoming Mining Corp 


7903060160 BER for source mail license SUA-1341 Recommend* issuance of 
1 leans# 

C0QPER8TEIN.R Division of Fuel Cycle 6 Material Safety 78/11/17 
50 p p 


7903210286 Raqueit* amend to License SlTA-1341 to approve conduct of 
alternate Uxiviant evaluation program. *1 ightly modifying 
process in 790109 epplication Supporting documentation L 
overslied site map end 

SCHENDEL.K R Westinghous* Electric Corp * Wyoming Mineral Corp 
79/02/16 23pp 
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DOCKETED SERIES 


DOCKET 40-8500 Air Forcei Dept of* Kelly AFB 


7903150439 IE In»p Finding* it Licensee Ac k dtd 790306 of License 
SUD-1291 Insp finding* no noncomp 1 iance noted 

HARRISON* H C Region 4* Dallas* Office of the Director 79/02/06 

lp 


DOCKET 40-B583 Air Force* Dept of,USAF Academy 


7903120134 IE Insp Finding* & Licensee Ac k dtd 790116 of License 
SMB-1306 Insp findings operating procedures & NRC Form 3 not 
properly posted] records off surveys not properly maintained 
DAWSON, J M Region 4* Dallas* Office of the Director 79/01/16 
IP 


DOCKET 40-B5B4 Union 76 Exploration Co 


7902270019 Forwards Section 2*Vol 3 "Reclamation Plan" from Sweetwater* 
WY Dept of Environ Quality permi t-to-mlne application* 6 
Dept 7B1027 Itr setting 410*075*000 as performance bond 
SALISBURY* R Y Union OH Co of California 79/02/01 34pp 


7903200329 Forwards revised cost estimates for tailings decommissioning 
per 790202 request Estimates are divided into backfilling & 
stripp ing* topsol 1 it revegetation* & reflect reclamation 
costs in any particular year 

MARSHALL* J A Union 76 Mineral* Exploration Co 79/02/02 4pp 


790327021 B Forward* revised page* to source matl license application 
9AL19BURY* R Y Union Oil Co of California 79/02/05 Ip 


7903270225 Revised page* to application for source matl license 
Revisions intended to clarify operations it design of 
Sweetwater mill 

* Union Oil Co of California 79/02/05 14pp 


7903160306 Forward* Section II "Reclamation Plan" from p ermi t-to-mi ne 
appl lea t ion. Supercede* 790201 copy taken from outdated 
version of application 

SALISBURY* R Y Union Oil Co of California 79/02/15 32pp 


7903140484 Inform* of review of "Pre-Op era t i ona 1 Monitoring Rept for 
Sweetwater U Project*" (Dec 1978) Forwards request for addl 
monitoring &/or clarifying info Info must be tubmitted it 
reviewed three months before startup of mill. 

6CARANQ* R A Division of Fuel Cycle k Material Safety 79/02/16 
3pp 


7903210209 Forwards License BUA-1350 re U m i 11 1 ng . I nd i c at e » NRC must be 
notified 90 days before operations begin & procedure* must 
be implemented 30 days before starting 

SCARANO*R A Division of Fuel Cycle It Material Safety 79/02/16 
IP 


7903210213 License BUA-1350, author i * ing U milling by Mineral* 
Exploration Co 

SCARAND* R A Division of Fuel Cycle U Material Safety 79/02/16 
18pp. 


7903200342 Requests amend to SUA-1350 to revise sequence of tailings 
Impoundment const from D* C, A* D to C* D* A* B to allow 
impoundment of tailings in area farthest from drainage area 
Processing fee end 

DYKER8* L. 0. Union 76 Mineral* Exploration Co 79/02/20 2pp 


7903280340 Forwards request from Mineral* Exploration Co to 
revise sequence of const of four cells of tailings 
impoundment for Sweetwater mill Requests review as soon as 
possible Separate accounting of review efforts required 
BCARANO* R A Fuel Process it Fab Branch 79/03/05 lp. 


7903300152 Provides addl hydrologic data required for mod to license 
mean elevation of southslde safety berm it 6652 0* mean 
elevation of bottom of southslde diversion channel is 6625 & 
break point between fill & excavation is 6637 

DYKER8* L, 0 Minerals Exploration Co. {subs of Union Oil Co. of 
California) 79/03/06 2pp, 


7903300571 Forward* request for mod to License SUA-1350 Check for 
43*500 fee end 

MARSHALL* J. A. Mineral* Exploration Co (sub* of Union Oil Co of 
California) 79/03/07 4pp 


7903300575 Application for amend to Source Matl License BUA-1350 
changing conditions 43(f) k 44 (scrubbers & sewer sys) 

» Minerals Exploration Co (subs of Union Oil Co of California) 
79/03/07. 4pp. 


7903270020 Responds to 790220 telcon request for clarification of 
request for mod to Source Matl License BUA-1350 There has 
been no redesign at south diversion channel sys tince Its 
original design 

DYKER8, L 0 Union 76 Minerals Exploration Co 79/03/09 lp 


7903300527 Forward* comment* re leak detection sys under tailings pond 
* Wyoming* State of 79/03/08 5pp 


DOCKET 40-8600 Day & Zimmerman Co 


7903200022 IE Insp Findings 6 Licensee Ack dtd 790206 of License 
SUB-1296 Insp findings no noncompliance noted 

WILOORN, L Region 4, Dallas, Office of the Director 79/02/06 

lp 


DOCKET 40-8602 United Nuclear Corp 


7903060302 Responds to NRC 790201 ltr re graded riprap & embankment 
freeboard of proposed tailings dam Will make requested 
design change* U correct rept it specs 
WOLFF* C E United Nuclear Corp 79/02/05 lp 


7903140560 Forwards updated maps titled* "Mill Bite it Pit Areas 
Postulated for Tailings Disposal Bys" & "Cross-Sections 
Related to Mill Bite it Pit Area Postulated for Tallingi 
Disposal Sys " W/oversiied drawings 
WOLFF* C E United Nuclear Corp 79/02/19 lp 


7903130298 Forward* FES (NURE0-0532) 5, notice of availability W/Hot of 
Agreement States to whom DEB it FES will be sent 
BCARANO, R A Fuel Process it Fab Branch. 79/03/05 Ip 


7903130300 Notice of availability of FE8 (NURE0-0532) for Morton Ranch 
U mill 

SCARANQi R A Fuel Process fc Fab Branch 79/02/26 6pp 


7903130308 FES for Morton Ranch U Mill 

* Office of Nuclear Material Safety S< Safeguards NUREQ-0532 
79/02/28 195pp Available at NTI9 


DOCKET 40-0636 Wold Nuclear Co 


7703210254 Informs that no activities were undertaken on Licenses 
BUA-1329 l< SUA-1337 during 197B 
BELINO D C Wold Nuclear Co 79/02/05 lp 


DOCKET 40-8663 Nuclear Dynamics 


7903190560 Forwards '‘Third Quarterly Rept," peT NRC 780414 ltr 
authorizing source matl license 
BTQICKi A F Nuclear Dynamics 79/02/28 lp 


7903190569 “Third Quarterly Rept," covering Dec 197B-Jar 1979 only. 
Provides data on evaporation ponds* monitor well analyses, 
monitor well levels waste generation volt it vole of injected 
lixiviant tt solution produced 
a Nucor Corp 79/02/28 39pp 


7903190075 Responds to 790216 telcon It forwards rept on condition of 
Evaporation Pond 1 for License 8UA-1331 Describes efforts to 
establish leak source. 

CANNADAY, F X. Nuclear Dynamics 79/02/21 IP 


79031900B2 Provides latest data on Evaporation Pond i. Describes pumping 
it assaying activities in attempts to identify leak Will 
continue to monitor sys 

CRAY* D, P. Nuclear Dynamics 79/02/06. 2pp. 


7903290143 Requests amend to License BUA-1331 to author!** us# of 
ammonium carbonate/bi carbonate as alternate lixiviant in 
leaching process. 

CANNADAY, F X Nuclear Dynamics 79/02/27 2pp 


DOCKET 40-8670 Weber 


7903280226 Ack receipt of completed survey questionnaire on 790209. Will 
Investigate actions during subsequent program insp 
W/questionnaire encl. 

MCCL1NT0CK* R 0 Region 1* Philadelphia* Office of the Director. 
79/02/16 3pp. 



DOCKETED SERIES 


e 

DOCKET 40-B675 Energy Fuel* Nuclear 


7903 270192 Notification of const of central equipment repair facility 
to service two U buying stations 

V1MCELETTE, M D Energy Fuels Nuclear, Inc 79/03/07 2 p p 


DOCKET 40-94*76 Energy Fuels Nuclear 


7903270192 Notification of const of central equipment repair facility 
to service two U buying stations 

VINCELETTE. M D Energy Fuels Nuclear* Inc 79/03/07 2pp 


DOCKET 40-8601 Energy Fuels Nuclear 


7903210420 Forwards responses to public comment* on White Mesa DES 
(NUREQ-0494) , prepared jointly by Energy Fuils Nuclear Inc & 
consultant*! Dantes L Moore 

BAKER. C E Energy Fuels Nuclear* Inc 79/03/06 38pp 


7902270023 Discus*** selection aP sites for White Mesa mill & tailings 
development Portion of property being developed by Energy 
Fuels Nuclear would not constitute perimeter for historic 
district 

KEENE, J P Utah* Stats of 79/01/23 ip 


7903060361 Comment* in support of proposed project Believes it would 
benefit both Blending. UT & San Juan County. 

MITCHELL. J W Affiliation Unknown 79/02/02 tp 


7903-060963 Discusses advantages of proposed mill Requests approval of 

pTOJpCt 

fiEDD.T Affiliation Unknown 79/02/02 ip 


7903060603 Believes proposed milling operation is good fc safe since It 
will be built per NRC regulations 
BLACK. E A Affiliation Unknown 79/02/02 lp. 


7903090091 Favors proposed pr a ject. Bel lev* s it would be good for town 
of Bland lng, UT, b San -Juan County 

MITCHELL, J U. Wasatch Financial Corp. 79/02/02 lp 


7903090134 Support* licensing of U mill Believes design is more than 
adequate Points out employment advantages 
REDD, T Wasatch Financial Corp 79/02/02 Ip 


7903130013 Forward* comments on DEB <NUREG-0494> Believe* overall 
product accurately reflects project H/encl suppl rept on 
baseline water quality 

L ARSON. F. A Energy Fuels Nuclear. Inc 79/02/02 35pp. 


7903090394 Comments on DEB {NURE0-0494 > favor* mining operation* 
because of employment opportunities Urge* prompt 6 favorable 
action. 

GIBBONS, D Blending. UT 79/02/03 2pp , 


7903060353 Support* proposed pro jec t . stati ng it will result In 
substantial economic Improvement to area U help alleviate 
energy shortage on rati level as well 
STEVENS, E. E. Affiliation Unknown 79/02/04. lp 


7903020029 Espresso* concern that south or southwest winds will blow 
pile* of yellowest* towards town. 

BERO.R U Affiliatibn Unknown. 79/02/03 lp 


7903050096 Nontieello Chamber of Commerce unanimously support* propo*ed 
project. 

CAMBERDANCQ. J , REDD, B Affiliation Unknown 79/02/03 lp 


7903060346 Supports proposed project after studying environ statement h 
attending a public meeting held by Energy Fuels NucLaeT, Inc, 

REDDjK.B. Exxon Nuclear Co » Inc (lub*. of Exion Corp 1 79/02/09 

IP 


7903090421 Endorse* proposed project 

REDD, K B Manticello, UT 79/02/05 lp 


7903140640 Comments on environ draft for proposed project Urges 
favorable consideration of draft statement 
MCDONALD, D M Eastern Utah, College of 79/02/05 lp 


7903090023 Support* issuance of license for proposed f ac i 1 i ty , « inc e it 
will be a source of jobs in the area 

HALLIDAY. F Church of Jesus Christ of Latter Day Baints 79/02/07 
IP 


7903090322 Endorses proposed facility on basis of employment 
oppprtuniti es 

REDD, K B , VQUNO. J i BAN, P Monticello, UT 79/02/07 lp 


7903140664 Supports const h operation of proposed mill Anticipates job 
benefits for Ute Tribe members. 

CANTSEErM Affiliation Unknown 79/02/07 lp 


7903140667 Supports proposed U mill project Project will providB needed 
jobs S< will -have beneficial economic impact on entire tribe 
DAJ1DY, J Affiliation Unknown. 79/02/07 lp 


7903150194 Support* application of Energy Fuel* Nuclear, Inc for a 
source matl license r« proposed U mill Proposed energy 
development will add to county tax base L create a favorable 
employment climate 

LAWS, D Affiliation Unknown 79/02/07 Ip 


7903090336 Expresses enthusiasm over economic potential of project 
JOHNSON, K R JTN Insurance 79/02/0B lp 


7903140494 Forwards mgt framework plan {land use plan) proposing 3/4 
mile b-uffer tone around proposed mill tailings area 
SNELL, J D Interior, Dept. Of 79/02/0B 7pp 


7903090041 Support* proposed project Requests approval be expedited 
* Affiliation Unknown 79/02/09 lp 


790314049B Responds to 701213 request for comments on DES (NURE0-O494) 
Finds DES Incomplete in treatment of cultral & recreational 
resources, impact on local communities b potential water 
resource c ontami nat i oh 

MEIERPTTO, L E Interior, Dept of 79/02/14 7pp 


79D31600B4 Respond* to 701213 request for comments on DES (NUREQ-0494 ) 
for White Mesa U project Review concentrate* on other 
agencies' EIS or special expertise areas Find* no 
significant impacts in its areas of concern. 

HEINEMANK, J M Federal Energy Regulatory Commission 79/02/22 lp 


7903200109 In response to NRC request, forward* map showing location of 
archeological sites within perimeter of proposed White Mesa 
project 

QRANDEY, Q U Energy Fuels Nuclear, Inc 79/02/28 2pp 


7903200303 Forwards minute* of 790201 public meeting in Blinding, UT, re 
plant for White Mesa U Mill 

OLASIER, 0- E Energy Fuel* Nuclear, Inc 79/03/02 5pp. 


7903270192 Notification of const of central equipment repair facility 
to service two U buying station* 

V1NCELETTE, H. D Energy Fuel* Nuclear, Inc 79/03/07 2pp 


DOCKET 40-B6B4 J k P Corp 


7903210254 Informs that no activity were undertaken on Licenses 
8UA-1329 U SUA-1337 during 197B 
BELINQ.D C Wold Nuclear Co 79/02/05, Ip 


DOCKET 40-0692 Cotter Corp. 


7903060553 BuppoTts proposed project Express** concern that EPA Is 
interfering u/energy development. 

PATON, J H, Affiliation Unknown 79/02/05. lp 


7903060677 Forwards analysis of White He** project Concludes that 
comparison of health impacts to background is irrelevant & 
contrary to Natl Environ Policy Act of 1969 Eijresie* hope 
that i i sue of risk of deaths will be addressed. 

LOCHS TET, W A. Pennsylvania State Unlv. 79/02/05 lOpp 


7903090039 Supports proposed project, sine# area ha* 52X underemployment 
rate. Hill represents significant contribution to overall 
economy. 

LEE, L. i KINDRED, J San Juan Center for Higher Education 79/02/05 
lp. 


7903140655 Submits plan for column leaching test of tailings to be 
produced by TL Leach pilot plant at proposed site 
SMITH, T Cotter Uranium Mill. 79/02/07 7pp 


7903210100 Inform* that plan for column laaching test of tailing* 
appears adequate U will be forwarded to NRC 
HERLIHVrD Wyoming, State of 79/02/13 lp 


7903210065 Effective 790226, Cotter Carp's general offices will be 
located at 9305 West Alameda Parkway, Lakewood, CD All matters 
re Canon City mil) expansion projtct U TL leach project 
should ref this addre** 

MCGRATH, E J. McGrath, E J 79/02/26 2pp 
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DOCKETED SERIES 


DOCKET 40-8697 Rocky Mountain Energy Co 


7903140401 Forwards initial baseline data (water quality) for Reno 
Ranch test site Testing will begin week of 790212 & second 
quarterly rept will be submitted in June 1979 
LUCK. A D Rocky Mountain Energy Co 79/02/14 6pp 


7903200029 Submits quarterly rept summarising status of teat program 
W/encl initial baseline data 

LUCK. A D Rocky Mountain Energy Co 79/02/14 6pp 


DOCKET 40-8690 Plateau Resources 


7903020153 Forwards DE8 (NUREG-0504) it Federal Register notice 
SCARANO, R A Fuel Process it Fab Branch 79/02/09 lp 


7903020134 Notice of availability of DE8 (NUREQ-0904) 

SCARANO. R A Fuel Process It Fab Branch 79/02/02 2pp 


7903020197 Forwards DE8 (NURE0-0904) W/d istri butidn list 

SCARANO, R A Fuel Process it Fab Branch 79/02/09 Upp 


7903020161 DES re Shootering Canyon U project 

* Office of Nuclear Material Safety it Safeguards NURE0-0304 
79/02/09 1 BSp p Available at NTIS 


7903130032 Forwards assumptions it calculations used to derive addl 
transportation cost* which would accrue if ores to be 
processed at mill were shipped to other mills in region 
MARTIN. 8 Science Applications. Inc 79/02/12 6pp 


7903200113 Proposed Shootering Canyon U project will have no known 
effect on any rtcogniied or potential Natl Register 
historical . archaeolog leal or cultural sites 
KEENE, J P Utah, 8tat* of 79/02/14 lp 


7903160302 Jn response to 790209 request for comments on draft EIS for 
Shootering Canyon U Pro ject, advises that review will 
concentrate on other agencies' EIS Finds no significant 
Impacts in areas of concern 

HEINEMANN, J M Federal Energy Regulatory Commission 79/02/22, lp 


7903220496 Review of draft EIQ revealed no direct impacts on Dixie Natl 
Forest Spinoff impacts such as increased exploration 
activities have been experienced & can be expected to 
Increase 

REES, P M Agriculture, Dept of 79/03/06 2pp 


DOCKET 40-8712 Oulf Oil Corp 


7902270134 Confirms 790129 telcon that Oulf mgt has suspended work on 
Badger project) requests application be held In abeyance 
until further notice 

LINDLEY, P A Oulf Research & Development Co 79/01/31 lp 


DOCKET 40-8720 Standard Oil Co of Indiana 


7903020384 Confirms meeting w/R Cooperstaln on 790207 re proposed U in 
situ leaching project Topic* for discussion include Amoco'# 
proposed pilot facility, NRC requirement* for obtaining 
license it time frames for permits 

KRAT8AS, R C Amoco Oil Co (tub* of Standard Oil Co, of Indiana). 
79/01/16 lp 


7903280204 Summary of 790207 meeting w/Btd Oil Co re U solution 
extraction activity at Aliada site in MT. 

C00PER8TEIN, R Fuel Process it Fab Branch, 79/01/26. 2pp 


DOCKET 40-B721 Rocky Mountain Energy Co 


7903140447 Forwards environ rept w/appendix supporting source matl 
license application for in situ leach U mine * recovery 
plant. 

LUCK, A D Rocky Mountain Energy Co 79/02/12, lp. 


7903140434 Environ rept w/appendi x ‘in support of source matl Hcanse 
application for in-eitu leach U mine it recovery plant 
* Rocky Mountain Energy Co 79/01/31 700pp 


790313032S Summary of 790123 informational meeting re commercial scale 
In situ U solution mining activity 

C0QPERSTE1N, R Fuel Process. !< Fab, Branch 79/02/03 3pp 


7903270174 Forward* application for source matl license to extract U 
from mineral deposits by In situ leaching 
LUCK, A D Rocky Mountain Energy CO 79/02/12 ip 


7903270181 Application for source matl license w/supplamental infd 
describing proposed U solution mining activities 
LUCK, A D Rocky Mountain Energy Co 79/01/31 33pp 


DOCKET 40-6722 Br u*h-We 1 lman 


7903010219 Forwards application for source matl licansa Requests 
notification of NRC license processing costs prior to 
license Issuance W/encl suppl Info t< environ rept 
POWERS, M □ Brush-Wel lman, Inc 79/01/30 73pp 


7903010218 Application for source matl license to produce U concentrate 
from U bearing bertrandlte ores at byproduct of Be recovery 
operations W/s up port ing documentation 
POWERS, M B Brush-Wel lman, Inc 79/01/30 172pp 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 30-2 Univ of Michigan Research Reactor 


7903090232 Adds North University Bldg as nuclear wasta storage bldg to 
Indemnity Agreement E-24 Expects bldg will qualify for 
excess federal indemnity limit above insured 4290,000. 

HORNING. R, D Michigan, Univ of 79/02/23 lp 


DOCKET 90-3 Indian Point Station, Unit I 


7903120144 Forwards revised versions of Entry-Control 8ys Handbook, 
8AND77-1033 j I ntrusion Detection Sy * Handbook, BAND76-0394) & 
Barrier Penetration Database, NURE0/CR-O1B1 

MILLER, J R, Assistant Director for Reactor Saftguardi, 79/01/09 

2pp 


7903230033 Forwards Federal Register notice amending 10CFR73, 33, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Po^er Reactors Against Industrial Sabotage, " to 
defer employee pat-down eeardhes until 790001 

DENTON, H R, Office of Nuclear Reactor Regulation 79/02/23 ip, 


7903290099 Forwards safeguard* contingency plan. Plan withheld (ref 
1O0FR2 790) 

CAHILL, W J Consolidated Edison Co, of New York 79/03/22 IP. 


7903220343 Forwards fourteenth quarterly rapt for seismic monitoring 
program Also forwards 790227 transmittal ltr from WJ Cahill, 
Consolidated Edison of NY, to A Bchwencer, NRC, 6 revisions to 
thirteenth quarterly rept. 

DAVIS, J. P Consolidated Edison Co of New York 79/03/Oi 40pp. 


790316023B Forward* Endorsement 9B to MAELU Policy MF-29, amending total 
aggregate liability 

CAHILL, W J Consolidated Edleon Co of New York. 79/03/08 2pp 


79032B0337 In response to 780923 ltr, summarl tee info re preseurlier 
heatup rate Tech Bpec t nc on* 1 efeanc y Reactor coolant eye temp 
rate limited to 60 F per hour, due to design of Meetinghouse 
PUR Appropriate utils have bean notified. 

ANDERSON, T M Westinghouse Electric Corp 78/10/27 3pp. 


77030B0173 Forward* mod to “Review fc Acceptance of Spent Fuel Storage 
it Handling Application" provided on 7B04 14. Involves page* 

IV-3 * I V-6 w/modlfied rationale S< corrections, 

GRIMES, B K Assistant Director for Engineers it Project*. 

79/01/ i 8 4pp. 


7903140379 Forward* Amend 22 to License DPR-3, Amend 47 to License 
DPR-26, Tech Spec changes l< Federal Register notice. 

BCHWENCER, A, Opereting Reactor* Branch i 79/02/13, 3pp. 


79031403B4 Amend 22 to DPR-3 * Amend 47 to DPR-26 revising Tech Specs 
to delete method for calculating rate of heat rejection to 
river 

BCHWENCER, A. Operating Reactors Branch 1. 79/02/13. 7pp. 


7903140386 Notice of issuance of Amend 22 to DPR-3 it Amend 47 to 
DPR-26. 

BCHWENCER, A Operating Reactors Branch S. 79/02/13 2pp. 


7903190106 Notice of Issuance of Amend 22,47 l< 22 to Licensee DPR-3* 
DPR-26 it DPR-64 

BCHWENCER, A. Operating Reactors Branch 1. 79/02/15, 2pp, 



uuCKETED SERIES 

7903060392 "Quarterly Rept on Seismic Monitoring Network in Vicinity 
of Indian Point, NY, ♦’ Bept-Nov 197B 

* Consolidated Edison Co of New York 78/11/30 3Bpp 


8 

DOCKET 50-3 Indian Point Station, Unit 1 


7903150261 Forward* Amend 23 to DPR-3 h Amend 49 to DPft-26. r *vi sing 
administrative control* W/Tech Spec changes 6 notice of 

Issuance. 

SCKUENCER.A Operating Reactor* Branch 1 79/02/17 3pp 


7903IS0264 Amend 23 to DPR-5 l< Amend 48 to DPP-26 revising 
administrative control* W/end Tech Spe-c changes 
SGHWENCER, A Operating Reactors. Branch I. 79/02/17 31pp 


7903150265 Notice of issuance of Amends 23 & 40 to License* DPR-5 & 26, 
respectively, re adminlstrat i ve controls 

6CHWEWCER, A Operating Reactors Branch 1 79/02/17 2pp 


7903010233 Respond* to 790202 request Forwards check fo? fQOO under 
protest 

ZARAKAB, P. Consolidated Edi*on Co of New York 79/02/22 2pp 


7903070212 Forwards summary rept of personnel monitoring info 6 annual 
radiation exposure rept 

CAHILL. U J Commonwealth Edison Co 79/02/28 3pp 


790307G220 Forwards semiannual effluent release rept for Jul-Dec 1970 
CAHILL, W J Consolidated Edison Co of New York 79/03/01 lp 


7903070223 "Effluent Release Rept," semiannual rept for third & 
fourth quarters of 197B Covers liquid 6 airborne discharges 
* Consolidated Edison Co of New York 79/03/01 44pp 


7903150319 Forwards data specified in Section 401 Certification for Feb 
1979 

MONT L, W A Consolidated Edison Co of New York 79/03/09 16pp 


7903050331 Forward* application for amend to operating licence w/u>tll 
safety evaluation 6 affidavit of *vc 

CAHILL, W -J Consolidated Ediscp Co of New York 79/02/26 3pp 


7903050334 Application for amend to License DPR-5 to provide technical 
clarification*, ad mini* trative ,6 editorial changes Safety 
evaluation end 

CAHILL, W J Consolidated E-d i Ran Cp of New York 79/02/21 10pp 


7903210100 Forwards tabulation of daily record of fish collection* for 
Feb 1979, including daily species breakdown 6 total ut for 
Units 263 Circulators at Unit l were shut down for entire 
month Give* high fish impingement totals 6 corrective action 
CAHILL , U J Consolidated Edison Co of New York 79/03/14 5pp 


7903210105 Forwards monthly operating rept for Feb 1979 

CAHILL, H J Consolidated Edison Co of New York 79/03/15 lp 


7903280060 Forward* Amends 24 6 30 to License* DPR-3 6 DPR-2&, 
respect ively, 6 notice of issuance 6 availability Safety 
•valuation withheld iref 10CFR2 790) 

BCKMENCER, A Operating Reactor* Drench 1 79/02/27 3pp 


7903200006 Amends 24 6 50 to License DPR -5 6 DPR-26, r e sp ec t ivel y, add i n g 
Sections 7 6 2 J re physical security plans 

SCHHEftCER, A Operating Reactors Branch 1 79/02/27 4pp 


7903280096 Notice of issuance t availability of Amend* 24 6 30 to 
License* DPfl-5 It DPR-26, respectively 

8CHVJENCER, A Operating Reactor* Branch l 79/02/27 3pp 


7903210107 Monthly operating rept for Feb 1979 

KAWULA.L Consolidated Edison Co of New York 79/03/07 Bpp 


7903200372 Forwards LER 79-012/04T-0 

CAHILL, W J Consolidated Edison Co of New York 79/03/14 lp 


7903200373 LER 79-012/04Y-0 on 790213 contracting laboratory provided 
rept on 790213 that activity of precipitation sample taken 
on 790102 exceeded 10 time* control station level Caused by 
tritium releases from outside source 

MASCIULLIrS Consolidated Etfi*on Co of New York 79/03/14 3pp 


7903140261 Submits followup rept t* milk samples no longer obtainable 
from Guard Hill Farm, since animals have been removed from 
location Investigation being performed to find suitable 
replacement for sampling 

CAHILL, hi J Consolidated Edison Co. of New York 79/03/06 2pp 


7903290136 Semiannual progress rept Plicusst* various eh emi cal, environ 
6 monitoring project* 

CAHILL, W Consolidated Edison Co of New York 79/03/27 Bpp 


7903130079 Forward* IE In*p Rept* 30*003/79-01 6 50-247/79-02 on 
790110 No noncompl lance noted 

3MITH.G H Region i, Philadelphia, Fuel Facility 6 Materials 

Safety Branch 79/02/01. 2pp 


7903130035 IE In*p Rept* 30-003/79-01 6 50-247/79-02 on 790110 No 
non-compliance noted Major areas inspected results of 
effluent sample split between licensee it NR C 

KOTTAN. J. J , STOHR, J P Region I, Philadelphia, Fuel Facility 6 

Material* Safety Branch 79/01/3J 4pp 


7903030502 Forwards IE Info Notice 79-03, "Limi torque Valve Geared 
Limi t Switch Lubricant " 

GRIER, B H Region 1, Philadelphia Office of the Director 
79/02/09 1 p 


79030110444 Forward* IE Info Notice 79-04, "Degradat ion of Engineered 
Safety Feature*. " 

GRIER, B, H Region 1, Philadelphia, Office of the Director 
79/02/16 lp 


7903080909 Inform* recipient* of IE Butlatin 79-01. "Environ 
Qua l i f icat ion of Class IE Equipment,'* dtd 790200, that valve 
limit *wi tch identified a* NAMCQ Mod^l S3CML should read 
BL3CML 

OR1ER, B, H Region ii Philadelphia, Office of the Director 
79/02/27 Ip t 


790316013S IE Bulletin 79-03. "Longitudinal Ueld Defects in ASME SA-312 
Type 304 Stainless Steel Pipe Spools Manufactured by 
Youngstown Welding & Engineering Co. 11 
a Office of Inspection & Enforcement ( 79/03/12 Spp 


7903060376 Forward* fourteenth "Quarterly Rept on Seismic Monitoring In 
Vicinity of Indian Point. NY." Sept-Nov 197B Revised pages 
for introduction to thirteenth quarterly rept end. 

CAHILL, W. J Consolidated Edison Co. of New York 79/02/27 4pp 


DOCKET 50-5 Pennsylvania State Univ Research Reactor 


790330D533 Act receipt of 790131 ltr requesting exemption from 10CFR73 
for fuel in fuel element not readily separated from other 
radioactive mat! Matter forwarded to Ofc of Stds 
Development for processing as petition for rulemaking 
BTELLD, V Division of Operating Reactor* 79/03/12 lp 


7903D104B1 Forwards IE Insp Rept SO-O5/78-03 on 701212-14 No 
none amp! line a noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/01/03 2pp 


7903010482 IE m*p Rept 50-05/78-03 on 701212-14 No noncompliante 
noted Major area* Inspected organ! lati on, logs t records, 
review it audits, requalification program, procedures, 
survei 1 lance, experiment* k IE c lrcular /bul letin followup 
MCCABE. E C , BRIGGS, L E Region 1, Philadelphia, Reactor 

Operation* Nuclear Support Branch 70/12/29 6pp 

DOCKET 50-5 Pennsylvania State Univ Research Reactor 


7903300278 Forward* IE Insp Rept 50-05/79-01 on 770115-17 
No noncomp 1 lance noted 

MARTIN, W 0 Region 1, Philadelphia, Safeguards Branch 79/02/13 

2pp 


79033002&0 IE Insp Rept 50-05/79-01 on 790115-17 No none omp 1 ianc e 
noted Major areas inspected implementation of accepted 
security plan 

LADUN.R.H , SMITN, R H . DEVLIN. J U Region 1, Philadelphia, 
Office of the Director 79/02/09 Ip 


DOCKET 50-10 Dresden Nuclear Power Station, Unit 1 


7903120144 Forward* revised version* of Entry-Control Sys Handbook, 
8AND77-1033J Intrusion Detection By* Handbook, 8AND7A-0554 j fc 
Barrier Penetration Database, NUREO/CR-O101 

MILLER, JR Assistant Director for Reactor Safeguard* 79/01/0? 

app 


/9Q301O1 12 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license conditions Forward* 
comments for inc orporation into plan Appeal is possible 
Enel A withheld (ref 10CFR2 790) 

IPPQL1T0, T A Operating Reactor* Branch 3 79/01/30 Bpp 



DOCKET 50-10 Dresden Nuclear Power Station* Unit 1 


DOCKETED SERIES 


a 

7903360286 Notice n f issuance & availability of Amends 29.42 b 30 to 
Licenses DPR-31* DPR-1 9 U DPR-29. resp ec t ive 1 y 

Z IEMANN* D. L Operating Reactor* Branch 2 79/03/09 2pp 


7903230033 Forwards Federal Register notice amending 10CFR73 35* 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage*" to 
defer employee pat-down searches until 790901 

DENTON* H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903260200 Forwards "Fire Protection Safe Shutdown Analysis " 
JANECEK. R F Commonwealth Edison Co 79/03/20 lp 


7903260203 "Firs Protection Safe Shutdown Analysis 
* Commonwealth Edison Co 79/03/20 36p p 


7903270499 Forwards safeguards contingency plan Withheld (ref 
10CFR2 790 > 

REED* C Commonwealth Edison Co 79/03/23 lp 


7903210167 Forwards "Annual Rept 1979* " statement of cash flow 
projected for 1979* actual cash flow fur 1978 h narrative 
explanatory statement 

NCXQN* H H Commonwealth Edison Co 79/03/15 6 pp 


7903210167 Forwards "Annual Rept 1979* " statement of cash flow 
projected for 1979*actual cash flow for 1978 It narrative 
explanatory statement 

NEXONi H H Commonwealth Edison Co 79/03/13 6 pp 


7903030263 Forwards Endorsement 116 to NELIA NF-43, Endor s ement 90 to 
MAELU Mr-22* Endorsement 57 to NELIA NF-1B7* Endorsement 48 to 
MAELU MF-54* Endorsement 46 to NELIA NF-201 , End orsement 40 to 
MAELU MF-64 St Endorsement 9 to NELIA NF-253 for 1979 
□STER* J Commonwealth Edison Co 79/02/26 0pp 


7903060100 Forwards mods & corrections to NRC guidance* "Review t 
Acceptance of Spent Fuel Storage L Handling Application**" 
sent 7004 1 4 

OR I ME 9 * B K Assistant Director for Engineers & Project* 
79/01/10 4PP 


7903120335 Forwards staff recommendation* re general contents of 
Offsite Does Calculation Manual to be submitted w/propo*ed 
radiological effluent Tech Specs 

0RIHES*B K Assistant Director for Engineers U Projects 
79/01/10 4pp 


7903120533 Forwards staff rec omrnenda 1 1 ons re general contents of 
Offsite Dos# Calculation Manual to be submitted w/propo*ed 
radiological effluent Tech Specs 

CRIMESiD K Assistant Director for Engineers St Projects 
79/01/18 4pp 


7903010342 Request* addl info to continue review of core spray 
distribution evaluation W/encl list of question* 

ZIEMANN, D L Operating Reactors Branch 2 79/02/01 Bpp 


7903000097 Notification of meeting on 790222 to discuss open items that 
require resolution prior to returning unit to svt. 

O'CONNOR, P W, Operating Reactors Branch 2 79/02/02 2pp 


7903200309 Cancels 790222 meeting w/utll 

0 'CONNOR, P W Operating Reactor* Branch 2 79/02/02 3pp 


7903020219 Notification of 790214-13 meeting in Dethesda,MD* 
w/representative of Mark 1 owner* group to dltcuss 
implementation & resolution of Mark I long-term program St 
pool swell pressure load definition techniques 

CRIMES* C Assistant Director for Engineer* U Project* 79/02/06 

ip 


7903200034 Informs of meeting on 790306 w/Commonweal th Edison Co to 
discuss items In need of resolution prior to svc. chemical 
cleaning) IEEE-279-E sphere equipment upgrade project) fire 
protection) HPCI sysjApp K analysis U in«p 

O'CONNOR, P W Opafating Reactors Branch 2 79/02/20 2pp 


7903290066 Forwards draft evaluation of systematic evaluation program* 
Topic Vi-10 B re shared engineered safety f eatures, onsi te 
emergency power & svc eye for multiple unit stations 
ZIEMANN* D L, Operating Reactors Branch 2 79/03/06 16pp 


7903260212 Forwards Amende 29,42 Sr 30 to Licenses DPR-2* DPR-i9 St 
DPR -2 5, respectively* & notice of issuance & availability 
Security plan evaluation rept withheld <ref 10CFR2, 790), 
ZIEMANN* D, L Operating Reactors Branch 2 79/03/09 3pp 


7903260224 Amends 29,42 S< 38 to License DPR-2» DPR-1 9 8 , DPR-25* 
respectively, incorporating physical security plan 
* Operating Reactors Branch 2 79/03/09 6 pp, 


7903300579 Notification of 790316 meeting w/utll in BethesdJiMD to 
discuss performance of core spray sys 

O'CONNOR* P U Operating Reactor* Branch 2 79/03/12 7pp 


7903190202 Forwards battery test procedures used by station personnel, 
as addl info for review of draft evaluations for systematic 
evaluation program 

REED, C Commonwealth Edison Co 79/03/13 34pp 


7903210026 In response to NRC 791208 request for addl info on 
electrical penetrations, forwards info on HPCI penetrations 
which are identical to RP3 penetrations Unit 2 has no DC 
power penetrations 

JANECEK* R F Commonwealth Edison Co 79/03/14 2Spp 


7903220174 Concurs that evaluation of site-specific response criteria 
may be more realistic In determining systematic evaluation 
program seismic input Preliminary investigations Indicate 
major structural components are adequate 
REED* C Commonwealth Edison Co 79/03/15 ip 


7903290131 Forwards licensing open items status list 
REED* C Commonwealth Edison Co 79/03/19 9pp, 


7903000174 Forwards IE Insp Rept* 50-010/78-34* 50-237/70-32 b 
50-247/70-33 on 731220-21 b 26-20 No noncompliance noted 
FIORELLI* O Region 3, Chicago* Reactor Operations Nuclear Support 

Branch 79/01/1? 2p p 


7903000178 IE Jnsp Repts 50-010/78-34*50-237/70-32 b 50-249/70-33 on 
791220-21 8 * 26-20 No nan c omp 1 1 anc e noted Major areas 
Inspected procurement, records, review of safety limits, 
procedures b chemical cleaning 

DETTENMEIER. R H, STREETER* J F Region 3, Chicago* Reactor 

Operations Nuclear Support Branch 79/01/17 3pp 


7903060104 Respond* to IE Bulletin 70-14* "Deterioration of Dun*-N 
Components in ASC0 Solenoids " Forwards current plan for 
replacement St preventive malnt 

REED, C Commonwealth Edison Co 79/02/02, 3pp 


7903190009 Forwards IE Insp Repts 50-010/70-33,50-237/70-34 fc 
50-249/70-35 on 791201-29 U notice of violation 

FIORELLI, © Region 3, Chicago, Reactor Operations Nuclear Support 

Branch, 79/02/07 2 pp 


7903190010 Notice of deviation from insp on 701201-29 

a Region 3, Chicago, Office of the Director 79/02/07 lp 

7903190013 IE Imp Repts 50-010/70-33*50-237/70-34 fe 50-249/70-35 on 
701201-29 Noncomp llance noted inadequate storage of Class B 
area matl 

DARKER* J L, < SMITH, J. D Region 3, Chicago, Office of the 
Director, KNOR^-R C Region 3* Chicago* Reactor Operations 

Nuclear Support Branch, 79/02/07, l2pp 


7903220445 Forward* IE Insp Repts 50-010/79-01,50-237/79-01 * 
50-249/79-01 on 790102-81. No noncomp 1 i anc# noted, 

HEI 8 HHAN 1 FLF Region 3, Chicago* Reactor Operations Nuclear 

Support Branch 79/02/14 2 pp 


7903220453 IE Insp Repts 50-010/79-01,50-237/79-01 I < 50-249/79-01, No 
noncompl lance noted Major area* Inspected, maint, plant 
op erat ions, phy sica 1 protection, rsvi ew St followup on LER's 
St calibr of ia f at y -re 1 a te d components 

BARKER, J. L , SPESUARD, R. L, Region 3, Chicago, Reactor 

Operation* Nuclear Support Branch 79/02/13, 6 pp 


7903000490 Forwards corrected second page U App A for correspondence 
transmitted 790207. 

FQI R ELL I * Q, Region 3* Chicago* Reactor Operations Nuclear Support 

Branch. 79/02/15 3pp. 


79030B0419 Forward* IE Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

KEPPLER* J Q. Region 3«- Chicago* Office of the Director. 79/02/16. 
IP 


7903080343 Inform* recipient* of IE Bulletin 79-01* "Environ 
Qual i f icat I on of Clast IE Equipment, " dtd 790208* that valve 
limit switch identified as NAMCO Model 83CML should road 
SL3CML 

KEPPLERiJ 0 Region 3, Chicago* Office of the Director. 79/03/01 
IP 
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POCKET 50-10 Dresden Nuclear Power Station* Unit 1 


7903J30302 Submit* revised pages to "Iniervlce Insp Program" for insp 
Of welds 

JANECEK* R F Commonwealth Edison Co 79/03/07 7pp 


7903 1 30013 Forwards IE Bulletin 79-02. "Pipe Support Das* Plat* Design* 
Using Concrete Expansion Anchor Bolts u 

KEPPLERi J 0 Region 3. Chicago* Office of the Director 79/03/OS 
lp 


7903190539 Forward* IE Bulletin 79-03* "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co " 

HEPFLER.J 0 Region 3, Chicago* Office of the Director 79/03/12 

ip 


7903020333 Forward* Part 2 of operating rept for -June-Dee 1970, re 
radioactive effluents & occupational radiation exposures 
STEPHENSON* B B C ommcnwi a 1 th Edison Co 79/02/15 Ip 


7903020337 Part 2 of operating rept for June-Dee 1970*r# radioactive 
effluents L occupational radiation exposures 
* Commonwealth Edison Co 70/12/31 1 3pp 


7903030388 Forwards "Annual Operating Rept for 1970 " 
STEPHENSON* B 0 Common we a 1 th Edison Co 79/02/26 lp 


7903030391 “Annual Operating Rept For 1978 u 
• Coownonuialth Edison Ca 79/02/26 35pp 


7903310033 Forward* monthly operating rept for Feb 1979 
STEPHEJfSON. B Q Coounonwa* 1 th Edison Co 79/03/13 lp 


7903210039 Monthly operating rrpt for Feb 1979 

PHELEH* J F Consolidated Edison Co of New York. 79/03/05 I9pp 


DOCKET 50-13 Babcock I* Wilcot Co Critical Facility 


7903070033 Implementation of physical security plan will be made a 
license condition License should reflect total amount of 
BWH, percent enrichment* amount anapt L not exempt 
REI D* ft. VP Operating Reactors Branch 4 79 / 02/02 2pp 


7903000303 Forwards IE Circular 79-03, “ Inadequate Guard Training/ 
Qualification L Falsified Training Ricards " 

O'REILLY* J P Region 2* Atlanta* Office of the Director 

79/02/23, lp 


DOCKET 30-16 Enrico Fermi Atomic Power Plant* Unit 1 


7903130366 Forward* IE Insp Rept 50-016/78-01 on 7B1214 No 
noncompliance noted 

DAVIS. A- 8 Region 3* Chicago* Fuel Facility & Materials Safety 

Branch 79/01/29 2pp 


7903130373 IE Insp Rept 50-016/78-01 on 781214 No noncomp 1 ianc e noted 
Major areas in spa t ted- qual ification of admini strative 
p trsonnalr audit procedures* exposure control* posting* label ing 
L contrail* survey i. record* & report* 

RIDEN.M D . HEUTER.l- J . FISHER* U L Region 3. Chicago, Fuel 

Facility i* Materials Safety Branch 79/01/2? 4pp 


DOCKET 50-20 Ma s s echo s a tts Inst of Tech Res Reactor 


7903120029 Forwards IE Insp Rept 3G-O2O/70-OB on 791210-20 No 
noncomp 1 Jence noted 

MARTIN*M 0 Region 1. Philadelphia* Safeguard* Branch 79/01/17 

2pp 


7903120031 IE Insp Rept 50-020/78-OB on 781210-20 No noncompliance 
noted. Major areas inspected security p l»n* protec tion of ENM. 
security organita t i on* accass control* « I#t* sys* survei tlancc* 

1 security program review 

LADUN.R M * R08AN0*R P * DEVLIN* JH Region 1* Philadelphia* 

Safeguards Branch 79/01/11 lp 


POCKET 50-25 Dow Chemical Co TRIO& Reactor 


7903260179 Forwards Endorsement 37 to NELIA Policy NF-160 
COALMELL* T N Dow Chemical Co 79/03/21 2pp 


DOCKET 50-27 Washington State Univ Research Reactor 


7903000569 Requests addl info ra 7B0B15 amend to License R-76 Wants max 
amounts of SNM* percent enr i chment* amount exempt L nonexempt 
REJDiR W Operating Reactors Branch 4 79/01/29 2pp 


79O3I5Q09B Forwards IE Insp Rept 30-027/79-01 on 790212 & 13 No 
none omp 1 iance noted Insp rept withheld (ref 10CFR2 7901 
NDRDENHAUG* L R Region 5* San Francisco* Safeguards Branch 

79/02/26 2pp 


DOCKET 50-29 Yankee-Roue Nuclear Power Station 


7903230033 Forwards Federal Register notice amending 10CFR73 95* 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage*" to 
defer employee pat-down searches until 790801 

DF*‘ TriM H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903290137 Takes extsption to SEft re proposed fire protection 
plan Believes electrical valve supervision should be 
provided on all valves controlling fir* water sy* U 
sectional! i ing valves W/proposed mod to increase protection 
HALL * R E Brookhaven National Laboratory 79/03/12 3pp 


7903300373 Forward* CY70 financial statements for License DPR-3 It 
summary of financial protection in effect as of 781231 
SDUCYi A R Yankee Atomic Electric Co 79/03/22 5pp 


79032B0337 In response to 780923 Itr* summari i »s info re presaurixer 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Meetinghouse 
PUR Appropriate utils have been notified 

ANDERSON* T H Westinghouie Electric Corp 78/10/27, 3pp 


7903090100 Forward* mod* i* corrections to NRC guidance* "Review 4< 
Acceptance of Spent Fuel Storage & Handling Applications"* 
sent 780414 

■CHIMES, B K Assistant Director for Engineers & Projects 
79/01/10 4pp 


7903120335 Forward* staff r et ommenda t i on* re general contents of 
Offsite Dose Calculation Manual to be submitted ui/proposed 
r adiological effluent Tech Specs 

CRIMES, H K Aisistant Director for Engineers I* Projects 
79/01/18 4pp 


7903060609 Provide* status review of systematic evaluation program 
Review* 781109 site visit which focused on site geology* 
faulting i nves 1 1 ga t tons, d am integr i ty . s true tures settlement. 

It slope stabil ity 

CAR DONE, A T Geosciences Branch 79/01/2? 9pp 


7903070437 Forwards systematic evaluation plan review of Topics V-lO B, 
V-ll B, VI 1-3 X Requests confirmation or correction of facts 
within 30 days 

Z IEMANN, D L Operating Reactors Branch 2 79/02/14 98pp / 


7903080318 In response to NRC 790113 1 tr* forward s revised rept 
"Geology & Se I smo 1 ogy, Yankee-Rowe Power Plant " 

GROCE, R H Yankee Atomic Electric Co 79/02/23 ip 


790300031? "Otology 6 S* i smol ogy* Tank ee-Rowe Nutlear Power Plant " 
a Yankee Atomic Electric Co 79/01/29 113pp 


79031 9Q05B Forwards Amend 55 to License 0PR-3 L notice of issuance 
Gecurity plan evaluation rept withheld (ref 10CFR2 790) 

2 IEMANN* D L Operating Reactors Branch 2 77/02/23 3pp 


7903190061 Amend 55 to License DPR-3 incorporating modified amended 
security plan 

Z IEMANN, D L Operating Reactors Branch 2 79/02/23, 2pp 


7903190069 Notice of issuance of Amend 55 to License DPR-3 

ZIEMANNiD L Operating Reactors Branch 2 79/02/23, 2pp 


7903090J37 Submits corrections to systematic evaluation program Topic 
11-2 D Discusses ambient temp*primary recording sys L 
measured meteorological parameters 

GROCEiR H Yankee Atomic Electric Co 79/02/28 lp 


7903290047 Confirms 790306 meeting to discuss dosimetry records 
maintained under license DPR-3* DPR -28, DPR-33 It DPR-36, 

SMTTHr 0 H Region 1* Phi ladelphia* Office of the Director 
77/03/01 IP 
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DOCKET 30-2? Van It e e-Rowe Nuclear Pcwst Station 


7903210037 In response to 790226 request for addl info re radiation 
*h ield ing, forwards data re estimated total inan-rem exposure! 
measures for reducing radiation levels b estimated effect of 
concrete shield plugs 

MOODY, D E Yankee Atomic Electric Co 79/03/03 3pp 


7903220090 Notification of 790314 meeting In Dethe*da,MD to discuss 
proposed App I radiological effluent Tech Specs w/util 
BURGER, A Operating Reactors Branch 2 79/03/05 lp 


7903120236 Comments on evaluation of systematic evaluation program 
Topic IV-1 A Date of teicon Bhould be corrected to 790117 
GRDCEiR H Yankee Atomic EUctrlc Co 79/03/07 tp 


7903290133 Requests geotechnical info in situ velocity measurement 
dataj measurement of soil denslti e*J determination of soils 
moduli b determination of soil shear wave velocities 
ZIEMANN, D L Operating Reactors Branch 2 79/03/08 2pp 


7903160242 Requests extension until 790416 to respond to NRC 790214 
evaluation of systematic evaluation program review re safe 
shutdown sys 

GROCE, R H Yankee Atomic Electric Co 79/03/12 lp 


7903230004 Notification D f 790321 meeting w/util in Bethesda, MD, to 
discuss topics relating to systematic evaluation program 
seismic evaluation 

BURGER, A Operating Reactors Branch 2 79/03/13 lp 


7903220221 Forwards info in response to 781208 request for addl info 
re systematic evaluation program Topic V1II-4 re electrical 
penetrations of reactor containments, W/over* l led drawings 
GROCE, R H Yankee Atomic Electric Co 79/03/14 22pp 


7903220232 Notification that Offsite Dose Calculation Manual will be 
delivered by 790409 Delay caused by info received at 790314 
meeting 

GROCE, R H Yankee Atomic Electric Co 79/03/16 lp 


79032704 B7 Forwards "Core XIV Startup Test Rept ■* 

GROCE, R H Yankee Atomic Electric Co 79/03/30 lp 


7903270488 "Core XIV Startup Program " 

HENDERSON, T K Yankee Atomic Electric Co 79/03/20 30pp 


7903050526 Forwards IE Info Notice 79-03, "Llmi torque Valve Geared 
Limit Switch Lubricant, " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/09 lp 


7903140069 Ac k receipt of 790129 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Rept 50-029/70-20 
MARTIN, W, 0 Region i, Ph i lade 1 p h i a, Safeguards Branch 79/02/12 

lp 


7903140335 Respond# to NRC 790109 ltr re violations noUd in IE Insp 
Rept 30-029/78-20 Corrective actions withheld (rtf 
10CFR2 790J 

MOODY, D E Yankee Atomic Electric Co 79/01/29 lpp 


7903140339 Forward# IE Insp Rept 50-029/79-20 on 781114-16 b notice of 
violation Notice of violation b insp rept withheld 
(ref 10CFR2 790) 

MARTIN, W 0, Region 1< Philadelphia, Safeguards Branch 
79/01/09, 2pp 


7903140343 IE Insp Rapt 50-029/70-20 on 7B1H4-16 Noncompliance noted 
Infraction of access controls b deficient records 
Details withheld (ref 10CFR2. 790) 

ROGERS, M E, , DEVLIN, J Region 1, Philadelphia, Safeguards 

Branch 79/01/09 tp 


7903080452 Forwards IE Info Notice 79-04, "Dsgradation of Engineered 
Safety Features, " 

GRIER, B H, Region 1, Philadelphia, Office of the Director. 
79/02/16 lp 


7903080470 Informs recipients of JE Bulletin 79-01, "Environ 
Qualification of Claes IE Equipment," dtd 79Q20Br that valve 
limit switch Identified a* NAMCP Model 03CML should read 
8L3CML 

GRIER, B H Region 1, Philadelphia, Office of the Director. 
79/02/27 lp. 


7903200017 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/03/08 lp 
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7903270402 Forwards "Inservice Insp Examination Rept," 701021-1216 
GROCE, R H Yankee Atomic Electric Co 79/03/13 22p p 


7903150363 Forwards "Effluent t* Haste Disposal Semiannual Rept, Jul-Dee 
1970 " 

JOHNSON, W P Yankee Atomic Electric Co 79/02/28 lp 


7903130369 "Effluent b Haste Disposal Semiannual Rept, Jul-Dec 1970 " 
* Yankee Atomic Electric Co. 78/12/31 17pp 


7903140252 "Annual Rept 1970“ describing changes, tests b experiments 
conducted w/o prior NRC approval Rept submitted per 
10CFR50 99(b) 

OROCErR H Yankee Atomic Electric Co 79/03/01 iSpp 


7903150235 Forwards monthly operating rept for Feb 1979 
MOODY, D E Yankee Atomic Electric Co 79/03/12 lp 


7903150237 Monthly operating r»pt for Feb 197? 

SJOGREN, R Mi Yankee Atomic Electric Co 79/03/12 3pp 


7903290014 Forwards meteorogical data May 1977-Apr 1970, ExpLal ns matl 
format b units of measure In end matl 
GROCE, R H Yankee Atomic Electric Co 79/03/1? 4pp. 


79Q30B0303 Forwards LER 79-006/99T-0 

AUTIO, H A Yankee Atomic Electric Co 79/03/05 lp 


7903080312 LER 79-006/99T-0 on 790219* flro pump running alarm received 
in control room b leak discovered Caused by uneven external 
force applied on pipe by trench fill Crack sealed using 
compression patch, pressure tested b backfilled 
MAY, E L Yankee Atomic Electric Co 79/03/03 2pp. 


7703130347 Forwards LER 79-Q04/03L-0, 

AUTIO, H A Yankee Atomic Electric Co 79/03/08 lp 


7903130349 LER 79-004/03L-0 on 790206, Rod 6 position indicating light* 
at 04,07 b 90 inches were not lit Caused by loose b dirty 
terminal contact surfaces Contact surfaces cleaned b 
tightened 

MAY, E L Yankee Atomic Electric Co 79/03/08 Ip 


7903200336 Forwards LER 79-003/03L-Q 

AUTIO, H A Yankee Atomic Electric Co 79/03/16 lp 


7903200330 LER 79-0O3/O3L-Q on 790214, while performing Type C test of 
TV-408, svc water leakage from isolation valve exceeded Tech 
Bp ec Caused by foreign matl under Masoneilan 4 inch valve 
seat Valve seat cleaned b retasted satisfactorily 
DOUTWELL, R L Yankee Atomic Electric Co 7?/03/ld> lp 


DOCKET 30-30 Plum Brook Research Reactor Facility 


7903140187 Forward# IE Insp Rept 50-030/78-01 b 30-183/70-01 on 701213. 
No noncompliance noted 

DAVIS, A D, Region 3, Chicago, Fuel Facility b Materials Safety 

Branch 79/01/29 2pp 


7903140193 IE Imp Rapt 30-030/76-01 b 30-163/78-01 on 701213. No 
noncompl lance noted Major area* inepected. radiolog i cal 
protection including qualification of personnel audits, 
procedures, exposure contro 1, pasting, b labeling, 

HUETER, L J Region 3, Chicago, Fuel Facility b Materials Safety 

Branch R IDEN, M D, , FISHER, W. L Regions, Chicago, Office of 
the Director 79/01/523 4pp 


DOCKET 30-34 Pawling Research Reactor 


7903130433 Confirms telephone author 1 xatlon for change in Tech Specs 
re pool-type research reactor Amende Final Hazards Summary 
Rept Page 31, Paragraph 6,2 a(lH6)|]|, 

EIBENHUT, D Q Assistant Director for System* b Project*, 
79/02/22 lp 


7903090439 Forwards IE Insp Rept 50-034/76-04 on 700000-10. No 
none omp 1 lance noted 

BRUNNER, E J. Region i, Philadelphia, Reactor Operations Nuclear 

Support Branch 78/10/26, Sfpp. 


7903090440 IE In*p Rept 30-034/7B-04 on 780800-10, No nencomp lianca 
noted. Mijot areas inspected: procedure*, surveil lance fc 
experiments Facility tour conducted 

ARCHITZEL, R. , MCCABE, E, C. Region 1, Philadelphia, Reactor 

Operation* Nuclear Support Branch. 78/00/31. 9pp 
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DOCKET 30-54 Pawling Research Reactor 


7903090427 A* requested in 700921 ltr. portions of rept identified as 
proprietary uiU be withheld trtf IQCFR2 790) Enel copy of 
rept appropriately identified to reflect proprietary notice 
BRUNMEFtiE J Region I. Philadelphia. Reactor Operation* Unclear 

Support Branch 70/10/26 Ip 


7903090435 Request* portion* of insp rept bt withheld from public 
d itclot ur* 

BOLLINGER f R E Union Carbide Corp 70/09/21 2pp 


DOCKET 30-59 Taut A5.M Ursiv Research Reactor 


7903130042 Requests addi Info for emergency plan review clarification 
uf emergency doors* submittal of TX AiH Untv radiological 
emergency plain ltr of agreement w/gcvfc agencies for 
emergencies fc description of fire detection tyi 
REID.R, U Operating Reactor* Branch 4 79/02/15 2pp 


7903060490 Forwards IE Imp Rept 50-059/79-01 on 790109-10 Ho 
nnneoap 1 lane • noted 

MADSEN; 0 L Region 4i Dallas, Reactor Operations Nuclear Support 

Branch 79/01/22 2pp 


7903060300 IE fnsp Rept 50-039/79-01 on 790109-10 No noncoinp 1 lance 
noted Major areas inspected previously reported items, 
organisation, operations L cnaint logs, audits 6 reviews, 
requa 1 If lcati on training. t< environ surveillance 
HURRA Y. B- i MADSEN. G L Region 4. Dallas* Reactor Operation* 

Nuclear Support Branch, 79/01/22 6pj 


DOCKET 50-62 Unlv of Virginia Research Reactor 


7903130046 Forwards addl guidance rt physical security plan License 
should include total amount of BNM, percent enrichment & 
amount* exempt t noneiBmpt 

REID. R U Operating Reactors Branch 4 79/02/02 2pp 


7903150337 Respond* to request for info re amounts fc type* of SNM to be 
included in license Requests approval of «ncl spec change* 
to security plan Enel withheld tref 10CFR2 790) 

QWR1VER; B L Virginia, Univ- of 79/03/09 2PP. 


DOCKET 50—70 Oeneral Electric Test Reactor 


7903070025 Prohibits intervenoT* from any further discovery after 
willful refusal to comply w/ASLB 78T024 order directing 
responses to licensee'* 700626 interrogatories 

LUTON, £ Atonic Safety and Licensing Board Panel 79/01/15 lp. 


7903090026 Requests suspension o-f activities under License SNH-960 in 
light of recent geological findings by NRC Possible haiards 
sxiit 

H1NKEL.L Tri-City Ecology Center 79/02/01 ip 


7903300850 Requests NRC issue final HER at earliest possible date to 
resolve uncertainty re tectonic faulting %t to assure safety 
of all those in area 

STARK, f H House of Rap 79/03/08 lp 


7903080240 Forwards amend of Condition 4. Endorsement JB, to MAELU Policy 
MF-95, effective 790101 

CORREA; c MaT*h 6 McLennan. Inc 79/02/21 2pP 


7903080193 Forwards Endorsement 10B to AMI Policy NF-I for calendar 
year 1979 

CORREA* C. Mar*h & McLennan. Inc 79/02/27 2pp 


7903060968 Request* that addl info be obtained" to complete review of 
790116 application for Tech Spec changes deleting certain 
tuTveil lance testing requirements during extended shutdown 
period 

LAIMAS. 0. Plant Systems Branch 79/01/26 3j>p 


7903060340 "Geologic Investigation Phase II. General Electric Test 
Reactor Si to, Val lec i fco*r CA 11 
* General Electric Co 79/02/20 425pp 


7903090146 Responds to 790104 request for documents re recent geologic 
investigation at facility Forwards list of documents 
available in FDR at Walnut Creel CA. related correspondence 
It NRC draft BER input 

BTELLO.V Division of Operating Reactor* 79/02/08 61 pp 


7903090149 Request* documents pertaining to recent geological 
investigation in order to determine facility compliance w/ 
county ordinance code t use permits 
DOWD. J A Alameda County. CA 79/01/04 ip 


7903140557 Request* *ddl info for review of 700116 proposed change to 
CETR Tech Specs re surveillance during cold shutdown 
REID.R W Operating Reactor* Branch 4 79/02/14 4pp 


7903060327 Forwards final submittals describing geologic 
in ves t i <}a t ions, structure l analyse* b reactor plant mods 
completed in response to issues raised in 771024 order to 
thou cause ^ , . n ,„ 

DARMITZEL.fl U General Electric Co .Nuclear Energy Products Div 
79/02/23 6pp 

7903060332 "Evaluation of Seismic Haiard at GE Test RBactaf Bite.CA 
* General Electric Co 79/02/2B 22pp 


7903190210 Forwards errata sheets for "Geologic investigation. Phase II 

DARMITZEL, R W General Electric Co .Nuclear Energy Products Dlv 
79/03/13 4pp 

7903230002 Notification of 790320 meeting w/GE In Bethesda.MD to 
discus* licensee presentation re recent geologic 
investigation* for test reactor site 

NELSON, C Operating Reactors Branch 4 79/03/14 2pp 


DOCKET 30-72 Univ of Utah Research Reactor 


7903060620 Forward* Amend 9 to License R-25 It Amend 3 to License R-126 
Finds security plan acceptable Forwards formatted guidelines 
to rewrite plan for renewal of License R-25 
REID. R W Operating Reactors Branch 4 79/01/26 6pp 


7903060623 Amend 9 to License R-25. chang ing security plan 
REID.R W Operating Reactors Branch 4 79/01/26 2pp 


7903060626 Amend 3 to License ft-|26, changing security plan 
REID.R W Operating Reactors Branch 4 79/01/26 2pp 


7903060646 Forward* addl guidance re physical security plan License 
should reflect total amount of U-235,Pu b U-233 8c percent 
enrichment, amount exempt fc amount not exempt 
REID.R W Operating Reactors Branch 4 79/02/02 2pp 


7903260182 In response to NRC 790202 ltr re use of "Special Nuclear 
Ha 1 1 of Low Strategic Significance," forwards addl info re 
TRIGA fuel. AON fuel.PuBe Source MRC 225, PuBe Source 35B0 6 
V-235 

JENSEN, C M Utah. Univ of 79/03/19 lp 


7903230019 Forwards IH Insp Rept 50-072/79-01 on 790123-26 U notice of 
violation 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch, 79/02/08 2pp 


7903230021 Notice of violation from insp on 790123-26 

• Region 4, Dallas. Reactor Operations Nuclear Support Branch 
79/02/08 lp 


7903230028 IE In*p Rept 30-072/79-01 on 790123-26 Noncompliance noted 
failure to follow procedural & failure tP maint proper 
records 

DICKERSON, H W . VERDUZCO, 0 H . MADSEN, G L Region 4, Dallas, 

Reactor Operations Nuclear Support Branch 79/02/08 3pp 


DOCKET 50-73 Central Electric Nuclear Test Reactor 


7903090143 Provide* further info on reportable occurrence telacopied 
to NRC on 790221 re high reading* on two recorders of 
primary coolant flow indication *ys Will vent flow 
transmitter until modified to eliminate air accumulation 
DARHITZEL. R W General Electric Co , Nuclear Energy Products Div 
79/02/2 B 2pp 


DOCKET 50-03 tlniv of Florida Training Reactor 


7903290067 Requests consol idation of physical security plan into single 
document for inclusion into renewed license. Requests review 
of program for reducing enrichment of fuels in nonpower 
reactors & inclusion of proposals in application 
REID.R W Operating Reactors Branch 4 79/02/02 2pp 
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DOCKETED SERIES 

DOCKET 30-07 Westinghouse Critical Experiment DOCKET 50-111 North Carolina State Unlv Research Reactor 


7903210090 Forwards IE insp Kept 50-007/79-01 on 790130-31 Ho 
noncomp 1 iance noted 

FIDRELLI.G Region 3. Chicagoi Reactor Operations Nuclear Support 

Branch 79/02/07 2pp 


7903210054 IE Insp Rept 50-087/79-01 on 7901030-31 No noncompliance 
noted Major areas inspected logs, records* reactor 
survel 1 lance* requal i fi cation training, revi eu & audit* status 
of previous unresolved problems 

R IDEM, M D * HARPSTER. T L * LITTLE. W S Region 3* Chicago. 

Reactor Operations Nuclear Support Branch 79/02/02 Spp 


DOCKET 50-89 General Atomic Co 


7903230244 Submits “Security Guard Training & Qualification Plans. " 
b check to cover fee for NRC review Enel withheld 
(ref 10CFR2 790) 

MOWRY.W R General Atomic Co (subs of Gulf Oil Corp ) 79/02/20 

3pp 


79030202B7 Annual rept covering 1978 operations Discusses changes in 
facility design* performance. character istic* b operating 
procedures re reactor safety. resul ts Df surveillance tests, 
energy generated, moint operations b personnel exposures 
HOWRY. W R General Atomic Co (subs of Gulf Oil Corp > 79/02/23 

6pp 


DOCKET 90-97 Cornell Univ Zero Power Reactor 


7903190299 Forwards addl guidance re physical security plan License 
should reflect total amount of U-239. Pu b U-233, p rrc ent 
enrichment, amount exempt b amount not exempt 
REID. R W Operating Reactors Branch 4 79/02/02 2p p 


DOCKET 50-98 Univ of Delaware Research Reactor 


7903140493 Amend 9 to indemnity agreement E-17 (Acceptance portion 
unsigned ). 

8ALTZMAN. J Antitrust b Indemnity Group 79/02/26 lp 


7903200327 Forwards order terminating License R-43. safety ovaluat 1 on. b 
Amend 9 to indemnity agreement E-17 W/o indemnity agreement 
REID.R W Operating Reactors Branch 4 79/02/26 Spp 


7903200330 Order terminating License R-43 NRC finds facility has been 
properly decommissioned 

GR1HE8. B K Assistant Director for Engineers & Projects 
79/02/26 2pp 


7903200334 Safety evaluation supporting order terminating License R-43 
Finds AQN-201 reactor has been properly dismantled b 
disposed of per 10CFR1 

* Office of Nuclear Reactor Regulation 79/02/26 ip 


DOCKET 90-99 Babcock b Wilcox Test Reactor 


7903070033 Implementation of physical security plan will he made a 
license condition License should reflect total amount of 
BNlii percent enrichment, amount exempt & not exempt, 

REID.R W Operating Reactor* Branch 4 79/02/02 2pp 


7903130412 Respond* to 790301 telcon request Forwards 1977 Form 10K* 
Annual Rept to SEC supporting renewal of License R-47 
Form Is last one transmitted to SEC re BbW merger into 
JR McDermott Co 

OLSEN. A F. Babcock b Wilcox Co. 79/03/07 ip 


7903130415 Annual Rept Form 10K submitted to SEC detailing financial 
activities for 1977 

a Babcock b Wilcox Co 79/03/07 50pp, 


7903130124 “App A to Facility License R-47 Tech Specs for Lynchburg 
Pool Reactor M 

* Babcock b Wilcox Co 78/12/31. 70pp 


7903200449 Forward* "Environ Radiation Surveillance Rept" for 
771001-780331 W/lnfo on results of environ b fecility 
radiation survey s* * tatus of facility & evaluation of 
performance of security b surveillance measures 
BOHANNON. J R North Carolina State Univ 79/03/13 3pp. 


7903200493 "Environ Radiation Surveillance Rept" for 77 1001-700331 
Environ radioactivity decreased during time period until end 
of Mar. when fallout from atmospheric detonation in China 
reached vicinity 

BALL. A C . DEBNAM. J North Carolina State Univ 79/03/13 34pp 


DOCKET 50-112 Univ of Oklahoma Research Reactor 


7903200252 Forward* notice of proposed issuance of amend to license re 
power increase for AGN-211 nuclear reactor 
REID.R W Operating Reactors Branch 4 79/01/31 2pp 


7903200296 Notice of proposed issuance of amend to license, 
REID.R U Operating Reactors Branch 4 79/01/31 4pp 


DOCKET 50-L13 Univ of Arizona Research Reactor 


7903130333 Forwards IE Insp Rept 90-113/79-01 on 790109-11 b notice 
of violation 

CREWS* J L Region 5. Ban Francisco. Reactor Operation* Nuclear 

Support Branch 79/01/29 2pp 


7903130340 Notice of violation from insp on 790109-11 

* Region 9. San Francisco* Reactor Operation* Nuclear Support 
Branch 79/01/24 lp 


7903130346 TE Insp Rept 30-113/79-01 on 790109-11 None amp 1 ianc e noted 
failure to have records verifying adequate evaluation 
performance 

JOHNSTON. 0 W . JOHNSON. A D. * FAULKENHERRY, R. Region 9. San 

Francisco. Reactor Operation* Nuclear Support Branch 79/01/24 
Spp 


7903120066 Forwards IE Insp Rept 50-113/79-02 on 790209-06 No 
noncompl lance rioted 

NORDERHAUO.L R Region 3, San Frencitco, Safeguard* Branch 

79/02/20 lp 


DOCKET 90-116 Iowa State Univ Research Reactor 


7903120001 Forwards IE Imp Rept 30-116/78-04 on 701212-13. No 
noncompliance noted 

DAVIB.A.B Region 3* Chicago. Fuel Facility b Materials Safety 

Branch. 79/01/10 2pp 


7903120029 IE Insp Rept 90-116/78-04 an 781212-13 No noncomp 1 iance 
noted Major area* inspec ted' rad 1 ation protection & waste 
mg t 

DUBRY.N E . FISHER, W L Region 3. Chicago. Fuel Facility b 

Material* Safety Drench 79/01/12, 6pp. 


7903220443 Forward* IE In*p Rept 90-116/79-01 on 79022-23 Notice of 
Violation withheld fref 10CFR2 790), 

HIND, J A Region 3. Chicago. Safeguard* Drench 79/03/13, Cpp 


7903220447 IE In*p Rept 90-116/79-01 on 790222-23 Noncompliance noted: 
surveillance Detail* withheld (ref 10CFR2 790) 

CHRI0TOFFER.O . HIND. J. A, Region 3, Chicago, Safeguard* Branch. 

79/03/08 lp 


DOCKET 90-123 Univ. of Mi*eourl Research Reactor 


7903120090 Forward* IE In*p Rept 50-123/79-01 on 790L25 b notice of 
violation 

HIND, J. A. Raglan 3, Chicago. Safeguard* Branch. 79/02/12. 2pp 


7903120274 IE Jn*p Rept 50-123/79-01 on 790125 Noncompliance noted: 
sccti* control* Detail* withheld (ref 10CFR2 790>. 

HIND. J. A . BELANGER, J . L. , CHR I8T0FFER, © M Region 3. Chicago. 
Safeguard* Branch, 79/02/09 lp 


7903000503 Forward* IE Circular 79-03. " Ina d equate Guard Training/ 
Dual if lea 1 1 on b Falsified Training Records, " 

D 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/23 ip 
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DOCKET 50-151 Umv of Illinois Research Reactor 


7903290114 Di*cu**es 700021 abnormal occurrence Reactor operated for 
si * (ninnies at 50 k W lc over 2-h between B 6 250 watts# 
violating Tech Spec* Caused by broken connection r« control 
rods Maasur emenfc* taken of rods 

BECK i 0 P Illinois! Un i v of. Urbana-Champa ign WEHRING# B W 
Affiliation Unknown 79/03722 2pp 


DOCKET 50-155 Dig Rock Point Nuclear Plant 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reacton Against Industrial Sabotage." to 
defer employee pat-down searches until 790B01 

DENTON# H R Office of Nuclear Reactor Regulation 79/02/23 tp 


7903060373 Forward* requested info re firs protection guidelines on 
administrative c ontro 1 s# func tional responsibilities 6 OA 
HOFFMAN. D P Consumers Power Cc 79/03/01 I2pp 


790320030-6 "Safeguards Contingency Plan ■' Plan withheld 
< r « f 10CFR2 7901 

PRICE. R C Consumers Power Co 79/03/01 Ip 


7903290170 Finds BER o-f fire protection adequate Offers differing 
engineering viewpoint that NRC should evaluate 
unsuppressed lube oil fire valve s up pr v i * ion. s moke removal 
breathing apparatus Onsite life safety not considered 
HALLjR E Bruolhaven National Laboratory 79/03/14 3pp 


7903200360 Corrects editorial error in 790301 response to Item 12# Enel 
2 of followup info re fir® protection administrative 
guidelines 

HOFFMAN. D P Consumers Power Co 79 / 03/15 2pp 


7903290122 Forwards proposed change to Tech Specs# incorporating 
administrative changes necessary to implement NRC 7B1120 
fire protections Check for amend fee end 
BIXEL# D A Consumer* Power Co 79/03/26 7pp 


7903270395 In response to 790120 ltr# Forwards info on spent fuel 
storage at si* editing nuclear power plant* near Lake 
Michigan as of 7B1231 

DENTON# H R Office of Nuclear Reactor Regulation 77/03/09 6pp 


7903270397 Request* info re spent nuclear fuel storage at six existing 
nuclear plants near Lake Michigan 
SCHAEFER# J Affiliation Unknown 79/01/20 2pp 


7903090229 Forward* "1973 Annual Rept " 

PERRY# P Consumers Power Co 77/03/05 lp 


7903140164 Request* addl info by 790228 re previous responses to 
firs protection guidelines on administrative controls# 
functional responsibilities* & OA Staff positions on 
specific concerns end 

ZIEMANN# D L Operating Reactors Branch 2 79/02/15 lQpp 


7903130115 Confirms plans for 790223 meeting in Qlen Ellyn# 1L to 
discuss circumstances re settlement of diesel generator bldg 
6 plant area fill 

KEPPLER# J 0 Region 3# Chicago# Office of the Director 79/02/20 
If 


7903090074 Notification of 790306-07 meeting in Dethesda# MD w/util to 
discuss systematic evaluation program electrical 
instrumentation 6 control sys topics 

SILVER# R D . NOWICK!#S J Operating Reactors Branch 2 79/02/21 

lp 


7703210553 In resp-nnse to 790219 request# forwards Amend 23 to License 
OFR-6 6 notice of issuance 

ZIEMANN# D L Operating Reactors Branch 2 79/02/27 4pp 


7903210559 Amend 23 to License DPR-6 changing Tech Specs to correct 
description of new fuel storage & spent fuel storage 
ZIEMANN, D L Operating Reactors Branch 2 79/02/27 4pp 


7903210362 Notice of issuance of Amend 23 to DPR-6 

ZIEMANN# D L Operating Reactors Branch 2 79/02/27 2pp 


7903200044 Status of aystemati-c evaluation program review Geology 
Seismology Branch finds no obvious major settlement of 
structure* 

CARDGNEiA T Geosciences Branch 79/03/06 6pp 


7903270014 Forwards# for re vi ew. NRC ' s draft evaluation of systematic 
evaluation program Topic V-10 A Requests responses# 
comments or corrections by 790406 

ZIEMANN# D L Operating Reactors Branch 2 79/03/06 6pp 


7903130360 Reviews background re ECC8 analysis Provides break spectrum 
result* w/encl, "Big Rock Point Example LOCA Analysis Using 
Ex * on Nuclear Co Non-Jet Pump,BWR Evaluation Model " 

BIXEL# 13 A Consumer* Power Co 79/03/07 ip 


7903130362 ,J Big Rock Point LOCA Analysis Using Exxon Nuclear Co Non-vJet 
Pump# BWR ECCS Evaluation Model 

* Exxon Nuclear Co . Inc Uubs of Exxon Corp ) XN-NF-7B-53 

78/12/31 30pp 


7903260213 Forwards info re atypical low voltage 6 medium voltage 
containment penetration circuit !# direct current power 
penetration circuit Conclude* simultaneous occurrence of 
LOCA 6 ma* fault condition need not be considered 
HOFF MAH i D P* Consumers Power Co 79/03/19 7pp 


7903090231 "1973 Annual Rapt ” 

* Consumers Power Co 78/12/31 40pp 


7903140372 Forward* Endorsement 73 to NELIA Policy NF-117 Endorsement 
reflect* distribution of liability percentage for calendar 
year 197? 

FOSTER# 8 C Consumers Power Co 79/03/0B 2pp 


7903080100 Forward* muds & corrections to NRC gu i dance# "Revi ew fc 
Acceptance of Spent Fuel Storage b Handling Applications#" 
sent 780414 

■GRIMES# B K Assistant Director for Engineer* k Project* 
79/01/10 4pp 


7903120539 Forwards staff recommendations re general contents of 
Qfftlte Dose Calculation Manual to be submitted u/proposed 
radiological affluent Tech Specs 

GRIMES# B K Assistant Director for Engineers i* Project* 
79/0 1 / i B 4pp 


7903030430 Forwards Amend 22 to License DPR-6 

ZIEMANN. D.L Operating Reactors Branch □ 77/01/30 4pp 


7903050436 Amend 22 to License DPR-6# changing provision* in Section 6 
of Tech Specs to reflect revised plant organ i i ational 
structure which conform* to ANSI Nls 7-1976 

ZIEMANN. 0 L Operating Reactor* Branch 3 79/01/30 5pp 


7903080437 Notice of issuance of Amsnd 22 to License DPR-6 

ZIEMANN# D L Operating Reactor* Branch 3 79/01/30 2pp 


790330039B Requests change to Tech Spec* nf License DPR-6 adding limit 
to thermal power for each fuel bundle to ensure that 
available emergency core tooling is sufficient Forward* "Big 
Rock Core Spray Sparger L Steam Baffle Deaign.App V 11 
BIXEL# D A Consumers Power Co 79/03/28 5pp 


7903300403 "Big Rock Point Core Spray Sparger k Steam Baffle Design. 
App V " 

HUMISTQN#Q F NUS Corp NU3 3234B 79/03/28 55pp 


7903070114 Forwards IE In*p Rept* 50-155/78-12 on 701010-13 1211-14 

No noncompliance noted 

FIDRHLLI.G Region 3. Chicago# Reactor Operations Nuclear Support 

Branch 79/01/17 2pp 


7903070110 IE 1 nsp Rept 50-155/78-12 on 781040-13 & 1211-14 No 
noncompl iance noted Major area* inspected plant operations. 
OA program, nr ganiiation & admini stratiom reviews & audits# 
reportable occurrences & IE bulletins 

R 1 DOWAY# K R # WARWICK# R F Raglan 3, Chicago# Reactor 

Operations Nuclear Support Branch 79/01/11 ?pp 


7903060431 Forwards IE Insp Rept 30-155/78-11 on 70 1 130- 1 201 , No 
none ompl ianee noted 

KEPPLER# J 0 Region 3. Chicago# Office of the Director 79/Oi/lB 

2pp 
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DOCKET 50-195 Big Rock Point Nuclear Plant 


7903000457 IE Insp Rept 90-155/70-11 on 791130-1201 No noncompliance 
noted Major areas inspected routine confirmatory 
measurements insp, Inc lud ing review of results from previous 
sample comparisons W/tables & criteria list 
GREER, R J , ESBIG. T H Region 3, Chicago. Office of the 
Director 79/01/03 7pp 


7903070297 Forwards IE Insp Rept 50-155/70-14 on 701211-14 No 
noncompliance noted 

DAVIS. A D Region 3, Chicago. Fuel Facility & Materials Safety 

Branch 79/01/19 2pp 


7903070301 IE Insp Rept 50-153/78-14 on 701211-14 No none omp 1 ianc n 
noted Major areas inspected radioactive waste *ys. including 
effluent releases, ef f luent control, i nstumentat i on . & release 
control procedures 

FISHER. 14 L . SCHUMACHER. M C Region 3. Chicago. Fuel Facility S< 

Material* Safety Branch 79/01/16 6pp 


7903200998 In response to IE Bulletin 70-14. “Deterioration of Buna-N 
Component* in A8C0 Solenoids." discusses time since receipt 
St installation U replacement schedule QE 790130 itr re IE 
Bulletin 78-14 end 

BIXEL. D A Consumers Power Co 79/02/02 5pp 


7903080430 Forwards IE Info Notice 79-04» “Degradation of Engineered 
Safety Features 11 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/02/16 

lp 


7903080069 Ack receipt of 790206 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-133/78-13 
HIND. J A Region 3> Chicago. Safeguards Branch 79/02/20 Ip. 


790300006? Responds to NRC 790115 Itr re violations noted in IE Insp 
Rept 50-133/78-13 Response withheld <ref 10CFR2 790), 

HOFFMAN. D P Consumers Power Co 79/02/06 lp 


7903190001 Ack receipt of 790209 Itr informing NRC of steps taken to 
correct violation noted in. IE Insp Rept 90-155/70-1 1 
DAVIS. A B Region 3. Chicago. Safeguards Branch 79/02/27 tp 


7903190087 Responds to NRC 79OU0 Ur re violation noted in IE Insp 
Rept 50-195/70-11 Corrective ac fcions* stac k gas U particulate 
filters replaced after seven days It liquid release of Nol 
retained 

BIXEL. D A Consumers Power Co 79/02/09 2pp 


7903000357 Informs recipients of IE Bulletin 79-01. “Environ 
Qualification of Class IE Equipment." dtd 79020B. that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CML 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/03/01 
lp 


7903150031 Forward* IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Dolts 11 

KEPPLER, J Q Region 3. Chicago, Office of the Director 79/03/08 
IP 


7903190532 Forwards IC Bulletin 79-03. "Longitudinal Weld Defects In 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Manufac tured by Youngstown Welding S< Engineering Co " 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/03/12 

iP 


7903050353 Forward* "Annual Operating R«pt 1970, 
BIXEL, D A Consumers Power Co 79/02/27 lp 


7903050355 "Annual Operating Rept 1978 " 

* Consumers Power Co 79/02/27 12pp 


7903060425 Forward* annual occupational exposure rept for 1978 
BIXEL, D A Consumers Power Co 79/03/01 20pp 


7903060443 Forward* "Semiannual Radioactive Effluent 6 Environ 
Monitoring Rept" for July-Dee 1978 
BIXEL, D Consumers Power Co 79/03/01 lp. 


7903060445 "Semiannual Radioactive Effluent R»lea«e $< Environ 
Monitoring Rept," July-Dee 1978 
* Consumers Power Co 79/03/01 ' 13pp 


7903010259 Forwards LER 79-001 /03L-0 

BIXEL, D A. Consumers Power Co. 79/02/26, lp 
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7903010263 LER 79-001 /03L on 790201 during testing of two containment 
ventilation supply isolation valves. noted containment 
integrity might be jeopardized Caused by maladjustment of 
valve CV/4097 disc seal 
* Consumers Power Co 79/02/26 ip 


79030604 69 Forwards LER* 79-002/03L-0 * 79-003/03L-0 
□ 1 XEL, D A Consumers Power Co 79/03/02 lp 


79030604B9 LER 79-002/03L-0 on 790203 condenser hotwell fill valve 
CV/40G9 failed to open during normal non-safety usage after 
plant shutdown Caused by failed diaphragm In valve operator 
Diaphragm replaced & tested satisfactorily 
* Consumers Power Co 79/03/02 ip 


7903060494 LER 79-003/03L-0 on 790204 during routine testing of two 
containment isolation check valves* excessive leakage was 
noted Caused by minor dirt deposits in check valve seats One 
valve cleaned It other replaced 
* Consumers Power Co 79/03/02 lp 


7903090320 Forwards LERs 79-004/01 T-D, 79-005/01T-0, 79-006/01 T-0 S, 
79-007/01T-0 

BIXEL, D A Costumers Power Co 79/03/05 lp 


7903090335 LER 79-004/OIT-0 on 790219 insp revealed unacceptable weld 
in 6 inch inlet line to emergency condenser Caused by 
external undercut & insufficient weld filler on weld 
external cap Mill repair following refueling outage 
* Consumers Power Co 79/03/05, 2pp, 


7903090344 LER 79-005/01T-0 on 790BI9 during testing of control rod 
drive scram accumulator level swi fcche s, seven switches failed 
to operate Caused by broken or marginal reed switches 
Switches replaced or repaired, 

* Consumer* Power Co 79/03/05 2pp 


7903090348 LER 79-006/017-0 on 790221 during weld insps of steel pipe 
junctions in reactor cleanup sy *, cree k-1 ike indications 
found on outside diameter Caused by unknown factors Repairs 
will be performed 

# Consumers Power Co 79/03/05 2pp 


7903090334 LER 79-007/01T-0 on 790222 unacceptable weld found in 6" 
inlet line to emergency condenser Identified a* 6-ECB-102-2 
Will repair prior to startup 
a Consumer* Power Co 79/03/05. 2pp 


7903120334 Forwards LER 70-O44/O1X-1 

BIXEL, D A Consumers Power Co 79/03/07 Ip. 


7903120340 LER 78-044/01X-1 on 781019’ during startup , mi nor leak 
discovered at 3/4 inch vent pipe weld attachment on 3 inch 
return line from clean-up sys to reactor recirculating loop 
2 Caused by crack in stainless steel Code repairs made. 

* Consumers Power Co. 79/03/07 3pp 


7903260240 Forward* LER 79-008/03L~0, 79-009/03L-0 St 79-010/03L-D. 
HOFFMAN. D P. Consumer* Power Co 79/03/21 lp 


7903260292 LER 79-008/03L-0 on 790227: starting time of emergency diaai 
generator test exceeded criteria Caused by use of fuel 
pTiming pump possibly introducing air into fuel lines 
* Consumers Power Co. 79/03/21 lp. 


7903260255 LER 79-009/03L-0 on 790223 feedwater check valve leakage 
exceeded test cr i ter ia. Int ident repetitive Caused by idle 
particles on valve seat preventing tight seal Bcala removed 
S< seat polished 

* Consumar* Power Co. 79/03/21, lp 


7903260259 LER 79-010/03L-0 on 790221 during test of backup supply ho 
for post-incident heat exchang «r, hose would not reach 
ex changer. Caused by snow obstruction Longer hose will be 
provided 

* Consumer* Power Co, 79/03/21, lp 


DOCKET 90-136 Ifniv, of Wisconsin Research Reactor 


7903070133 Requests addl info re SNM requirements, percent enrichment, 
amounts exempt St nonexempt before request for amend to 
License R-74 can be completed 

RE1D.R W Operating Reactors Drench 4 79/01/29. 2pp. 


18 DOCKETED SERIES 


DOCKET 50-137 Cornell Univ Research Reactor 


7903150299 Forward* add 1 guidance r» physical security plan License 
should reflect total amount of U-233 , P<j b U-233. perc ent 
enrichment, amount b amount not elempt 

REID.R VI operating Reactors Branch 4 79/02/03 2pp 


7903170296 IE Inep Rept 90-104/79-01 on 790117-19 No noncompliance 
noted Major areas inspected environ protection *< emergency 
planning programs, 1 iqui d of fluents# sol id waste, environ 
monitoring* t< training 

DONALDSON, D , STOUR. J P Region 1. Philadelphia, Fuel Facility 

It Materials Safety Branch 79/02/06 6pp 


DOCKET 90-160 Georgia Inst o# Tech Research Reactor 


DOCKET 30-105 Plum Brook Reactor - Mock-up 


7903220219 Responds to 790312 ltr requesting info re reactivity worths 
for the shim safety* in the reactor Describes discrepancies 
between differential worth curves due to- measuring reactor 
under different circumstances 

DAVI8.M V Georgia Institute of Technology 79/03/14 lp. 


790321(1033 Forwards IE ln»j> Rept 30-160/79-01 on 790100 No 
noncompl ianct noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility 6 Materials 

Safety Branch 79/02/13 zpp 


7903210036 IE Insp Rept 30-160/79-01 nn 790100 No noncomp i i once noted 
Major areas inspected monthly source ealibr for cooling 
water gamma rooni tor . dal ly U weekly surveillance test** 1 i q.uid 
effluent releases & ealibr 

ZAVADO&KiiR W , GIBSON, A F Region 2, Atlanta. Fuel Facility 6 

Materials Safety Branch 79/02/13 3pp 


DOCKET 30-163 General Atomic Company 


7903230244 Submits "Security Guard Training tc Quail f leation Plans, *' 
ti check to cover fee for NRC review Enel withheld 
(ref 1QCFR2 7901 

HOWRY, W R General Atomic Co (subs of Gulf DU Cotp > 79/02/20 

3pp 


7903020331 Forwards annual rept fur ructoT Discusses operating 
erp «r fence, changes In facility dt* 1 gn, per formenco 
characteristics 8, results of surveillance tests L inspa 
HOWRY, W R General Atomic Co (subs of Gulf Oil Corp >* 79/02/23 

Spp, 


DOCKET 50-166 Univ of Maryland Research Reactor 


7903130126 Forwards IE Insp Rapt 50-166/70-02 on 701211 No 
nontompUanca noted 

MARTIN, H 0 Region 1. Philadelphia. Safeguards Branch 79/01/10 

2PP 


7903130135 IE Insp Rapt 50-166/76-02 on 701211 No none omp 1 ience noted 
Major areas inspected nuclear matl control 6 accounting 
COHEN, I , DELLA RATTAjA . JOYNER , J H Region 1, Philadelphia. 

Safeguards Branch 79/01/Q9 7pp. 


79O31401B7 Forwards IE Insp Rapt 50-030/70-01 tt 30-105/70-01 on 701213 
No noncomp liance noted 

DAVIS, A B Region 3. Chicago. Fuel Facility tt Materials Safety 

Branch 79/01/29 2pp 


7903140195 IE Insp Rept 50-030/70-01 6 50-185/70-01 on 701213 No 
noncompliance noted Major areas Inspected radiological 
protection including qualification of personnel audits, 
procedures, exposure control, posting, 6 labeling 

HUETER, L J Region 3, Chicago, Fuel Facility St Materials Safety 

Branch RIDEN.M D . FISHER, U L Region 3, Chicago, Office of 
the Director 79/01/23 4pp 


DOCKET 50-166 Univ of Missouri Research Reactor 


7903070126 Forwards Amend il to License R-103 re revision of physical 
security plan Plan withheld (ref 10CFR2 790) 

R£ID,R U Operating Reactors Branch 4 79/01/26 2pp 


7903070129 Amend 11 to License R-103 re implementation of physical 
security plan Plan wi fchhel tf‘ (ref 1QCFR2 790) 

REID, R W Operating Reactors Branch 4 79/01/26 2pp 


7903290013 Provides supporting info on License R-103 re site 
monitoring, annual dose calculation for nearby residents, 
average annual ground level concentration of Ar-41 6 environ 
sampling data 

MCKIBBEN. J C , BRUOOER, R M Missouri, Univ of 79/03/16 7pp 


7903130141 Forward t IE Insp Rept 50-106/78-06 on 701303-06 No 
none Qmp 1 lance noted 

DAVISiA B Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/01/15 lpp 


7903130149 IE Insp Rept 50-106/70-06 on 701205-06 No noncompliance 
noted Major areas Inspected emergency p lanning, environ 
protection program, l< collection of samples for future 
comparative analyses 

GRANT, W B , ESSIO, T H Region 3. Chicago, Fuel Facility h 

Materiel* Safety Branch 79/01/10 4pp 

7903120003 Forwards IE Insp Rept 30-106/79-01 on 790122-24 Nq 
noncompliance noted 

KIND, J A Region 3, Chicago, Safeguards Drench 79/02/13 2 pp 


DOCKET 50-170 National Naval Medical Center 


7903190500 Forward* IE Insp Rept 30-170/79-01 on 790110-12 k notice of 
violation 

SMITH, 0 H Region 1, Philadelphia. Fuel Facility * Materials 

Safety Branch 79/02/06 2pp. 


7903190530 Notice of violation frort Imp on 790110-12 

* Region i, Philadelphia, Fuel Facility U Materials Safefeu 
Branch 79/02/05 ip. ‘ v 


7903190331 IE Insp Rept 30-170/79-01 on 790U0- 12 Noncomp liance noted 
failure to maintain liquid seal in reactor bldg ventilation 
e*hau*t stack drain line l* failure to maintain minimum face 
flow velocity in hot lab radiation hood, 

FLUMLEE, K E , CROCKER, H W Region 1, Philadelphia, Fuel 

Facility & Material* Safety Branch 79/02/03 I2pp 


DOCKET 50-171 Peach Bottom Atomic Power Station, Unit 1 


7903120306 IE Insp Rept 30-186/79-01 on 790122-24 No noncompliance 
noted Major areas Inspected' approved security plan l< its 
Implementation relative to protection of 8NM 

HIND, J A , BELANGER, J L <, CHR19TQFFER, Q M Region 3, Chicago, 
Safeguards Branch 79/02/12 ip 


7903270134 Forwards IE Insp Rept* 30-106/79-02 t< 70-270/79-01 on 
790221-23 Mo noncompllance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/03/06 2pp 


7903270141 IE Insp Rept* 30-186/79-02 & 70-270/79-01 on 790221-23 No 
noncompllance noted Major areas inspected nuclear mntl 
control U accountability requirements of Module BS102 
Details withheld (ref 10CFRS 790), 

FINLEY, A 0 , PATTERBON, J P. , HIND, J A Region 3, Chicago, 

Safeguards Branch 79/03/05 lp 


7903010279 Informs of failure of nuclear instrumentation channel 6 Old 
DC amplifier module bench tested fc found to have bad 
integrated circuit chip, which ues replaced 

MCKIBBEN, J C . ALGER, D. M Missouri, Univ, of 79/02/21 2pp 


7903190282 Forward* annual repts for co-owner* of facility as evident* 
of guarantee of payment of deferred premium* H/ca*h flow 
statements from each Enel available In Central Files 
BRADLEY, E, %) Philadelphia Electric Co 79/03/15 7pp, 


DOCKET 30-104 National Bureau of Standards Reactor 


7903190290 Forward* 16 Insp Rept 50- 104/79-01 
noncompllance noted. 

SMITH, 0. H. Region £, Philadelphia, 

Safety Branch 79/02/07. 2pp. 


Fuel 


on 790117-19 No 
Facility tt Material* 


DOCKET 50-107 Space Radiation Research Reactor 


rorwaros amend , * w n»* n- T v vb 

security plan Plan withheld (ref 10CFR2. 790) 

REID, R W Operating Reactor* Branch 4 79/01/26 


-tw r v rtYi » i dr 






2PP 


7903070030 Amend 9 to Licema R~90 
leeurlty plan Plan withheld (ref 
REID,R H Operating Reactors 


re implementation of physical 
10CFR2 790). 

Branch 4 79/01/26 2pp 



DOCKETED SERIES 


DOCKET SO- 1 92 Untv of Texas Research Reactor 


7903060047 Grants 790111 request to withdraw 740114 application for 
amend to License R-92 Forwards Federal Register notice 
REIDjR W Operating Reactors Branch 4 77/01/31 2pp 


7903060049 Notice of withdrawal of application for amend to License 
R-92 

RE ID- R W Operating Reactors Branch 4 79/01/31 lp 


DOCKET 50~ 1 93 Rhode Island Nuclear Center Reactor 


7903300219 Forwards 16 Insp Rept 50-193/79-01 on 790115-18 
No noncomp 1 lance noted 

MARTIN- W 0 Region 1 j Phi ladelph la- Safeguards Branch 79/02/15 

2PP 


7903300229 IE lnsp Rept 50-193/79-01 on 7901 15-1Q No noncompliance 
noted Major areas inspected physical security insp 
including security plan, protecti on of SNM- security 
organi ration- access controls & alarm sys 

JONES- E U Region 1- Ph 1 lade 1 p h ia - Office of the Director 
DEVLIN. JW Region 1- Philadelphia- Safeguards Branch 

79/02/12 lp 


DOCKET 50-201 West Valley Reprocessing Plant 


7903270010 Forwards "Environ Rept 25, Jul-Dec 1978 " 

OLDHAM- W A Nuclear Fuel Services* Inc <sub» of Qetty Oil Co ) 
79/02/20 1 p 


7903270019 "Environ Rept 25, July-Dee 1978 " 

WILCOX, D P , SMQLOWKIiR T Nuclear Fuel Services, Inc <«ubs of 
Getty Oil Co ). 79/02/28 23pp 


79032901 B8 Forwards West Valley security personnel training & 
qualification plan Plan withheld (ref 10CFR2 790) 

CLARK, J R Nuclear Fuel Services, Inc liubs of Getty Oil Co 1 
79/02/21 2pp 


7903260194 Ack receipt of 790221 Hr transmitting security training & 
qualification plan Will assess fee following plan review 
completion 

WEISS, D License Fee Management Branch 79/03/08 lp 


7903010472 Act receipt of 781220 1 tr expressing interest in defective 
8D-2 waste tank pan Forwards trip rept S, will make IE Insp 
rept available later Addl documented info re pan is 
requested 

HAUGHNEY, C J Fuel Reprocess & Recycle Branch, 79/02/02 3pp. 


7903300576 Ack receipt of 790202 ltr. Informs that trip rept referred tD 
In ltr has not been received 
RE9NIK0FF, M Sierra Club 79/02/07 lp 


7903060630 Rept of 701212-13 trip to investigate Nuclear Fuel Bye rept 
of defect in BD-2 high level waste pan. Identifies defect but 
cause unknown W/encl list of participants 

HAUGHNEY, C J Fuel Reprocess, k Recycle Branch 79/01/23 7pp. 


7903060633 In response to NRC 780602 ltr, requests review St evaluation 
of time required for waste transfer if leak develops in 0D-2 
waste tank, capab i 1 i ty of special transfer pump it motor, it 
adequacy of radiological controls. 

8TAR0STECKI, R W Fuel Reprocess it Recycle Branch 78/06/27 
2pp 


7903230303 Forwards general It specific comments re review of Western NY 
Nuclear 8vc Center study by DOE Includes comments on Nest 
Valley tank decontamination it decommissioning task group 
study Summarizes conclusions 

CUNNINGHAM, R E Division of Fuel Cycle It Material Safety 
79/02/16. 23pp. 


7903280230 Ack receipt of 790117 ltr Forwards listed documents which 
rept on studies of environ impacts of Nuclear Fuel Bvc 
p lent 

RQUBE- L C. Fuel Reprocess it Recycle Branch, 79/03/01 2pp 


7903210391 Application for amend to Provisional License CSF-1 to modify 
facility it authorize operation for 40 years 

DEU8TER, R VJ Nuclear Fuel Services, Inc (subs, of Getty Oil Co,). 
73/10/03. 12pp 


7903120043 Forwards 16 Insp Rept 50-201/70-12 on 701212-13 No 
noncomp 1 iance 

SMITH, 0 H, Region 1, Philadelphia, Fuel Facility it Materials 

Safety Branch 79/01/19. 2pp. 


7903120049 IE Insp Rept 50-201/78-12 on 701212-13 No noncompl i ance 
noted Major areas inspected circumstances & actions re 
discovery of defective BI>-2 waste storage tank 

KINNEY, W W , CROCKER, H W Region 1. Philadelphia, Fuel Facility 

& Materials Safety Branch 79/01/17 6pp 


7903130506 Ack receipt of 790129 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-201/70-11 
MARTIN, W G Region 1, Philadelphia, Safeguards Branch 79/02/14 

lp 


7903130309 Respond* to 790104 ltr re IE Insp Rept 50-201/70-11 on 
781204-06 Enel Info considered proprietary 

OLDHAM, W A Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
79/01/29 lp 


7903130319 Forwards IE Insp Rept 30-201/78-11 on 701204-06 Notice of 
violation withheld <Tof 10CFR2 790) 

MARTIN. W G Region 1, Ph 1 ladelph la, Safeguards Branch 

79/01/04 2pp 


7903130320 IE Insp Rept 50-20L/7B-11 on 701204-06 Noncemp Hence noted 
failure to maintain proper key & lock control $< failure to 
establish written security procedures 

LADUN, R H , MCKEDWN, L M , DEVLIN, J W Region 1, Philadelphia, 

Safeguards Branch 79/OL/04 ip 


DOCKET 50-206 9^n Onofre Nuclear Station, Unit! 


7903230035 Forward* Federal Register notice amending 10CFR73 55, 
"Requirements far Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 7?0B01 

DENTON, H R Office of Nuclear Reactor Regulation. 79/02/23 Ip 


7903070211 Requests extension to 790330 in which to submit evaluation, 
originally due 790215, re effects of fire in H-seal unit on 
structured steel of turbine bldg 

HAYNES, J. 0 South ern California Edieon Co 79/03/01 ip 


7903270331 Submits revised pages to physical security plan Enel 
withheld (ref 10CFR2. 790) 

HEAD, JT. Southern California Edison Co 79/03/23 lp 


7903220222 Urges that Diablo Canyon not be opened L that const 
be stopped at San Onofre. 

BYERS, A Affiliation Unknown 79/02/22 lp 


7903220239 Requests NRC stop opening of Diablo Canyon fc stop conetr 
at San Onofre on basis of unresolved safety questions 
OLSEN, P, Affiliation Unknown 79/02/23 lp. 


7903140231 Forwards opinion re plant licensing Alleges NUREQ-0490 does 
not justify operation of fac 11 1 ty. Blames failure to rely on 
seismology It unreliability of WA8H-1400 
LEWIS, M I. Affiliation Unknown 79/03/06. lp. 


7903200357 In response to 7B0925 Hr, summarizes info re pressurlzer 
heatup rate Tech Spec 1 nconsistency. Reactor coolant sys temp 
rate limited to 60 F per hour,due to design of Westinghous* 

PWR Appropriate util* have been notified 

ANDERSON, T. M Westlnghouse Electric Corp 70/10/27 3pp 


7903000100 Forwards mod* b corrections to NRC guidance, "Review lc 
Acceptance of Spent Fuel Storage * Handling Appl nations, " 
sent 700414. 

ORIMEB, 0. K, Assistant Director for Engineers fr Projects. 
79/01/10 4pp, 


7903120533 Forward* staff recommendation* re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Spec*. 

ORIMEB, B K. Assistant Director for Engineers fc projects. 
79/01/10. 4pp. 


7903060628 Forward* draft evaluation of systematic evaluation program 
Topic 1 1-2 D "Availability of Mstaorolog leal Data in the 
Control Room " Requests response within 20 days 
ZIEMANN, D L Operating Reactors Branch 2. 79/02/00 4pp. 


7903210066 Based on util 701120 response re review of potential 
boron dilution incidents fc determination that FSAR analysis 
represents most limiting case, no further action is needed. 
ZIEMANN, D L. Operating Reactors Branch 2. 79/02/21. 2pp, 


7 903090272 Responds to NRC 701221 Hr requesting verification of the 
correctness of data In end NRC table evaluating isolation 
of law pressure systems from reactor coolant sys AddlHnfo 
added where needed, 

BASKIN, K. P. Southern California Edison Co. 79/03/02. 4pp. 
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DOCKET 30 fe San Qnofre Nuclear Station, Unit I 


DOCKETED SERIES 


79031402S9 Ack receipt of NRC 790103 ltr r« systematic evaluation 
program topic assessment Forward* comments on factual bases 
for NRC evaluations 

HAYNES. J 0 Southern California Edison Co 79/03/05 2pp 


7903260077 Confirms 790301 tel con re interpretation qf Tech Specs 
Section -6 3 3 5a shall not impose requirements for reporting 
violations of Tech Specs beyond Section 6 9 reporting 
requirements 

ZIEMANN. D L Operating Reactors Branch 2 79/03/05 2pp 


7703140373 Notification that systematic evaluation program review of 
safe shutdown ays will be forwarded by 790415. after 30-day 
deadline set by NRC 

HAYNE3, J 0 Southern California Edison Co 79/03/00 Ip 


7703130338 Forwards "Progress Kept re NRC Concerns w/Earthquake Ground 
Motion Simulations for San Gnofr® l/nit 1 " Util & consultant 
can meet w/NRC during week of 790409- 13< after which results 
of addl studies will be submitted formally 

HAYNES. J 0 Southern California Edison Co 79/03/09 2pp 


7903130342 “Progress Rept re NRC Concerns w/Earth quake Ground Motion 
Simulations fo-r San Onofre Unit i " 

* Southern California Ediion Co DELTA-PR-79-025 79/02/2S 

33pp 


790327045B Responds to NRC 781026 request for addl info re systematic 
evaluation program Topic* VI -7 B.V1I-1.A U VII-2 Forwards 
53 oversire schematics Info on topics will follow 
HAYNES, J <5 Southern California Edison Co 79/03/14 5pp 


7903020263 Forwards IE Insp Rept 50-206/70-15 on 701226-29 No 
noncomp 1 lance noted 

CREWS. J L Region 3, San Francisco. Reactor Operations Nuclear 

Support Branch 79/01/18 2pp. 


7903020263 IE Intp Rept 50-206/70-15 an 7B1226-29 No none Dmp 1 lance 
noted. Major areas inspected QA surveillance review of plant 
operations. startup testing following outage. we 1 d ing. LER 
followup It noncompl iance followup 

CANTER . H L . MILLER, L F , FAULKENBERRY. B Region 3. Ban 

Francisco. Reactor Operations Nuclear Support Branch. 79/01/18 
llpp 


7903190517 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

EN8ELKSN, R H Region. 5, San Francisco, Office of the Director 
79/02/16 Ip, 


7903260101 Forward* IE Insp Rept 50-206/79-03 on 790122-27 No 
noncompliance noted 

BDOK.H E Region 5. San Francisco. Fuel Facility 6 Materials 

Safety Branch 79/02/21 2pp 


7903260106 IE Insp Rept 50-206/79-03 on 790122-27 No noncompl iance 
noted Major areas inspected emergency response equipment 
& procedures, coord ination u/offsite *u p port, amerg enc y 
plan changes L environ monitoring LER* 

CURTIS, J FL i BOOK , K E Region 3, San Francisco. Fuel Facility & 

Materials Safety Branch 79/02/21 6pp 


7903260320 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductors u 

ENGEL KEN. R H Region 5, San Francisco. Office of the Director 

79/03/20 lp 


79Q306O449 Forwards “Semiannual Operating Rept 23." July-Doc 1970 
OTTO SON. H L Southern California Edison Co 79/02/20 lp 


7903060450 "Semiannual Operating Rept 23“ July-Dee 1978 
* Southern California Edison Co 79/02/20 6pp 


7903140310 Forwards monthly operating rapt for Feb 1979 h corrected 
Page 1 for Jan 1979 rapt 

CURRANr J H Southern California Edison Co 79/03/03 ip 


7903140311 Monthly operating rept for Feb 1979, w/correc ted Pago 1 for 
Jan 1979 rept 

RODRIGUEZ. J P Southern California Edison Co 79/03/05 6pp 


DOCKET 50-213 Haddam Neck Plant 


7903230035 Forwards Federal Register notice amending 10CFR73 55. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-dawn searches until 790801 

DENTON.HR Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903260109 Informs of changing preferred date Prom Apr 1 to Jul 1 
of each year for transmittal* re annual certified financial 
statements & cash flow projections 

□'CONNOR, L A Connecticut Yankee Atomic Power Co 79/03/20 lp 


7903130274 Forwards Endorsement 54 to MAELU Policy MF-39, amend ing 
liability to (36 million 

8EGER.R M Connecticut Yankee Atomic Power Co 79/03/06 2pp 


7903160096 Forwards Endorsement 59 to ANI Policy NF-151 

SEGERj R M Connecticut Yankee Atomic Power Co 79/03/0? 2pp 


7903200357 In response to 700925 1 tr. summer i i os info re pressumor 
h ea tup rate Tech Spec Inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Westinghouse 
PUR Appropriate utils have been notified 

ANDERSON. T M Westlnghouse Electric Corp 70/10/27 3pp 


7903000100 Forwards mods fc corrections to NRC guidance, "Review tt 
Acceptance of Bpent Fuel Storage It Handling Applications." 
sent 700414 

GRIMES. B K Assistant Director for Engineers & Projects 
79/01/10 4pp 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted u/proposed 
radiological effluent Tech Specs 

GRIMES. D K Assistant Director for Engineers b Projects 
79/01/10 4pp 


7903200313 Informs that application to withhold CBD-N-78-299, 
•'Carborundum Co Test Program for Boron Carbide Matl" has 
been granted (ref 10CFR2 790) 

ZIEMANN.DL Operating Reactors Branch 2 79/02/23 3pp 


7903140377 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dttf 7902G8. that valve 
limit switch identified as NAMCQ Model S3CKL should read 
SL3CML 

ENQELKEfd. R, H Region 5, Ban Francisco, Office of the Director. 
79/02/27 lp 


7903060423 Requests amend to License DPR-61 to incorporate attached 
proposed Tech Spec changes revising limiting conditions for 
operation tc surveillance requirement* pertaining to 
hydraulic snubbers W/end (4,000 Class III amend fee 
COUNSIL. y Q. Connecticut Yankee Atomic Power Co 79/02/27 12pp 


7703140383 States that IE Bulletin 79-01. "Environ Qualification of 
Class IE Equipment (correction)" was issued to listed 
licensees in Region 5 

* Region 5, San Francisco. Office -of the Director 79/03/27 lp. 


7903150066 FpTuiards IE Bulletin 79-02. “Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Bolts " 

ENOELKEN.R-H Region 5, San Francisco, Office of the Director 
79/03/OB Ip 


7903190494 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstoun Welding A Engineering Co ° 

ENOELKEN. R H Region 5, Gan Francisco, Office of the Director 
79/03/12. lp 


7903210412 Forward* IE Circular 79-04. "Loose Locking Nut on Llmitorque 
Valve Operators " 

ENOELKEN, R H Region 5. San Francisco, Office of the Director 
79/03/16. lp 


7903090276 Forwards amend to License DPR-61 Tech Spocs re radiological 
effluent* 

COUNSIL, W 0, Connecticut Yankee Atomic Power Co. 79/02/20 2pp 


7903090270 Amend to License DPR-61 Tech Specs re radiological 
effluent*. Discusses revision to Offsite Dose Calculation 
Manua 1 

* Connecticut Yankee Atomic Power Co 79/02/20 lOpp 


7903200104 Forward*, for review, draft evaluation of systematic 
evaluation program Topic V-10A, "RHR 8y« Heat Exchanger Tube 
Failures " 

ZIEMANN.DL. Operating Reactor* Branch 2 79/02/20 Bpp 


7903220123 Forwards Amend 30 to License DPR-61 & notice of issuance 
Security plan evaluation rept withheld (ref 10CFR2 790) 
ZIEMANN.DL Operating Reactors Branch 2 79/02/2B 2pp 
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DOCKETED SERIES 


DOCKET 50-213 Haddam Neck Plant 


7903220125 Amend 30 to License DPR-61 incorporating ’'Haddam Neck 
Physical Security Plan " 

ZIEMANN, D L Operating Reactors Branch 2 79/02/20 J?pp 


7903220127 Notice of issuance of Amend 30 to License DPR-61 
ZIEMANN. DL Operating Reactors Branch 2 79/02/29 2pp 


7903120307 Forwards addl info comparing turn types of feedwater lino 
snubbers Stress analysis of four feedwater linos inside 
containment indicates that allowable limits are not exceeded 
w/o presence of snubbers 

CQUNSILi W G Connecticut Yankee Atomic Power Co 79/03/02 3pp 


7903150130 Forwards IE Insp Rept 50-213/79-01 on 790109-11 No 
noncompliance noted 

BRUNNER i E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/29 8pp 


7903130141 IE Insp Rept 30-213/79-01 on 790109-H No noncompliance 
noted Major areas inspected plant operations, f ol lowup on 
previous insp f i nding s. review of monthly operating repts & 

LER received in district office 

LAZARUS, W J , MCNATT , T G , KEIMIG, R R Region 1, Philadelphia, 

Reactor Operations Nuclear Support Branch 79/01/26 9pp 


7903150133 Forwards IE Insp Rept 30-213/78-30 on 781211-14 No 
noncomp 1 lance noted 

MARTIN, W 0. Region 1, Ph i 1 ado lph la, Safeguards Branch 79/01/30 

2pp 


7903190139 Responds to 790123 ltr requesting info on environ 
forecasting h monitoring Environ impacts were accurately 
predicted in all cases b monitoring continues 
MOORE. V A Assistant Director far Environmental Projects 

79/03/02 3p p 


7903260033 Forwards Amend 31 to License DPR-61 b notice of issuance U 
aval lability 

ZIEMANN, D L Operating Reactors Branch 2 79/03/02 3pp 


7903260036 Amend to License DPR-61 revises Toch Specs to delete 
limiting conditions far operation & surveillance 
requirements for eight hydraulic snubbers on Feedwater sys 
* Operating Reactors Branch 2 79/03/02 lOpp 


7903260042 Notice of issuance h availability of Amend 31 to License 
DPR-61 

ZIEMANN, D L Operating Reactors Branch 2 79/03/02 2pp 


7903130136 IE Insp Rept 50-213/78-30 on 781211-14 No noncompliance 
noted Major areas inspected implementation of accepted 
security plan b applicable sections of 10CFR73 55 relative 
to security organiiation 

MADDEN, W , DEVLIN, JW Region 1, Ph i 1 od e lph ia, Safeguards 

Branch 79/01/30 ip 


7903090062 Ack receipt of 790122 1 trs re personnel exposure described 
in Insp Rept 30-213/77-23, Ltrs will bo furnished to IE 
Director per 10CFR20 409 b 10CFR20 408 

DRIER, D H Region 1, Ph i 1 ad e 1 ph la ■ Office of the Director 
79/02/06 lp 


79030900B3 Responds to NftC 781226 ltr re violation noted in Insp Rept 
30-213/77-23 Corrective actions extensive GA audit was 
performed b rec omme nda t Lons for corrective action wore made 
to vendor Now vendor was contracted & sys audited 
COUNSIL, W 0 Connecticut Yankee Atomic Power Co 79/01/22 2pp 


7903190317 Responds to NRC 790103 requests for addl info re fuel 
handling accident inside containment Assumption that fuel 
will not bo moved within 72-h of shutdown is conservative 
CQUNSILi W G Connecticut Yankee Atomic Power Co 79/03/05 Bpp 


7903130302 Forwards "Annual Oc cupa t i ona l Exposure RBpt 1978 " 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/03/06 3pp 


7903190238 Forwards "Rept on Pressure Testing of Reactor Containment" 
in response to request for addl info re seismic design 
COUNSIL, W 0 Connecticut Yankee Atomic Power Co 79/03/09 Ip 


7903190265 "Rept on Pressure Testing of Reactor Containment " 
* Connecticut Yankee Atomic Power Co 79/02/22 43pp 


7903300599 Summary of 790221 site visit of staff b senior seismic 
reviou team Attendance list end 

WAMBACH, T V Operating Reactors Branch 2 79/03/09 13pp 


7903230307 Forwards Amond 32 to License DPR-6 1 , aaf e ty evaluation St 
notice of issuance & availability 

ZIEMANN, D L Operating Reactors Branch 2 79/03/15 4pp 


7903230313 Amend 32 to License DPR-61 modifying allowable rate of 
change of discharge temp, chang i ng pH limit to allow for 
fluctuations b changing dissolved oxygen limit 
* Operating Reactors Branch 2 79/03/13 60pp 


7903230314 Safety evaluation supporting Amend 32 to License DPR-61 
a Office of Nuclear Reactor Regulation 79/03/13 Qpp 


7903230318 Notice of issuance b availability of Amend 32 to License 
DPR-61 b negative declaration 

ZIEMANN, D L Operating Reactors Branch 2 79/03/15 3pp 


7903120587 Forwards IE Insp Rept 50-213/78-29 on 701211-15 b notice of 
violation 

BRUNNER, E J Region 1, Philadelphia# Reactor Operations Nuclear 

Support Branch 77/01/17 2pp 


7903120389 Notlco of violation from insp on 781811-15 

# Region 1, Philadelphia, Office of the Director. 79/01/15 
2pp 


7903120394 IE Insp Rept 90-213/78-29. on 781811-15 Noncompl lance noted 
warehouse storage conditions did not comply w/AN8I N45 2 2 
requirements 

NAFUDA, 0 , KEHQE, D , KISTER, H Region 1, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/01/15 I6pp 


7903050504 Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant M 

GRIER, B H Region 1, Ph i la d e 1 ph i a- Office of the Director 
79/02/09 lp 


7903080403 Forwards IE Info Notice 79-04# "Degradation of Engineered 
Safety Features 11 

GRIER. B H Region 1, Ph i 1 ad a lph ia, Office of the Director 
79/02/16 lp 


7903300503 Forwards IE Insp Rept 50-213/79-02 on 790130-0201 No 
noncompliance noted 

BRUNNER, E J Region 1. Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/28 8pp 


7903300507 IE insp Rept 50-213/79-02 on 790130-0201 No noncompliance 
noted Major areas inspoc ted. preparation for refueling, 
surveillance tes t ing, maint activities, b followup on 
previous insp findings, 

HIGGINS, J C , KALMAN, 0 , CAPHTON, D L Region 1. Philadelphia, 

Reactor Operations Nuclear Support Branch 79/02/21 10pp. 


7903000472 Informs recipients of IE Bulletin 79-01, "Environ 
dual if I cati on of Class IE Equipment, " dtd 790208, that valve 
limit switch identified at NAMCO Model B3CML should read 
SL3CML 

GRIER, B H Region I, Philadelphia, Office of the Director 
79/02/27 lp 


7903090152 "Semiannual Ratf I oactiva Effluent b Waste Disposal Rept" for 
July-Dee 1970 

* Connecticut Yankee Atomic Power Co 7B/12/31 56pp, 


7903200387 Forwards monthly operating rept for Feb 1979 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/03/13 lp, 


7903200390 Monthly operating rbpt for Feb 1979 

EPPINQERiR L, Connecticut Yankee Atomic Power Co 79/03/13, 
lOpp 


7903020329 Forwards LER 79-002/CI3L-0 

GRAVES, R H Connecticut Yankee Atomic Power Co. 79/02/26 lp 


7903020330 LER 79-008/03L on 790120 alarm unit failed to Indicate that 
trip light cm reactor coolant loss-of-flow trip was not lit. 

Caused by broken lead from setpoint potentiometer Soldered 
joint repaired b unit calibrated 

LEVINE, J M Connecticut Yankee Atomic Power Co. 79/02/26. 2pp 


7903050396 Forwards LER 79-00 1 /Ol T-0. 

GRAVES. R H Connecticut Yankee Atomic Power Co 79/02/28 lp 



DOCKETED SERIES 


DOCKET 50-213 Haddam Neck Plant 


7903050401 LER 79-OOl/OlT-O on 790214 examinatinns of nine Batch 0 Puol 
ai sembl i as indicated four assemblies w/crack* in cladding of 
' peripheral rods Caused by probable brittle fracture of 

DEROy!j% « EPPINGER, R L Connecticut Yankee Atomic Power Co 
79/02/20 12pp 


7903200417 Forwards LER 79-003/03L-0 

GRAVES* R H Connecticut Yankee Atomic Power Co 


79/03/13 


lp 


/9O3O2O210 Notification of 790214-15 meeting in Dethesda.MD, 
w/ro p reson tat ive of Mark I owners group to discuss 
implementation & resolution of Mark 1 long-term program V 
pool swell pressure load definition techniques 

GRIMCB, C Assistant Director far Engineers & Projects 79/02/06 
Ip 


7903060477 Forwards revised draft of systematic evaluation program 
Topic IV- I A “Operation W/Less Than All Loops in Bvc " 

Requests response within 30 days 

Z 1 EHANNi D L Operating Reactors Branch 2 79/02/00 4pp 


7903200423 LER 79-003/03L-0 on 79021 5, diesel fire pump failed to start 
Caused by overload of starter motor coil, which burned open, 

Pump reassembled U starter motor rewound 

LEVINE, J M Connecticut Yankee Atomic Power Co 79/03/14 &pp 


7903010061 Forwards safety evaluation of interim assessment of 
mu 1 1 iplo-consecuti ve safety relief valve actuations. b 
sample ltr 

E1BENUUT. D 0 Assistant Director for Bystoms tt Project* 
79/02/15 2pp 


7903290166 Reports occurrence on 790219 radiochemical analysis of 
refueling water storage tank showed excessive radioactivity 
Caused by activity in colloidal form Vendor purified tank 

GRAVES, R H Connecticut Yankee Atomic Power Co 79/03/19 Spp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, fc 
•ample ltr 

EI&ENHUTiD 0 Assistant Director for Systems 8, Projects 
79/02/15 2pp 


DOCKET 30-219 Oyster Creek Nuclear Power Plant 


7903230035 Forwards Federal Register notice amending 10CFR73 55i 
■'Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, ° to 
defer employee pafc-duwn searches until 790001 

DENTON, H ft Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903200352 Forward* change to fire protection plan re commitment to 
install thermally actuated, sel f-doslng valves in fuel oil 
lines to emergency diesel generators Schedule changed for 
completion of sprinkler 6 hose station tys installation 
BARTNOFF, 3 Jersey Central Power k Light Co 79/03/14 2pp. 


79O320O350 Forward* safeguards contingency plan b check for 44,000 
■Class III amend fee End withheld (ref 10CFR2 790) 

FINFRDCK, I. R Jersey Central Power U Light Co. 79/03/23, lp, 


7901220201 Forward* BAND77-1927, "Transport of Radionuclides in Urban 
Environs* Working Draft Assessment " Discusses sabotage of 
spent fuel casks & consequences of severe accidents Also 
forwards SECY-70-311 U SECY-70-31 1A. W/o end 

WOODHEAO, c.p Office of the Executive Legal Director. 79/01/15 
2pp 


7903210249 Notes that 0AND77-1927 contains potentially relevant Info re 
Issue of spent nuclear fuel sabotage Forward* topy of 790122 
unclassified transmittal memo Will forward staff assessment 
of info when available 

WQODHEADi C, P Branch 3 79/02/06. 2pp 


790300-0113 Forward* NRC policy statement re reactor safety study, 
review by the Lewis Committee (NUREQ/CR-040Q) J, survey 
of NRC uses of HASH-1400 AH document* have been furnished 
to ASLD ASLAB panel members W/o end 
WOODHEAD, C P Dranch 3 79/02/16 lp, 


790jh(K 362 Forward* Endorsement 49 to MAELU Policy MF-44 
MOREAU, W N GPU Service Carp 79/03/0D 2pp. 


7903010070 "Safety Evaluation Kept of Interim Assessments of Multiple 
Consecutive Safety Relief Valve Actuation* in Mark I 
Containment Plants 11 All plants are in conformance w/ 
acceptance criteria 

# Assistant Director for Systems 6 Project* /9/02/13 I Op p 


/9031602I3 Forwards proprietary rept NEDC-23545-P, “Mark J Containment 
Program, Suppress ion Pool Swell Test Program, l DR Load Test- 
Generic Sensitivity " W/affidnvit for proprietary status 
Rept withhold (ref !0CrR2 790) 

«10ntlN,L J General Electric Co , Nuclear Cnergy Piodwcti Dlv 
79/02/26 5pp 


7903210134 Summary of 790123-26 meeting re results of environ studies 
by state 6 federal agencies U/encl meeting agenda 6 list of 
attendees 

MAGNIK* M Environmental Specialists Dranch 79/02/26 Dpp 


7903230001 Forward* “DCR of Interim Assessments of MSlV Actuation* in 
Mark 1 Containment Plants, 14 Approves continued operation of 
fac 1 1 i ties, tub j to corrective actions noted in OCR, pending 
final resolution, 

CRIMEA, B K Assistant Director for Engineers U Projects. 

VOLLMCR, R Jl Assistant Director for Hystems I* Project* 79/02/27 
IP 


7903230011 "BLR of Interim Assessments of MlllV Actuation* in Mark I 
Containment Plants " 

e Assistant Director for Engineers l< Projects 79/02/2/ 12pp 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held b provides brief task -by- task 
summary 

flnDON.L J General Electric Co , Nuclear Cnergy Products Dlv 
79/02/20 llpp 


7903200203 Forward* proposed staff position for Mark I long Harm 
program implementation schedules, 

CIHENIIUT, i), o Assistant Director for Oystems L Projects 
79/03/01 4pp 


7903200304 Directs recipient* to send end sample ltr* to HWR Hark I 
facilities requesting schedules U commitments re expected 
mod completion dates«vte of safety relief valve discharge 
devices i, licensing feet for long-term program 
GRIMED, 0 Assistant Director for Engineers U Projects 
VOLLMCR,!?, Assistant Director for System* U Projects 79/03/01 
GPP 


7903000100 Forwards mods U corrections to NRC guidance, "Review U 
Atceptanc* of Spent Fuel Storage & Handling Applications," 
sent 7a04l4, 

GRIMES, D. K Assistant Director for Engineers I, Projects, 
79/01/18. 4pp 


7903120539 Forwards staff recommendations re general content* of 
Offsite Do-se Calculation Manual to be submitted u/propoted 
radiological effluent Tech Specs 

GRIMES, B, K Assistant Director for Engineers & Project! 


7903200012 Ack receipt of payment of notice of proposed Imposition of 
civil penalties dtd 790112 Understands review of radiation 
monitoring Instrument maintenance <, callbr program will be 
completed by 790405 

DAVI8, JO Office of Inspection lc Enforcement 79/03/02 Ip. 


7903120317 Forwards Nov 1970 technical summary rept “Reactor 
Containment Bldg Integrated Leak Rate Test M 
ROB0, D A Jersey Central Power b Light Co, 79/03/05 Ip 


7903120323 “Reactor Containment Bldg Integrated Leak Rate Test H 
RONE, A U , DUDJACiH P < ATK1N0, rt j Jersey Central Power V Light 
Co 70/11/30 SOpp 


7903200433 Informs of delay In submitting addl info re electrical 
penetrations of reactor containment as requested In NRC 
70 1 300 ltr Info wtll be provided by 790423 

F JWFROCKr I, I? Jersey Central Power V Light Co 79/03/14, lp, 
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DOCKET 30-219 Oyster Creek Nuclear Power Plant 


7903200403 Responds to NRC 790208 request far review of revised draft 
evaluation of systematic evaluation program Topic 4-1 A No 
comments 

FINFRQCK# I R Jersey Central Power b Light Co 79/03/13 Ip 


7903070103 Forwards IE Insp Rept 30-219/78-34 on 781120-22 *, 20-29 No 
none ompl iartce noted 

BRUNNER * E J Region ii Philadelphia# Reactor Operations Nuclear 

Support Branch 79/01/13 2pp 


7903070110 IE Imp Rept 30-219/78-34 on 7BU20-22 It 28-29 No 
noncompliance noted Major areas Inspected containment 
integrated leak rate test 

STREETER# J F # REYES# L A Region 1# Philadelphia# Reactor 

Operations Nuclear Support Branch 70/12/13 6pp 


7903130002 Forwards IE Insp Rept 30-219/78-36 on 701219-22 No 
noncompliance noted 

BRUNNER# E J Region 1, Ph i lad e 1 ph la. Reactor Operations NutleeT 

Support Branch 79/01/18 2pp 


7903130011 IE Inap Rept 50-219/78-36 on 781219-22 No none omp 1 i anc e 
noted Major area* inspected organixatian 8# administration# 

LER & IE circular followup 

DR 1 QQS# L E # MCCABE, E C Region 1. Philadelphia# Reactor 

Operations Nuclear 8upport Branch 79/01/17 6pp 


7903160133 Responds to 1C Bulletin 79-14# '‘Deterioration of Buna-N 
Components in A9CQ Solenoids M Schedule being developed to 
inspect it replace Buna-N matl in valves during nest three 
years 

ROSS# D A Jersey Central Power it Light Co 79/02/02 2pp 


7903200431 Forward* IE Insp Rept 50-219/79-01 on 790109-1 i No 
noncompliance noted 

MARTIN# W 0 Region l, Philadelphia# Safeguards Branch 79/02/06 

2pp 


7903200436 IE Insp Rept 30-219/79-01 on 790109-11 No noncomp lienee 
noted, Major area* Inspected nuclear matl control it 
account log, ac t ion on previous findings# organisation# 
inventory It records 

HOLODYj D J i JOYNER# J H Region 1# Philadelphia# Safeguards 

Branch 79/02/03 11 pp 


7903300327 IE Insp Rept 30-219/79-02 on 790130-0201. No nonconpliance 
noted Major areas inspected employee training# uni 1 censed 
personnel tra ining, operator req.ual i f icafcion training & 
licensee action on previous insp findings 

BECKMAN# D A Region 1# Philadelphia# Safeguards Branch 

BETTENHOUSEN# L Region 1. Philadelphia# Office of the Director 
KE IMIQ# R R Region 1# Philadelphia# Reactor Operations Nuclear 

Support Branch 79/02/14 9pp 


7903080397 Forward* IE Info Notice 79-04# “Degradation of Engineered 
8af e ty Feature* " 

ORIER#B H Region 1# Philadelphia# Office of the Director. 
79/02/16 lp 


7903080464 Informs recipients of IE Bulletin 79-01# "Environ 
Qualification of Class IE Equipment# “ dtd 790208# that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CML 

DRIER# B H Region l# Philadelphia# Office of the Director 
79/02/27, lp 


7903060336 “Analysis of Boring & Fouling Organisms in Vicinity of 
Oyster Creek Nuclear Generating Station#" seventh quarterly 
rept Mar-May 1978 

HOAOLAND#K E # CROCKET# L , ROCHESTER# M Lehigh Univ. 

AT ( 49-241-0347 NUREQ/CR-03BO 79/01/31 32pp Available at NTI8 


7903070337 Forward* occupational exposure data for personnel working 
at facility in 1978 

ROSS# D A Jersey Central Power it Light Co 79/03/01 4pp 


7903070377 Forwards annual rapt of mod* completed at facility in 1970 
ROSS# D A Jersey Central Power U Light Co 79/03/01 9pp 


7903090246 Forward* “Effluent Release Rept 78-02#“ Jul-Dec 1978 
ROSS# D A Jersey Central Power & Light Co, 79/03/01 Ip 


7903090249 "Effluent Release Rept 70-02# 11 Jul-D*c J97B 
* Jersey Central Power it Light Co 79/03/01 36pp. 


7903210099 Forward* monthly operating rept for Feb 1979 

ROSS# D A Jersey Central Power it Light tjo 79/03/15 lp. 


7903210102 Monthly operating rept for Feb 1979 

MCCLAIN# C M Jersey Central Power it Light Co 79/03/12, 8pp 


7903030333 Forward* IE Info Notice 79-03# “Li mi torque Valve Geared 
Limit Switch Lubricant " 

DRIER, B H Region 1# Philadelphia# Office of the Director 
79/02/09. lp 


7903290279 Forwards IE Insp Rept 90-219/79-03 on 790123-26 No 
noncump 1 lance noted 

BRUNNER# E J Region 1# Ph i ladel ph ia. Reactor Operations Nuclear 

Support Branch 79/02/12 2pp 


7903290209 IE Insp Rept 50-219/79-03 on 790123-26 No noncompliance 
noted. Major area* Inspected followup on previous insp 
findings, or gani ration it admini strat iom reviaw of plant 
oparat ions# IE bulletin, followup U review of rept* 

QR 1008# L E Region 1# Philadelphia# Office of the Director 
MCCABE# E, C Region 1# Philadelphian Reactor Operations Nuclear 

Support Branch 79/02/09 3pp, 


7903120409 Ack receipt of 790130 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept 50-219/78-30 
MARTIN, WO Region 1# Philadelphia# Safeguards Branch 79/02/14 

2pp 


7903260216 Forwards monthly operating rapt for Feb 1979 

ROSS# D A. Jersey Central Pdwer U Light Co 79/03/15 lp 


7903070327 Forwards LER 79-002/03L-0, 

ROBB# D A Jeriey Central Power it Light Co 79/02/27 lp 


7903070333 LER 79-002/03L-0 on 790206. while performing isolation 
condenser automatic actuation test fc calibr# RE-1SB trip 
point was lets conservative than Tech Spec std Caused by 
RE-15B switch not set at 1068 psig valve RE-158 reset 
* Jersey Central Power It Light Co 79/02/27 3PP. 


DOCKET 50-220 Nine Mile Point Nuclaar Station# Unit 1 


7903120144 Forwards revised versions of Entry-Control By* Handbook# 
8AN077-1033i Intrusion Detection By* Handbook# 8AND76-0554) It 
Barrier Penetration Database# NUREO/CR-OiBl. 

MILLER# J, R Assistant Director for Reactor Safeguards, 79/01/09, 
2PP, 


7903120529 Forwards IE Insp Rapt 50-219/78-30 on 781 106-09, Not i c e of 
violation withheld from public disclosure, 

ORIERtS H. Region 1# Philadelphia# Offlca of the Director. 
79/01/05. 2pp 


7903120533 IE Insp R b p t 90-219/78-30 on 781106-09. Noncomp 1 1 anc e noted 
licensee watchman failed to pass required physical 
examination# failure to control access to Vital area or to 
lock two exterior bldg doors 

SHEPARD# R. E . MCKEQWN, L M # DEVLINiJW. Region 1. Philadelphia, 

Safeguards Branch 79/01/03. 2pp. 


7903300322 Forwards IE Insp Rept JJ0-219/79-02 on 790130-0201 
No noncompliance noted 

BRUNNER# E. J. Region 1# Philadelphia# Safeguards Branch 

79/02/15. 2pp 


7903160190 Discusses NRC understanding of corrective action to be taken 
by util re undetected entry of NRC Inspector into protected 
area at plant, Requests 790220 meeting to discuss action* It 
circumstances 

DRIER# B H Region I# Philadelphia# Office of the Director. 

79/02/15. 2pp. 


7903230035 Forwards Federal Register notice amending I0CFR73 55# 
“Requirements for Phyeical Protection of Licensed Activities 
in Nuclear Power Reactor* Against Industrial Sabotage# " to 
defer employee pat-doum searches until 790001 

DENTON# H R, Office of Nuclear Reactor Regulation. 79/02/23 Ip. 


7903300262 Forwards modified physical security plan Plan withheld 
(ref 10CFR2 790) 

RHODE# 0 K Niagara Mohawk Power Ccrp. 79/03/27 Ip 
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DOCKET 5-0 -520 Nina Mile Point Nuclear Station* Unit i 7903010310 "Mark I Containment Program. Downcomer Reduced Submergence, 

— Functional Assessment Rept 41 

NONOp K U General Electric Co .Nuclear Energy Products Div 


7903060672 Responds to 790122 1 tr to Chairman Hendrle re Niagara Mohawk 
Power Corp application to construct 6 operate 1 ou level 
waste reduction nj ? Nave not reached decision whether 
hearing ie warranted 

ENOELHARDT.T F Deputy Eaecutlvc Legal Director 79/03/03 ip 


7903060676 Ask* that raduaet* incinerator project be halted due to 
lack of testing u/rad i oact i ve niatl 
HERMANS. 8 Affiliation Unknown 79/01/32 Ip 


7903030090 Respond* to 790113 telegram Forward* Niagara Mohawk 701213 
request to install low level radioactive waste incinerator 
Hill notify if ASLB i* convened W/encl 790115 telegram 
STELLD. V Division Of Operating Reactor* 79/02/14 13pp 


7903050260 Forwards Endorsement 63 to NELIA Policy NF-161 for calendar 
year 1979 

RUSHMOREj J W Niagara Mohawk Power Corp 79/02/26 2pp 


7903210190 Forward* certified copy of Endorsement 33 to MAELU Policy 
MF-46, which amends Condition 4 of policy to *36.000, 00O 
RU5HMQRE, J W Niagara Mohawk Power Corp 79/03/13 2pp 


7903090173 Forward* mod to "Review 6 Acceptance of Spent Fuel Storage 
6 Handling Application" provided on 730414 Involves pages 
3V-5 & IV-6 w/modified rationale It correction* 

GRIHEB.D K Assistant Director for Engineer* & Projects 

79/01/30 4pp, 


7903200340 Request* all past Sc present info relative to rad waste 
reduction «y* Request cover* all internal NRC documents 
OISE. D P Niagara Mohawk Power Corp 79/01/19 lp 


7903200343 in response to 790119 ltr requesting documents re raduaste 
reduction sys, forwards document* specified Complete 
collection of document* i» being placed in LPDR Parts of 
four document* being withheld (ref 10CFR9 9) 

FELTON, J W Division of Rifles and Record* 79/03/02 flpp 


79032004M Expresses concern that radtuaste vol reduction *ya will be 
approved u/o adequate environ safeguard* 

GLARD1NA.P A Environmental Protection Agency 70/10/24 2pp 


7903200469 Requests receipt oF future memos re Newport News topical 
rap t 

COLLINS, 0 T Effluent Treatment System* Branch 70/11/24 lp 


7903200473 Util ha* not notified NRC re proposed plans to install 
Incinerator Util Should be notified pf appropriate 
regulation* C10CFR20 A I0CFR30 59) 6 should submit detailed 
rept describing mod 

COLLINS. -J T Effluent Treatment System* Branch 7B/06/21 Ip 


7903200476 Comments r# Newport News Industrial Corp topical rept uill 
be submitted by 700331 

COLLI NS, J T Effluent Treatment Systems Branch 70/02/01 lp 


79O32OD40O Forwards draft ItT to be sent to util re latter's proposed 
operation of Incinerator Incinerator operation requires 
license or amend to existing license 

KNIGHTON. 0 W ‘Environmental Evaluation Branch 70/07/06 2pp 


7903200406 Requests Info re proposed installation of raduaste 
Incinerator Also requests permission to file limited 
appearance statement 

LEWIS, M I Affiliation Unknown 79/01/15 lp 


7903200409 In response to 701003 ltr to HR Den ton, a i pre ssss concern 
w/util's rsquest for NRC approval of proposed radwaste 
reduction sys installation 
BOR DEN 1C K, 0 M Branch 4 78/10/26 lp 


7903200490 Summary 0# discussion w/A Dravo of Energy U Environ 
Subcommittee re status af util proposal & radwaste 
incinerator process 

PtH.K. P J Operating Reactors Branch 3 73/11/16 Ip 


7903200494 State is informing util that latter will be required to 
obtain 6NYCRR Fart 212 permit for radwaste incinerator 
projectn 6NYCRR Part 218 refers to process source air 
pollution discharger permit 

GIWGDLD. N M New York, State of 79/01/25 2pp 


7903010293 Forward* N£DQ-21S05j "Mark 1 Containment Program. Downcomer 
Reduced Submergeiu e, Func tlona 1 Assessment Rept “ 

30B0MI, L, J General Electric Co .Nuclear Energy Products Div 
79/02/01, Ip 


YAO. H S General Electric Co NEDQ-21B05 70/06/30 45pp 


7903020216 Notification of 790214-15 meeting in Dethesda.MD, 
w/re preservative of Hark I owners group to discuss 
implementation It resolution of Mark 1 long-term program & 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineers 6 Projects 79/02/06 
IP 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, It 
sample ltr 

EI5ENHJT, D G Assistant Director for Systems 6 Project* 

79/02/15 2pp 

7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple-' 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

• Assistant Director for Systems 6 Project* 79/02/15 lOpp 


7903060182 Forwards ltr from NY State Division of Criminal Justice Svcb 
responding to request for access to criminal history files 
for purpose of screening util employees Enel withheld 
(ref 10CFR2 790) 

BARTLETT, J Niagara Mohawk Power Corp 79/02/16 lp 


7903080426 Confirms mgt meeting at Region 1 in King of Prussia, PA on 
790220 to discuss cause, resul ts, <* corrective actions re 
undetected entry into restricted area by NRC inspector on 
790206 

MARTIN. W G Region 1, Philadelphia, Safeguards Branch 79/02/16 

ip 


7903160213 Forwards proprietary rept NEDE-23545-P, ‘’Mark I Containment 
program. Suppress ion Pool Swell Test Program, LDR Load Test- 
Genenc Sensitivity M W/affidavit for proprietary status 
Rept withheld (ref 10CFR2 790) 

SOBON, L J General Electric Co .Nuclear Energy Product* Div 
79/02/26 5pp 


7903230001 Forwards ‘EER of Interim Assessments Df M9IV Actuations in 
Mark 1 Containment Plant* " Approves continued operation of 
fac i 1 1 tie*, *ub j to corrective action* noted in SER, pending 
final resolution 

GRIMES, D K Assistant Director for Engineers 6 Projects 
VOLLMER, R H Assistant Director for Systems & Project* 79/02/27 
IP 


7903230011 "SER of Interim Assessments of MSIV Actuations in Mark I 
Containment Plants M 

* Assistant Director for Engineer* L Projects 79/02/27 12pp 

7903230003 Forwards safety evaluation rept on interim assessments of 
multiple -consecutive safety relief valve actuations 
Concludes that continued operation of Mark I DWR facilities 
is acceptable ivbj to corrective actions 

GRIMEBiB k Division of Operating Reactors VOLLMER, R H 
Assistant Director for Systems 6 Project* 79/02/27 lp 


7703070256 Forwards Jan 1979 Mark I containment program activity 
review List* meeting* held & provide* brief task-by-task 
summary 

SQDQN.L J General Electric Co .Nuclear Energy Products Div 
79/02/28 llpp 


7903120459 Bum/nary of 790213 meeting in Bethesda, MD w/rep resentat i ve s 
of Mark I owner's group program committee to discus* generic 
Mark 1 program re safety relief valve loads W/encl attendees 
list it meeting handouts 

SU, T M Containment Systems Branch 79/03/Oi 16pp 


7903300283 Forwards proposed staff position for Mark I long-term 
program Implementation schedules 

EISENHUT, D G Assistant Director for Systems 6 Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to BWR Mark I 
facilities requesting schedules & commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices Jc licensing fees for long-term program 
GRIHES.B Assistant Director for Engineers 6 Projects 
VOLLMER, R Assistant Director for Systems 6 Projects 79/03/01 

Bpp 


7703200443 Exempt* operating DWR facilities w/Mark I containment design 
from General Design Criterion 50. while long-term program Is 
conducted Forwards sample ltrs to be sent to Mark I 
licensees setting forth roquirements for schedules 
GRIMES, B $ VOLLMER, R Division of Operating Reactors 79/03/01 
22pp 
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DOCKET 30-520 Nine Mile Point Nuclear Station, Unit 1 


7903200462 Exempts operating BWR facilities w/Mark E containment design 
■from General Design Criterion 30, while long-term program is 
conducted Forwards sample ltr* to bt! sent to Mark I 
licensees setting forth requirements for schedules 
GRIMES, B Division of Operating Reactors 79/03/01 22pp 


77030S0339 Forwards application to amend 1 1 cense, w/s-up p 1 info 
THOMAS, E B LeDoeuf, Lamb, Leiby 8< Macflae 79/03/02 2pp 


7903030361 Application ta amend operating license Suppl info 
supporting application end 

SCHNEIDER, R R Niagara Mohawk Power Corp 79/02/20 57pp 


7903060208 Forwards responses to questions in NRC 790130 ltr re 
radwaste solidification & handling sys Includes spill 
prevention control & countermeasure plan & NY application 
For unit const parmi t, ind irect source 

RHODE, G K Niagara Mohawk Power Corp 79/OJ/G2 79pp 


7903090124 In response to 790109 ltr, forwards copies of any & all 
inquiries re RWR-1 raduaste volume reduction sys, as well as 
NRC respones List of previous requests end 

FELTON, J M Division of Rules and Records 79/03/02 Bpp 


7903120359 Describes planned mods to torus which are designed to 
mitigate loads defined by Mark I containment program 
DISErD P Niagara Mohawk Power Corp 79/03/02 i2pp 


7903220430 Forwards Amend 27 to License DPR-63, sa f et y evaluation & 
notice of issuance 

rPpOLITQ, T A Operating Reactors Branch 3 79/03/02 2pp 


7903220435 Amend 27 to License DPR-63, incorp ora t ing revision to Tech 
Specs to allow spiral unloading it reloading of core which 
reduces number of control blade guide® 

« Operating Reactors Branch 3 79/03/02 8pp 


7903220440 Safety evaluation supporting Amend 27 to License DPR-63 
* Office of Nuclear Reactor Regulation 79/03/02 4p p 


7903220444 Notice of issuance of Amend 27 to License DPR-63 

IPPOLITO, T A Operating Reactors Branch 3 79/03/02 2pp 


7903070370 Forwards responses to NRC 790116 ltr requesting add 1 info 
re radwaste reduction sys (RWR-U 

FARQN, R 5 LeBoeuf, Lamb, Leiby !< MacRao 79/03/06, 14pp 


7903140210 Forward* environ qualification criteria for electrical 
penetration connector test Description & results provided 
by util in 7B0614 ltr 

DIEE, D P Niagara Mohawk Power Corp 79/03/07 4pp 


7903300209 Forward* Amend 29 to License DPR-63 & notice of issuance !< 
availability Security plan evaluation rept withheld 
( r«f 10CFR2 7901 

IFPOLITCLT A Oporating Reactors Branch 3 79/03/16 3pp 


7903300292 Amend 20 to License DPR-63 incorporating physical security 
plan as part of license 

IPPOLITOiT A Operating Reactors Branch 3 79/03/16 2pp 


7903300274 Notice of issuance h availability of Amend 23 to License 
DPR-63 

IPPPLITO, T A Operating Reactor* Branch 3 79/03/16 2pp 


7903270454 Revises const schedule for new radwasto bldg due to 
unexpected delays in finalizing design Const presently 
scheduled to begin after March 1980 

DlGErD P Niagara Mohawk Power Corp 79/03/22 Ip 


7903070103 Ack receipt of 790129 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-220/78-21. 

BRUNNER, E J Region 1, Philadelphia, Reactor Construction * 

Engineering Support Branch 79/02/06 lp 


7903070107 Responds to NRC 790110 ltr re violations noted in IE Insp 
Rept 30-220/78-21 Corrective actions' formal revision to 
operating procedure for fire protection sys i ssued, reviewed 
fc approved 

SCHNEIDER, R R Niagara Mohawk Power Corp, 79/Oi/29 2pp 


7903070109 Forwards IE Insp Rept 50-220/78-21 on 781211-14 h notice of 
violation 

BRUNNER, E,J Region i, Philadelphia, Reactor Operations Nuclear 

Support Branch 77/01/15 2pp 


7903070112 Notice of violation from, insp an 781211-14 

* Region 1, Philadelphia, Reactor Operations Nuclear Support 

Branch 79/01/12 lp 


7903070113 IE Insp Rept 30-220/78-21 on 701211-14 None omp 1 i ante noted 
failure to review & approve procedural change 

ARCHITZEL, fl , STETKA, T , MCCABE, E C Region 1, Ph i 1 adel ph ia , 

Reactor Operations NucIbat Support Branch 79/01/12 lOpp 


7903030008 Ack receipt of 79012? ltr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-220/78-20 
SMITH, G H Region 1, Philadelphia, Fuel Facility U Materials 

Safety Branch 79/02/06 lp 


7903080010 Responds to -NRC 790107 ltr re violation noted in IE Insp 
Rept 30-220/78-20 Corrective actions copies of revised 
radiation protection procedures were distributed & personnel 
were trained Procedure now being monitored intermittently 
SCHNEIDER, R R Niagara Mohawk Power Corp 79/01/29 3pp 


7903080011 Forwards IE Insp Rept 30-220/7B-30 on 701127-29 h notice of 
violation 

SMITH, Q H Region 1, P h i 1 a d a 1 p h i a, Fuel Facility b Materials 

Safety Drench 79/01/03 2pp 


7903080013 Notice of violation from Insp on 781127-29 

* Region 1, Philadelphia, Fuel Facility & Materials Safety 

Branch 78/12/20 ip 


7903080015 IE Insp Rept 30-220-78/20 on ?B1 127-29 Noncomp Uinca noted 
radiation exposures other than actual remaining authorized 
exposures were entered on radiation work permit for two 
i nd i vidua 1 s 

THONUB, L H , PLUMLEE, K E , CRACKER, H W Region 1 , ph i lade 1 p h i a. 

Fuel Facility & Materials Safety Branch 7B/12/2B 6pp 


7903060630 Forward* IE Info Notice 79-03, "Lim 1 torque Valve Qeared 
Limit Switch Lubricant " 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
79/02/09 lp 


7903030364 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features M 

CRIER, B H Region 1, Ph 1 1 ad e 1 ph i a , Office Df the Director 
79/02/16 lp 


7703300300 Forward & IE Insp Rept 50-220/79-03 on 790129-31 No 
noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Drench 79/02/22 2pp 


7903300309 IE Insp Rept 30-220/79-03 on 790129-31 No noncomp 1 lance 
noted Major areas inspected containment integrated leak 
rate test procedure 

BM I TH, T H , FOLEY, T Region 1, Philadelphia, Office of the 
Director CAPHTON, D L Region I, Ph i ladelphia. Reactor 

Operations Nuclear Support Branch 79/02/21 7pp 


7903080470 Informs recipient* of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200. that valve 
limit switch Identified as NAMCD Model E3CML should read 
SL3CML 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/27 lp 


7903220321 Ack receipt of 790207 ltv informing NRC of steps taken to 
correction violations notfd In IE Insp Rept 50-220/78-15. 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility it Materials 

Safety Branch 79/03/02 lp. 


7903220323 Responds to NRC 790117 ltr re violations noted in IE Imp 
Rept 50-220/78-15 Corrective actions info supplied «o 
future events will be met w/proper action 
SCHNEIDER, R R Niagara Mohawk Power Corp 79/02/07 Ip 


7903220327 Ack receipt of 791201 ltr informing NflC of steps taken to 
correct violations noted in IE Insp Rept 50-220/70-15 
SMITH, 0 H Region 1* Ph 1 1 ade 1 ph ia, Fuel Facility it Materials 

8afaty Branch 79/01/17 2pp 


7903220330 Responds to NRC 701109 ltr re violations noted in IE Insp 
Rept 30-220/70-15 Corrective actions operating procedure 
changed for flow reversal k calibr of environ radiation 
monitors 

LEMPGESi T, E Niagara Mohawk Power Corp. 78/12/01 4pp 


7903220337 Notice of violation from insp on 70O929-29 ,; 

« Region 1, Philadelphia, Office of the Director 78/11/00. 
3pp 



DOCKETED SERIES 


DOCKET 50-220 Nine Mile Point Nuclear Station. Unit 1 


DOCKET 50-550 HP! Critical Experiment 


7703520341 IE Insp Rept 50-220/73-15 on 780725-27 Moot omp Hanc e noted 
inadequate radiological analyse* of lake water samples, 
exceeding thermal discharge limit tc failure to follow 
operating procedures during flow reversal 

BHANBAKYiM M Region ii Philadelphia, Office of the Director 
78/1 1/OB t3pp 


7903270196 Act receipt of 7903Q1 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rapt SQ-22Q/77-02 
BRUNNER* E J Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/03/20 Ip 


7903270197 Respond* to NRC 770207 Itr re violations noted in IE lnsp 
Rept 50-220/79-02 Corrective actions personnel conducting 
pump operability surveillance r e i ns tru c ted on pump curve 
interpre tation 

SCHNEIDER, R R Niagara Mohawk Power Carp 79/03/01 2pp 


7903290200 Forwards IE Insp Rept 50-220/79-02 on 790123-26 h notice of 
violation 

BRUNNER, E J Region 1. Philadelphia* Reactor Operation* Nuclear 

Support Branch 77/02/07 2pp 


7903290201 No tie* of violation from insp on 770123-26 

* Region I* Philadelphia, Reactor Operations Nuclear Support 

Branch 77/02/06 lp 


7703270202 IE lnsp Rept 50-220/77-02 cm 790123-2& No ncomp 11 ance noted 
approval of unacceptable surveillance test Tcsult* 

ZIMMERMAN, R P , KISTEft, H B Region ii Philadelphia, Reactor 

Operation* Nuclear Support Branch 77/02/06 7pp 


7903000176 Forward* "Aquatic Ecology Studies, 1779 Data Rept 11 
SCHNEIDER, R R Niagara Mohawk Power Corp 79/02/29 lp 


7903DB0L79 "Aquatic Ecology Studies, 1770 Data Rept " 
* Niagara Mohawk Power Corp 77/02/20 6Q0pp 


7903130405- Forwards "Annual Environ Operating Rept 1970 “ Will submit 
"Mon-Redi clog i cal Aquatic Ecology Studie* Data Rept for 
197B" separately 

SCHNEIDER, R R Niagara Mohawk Power Carp 79/02/20 ip 


7903130406 “Annual Environ Operating Rept 1970 
• Niagara Mohawk Power Corp 79/02/20 55pp 


7903170517 Forward* “Radioactive Effluent Release Semiannual Rept" for 
July-Dee 1770 

SCHNEIDER, ft R Niagara Mohawk Power Corp 79/02/20 ip 


7903210040 Submit* rept of tests t* experiments conducted from 700301 to 
790301 No change* to Tech Spec* & no unreviewed safety 
questions 

NELSON, P R Rensselaer Polytechnic Inst 79/03/01 2pp 


7903300409 Forward* IE lnsp Rapt 50-225/79-01 on 790201-02 No 
noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 77/02/16 2pp 


79033Q0474 IE Inep Rept 50-225/79-01 on 790201-02 No noncompliance 
noted. Major area* inspected facility reactivation fallowing 
long-term shutdown 

BTETKA.T F , MCCABE, E C Region 1, Philadelphia, Reactor 

Operations Nutiear SuppoTt Branch 77/02/15 7pp 


DOCKET 80-229 Aerotest Radiography & Research Reactor 


790-3060597 Ac k receipt of 770113 Itr informing NRC of corrective 
actions in response to 790105 notice bf violation Enel 
withheld (ref I0CFR2 790) 

NORDERHAUG.L R Region 5- San Francisco, Safeguards Branch 

79/02/09 lp 


DOCKET 50-237 Dresden Nuclear Power Station, Unit 2 


7903120144 Forwards revised versions of Entry-Control Sys Handbook, 
SAND77-IQ331 Intrusion Detection Syi Handb ook, 9AND76-0554J 6 
Barrier Penetration Datab a te> NUREO/CR-O10I 

MILLET? , J R Assistant Director for Reactor Safeguard* 79/01/07 

2pp 


7903010112 Notifies -of security plan deficiencies which are significant 
enough to warrant Imposition of license conditions Forwards 
comment* for incorporation into plan Appeal is possible 
Enel A withheld (ref 10CFR2 790) 

IPPOL1TO, T A Operating Reactors Branch 3 79/01/30 3pp 


7903220523 Due to delays In equipment d e 1 i veri es, sc hedu 1 ed completion 
data for Installation of fire suppression sys could not be 
met Deliveries are anticipated for early Feb 1979 Hill 
inform when deliveries are complete 
REED, C Commonwealth Edison Co 79/02/05 Ip 


7903230035 Forwards Federal Register notice amending IOCFR73 53, 
“Requirement* for Physical Protection of Licensed Activities 
in Nuclaar Power Reactor* Against Industrial Sabotage, 11 to 
defer employee pat-down searches until 770B01 

DENTON, H R Office of Nuclear Reactor Regulation 77/02/23 tp 


7703190221 “Radioactive Effluent Release Semiannual Rapt" for Jul-Dac 
1970 

« Niagara Mohawk Rawer Carp 79/02/28 47pp 


7703170235 Forward* monthly operating rept for F*b 1979 
SCHNEIDER. R ft Niagara Mohawk Power Corp 77/03/09 lp 


7903 1 90240 Monthly operating rept far Feb 1977, 

PERKINS, T J Niagara Mohawk Power CcTp 77/03/09 3pp 


7703140405 As result of di*cu**lons w/NRC, forward* design change re 
fire protection Change involves pre-action to a wet-pipe 

sys 

JANECEK, R F Commonwealth Edison Co 79/03/07 12pp 


7903270499 Forwards safeguards contingency plan Withheld (ref 
10CFK2 770) 

REED, C Commonwealth Edison Co 79/03/23 Ip 


7903170273 Forwards LER 79-001 /O3L--0 

SCHNEIDER, R ft. Niagara Mohawk Power Corp 77/03/13 Ip 


7903190200 LER 79-00 1/03L-0 on 770210: during performance of 
survel 1 lance* test flow comparator 11 did not produce rod 
block within required tolerance Caused by defective rod 
comparator Component replaced It setpoint left at 14K 
JUTRAS.R Niagara Mohawk Power Corp 79/03/13 lp 


7903260267 Forward* LER 79-002/0 17-0 

SCHNEIDER, R. ft Niagara Mohawk Power Corp 79/03/20 ip 


7902030263 Forwards SAND77-1927 "Transport of Radionuclides In Urban 
Environs Working Draft Assessment," 0ECY-70-311 & 

8ECY-79-31 1 A No immediate regulatory action is necessary to 
protect spent fuel shipment. W/o ertcl 

GODDARD, R J Office of the Executive Legal Director 79/01/10 

2pp. 


7903070037 Forwards NURE0/CR-O4Q0, "Risk Assessment Review Group Rept 
to the US NRC" (Lewi* Rep t J , provi d ing recommendations for 
use of risk assessment methodology 6 assessment of 
WASH -1400 

QQDDARD.R J Branch 2 77/01/23 lp 


7903260272 LER 79-002/01T-Q on 790306 during inservice insp of 
emergency condenser steam supply line, six reportable 
Indications found Caused by Intergranular stress corrosion 
cracking Elbow I< safe-end will be replaced 
* Niagara Mohawk Power Corp 79/03/20 2pp 


DOCKET 50-223 Univ of Lowell Research Reactor 


7903300306 Requests amend to License R-123 to change Tech Spi 
increase interval between containment bldg Integrated leak 
rate teats from 12 to 25 aonth*. 

DUFF, J 8 Lowell. Uni v. of, Lout 11, Mass 79/03/16 Ip 


c 6 


7903130525 Forward* NUREG/CR-0400, "Risk Assessment Review Group Rapt 
to the US NRC 11 Commission presently developing policy 
statement re rept 

GODDARD. R J Office of the Executive Legal Director 77/01/23 lp 


79030602B7 NRDC's response to applicant's & NRC's objections to 
contention* Urges that NRC did not validly challenge its 
contentions & that its contentions should be admitted 
Certificate of Svc end 

ROIBMAN.A Z Natural Resource* Defense Council 79/01/26 Bpp 


Mass 


79/03/16 
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DOCKETED SERIES 


DOCKET 50-237 Dresden Nuclear Power Station* Unit 2 


7903020393 Forwards curriculum vitae for Templin & Cochran Cites two 
precedents bearing on issue of standing Hunt vs WA Apple 
Advertising Commission* 432U8333 U VA Electric Power Co* 

ALAB-522, (1979) 

R0I8MAN, A Z Natural Resources Defense Council 79/02/05 Spp 


7903070004 Forwards ASLB 790202 order from Oc one e-McQui r e proceeding* 
denying objections of NRDC to suppl prehearing conference 
order denying NRDC's petition for intervention 
GODDARD* R J Branch 2 79/02/08 ip 


7903050568 Forwards ASLO opinion re denial of intervention to Natl 
Lawyers Guild who refused to identify members Position 
parallels that of NRDC 

GODDARD* R J Branch 2 79/02/16 ip 


7903210427 Forwards NRC policy statement re reactor safety study* 
review by Lewis Committee (NUREG/CR-0400) & survey of 
NRC uses of WASH-1400 All documents have been furnished to 
ASLB U A8LAB members W/o end 
GODDARD* R J Branch 2 79/02/21 lp 


7903210370 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD* R J Branch 2 79/02/26 4pp 


7903220070 Informs of document containing info potentially relevant to 
issuB of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD* R J Branch 2 79/02/26 4pp 


7903210167 Forwards "Annual Rept 1978*" statement of cash Plow 
projected for 1979* actual cash flow for 197B narrative 
explanatory statement 

NEXON* H H Commonwealth Edison Co 79/03/15 6pp 


7903070411 "Federal Interagency Radiological Assistance Plan " 
* Energy, Dept of ERDA-60 75/07/31 9pp 


7903000100 Forwards mods & corrections to NRC guidance* "Review U 
Acceptance of Spent Fuel Storage & Handling Applications*" 
sent 700414 

GRIMEBiB K Assistant Director for Engineers U Projects 

79/01/10, 4pp 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/propofted 
radiological effluent Tech Specs 

GRIMES* B K Assistant Director for Engineers i< Projects 

79/01/18 4p p 


7902220033 Responds to NRC 790103 request & forwards info re projected 
number of spent fuel assemblies to be shipped from Dresden 
Quad-Cities* possible true! routes $< population along routes. 

Info on rail routing will be sent 

JANECEK.R.F Commonwealth Edison Co 79/02/13 4pp 


7902230001 Responds to 790103 request for addl Info & forwards info re 
projected number of spent fuel assemblies to be shipped from 
Dresden to Quad-Ci t ies* passible truck routes b population 
along routes, Info on rail routing will be sent 
JANECEK* R F Commonwealth Edison Co 79/02/13. 4pp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, it 
sample Itr 

EI8ENHUT* D G. Assistant Director for Systems U Projects 
79/02/15 2pp 


7903210350 Notice of proposed issuance of amend to provisional 
operating license* revising Tech Specs to allow use of 
B x SR type fuel assemblies for Reload 4, Cycle 7 
ZIEMANN, D L Operating Reactors Branch 2 79/02/26 5pp 


7903210569 Forwards Amend 40 to DPR-19, safety evaluation lc notice of 
Issuance 

ZIEMANN* D L Operating Reactors Branch 2 79/02/27 2pp 


7903210573 Amend 40 to DPR-19 changing author 1 xatlon to operate reactor 
after negative pressure 

Z IEMANN* D L Operating Reactors Branch 2 79/02/27 4pp 


7903210579 Safety evaluation supporting Amend 40 to DPR-19 

Z IEMANN* D L Operating Reactors Branch 2 79/02/27 3pp 


79032105B2 Notice of issuance of Amend 40 to DPR-19 

ZIEMANN, DL Operating Reactors Branch 2 79/02/27 2pp 

7903230001 Forwards "8ER of Interim Assessments of M81V Actuations in 
Mark I Containment Plants " Approves continued operation of 
facil i ties, sub j to corrective actions noted In SER, pending 
final resolution 

OR1ME0* B K Assistant Director for Engineers 8 < Projects 
VOU-MER* R H Assistant Director for Systems * Projects 79/02/27 
IP 


7903230011 "SER of Interim Assessments of M8IV Actuations in Mark 1 
Containment Plants " 

a Assistant Director far Engineers it Project* 79/02/27 12pp 


7903230083 Forwards safety evaluation on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark 1 BWR facilities 
is acceptable subj to corrective actions 

OR IME8* B K Division of Operating Reactors 79/02/27 lp. 


7903060283 Proposed amend to License DPR-19* requesting Tech Spec change 
to extend surveillance Interval for hydraulic snubbers by 
one week Proposed change ha* received onsite & offsite 
review 4, approval Class III amend fee encl 
REED*C Commonwealth Edison Co 79/02/28 3pp, 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held I< provides brief tesk-by-taa k 
summary. 

BOflON, L vj General Electric Co , Nuclear Energy Products Dlv. 
79/02/20 Llpp 


7903120499 Summary of 790213 meeting in Bethesda,MD w/repr esentatives 
of Mark I owner's group program committee to discuss generic 
Mark l program re safety relief valve loads W/enel attendees 
list St meeting handouts 

5U*T M Containment 0y stems Branch 79/03/01 16pp 


7903200283 Forwards proposed staff position far Mark I long-term 
program implementation schedules 

EI0ENHUT,D 0 Assistant Director for Systems l< Projects. 
79/03/01 4pp 


7903200304 Directs recipients to send end sample Itrs to BWR Mark I 
facilities requesting schedules S< commitment* re expected 
mod completion dates* use of safety relief valve discharge 
devices it licensing fees for long-term program 
GRIMES* B Assistant Director for Engineers & Projects 
VOLLMER* R, Assistant Director for Systems l« Projects 79/03/01 
Spp 


7903200443 Exempts operating BWR facilities w/Mark I containment design 
from General Design Criterion 5Q*while long-term program Is 
conducted Forwards sample Itrs to be sent to Mark 1 
licensees setting forth requirements for schedule* 

GRIMES* B , VOLLMERiR Division of Operating Reactors. 79/03/01. 
22pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark 1 
Containment Plants " All plants are in conformance w / 
acceptance criteria 

* Assistant Director for Systems t< Projects 79/02/15 lOpp 


7903160213 Forwards proprietary rept NEDE-23545-P, "Mark 1 Containment 
Program* Suppression Pool Swell Test Program, LDR Load Test- 
Oeneric Sensitivity " W/affidavit for proprietary statu* 

Rept withheld <r»f 10CFR2 790) 

9080N, L J, General Electric Co* * Nuclear Energy Product* Div 
79/02/26. Spp 


7903210320 Forwards notice of issuance for Amend to DPR-19 

ZIEMANN* D L Operating Reactors Branch 2 79/02/26* 2pp 


7903200462 Forwards branch input to 8ER for proposed mod to ipent fuel 
storage pool s, Ap proves application for license amend* 
provided that U-235 loading in fuel assemblies for pools it 
limited to amount established In rept. 

LAINASjO Division of Operating Reactors 79/03/01. SPP, 


7903200467 Safety evaluation re application for license amend to 
increase authorised capacity of spent fuel pool. 

LAINABiG. Division of Operating Reactor* 79/03/01 9pp. 


7903130309 Forwards corrigenda i< addenda eheet it reviled page* 1 it 6 
for NED0-24160* an evaluation of applicability of Reload 4 
analysis, 

REED, C, Commonwealth Edison Co 79/03/02 Spp 
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DOCKETED SERIES 

7903190010 Notice of deviation from ihap on 781201-29 

* Region 3. Chicago, Office of the Director 79/02/07 ip 


7903190139 Responds to 790123 Itr requesting info on environ 
forecasting & monitoring Environ impacts were accurately 
predicted in all cases it monitoring continues 
MOORE, V A Assistant DiTectoT for Environmental Projects 

79/03/02 3 PP 


7903260008 Forwards Amend 41 to License DPR-19, saf e t y evaluation 6 
notice of issuance 

ZIEMAN.D L Operating Reactors Branch 2 79/03/02 2pp 


7903260011 Amend 41 to License DPR-19 revises Tech Spec* by extending 
surveillance interval for inaccessible safety-related 
snubbers by 7 days 

* Operating Reactors Drench 2 79/03/02 4pp 


7903260017 Safety evaluation supporting Amend 41 to License DPR-i? 

* Operating Reactors Branch 2 79/03/02 2pp 

7903260022 Notice of Issuance & availability of Amend 41 to License 
DPR— 1 9 

ZlEhANM, D L Operating Reactors Branch 2 79/03/02 2pp 


7903290CJ66 Forwards draft evaluation of systematic evaluation program, 
Topic VI-IG B re shared engineered safety features, onsi te 
emergency power 6 sve sys fcT multiple unit stations 
Z I EM ANN , D L Operating Reactor* Branch 2 79/03/06 16pp 


7903190223 Corrects route numbers in 790213 response to request for 
addl info re inter-station transfer of spent fuel 
JANACEK, R F Cnflunonwea 1 th Edison Co 79/03/09 ip 


7903260212 Forwards Amends 29,42 l< 39 to Licenses DPR-2, DPR-19 & 
DPR-25, respect ively. it notice of issuance 6 availability 
Security plan evaluation rept withheld {ref 10CFR2 790) 
ZIEKANNjD L Operating Reactors Branch 2 79/03/09 3pp 


7903190015 IE Insp Repts 50-01 0/70-35, 50-237 /7B-34 it 50-249/70-35 on 
781201-29 Noncompliance noted inadequate storage of Class B 
area raatl 

DARKER, J L , SMITH, J D Region 3, Chicago, Office of the 
Director KNOP, R C Region 3, Chicago, Reactor Operations 

Nuclear Support Branch 79/02/07 12pp 


7903130044 Forwards IE Insp Repts 50-237/78-33 it 90-249/7B-34 on 
701 121 l 1227-28 No noncompliance noted 

HElSHMANiR F Region 3, Chicago, Reactor Construction 6 

Engineering Support Branch 79/02/00 2pp 


7903130047 IE Insp Rept 50-237/78-33 f< 50-249/79-34 an 781121 6 
1227-28 No noncompliance noted Majoi areas inspected spent 
fuel storage rack record s, repair program, 6 nondestructive 
examination activities 

LEE, E W Region 3, Chicago, Reactor Construction & Engineering 

Support Branch DANIELSON, D H Region 3, Chicago, Office of the 
Director 79/01/25 3pp 


7903220445 Forwards IE Insp Rept* 50-010/79-01,90-237/79-01 it 
50-249/79-01 on 790102-31 No noncomp I i ance noted 
KE1SHKAN, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/02/14 2pp 


7903220453 IE Insp Repts 50-010/79-01,50-237/79-01 it 50-249/79-01 No- 
noncomp 1 ianc# noted MajQT areas inspected maint, plant 
operations, physical protec t i on, r evi eu 6 followup on LER't 
h califar of safety-related components 

DARKER, J L , SPE5SARD, R L Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/02/13 6pp 


79030B0490 Forwards corrected second page k App A for corresp ortd ene p 
transmitted 790207 

FOIRELLI.G Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/15 3pp 


7903260224 Amends 29,42 6 39 to License DPR-3, DPR-19 it DPR-25. 
respectively, incorporating physical security plan 
» Operating Reactors Branch 2 79/03/09 6pp 


7703160172 Forwards GE rept NEDE-23Q98-P, "Analytical Model for 
Computing Water Rise in Safety Relief Valve Discharge Line 
Following Valve Closure " Rept provided as Task 7 1 2 2 of 
Mart I program Rept withheld {re# 10CFR2 790) 

JANECEK, R F Commonwealth Edison Co 79/03/12 lp 


7703160172 Forwards GE rept NEDE-2389a-P , "Analytical Model for 
Computing Water Rise in Safety Relief Valve Discharge Line 
Following Valve Closure " 

JANECEKjR F Commonwealth Edison Co 79/03/12 Ip 


7903170202 Forwards battery test procedures used by station personnel, 
as addl info for review of draft evaluations For systematic 
evaluation program 

REED, C Commonweal th Edison Co 79/03/13 34pp 


7703210026 In response to NRC 7B120B request for addl info on 
electrical ? enetrat 1 ant, forwards Info on HPCI penetrations 
which are Identic*} to RP5 penetrations Unit 2 has no DC 
power penetrations 

JANE-CEK, R. F. Commonwealth Edison Co 79/03/14 25pp 


7903290131 Forwards licensing open items status list 
REED, C Commonwealth Edison Co 77/03/19 9pp 


7903090174 Forward* IE Insp Repts 50-010/78-34.50-237/70-32 6 
30-349/70-33 on 731220-21 St 26-28 No hone omp 1 lane c noted 
FlOftELLlfO Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/01/1? 2pp 


7703080419 Forwards IE Info Notice 79-04, "Degradation of Enfl inner e d- 
Safety Features " 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/02/ 1 ■*> 

IP 


7903080343 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/01. 

lp 


7703150015 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J G Region 3, Chicago, Office of the Director 77/03/OB. 

ip 


790319D539 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co " 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/03/13 

lp 


7703020333 Forward* Part 5 of operating rept for June-Dee 197B, re 
radioactive effluents 6 occupational radiation exposures 
STEPHENSON, B B Commonwealth Edison Co 79/02/15 Ip 


7903020337 Part 2 of operating rept for June-Dee 1978, re radioactive 
effluents 6 occupational radiation exposures 
* Commonwealth Edison Co 78/12/31 15pp 


7703050388 Forwards "Annual Operating Rept for 1978 " 
STEPHENSON, B B Commonwealth Edison Co 79/02/26 lp 


77030B017B IE Insp Repts 50-010/78-34, 50-237/7B-32 & 50-249/78-33 on 
791220-21 & 26-20 No none ompl lane e noted Major areas 
inspected procurement* records, review of safety limits, 
procedures & chemical cleaning 

DETTENMEIER, ft VI, STREETER, J F Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/01/17. 5pp 


7903050391 "Annual Operating Rept for 1978 " 

* Commonwealth Edison Co 79/02/26 35pp 


7903210035 Forwards monthly operating rept for Feb 1779 
STEPHENSON, B B Commonwealth Edison Co 79/03/13 lp 


790306010 4 Respond* to IE Bulletin 78-14, “Deter i oration of Buna-N 
Components in ASCO Solenoid*. " Forward* current plan for 
replacement & preventive maint 

AEEDrC. Commonwealth Edison Co 79/02/02 3pp 


7903190009 Forward* IE ln*p Rept* 50-010/78-35,50-237/78-34 It 
30-249/7S-35- on 701201-2? it notice of violation 

FIQRELLI, 0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/07 2pp 


7903210038 Monthly operating rept for Feb 1979 

PHELEN, j F Consolidated Edison Co of New York 79/03/05 


7903270448 Forwards LER 79-013/03L-0 

STEPHENSON, 0 B Commonwealth Edison Co 79/03/23 lp 



DOCKETED SERIES 


DOCKET 30-237 Dresden Nuclear Power Station* Unit 2 


7903270453 LER 79-013/03L-0 on 790223 after diesel generator was 
manually started prior to taking transformer out of svc. 
water pump breaker thermally tripped & redundant power 
supply also tripped Cause unknown 
CHAN* U Commonwealth Edison Co 79/03/23 lp 


DOCKET 50~244 Robert Emmet Ginna Nuclear Plant* Unit i 


7703200002 Forwards Amend 25 to License DPR-1Q 

ZIEMANN. D L Operating Reactors Drench 2 79/02/22 3pp 


7903200005 Amend 23 to License DPR-18* incorporating security plan into 
license 

ZIEMANN, D L Operating Reactors Branch 2 79/02/22 2pp 


7903200224 Notice of issuance of Amend 23 to License DPR-18 
ZIEMANN. D L Operating Reactors Branch 2, 79/02/22 2pp 


7703230033 Forwards Federal Register notice amending 10CFR73 35. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage# " to 
defer employee pat-down searches until 770801 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7703190248 Forwards comments on Tech Specs L fire protection safety 
aval uation. 1 ssuod 790214 

WHITE. L D Rochester Gas lc Electric Corp 79/03/13 7pp 


7903270462 Furnishes schedule for submitting addl info in response to 
NRC 790214 itr transmitting modified Tech Specs & fire 
protection SER 

WHITE. L D Rochester Gas t Electric Corp 79/03/19 2pp 


7903270402 Forwards revised Chapter 8 of modified amended security 
plan Revision contains background info, generic planning 
base, licensee planning base* respans i b i 1 i ty matrices & 
implementation procedures Enel withheld (ref 10CFR2 790) 

WHITE. L D Rochester Gas 8* Electric Corp 79/03/23 2pp, 


7903190173 Forwards financial info to support guarantee of 
retrospective premium payments which might be required under 
secondary financial protection sys Bummariios actual cash 
flow for 1 978 8# projected cash flow for 1977 
KOWBA. S Rochester Gao * Electric Corp 79/03/15 3pp 


7903280357 In response to 7B0925 1 tr. summar i j as info re pressuriier 
heatup rata Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Westinghouse 
PWR Appropriate utils have been notified 

ANDERSON. T M Westinghouse Electric Corp 70/10/27 3pp 


7903000100 Forwards mods & corrections to NRC g u i dance* "Revi eu & 
Acceptance of Spent Fuel Storage & Handling Applications. 11 
sent 780414 

GRIMES. B K Assistant Director far Engineers & Projects 
79/01/18 4pp 


7903120935 Forward* itaff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposad 
radiological effluent Tech Specs 

GRIMES. B, K Assistant Director for Engineer* !* Projects 
79/01/18 4pp 


7903050498 Forward* evaluation of systematic evaluation program Topic 
V-IO A. "RHR 8y* Heat Exchanger Tube Failures *' Requests 
response within 30 days 

ZIEMANN# D, L Operating Reactors Branch 2, 79/02/02 5pp, 


7903060481 Forwards revised draft systematic evaluation program Topic 
IV-1 A “Operation W/Les« Than All Loops in Svc *' Requests 
response within 30 days 

ZIEMANN. D L Operating Reactors Branch 2 79/02/06 5pp, 


7903050495 Summariies 790110 meeting re radiological effluent Tech 
Specs Util will submit draft Tech Specs within two week* 3< 
final version by 790215 

8T0HR. U P. Region 1# Philadelphia. Office of the Director 
SHEA. J J Operating Reactors Branch 2 79/02/07, lOpp 

7903060493 Review of proposed changes to charcoal filter tests 
incomplete Iodine concentration In Tech Spec section 
3,11 le(3) is in error Forwards corrected Page 3 11-2 as 
rep lacoment 

ZIEMANN# D,L Operating Reactor# Branch 2. 79/02/08, 4pp 


29 

7903060619 Forwards request for addl info to complete GA review of 
Revision 4,Suppl IV of full-term license application 
submitted 781221 

ZIEMANN, D L Operating Reactors Branch 2 79/02/QB 5pp 


7903050503 Summer ixes meeting on 790130 re high energy line break In 
turbine bldg . cr iter ia for design of pressure shielding steel 
diaphragm & structural design of pressure shielding 
diaphragm in turbine bldg 

SHEA. J J Operating Reactors Branch 2 79/02/09 5pp 


7903140192 Forwards Amend 24 to Provisional License DPR-18. Federal 
Register notlcp.Tech Spec changes.BER & consultant's rapt 
ZIEMANN, D L Operating Reactors Branch 2 79/02/14 3pp 


7903140199 Amend 24 to Provisional License DPR-18 re fire protection I 
administrative controls Tech Spec changes end 
ZIEMANN, D L Operating Reactors Branch 2 79/02/14 lOpp 


7903140202 Tire protection SER w/summary of mod s, Bva 1 ua 1 1 on of plant 
features !< specific plant areas 

* Office of Nuclear Reactor Regulation 79/02/14 70pp 


7903140205 Notice of issuance of Amend 24 to License DPR-18 
ZIEMANN, D L Operating Reactor* Branch 2 79/02/14, 2pp 


7903140436 Responds to 780022 ltr & 701101 suppl ltr requesting relief 
from requirement for dye penetrant examination of reactor 
coolant pump casing welds as part of inservice testing 
program Forwards notice granting relief 

ZIEMANNiD L Operating Reactors Branch 2 79/02/1 6 5pp 


7903140439 Notice of granting a revision to relief from ASME Section ) 
'* Jnservic e Insp itesting) Requirements " 

ZIEMANNiD L Operating Reactor* Branch 2 79/02/16 3pp 


7903020345 In reviewing revised draft evaluation for systematic 
evaluation program Topic TV-1 A. typographical error 
identified Should read “Amend 10 to Provisional Operating 
License" not "Amend 10 to Tech Spots " 

WHITE, L D Rochester Qas & Electric Corp 79/02/21 ip 


7903130369 Requests Tech Spec change for Licenso ft-101 # cover ing fuel 
dement & fuel follower 

PIGFORP, T H California, Univ, oP* Berkeley 79/02/26 lOpp 


790320002B Notification of 790313-14 meeting u/Rachoster Gas U Electric 
Corp to review info related to* postulated high energy pipe 
breaks inside containment 

SHEA, J J Operating Reactor# Branch 2 79/02/27 2 p p 


7903140460 Responds to 790208 request L forwards addl info re Revision 
4 to Suppl IV of full-term license application 
WHITE, L D Rochester Gas & Electric Corp 79/03/09 Bpp 


7903230227 Advises that seismic review team plans site visit on 
790410-11 to obtain seismic design info tt observe specific 
feature* ro seismic design Forwards agenda, required Info & 
draft summary review of available seismic design Info 
ZIEMANNiD L Operating Reactors Branch 2 79/03/12 7Bpp 


7903050521 Forwards IE Info Notice 79-03. "Lirol torque Valve Geared 
Limit Bwifcch Lubricant 14 

GRIER. E3 H Region W Philadelphia. Office of the Director 
79/02/09 1 p 


79030B0401 Forwards IF Info Notice 79-04. "Degradation of Engineered 
Safety Feature* 41 

GRIER, B H Region I# Philadelphia# Office of the Director 
79/02/16 lp 


7903080404 Informs recipient* of IE Bulletin 79-01# "Environ 
dual i flcation of Class IE Equipment# 41 dtd 790208# that valve 
limit switch identified as NAMCO Model 63CML should read 
SL3CML 

DRIER. B. H Region l r Philadelphia# Office of the Director. 
79/02/27 ip 


7903280047 Forwards IE Bulletin 79-02# “Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

GRIER. B H Region 1* Philadelphia# Office of the Director. 
79/03/08 lp 


7903060179 Forwards suppl annual effluent release Info man—rem rept# 
leek test results t* environ monitoring results 
WHITE* L D Rochester Gas U Electric Corp 79/02/28 ' 7pp. 



30 DOCKETED SERIES 

DOCKET 30-344 Robert Emmet Oinna Nuc U*r Pl«ht, Unit i 7903190050 Amend 59 to License DPR-21 U Amend 40 to License DPR-65, 

* — — — - — — — --- — - — - — — — incorporating physical security plan 

ZtEMANN, D L Operating Reactors Branch 2 79/02/23 4pp 


7903120273 Forwards LER 79-003/03L-0 

WHITE. L. D Rochester Qa* 6 Electric Corp 79/03/06 ip t 


7903120294 LER 79-005/03L-Q on 790206 containment recirculation sump 
failed to reopen after hydro testing Caused by flexibility 
of Ion® extension rod between Limltorque BMB-00 operator 
L valve Valve stroked monthly l* timed quarterly 
6P ECTOR. S Rochester Cat 6 Electric Corp 79/03/06 Ip, 


7903120300 Forwards I.ER 79-004 /Q3L-0 

WHITE. L D Rochester Oas S< Electric Corp 79/03/06 tp 


7903120304 LER 79-004/03L-0 on 790206 fuel pressure lost 8c generator 
tripped during diesel generator testing Caused by operator 
error Operator reinstructed 1* precautionary note added to 
procedure to emphasize importance of proper sequence 
PECK, C H Rochester Gas 6 Electric Corp 79/03/06 Ip 


DOCKET 30-243 Millstone Nuclear Power Station, Unit 1 


7903230033 Forwards Federal Register notice amending I0CFR73 55, 
"Requirements for Physical Protection, of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage. " to 
defer employee pat-down searches until 790001 

DENTON* H R Office of NuckeaT Reactor Regulation 79/02/23 ip 


7703020094 Requests info on evacuation plans for Suffolk County 
residents in case of accident at any of 5 nearby nuclear 
plants Expresses concern re safety of inhabitants uithin 
prescribed "emergency planning zone M 
ARM, 0 Affiliation Unknown 79/01/03 3pp 


7903260293 Advises that A Partridge has been replaced by L Be ttencaurt 
on current list for distribution of correspondence 
■concerning license amends 

COUNSIL. W 0, Northeast Utilities 79/03/20 ip 


7903130376 Forwards Endorsement 33 to Policy MF-32 amending liability 
limit in Item 4 to *36* 000, 000 

8E0ER, R, H* Northeast Utilities 79/03/06 2pp 


7903160139 Forwards Endorsement 50 to Policy NF-173 
SEOER, R H Northeast Utilities 79/03/09 2pp 


79030B0100 Forward* mods b corrections to NRC g ui danc t, "Re vi eei & 
Acceptance of Spent Fuel Storage 8c Handling Applications," 
sent 780414 

CRIMES, B K Assistant Director for Engineers 6 Project* 
79/01 /IB 4pp 


7903120333 Forwards staff recommendations re general content* of 
Offsite Dose Calculation Manual to he submitted u/propose-rf 
radiological affluent Tech Spec* 

CRIMES. B, K Assistant Director foT Engineer* 6 Project* 
79/01/1B dpp 


7903010293 Forwards NEDQ-2 1005. "Mark I Containment Program, Downcomer 
Reduced BubmeT pence . Func t i one! Assessment Rept " 

8OB0N, L J Qeneral Electric Co .Nuclear Energy Product* Div 
79/02/01 lp 


7903010310 "Mark I Containment Program, Downcomer Reduced Submergence. 
Functional Assessment Rept 11 

WONG, K W. General Electric Co .Nuclear Energy Products Div 
NEDG-2IBB3. 70/06/30 43pp 


7903060310 Requests payment of Class I St III fees re application for 
amend* to Licenie* DPR-21 & DPR-63 

01009. R M License Fee Management Branch 79/02/09 lp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, 6 
sample Itr. 

EISENHUT.D 0 Assistant Director for Systems It Projects 
79/02/13 2pp 


7703010070 “Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations In Mark 1 
Containment Plants.'* All plants it* in conformance w/ 
acceptance criteria. 

• Assistant Director for System* & Projects 79/02/15 10pp 


7903190044 Forward* Amend 39 to License DPR-21 6 Amend 48 to License 
DPR -67 6 notice of issuance Security plan evaluation rept 
withheld < ref 10CFR2.790), 

Z I EM ANN » D. L, Operating Reactors Branch 2, 79/02/23 3pp 


7903190082 Notice of Issuance of Amend 39 to License DPR-21 8* Amend 49 
to License DPR-65 

Z1EMANN, D L Operating Reactors Branch 2 79/02/23 2pp 


7903200313 Informs that application to withhold CB0-N-7B-299, 
"Carborundum Co Test Program for Boron Carbide Matl" ha* 
been granted (ref 10CFR2 790> 

Z I EM ANN, D L Operating Reactors Branch 2 79/02/23 3pp 


7903160213 Forwards proprietary rept NEDE-23345-P, "Mark l Containment 
Program, Suppress ion Pool Swell Test Program, LDR Load Test- 
Oeneric Sensitivity 11 W/affidavit for proprietary status 
Rept withheld (ref 10CFR2 7901 

SOBOH, L J General Electric Co , Nuclear Energy Products Div 
79/02/26 Spp 

7903230011 “SER of Interim Assessments of MB1V Actuation* in Mark I 
Containment Plants " 

* Assistant Director for Engineers k Projects 79/02/27 12pp 


7903060249 Forwards proposed changes to Tech Specs re recent 
organizational changes within util 
CDUNSIL.W G Northeast Utilities 79/02/20 6pp 


7903070236 Forward* Jan 1979 Mark I containment program activity 
review Lists meetings held L provides task-by-task summary 
6Q90N, L J Qeneral Electric Co .Nuclear Energy Products Div 
79/02/2B 11 pp 


7903120439 Summary of 790213 meeting in Bethesda,MD w/repres entat i yes 
of Mart I owner's group program committee to discuss generic 
Mark l program r« safety relief valve load* W/encl attendee* 
list L meeting handouts 

BU, T N Containment Systems Branch 79/03/01 I6pp 


7903200233 Forward* proposed staff position for Mark I long-term 
program implementation schedules 

EIBENHJTiD Q Assistant Director for Systems It Projects 

79/03/01 4pp 


7903200304 Directs recipients ta send end sample ltrs to BWR Mark I 
facilities requesting schedule* U commitment* re expected 
mod completion date*, use of safety relief valve discharge 
devices 6 licensing fee* for long-term program 
OR IHEBi 3 Assistant Director for Engineer* 6 Projects 
79/03/01 Bpp 


7903200443 Exempts operating BUR facilities w/Mark I containment design 
from General Design Criterion SQ.while long-term program is 
conducted Forward* sample ltra to be sent to Mark I 
licensee* setting forth requirements for schedule* » 

CRIMES, B , VOLLMER, R Division of Operating Reactor* 79/03/01 
2ZPP 


7903090291 Forwards Tech Spec changes for Reload 6 to amend License 
DPR-2 1 U rept NEDO-24260 Discusses operation ih coastdown 
node beyond end of full-power life 
COUNSIL, W C Northeast Utilities 79/03/05 2Bpp 


7903090299 "Buppl Reload Licensing Submittal for MlU*tone Unit 1. 
Reload 6 " 

HENRIKS ON, P H . BRUGGE, R □ General Electric Co .Nuclear Energy 
Products Div NEDQ-2416Q 78/12/31 17pp 


7903090301 "Buppl Reload Licensing Submittal for Millstone Unit 1. 
Re 1 pad 6, 11 Buppl 1 

KENRIKBQN, P H , BRUGGE. R 0 General Electric Co .Nuclear Energy 
Products Div NEDO-24 168-1 79/02/28 lOpp 


7903120308 Draft evaluation of shutdown cooling sys heat exchanger* 
forwarded in NRC 790131 Itr is substantially correct in it* 
discussion of design 6 surveillance feature* 

COUNSIL, W G Northeast Utilities 79/03/03 lp 


7903140229 Forward* changes made to electrical equipment environ 
qualification list compiled by NRC 
COUNSIL, W 0 Northeast Utilities 79/03/03 9pp. 


7903140463 Forwards “Submarine Thermal Reactor Bundle Submittal, 
Millstone 1 Segmented Test Rod Bundle," Quppl 4. Jan 1979 
Rept withheld (ref 10CFR2 790) 

CQUN3IL, W 0 Northeast Utilities 79/03/09 2pp 


7903200421 Forwards Revision 3 to "GA Program Topical Rept, h NU-OA-l 
L responses to questions in NRC 701221 Itr Revision 3 
replaces former QA topical rept, submitted 7B020J 
COUNSIL, W G Northeast Utilities 79/03/09 Spp 



DOCKETED SERIES 


DOCKET 30-245 Millstone Nuclear Power Station. Unit 1 


7903200439 "GA Program Topical Kept.*' NU-QA-L, Revi si on 3 
SWITZER. D C , D1EDRICK. D 0 Northeast Utilities NU-QA-1 
79/03/05 lOOpp 

7903280219 Documents review of NRC handling of 770404 request re 
surveillance requirement for incore detector calibr & 

771031 request for changes to reporting requirements 
Concludes amend request is withdrawn by 7&090B ltr 

GRIMES, B K Assistant Director for Engineering 79/03/12 lOpp 


7903220226 Requests amend to Licenses DPR-21 & DPR-65 Incorporating 
end revisions to radiological effluent Tech Specs Revisions 
to site environ Tech Specs end No unrevieuied safety 
questions are involved 

COUNSIL, W 0 Northeast Utilities 79/03/13 133pp 


7903270362 Forwards systematic evalution program Topic VII1-4, 
"Electrical Penetrations. 1 ' in response to NRC 7B120B request 
far add 1 info 

COUNSIL, W 0 Northeast Utilities 79/03/14 lOpp 


7903290274 Forwards draft evaluation of systematic evaluation program 
Topic VI-10 & Requests review tt response within 30 days 
ZIEMANNiD L Operating Reactors Branch 2 79/03/19 7pp 


7903090332 Forwards IE Insp Repts 50-245/70-39 & 50-336/79-35 on 
731211-14 No noncomp 1 iance noted 

MARTIN, W <3 Region 1, Philadelphia. Safeguards Branch 79/01/23 

2PP 


7903090340 IE Insp Repts 3O-245/7B-30 & 30-336/7G-35 on 781211-14 No 
noncomp 1 iance noted Major areas inspected security program 
JONES E W , ROGERS, M , DEULIN, J W Region 1, Philadelphia, 

Safeguards Branch 79/01/16 Ip 


7903140336 Forwards IE Insp Rept 50-243/78-40 on 701220-21 No 
nnncompHance noted 

CARLSON, R T Region i, Phi ladelphia, Reactor Construction & 

Engineering Support Branch 79/01/26 2pp 


7903140364 IE Insp Rept 30-245/78-40 on 781220-21 No none omp 1 ianc e 
noted Major areas inspected inservice insp examination 
documentation associated w/Clas* I it sys pressure boundary 
piping wel ds/components 

JERNIQAN, E P ■ EBNETER, 8 D Region l, Philadelphia, Reactor 

Construction U Engineering Support Branch 79/01/24 3pp 


7903160141 Responds to IE Bulletin 70-14 Replacement program for Buna-N 
parti implemented In Oct 1976 Diaphragms of valves in 
control rod scram sys to be replaced during 1979 refueling 
outage Solenoid core assembly section to be rebuilt 
CCJUNBILiW G Northeast Nuclear Energy Co. <Northea»t Utilities) 
79/02/02 2pp 


7903130031 Ac* receipt of 701227 ltr providing plan* to resolve local 
leak rata testing of personnel air lock Item will be carried 
as unresolved Requests test results within 30 days of 
completion 

BRUNNER, E J Region 1< Fh 1 ladelphi a. Reactor Operations Nuclear 

Support Branch 79/02/05 ip 


7903130034 Recommends that local leak Tate testing of personnel air 
lock remain an open item pending further testing, Several 
tests have been attempted u/unaat I s fac tory results Test will 
be repeated during 1979 refueling outage 

COUNSIL, W. Q Northeast Nuclear Energy Co <Northeast Utilities) 
78/12/2 7 Ip 


7903060640 Forwards IE Info Notice 79-03, "Limi to rqu e Valve Geared 
Limit Switch Lubricant 11 

CRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/09 lp. 


7903300333 Forwards IE Insp Rept 50-245/79-01 on 790109 No 
noncompliance noted 

CARLSON, R T Region 1« Philadelphia, Reactor Construction U 

Engineering Support Branch 79/02/14 2pp 


7903300343 IE Insp Rept 50-245/79-01 on 79010? No noncomp 1 ianc e 
noted Major areas inspected corrective action re repair of 
reactor water clean-up line as reported by licensee 
JERINIQAN, E P. Region 1, Philadelphia, Office of the Director, 
TRIPP, L E Region 1, Philadelphia, Reactor Construction U 

Engineering Support Branch 79/02/13 3pp, 


7 9030804 3 B Forwards IE Info Notice 79-01., "Degradation of Engineered 
Safety Features * 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/16 2pp 


7903000492 Informs recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment, " dtd 79020Br that valve 
limit switch identified as NAM CO Model S3CML should read 
SL3CML 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 

79/02/27 lp 


7903130390 Forwards "Inservice Insp & Testing Program for Pumps, Valves 
L Pressure Teats for 20 Month Period, 79052B-B0122B. " 

COUNSIL , U 0 Northeast Utilities. 79/02/20 Ip 


7903130303 "Inservice Insp ■!< Test Program for Pumps, Valves & Pressure 
Tests for 20 Month Period 790328-B0122B " Eleven ovenize 
drawings ene 1 

a Northeast Utilities 79/02/2B 53pp 


7903280040 Forward* IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

GRIER, E H Region 1, Philadelphia, Office of the Director 
79/03/08 Ip 


7903060417 FoTuards "Semiannual Radioactive Effluents Release Rept" far 
July-Dee 1970 

CaUNBlL,W Q. Northeast Utilities 79/03/01 lp 


7903060420 "Semiannual Radioactive Effluents Release Rept" for July-Dee 
1973. 

w Northeast Utilities 79/03/Oi 50pp 


7903070234 Forwards "Annual Operating Rept for 1970 " 
OPEKA, J.F Northeast Utilities 79/03/01 lp 


7903070233 "Annual Operating Rept for 1970 
* Northeast Utilities 70/12/31 30pp 


7903200392 Forwards monthly operating rept for Feb 1979 
OPEKA, J. F Northeast Utilities 79/03/14 Ip 


7903200397 Monthly operating rept for Feb 1979 
YOUNOrR Northeast Utilities 79/03/14 6pp 


7903010261 Forward* LER 79-004/03L-0- 

DPEKA, J, F Northeast Utilities 79/02/23 lp 


7903010264 LER 79-Q04/03L-0 on 790125- during routine stuck control Tod 
ourvei 1 Iance, Centro 1 Rod 22-07 stuck Causa unknown* co llet 
cracking ruled out as cause Mill investigate during upcoming 
refueling outage. 

YOUNG, R H Northeast Utilities 79/02/23 3pp 


7903220137 Notification of RO-79-03/1P on 790226 target rock safety 
relief valve (1-MB“3F1 failed to open during power 
ascension Caused by valve lifting prematurely Investigation 
results will be included in followup 14-day rept 
□ PEKA, J F, Northeast Utilities 79/02/26 ip 


7903080226 Forwards LER 79-006/03L-0 

□PEKA, J F, Northeast Utilities 79/03/02 lp 


7903000229 LER 79-006/03L-0 on 790201 unit operated in degraded mode 
due to deficient control -pods. Caused by personnel oversight. 

Rods were made operable & Tech Spec change submitted 
YOUNG, R, H Northeast Utilities 79/03/02 3pp 


7903200393 Forwards LER 79-007/03L-0, 

OPEKA, J-F Northeast Utilities. 79/03/09 lp 


7903200396 LER 79-007/Q3L-0 on 790214 gas turbine failed to complete 
starting sequence while conducting fast start. Caused by 
potential malfunction in spaed switch Switches will be 
replaced during next refueling outage. 

OPEKA, J F, Northeast Utilities 79/03/09 2pp 


790320030 1 Forwards LER 79-005/OIT-0 

OPEKA, J. F North east Nuclsar Energy Co. <Novthea*t Utilities). 

79/03/12. 3pp 


79032003 B2 LER 79-005/01T-0 on 790226: t«Tget rock safety relief valve 
(I-MS-3F) lifted prematurely & failed to reseat at reset 
pressure Caused by steam cut of pilot disc which caused 
second & main valve to open Actuation stages modified 
YOUNG, R H Northeast Nuclear Energy Co (Northeeft Utilities) 
79/03/12. 2pp t 


7903200360 Forward* LER 79-000 /03L-0. 

□PEKA, J F Northeast Utilities. 79/03/15. ip. 
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DOCKET 50-245 Millstone Nuclear Pdu«t Station, Unit 1 7903140584 Amend 22 to DPR-5 f< Amend 47 to DPR-26 revising Tech Specs 

— - — to delete method for calculating rate of heat rejection to 

river 


7903200371 LER 79-OO0/O3L— 0 on 790214 isolation condenser inboard steam 
supply valvB lost position Indicator. mat ing condenser 
inoperable Caused by fractured gear casing on valve 
operator Operator removed, robui 1 1> reinstalled & tested 
OPEKA, J F Northeast Utilities 79/03/14 3pp 


7903280334 Fot wards LER 79-0C9/O3L-O 

OPEKA, J F Northeast Utilities 79/03/22 Ip 


DOCKET 80-245 Hi 11 stone Nuclear Power Station, Unit l 


7903280337 LER 79-009/Q3L-0 op 790222 operability of safety relief 
bellow monitor valve ll~hS~3A> could not be verified Caused 
by crack in fitting connecting bellows air tubing to valve 
bonnet cap Fitting replaced 

YQUNO, R H Northeast Utilities 79/03/22 3pp 


PDCKET 50-246 Advanced Critical Reactor Experiment 


7903060104 Responds to IE Bulletin 78-14, "Deterioration of Buna-N 
Components in ASCO Solenoids " Forwards current plan for 
replacement fc preventive maint 

HEED, C Commonwealth Edison Co 79/02/05 3pp 


DOCKET 50-247 Indian Point Station, Unit 2 


7903120144 Forwards revised versions nf Entry-Control Eys Handbook, 
SAND77-1033I intrusion Detection Bys Handbook , SAND76-0534i 
Barrier Penetration Database, NUftEQ/CR-OtB 1 

KILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending 10CFR73 53, 
“Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage,*' to 
defer employee pat-down searches until 79QBOL 

DENTQN, H R Office of Nuclear ReactOT Regulation 79/02/23 lp 


7903290099 Forwards safeguards contingency plan Plan withheld {ref 
10CFR2 790) 

CAHILL i VI J Consolidated Edison Co of New York 79/03/22 IP 


7903220343 Forwards fourteenth quarterly Tept for seismic monitoring 
program Also forwards 790227 transmittal ltr from WJ Cahill. 
Consolidated Edison of NY, to A Schuencer, NRC, & revisions to 
thirteenth quarterly rapt 

DAVIS, J P Consol idatei Edison Co of New York 79/03/OL 40pp 


7903290357 In response to 788925 ltr, sOJiunariip* info re prassuriier 
heatup rate Tech Bpee inc onsistency. HeactoT coolant sys temp 
Tata limited to 60 F per hour, due to design of Hestinghouse 
PRO Appropriate utils have been notified. 

ANDERSON, T M Hestinghovsa Electric Corp 78/10/27 3pp 


7903Q80173 Forwards mod, to "Review 6 Acceptance of Spent Fuel Storage 
& Handling Application" provided on 7B0414 Involves pages 
IV-5 U I V-6 u/mQd i f 1 ed rationale corrections. 

CRIMES, B K Assistant Director for Engineers h Projects 

79/01/10 4 p p 


7903140334 Ack receipt of 770920 util ltr t* high h low pressure 
safety injection sys throttle valves Concludes Section 4.5 
of Tech Specs need not be changed to satisfy NRC No 
further action required 

SCHWENCER. A Operating Reactors Branch i. 79/02/05 2pp 


7903020210 Notification of 790214-13 meeting in Rethes da, MD. 
uf/rrprescntativQ of Marls 3 owners group to discuss 
implementation U resolution of Mark I long-term program & 
pool swell pressure load definition techniques 

GRIMEBiC Assistant Director for Engineers U Projects 79/02/06 
If 


7903070027 Responds to 790129 note re nod to prevent water hammer Muds 
were in accordance u/OA programs in effect at time BER will 
focus an generic problem of prevention 
LAINAB, 0 Plant Systems Branch 79/02/09 2pp 


7903070031 Requests findings that structural mods to prevent water 
hammer were per NRC acceptance criteria 

SCHWENCER. A Operating Reactors Branch I 79/01/29 lp 


7703140379 Forwards Amend 22 to License DPR-5, Amend 47 to License 
DFR-26, Tech Spec changes it Federal Register notice 
SCHWENCER, A Operating Reactors Branch 1. 79/02/15 3pp 


SCHWENCER, A Operating Reactors Branch 1 79/02/15 7pp 


790314O5S6 Notice of issuance of Amend 22 to DPR-5 & Amend 47 to 
DPR-26 

SCHWENCER, A Operating Reactors Branch 1 79/02/15 2pp 


7903190106 Notice of issuance of Amend 22,47 6 22 to Licenses DPR-S, 
DPR-26 It DPR-64 

SCHWENCER, A Operating Reactors Branch 1 79/02/15 2pp 


7903150261 Forwards Amend 23 to DPR-5 *< Amend 4fl to DPR -26, r ev i * i ng 
administrative controls W/Tech Spot changes 6 notice of 
i ssuanc e 

SCHWENCER, A Operating Reactors Branch 1 79/02/17 3pp 


7903150264 Amend 23 to DPR-5 ft Amend 48 to DPR-26 revising 
administrative controls W/encl Tech Spec changes 
SCHWENCER, A Operating Reactors Branch 1 79/02/17 31pp 

7903150265 Notice of issuance of Amends 23 8c 40 to Licenses DPR— 5 V 26, 
respectively, re administrative controls 

SCHWENCER <■ A Operating Reactors Branch 1 79/02/17 2pP 


7903270203 Ack receipt of 780223 ltr re potential boron dilution 
incidents No further action necessary re this generic issue 
SCHWENCER, A Operating Reactors Branch 1 79/02/21 2pp 


7902010233 Responds to 790202 request Forwards check for *800 under 
prates t 

2ARAKAQ.P Consolidated Edison Co of New York 79/02/22 2p P 


7903050331 Forwards application for amend to operating license u/util 
safety evaluation h affidavit of sve 

CAHILL, W J Consolidated Edison Co of New York 79/02/26 3pp 


7903Q50334 Application for amend to License DPR-5 to provide technical 
c 1 anf icat ions, adiauu strati ve l editorial changes Safety 
evaluation fend 

CAHILL, W J Consolidated Edison Co of New York 79/02/21 10pp 


7903200405 Decides to pursue reracking of spent fuel storage pool 
instead of nod described in 700504 submittal Forwards 
proposed design criteria foi reracking u/high density spent 
fuel racks & requests NRC comments by 790416 

CAHILL, W J Consolidated Edison Co of New York 79 /02/27 lOpp 


79032B006G Forwards Amends 24 8, 30 to Licenses DPR-5 !< DPR-26, 
respectively, & notice of issuance h availability Safety 
evaluation withhold (ref 10CFR2 790) 

SCHUENCERiA Operating Reactors Branch 1 79/02/27 3pp 


79O32BOO06 Amends 24 it 50 to License DPR-5 & DPR-26, respcc tive 1 y , ad d ing 
Sections 7 L 2 J re physical security plans 

SCHWENCER, A Operating Reactors Branch 1 79/02/27 4pj> 


7903280096 Notice off issuance & availability of Amends 24 & 50- to 
Licenses DPR-5 & DPR-26, respectively 

SCHWENCER, A Operating Reactors Branch 1 79/02/27 3pp 


7903220243 Forwards Amend 49 to License DPR-26, safety evaluation E< 
notice of issuance 

SCHWENCER, U J Operating Reactors Branch 1 79/03/01 2pp 


7 903 220246 Amend 49 to License DPR-26, incorporating changes to T«ch 
Spec s, revis ing coolant sys pressure it temp heatup & cooldown 
curves Changes to Tech Specs end 

SCHWENCER, A Operating Reactors Branch 1 79/03/01 15pp 


7703220247 Safety evaluation supporting Amend 49 to License DPR-26 
* Office Df Nuclear Reactor Regulation 79/03/01 3pp 


79 0 3220249 Notice of issuance of Amend 49 to License DPR-26 
SCHWENCER, A Operating Reactors Branch 1 79/03/01 2pp 


7903200204 Responds to 790127 request to review pressure vessel f Luetic 
calculations finds that despite same uncertainties, 
calculated values are in good agreement w/ompirical fluence 
CAREW.J F Brookhavon National Laboratory 79/02/23 3 pp 


7903200174 Evaluates unresolved issues re methods to obtain 1/4T 
fluence used in proposed pressure-temp Umits Recommends 
specific issues be resolved before operation w/proposed 
limits beyond four effective full power years 
CHECK, P S Reactor Safety Branch 79/03/03 4pp 
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DOCKET 50-247 Indian Point Station* Unit 2 7903070247 "Inservice Testing ?< Insp Program," Suppl 3 

— ' — — — - n Consolidated Edison Co of New York 79/02/20 32 p p 


7903140261 Submit? followup rept re milk sample? no longer obtainable 
from Guard Hill Farm, sintB animal? have been removed from 
location Investigation being performed to find suitable 
replacement for sampling 

CAHILL. W J Consolidated Edison Co of New Voffc 79/03/06 2pp 


7903290136 Semiannual progress rBpt Discusses various chemical. environ 
I '* monitoring projects 

CAHILL, W Consolidated Edison Co of New York 79/03/27 Bpp 


7903140438 Forwards IE Insp Rept 50-247/78-35 on 701112-1209 No 
noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/26 2pp 


7903140445 IE Insp Rept 50-247/78-35 on 7S1112-1209 No noncomp 1 i ahe e 
noted Major areas inspected facility tourimaint of outage 
ac tivi ti es, ca 1 ibr/survei 1 lance of instrumentation I< 
radiological training 

KE1MIG.R R Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/26 9pp 


7903130079 Forwards IE Insp Rapt? 50-003/79-01 & 50-247/79-02 an 
790110 No noncompliance noted 

SMITH. G H Region 1. Phi ladelph ia. Fuel Facility & Materials 

Safety Branch 79/02/01 2pp 


79031300B5 IE Insp Repts 50-003/79-01 50-247/79-02 on 790110 No 

noneompl J ance noted Major areas inspected results of 
effluent sample split between licensee & NRC 

KQTTAN.J J , 8T0HR.J P Region 1, Philadelphia, Fuel Facility i. 

Materials Safety Branch 79/01/31 4pp 


7903030302 Forwards IE Info Notice 79-03, °Limi torque Valve Geared 
Limit Switch Lubricant M 

GRIER. B H Region 1, Ph i ladelph la. Office of the Director 

79/02/09 ip 


7903290304 Forwards IE Insp Rept 50-247/70-37 on 701210-790106 No 
noncamp 1 lance noted 

BRUNNER. E J Region 1, Phi ladelph i a. Reactor Operations Nuclear 

Support Branch 79/02/13 2pp 


7903290314 IE Insp Rept 30-247/78-37 on 701210-790106 No none omp 1 i anc e 
noted Major areas inspected plant operati ons. including 
facility tours, physical protection of various areas, LERs & 
review of special repfcs 

REDELOWBKI.T Region 1, Philadelphia, Office of the Director 

KEIMIGiR R Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/12 9pp 


79030B0444 Forwards IE Info Notice 79-04. “Degrada t t on of Engineered 
Safety Features " 

GRIER, B H Region 1. Philadelphia, Office of the Director 
79/02/16 lp 


7703140101 Ac* receipt of 790201 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-247/78-36 
MARTIN, W 0 Region i» Philadelphia, Safeguards Branch 79/02/21, 

IP 


7903140105 Responds to NRC 790103 1 tr re violations noted in IE Insp 
Rept 50-247/70-36 Enel withheld (ref 1QCFR2 790) 

CAHILL, W J Consolidated Edison Co of New York 79/02/01 lp. 


7903140106 Forwards IE Insp Rept 50-247/70-36 on 701127-1201 & notice 
of violation Notice withheld (ref 10CFR2 790) 

MARTIN, W G Region I, Philadelphia, Safeguards Branch 

79/01/03, 2pp 


79031401 10 IE Insp Rept 30-247/78-36 on 781 127-1201, Noncomp 1 lance 
noted security plan relative to access control s, physical 
barriers, secur i ty organisation & records Details withheld 
(ref 10CFR2 790) 

BAILEY, RJ Rog ion i, Philadelphia, Safeguards Branch 

79/01/04 ip 


79030B0503 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment# M dbd 790208, that valve 
limit switch identified a* NAMCO Model S3CML should road 
6L3CML 

GRIER, 0, H Region 1, Philadelphia, Office of the Director 
79/02/27. lp 


7903070244 Forwards Suppl 3 to "Inservice Insp & Testing Program " 
W/encl summary of suppl S< list of requirements believed 
Impractical 

CAHILL, W J Consolidated Edison Co of New York 79/02/20 9pp 


7903060376 Forwords fourteenth "Quarterly Rept on Seismic Monitoring in 
Vicinity of Indian Point, NY, " Sept-Nov 1978 Revised pages 
for introduction to thirteenth quarterly rept end 
CAHILL, W J Consolidated Edison Co, of Now York 79/02/27 4pp 


7903060302 '‘Quarterly Rept on Seismic Monitoring Network in Vicinity 
of Indian Point, NY, M Sept-Nov 1970 

* Consolidated Edison Co of Mew York 70/11/30 38pp 


7903070212 Forwards summary rept of personnel monitoring info & annual 
radiation exposure rept 

CAHILL, WJ Commonweal th Edison Co 79/02/20 3pp 


7903070220 Forwards semiannual affluent releose rept for Jul-Dec 1978 
CAHILL. W J Consolidated Edison Co of New York 79/03/01 lp 


7903070223 "Effluent Release Rept," semiannual rept for third 6 
fourth quarters of 1978 Covers liquid U airborne discharges 
* Consolidated Edison Co of New York 79/03/01 44pp 


7903130319 Forwards data specified in Section 401 Certification far Feb 
1979 

MONTI, W A Consolidated Edison Co of New York 79/03/09 I6pp 


7903210180 Forwards tabulation of daily record of fish collections for 
Fob 1979, inc lud ing dally species breakdown & total wt for 
Units 263 Circulators at Unit i were shut down for entire 
month Gives high fish impingement totals 6 corrective action 
CAHILL, W J Consolidated Edison Co of New York 79/03/14 3pp 


7903210109 Forwards monthly operating rept for Feb 1979 

CAHILL, W J Consolidated Edison Co of New York 79/03/13 lp 


7903210107 Monthly operating i ept for Teb 1979 

KAWULA, L Consolidated Edison Co of New York 79/03/07 Bpp 


7903060207 Forwards LER 79-003/04L-0 

CAHILL# W J Consolidated Edison Co of New York. 79/02/26 lp 


7903060217 LER 79-005/04L-0 an 790127 calculations using equation 
prescribed indicated heat rejection to river in excess of 
mas permitted Caused by calculation procedure Alternate 
calculations showed less heat 

MAKEPEACE, J M Consolidated Edison Co of New York 79/02/26 

Lp 


7903070197 Forwards LCRs 79-006/03L-0, 79-007/03L-0. 79-008/03L-Q 6 
79-007/03L-0 

ZARAKAS, P Consolidated Edison Co of Now York, 79/03/05 lp 


7903090200 LER 79-006/03L-0 on 790206 boric acid transfer Pump 82 
Goulds Model 3 196-3TD, was inoperable Caused by failure of 
its control transformer, Westing house Type MTW Transformer 
replaced 

MAKEPEACE, J M Consolidated Edison Co of New York 79/03/09 
lp 


7903090202 LER 79-007 /03L-O on 790200, ox y g en supply sys to hydrogen 
recombiner 22 was Inoperable Caused by malfunction of flow 
control valvo FCV- 1 A* Fo x b or o Model V4A Valve positioner 
cleaned & valve retested 

MAKEPEACE, J M Consolidated Edison Co of New York 79/00/05 
IP 


7903090203 LER 79-008/Q3L-0 on 790208, high vibration on fan cooler Unit 
22 noted Caused by defective Inboard fan bearing Bearing fc 
bearing adaptor replaced 

MAKEPEACE, J M Consolidated Edison Co of Nbw York 79/03/05 
lp 


7903090210 LER 79-009/03L-G on 790210 leaking diaphragm on. outlet valve 
a f boric acid Filter 21 noted Caused by ruptured diaphragm 
on ITT Grinne 1 1, 2-inch manually operated stop va Ive, assembly 
drawing WREF-4-SQ Diaphragm was replaced 

MAKEPEACE, J 14 Consolidated Edison Co of New York. 79/03/05. 

IP 


7903200372 Forwards LER 79-01 2/04T-O 

CAHILL. W J Consolidated Edison Co of New York 79/03/14 lp 


7903200375 LER 79-012/O4T-O on 790213 contracting laboratory provided 
rept on 790213 that activity of precipitation sample taken 
on 790102 exceeded 10 times control station level Caused by 
tritium releases from outside soured 

MASC I ULLI, S Consolidated Edison Co of New York ' 79/03/14. 3pp 
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ChOOE t 30-247 Indian Point Station, Unit 2 


7903J20207 Forwards LERi 79-G10/03L-0 t 79-01 1/03L-Q 

CAHILL, W J Consol idated Edison Co of Nt* York 79/03/16 lp 


79^3220200 LEW 79-010/03L-0 cn 790216 during star tup. whi le critical at 
2A power following trip amount of water in condensate 
storage tank wet nducid to below Tech Spec min Caused by 
tictttivt itirUp time Tank la/et returned to normal 
MAKEPEACE, J M Consol Ida ted Edison Co of New York 79/03/16 
?PP 


7903220214 LER 79-0 1 1 /Q“L-0 on 790222 during normal operation, routine 
imp of tvc water strainer 21 indicated ruptured gasket at 
flange between strainer & associated bloudcun valve Oasket 
was replaced 

KAPEPEACE , J H Contolidated Edleon Co of UtJ York 79/03/16 
IP 


DOC WET 50-24? Oretden Njclear Pc^er Station. Unit 3 


7903120144 Forward* revised versions of Entry-Control Syt Handbook. 
9AN077- 1 033, In tru* i on Detection Sys Handb ook. SAND76-0554 j tc 
BaTritr Penetration Database, NUREO/CR-0191 

MILLER. J R Assistant Director for Reactor Safeguards 79/01/09 
2PP 


7903010U2 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of lictme conditions Forwards 
comments for i nc or per at i on into plan Appeal is possible 
Enel A withheld (ref 10CFR2 7901 

IPPOLITO T A Operating Reactors Branth 3 79/01/30 3pp 


7903220323 Due tc delays in equipment del ivenes. scheduled completion 
date for installation of fire suppression sys could not be 
aet Deliveries are anticipated for early Feb 1979 Will 
inform when deliveries ar* complete 
FEED, C Commonwealth Edison Co 79/02/05 lp 


7903230035 Forwards Federal Register notice aminding 1QCFR73 55. 
■Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 790001 

DENTON.H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903050569 Forwards ABL0 opinion re denial of intervention to Natl 
Lawyers Guild who refused to identify members Position 
parallels that of NRDC 

GODDARD. R J Branch 2 79/02/16 lp 


7903210427 Forwards NRC policy statement re reactor safety study, 
review by Lewis Committee (NUREG/CR-0400) 6 survey of 
NRC uses of WASH-1400 All documents have been furnished to 
ASLfl i< ASLAB members W/o end 
OODDARD. R J Branch 2 79/02/21 lp 


7903210370 Informs of document containing info potentially relevant to 
Issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD, R J Branch 2 79/02/26 4pp 


7903220070 Informs of document containing Info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD, R J Branch 2 79/02/26 4pp 


7903210167 Forwards “Annual Rept 1978," statement of cash flow 
projected for 1979, actual cash flow for 197B tt narrative 
•iplanatory statement 

NEXON. H H Commonwealth Edison Co 79/03/15 6pp 


7903070411 "Federal Interagency Radiological Assistance Plan fl 
• Energy, Dept of ER0A-6Q 75/07/31 9pp 


7903000173 Forwards mod to "Review 8< Acceptance of Spent Fuel Storage 
It Handling Application" provided on 700414 Involves page* 

IV-5 8c IV-6 u/modified rationale 5c corrections 

CRIMESiB K Assistant Director for Engineers t< Projects 

79/01/10 4pp 


7903010295 Forwards NEDD-21 B85. "Mar k I Containment Program, Doumcomar 
Reduced Submergence, Func ti ona 1 Assessment Rept 11 
SQBON.L J General Electric Co .Nuclear Energy Products Div 
79/02/01 lp 


7903010310 "Mark I Containment Program. Downc omer Reduced Bubmargenc », 
Functional Assessment Rept " 

WQHO. k w General Electric Co .Nuclear Energy Products Div, 

HE DO-21 00 5 70/06/30 45pp 


7903140405 As result dF discussion* w/NRC. forward* design change re 
fire protection Change involves pr#-#ction to a wet-pipe 
ty* 

JANECEK. R F Cemaonui a 1 th Edison Co 79/03/07 12pp 


7903270499 Forwards safeguards contingency plan Withheld fr«f 
10CFR2 790) 

HEED. C CoeacnwtJ 1 th Edison Co 79/03/23 Ip 


7902050263 Forwards SAND77-1927 "Transport of Radionuclides in Urban 
Environs Working Draft Assessment." SECY-70-311 fc 
SECY-70-31 1 A No immediate regulatory action is necessary to 
protect spent fuel shipment W/o end 

GKJ0DARD.fi J Office of the Erecutive Legal Director 79/01/10 

2pp 


7903070037 Forwards NUftEO/CR-0400. "Risk Assessment Review Group Rept 
to the U0 NRC" (L«wli,A»p t). providing recomaendationi for 
use of risk assessment methodology L assessment of 
WASH- 1400 

GODDARD, R J Branch 2 79/01/23 lp 


JUAEO/CR-04OO. “Risk Assessment Review Group Rept 
mission presently developing policy 

*h» Eiecutlve Legal Director 79/01/23 lp 


to applicant's L NRC'* objection* to 
IC did not validly challenge its 
intentions should be admitted 

lourcei Defense Council 79/01/26 0pp 


>iu* vitae for Tamplin U Cochran Cites two 
iu» of standing Hunt vs WA Apple 
I2VS333 b VA Electric Power Co, 

ources Defense Council 79/02/05 0pp 


'0202 order from Oconte-McGu ire proceeding, 
'C to suppl prehearing conference 
tlon for intervention 
79/02/09 lp 


7903020218 Notification of 790214-15 meeting in Dethesda.MD, 
w/re p re*en tat ive of Hark I owners group to discuss 
implementation h resolution of Hark I long-term program $< 
pool swell pressure load definition techniques 

ORlMESiC Assistant Director for Engineers it Projects 79/02/06 
IP 


7902220033 Respond* to NRC 790103 request <« forwards info re projected 
number of spent fuel assemblies to be shipped from Dresden 
Quad-Cities, poss ib le truck routes t* population along routes 
Info on rail routing will be sent 

JANECEK, R F Commonwealth Edison Co 79/02/13 4pp 


7902250001 Responds to 790103 request for addl info |< forwards info re 
projected number of spent fuel assemblies to be shipped from 
Dresden to Quad-Ci ti es, possib le truck routes & population 
along routes Info on rail routing will be sent 
JANECEK, R F Commonwealth Edison Co 79/02/13 4pp 


790D010D61 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, 6 
sample Itr 

ElSENHUT.D 0 Assistant Director for Systems fc Projects 


7903010070 "Safety Evaluation Rept of Interim Assessment* of 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

» Assistant Director for Systems It Projects 79/02/15 


Mul tip 1< 


10pp, 


7903160213 Forward* proprietary rept NEDE-23543-P, "Mark I Containment 
Program, Suppression Pool Swell Test Program, LDR Load Test- ' 

Generic Sensitivity *’ W/affidavit for proprietary status 


Rept withheld <ref 10CFR2 790) 
SOBON, L J General Electric Co 
79/02/26 5pp 


.Nuclear Energy Products Div 


TTUJlfJVVI l 


Assistant Director for Engineers 6 Projects 79/02/B7 


Y I 

12pp 



DOCKET 90-24? Dresden Nuclear Power Station Unit 3 


DOCKETED SERIES 


35 

7903030178 IE Insp Repts 30-010/78-34*50-237/73-32 gt 50-249/70-33 on 
791220-21 4 26-28 Mo noneo.mp 1 iane • noted Major arras 
inspected procurement, records* revi ew of safety limits, 
procedures 4 chemical cleaning 

DETTENMEIER, R W* STREETER, J F. Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/01/17 Spp 


79 03 2300 B3 Forwards safety evaluation on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark 1 DHR facilities 
is acceptable subj to corrective actions 

GRIMES, B K Division of Operating Reactors 79/02/27 lp 


7903070256 Forwards Van 1979 Mark T containment program activity 
review Lists meetings held 4 provides taek-by-task summary 
SOBONrL J General Electric Co .Nuclear Energy Products Div 
79/02/20 llpp 


7903120499 Provides summary of 790213 meeting in Dethesda* MD, W/ 
representatives of hark 1 owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/enc 1 attendees list 4 meeting handouts 
3U, T M Containment Systems Branch 79/03/01 l6pp 


7903200203 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT*D 0 Assistant Director for Systems & Projects 
79/03/01 4pp 


7903200304 Directs recipients to send end sample ltr* to BUR Mark I 
facilities requesting schedules 4 commitments re expected 
mod completion dates* use of safety relief valve discharge 
devices 4 licensing fees for long-term program 
GRIMES, B Assistant Director for Engineers It Projects 

79/03/01 Spp 


7903200443 Exempt* operating BWR facilities w/Mark 1 containment design 
from General Design Criterion 50, while long-term program is 
conducted Forwards sample ltrs to be sent to Mark I 
licensees setting forth requirements for schedules 
GRIME0.B Division of Operating Reactors 79/03/01 22pp 


7903200462 Exempts operating BWR facilities w/Mark I containment design 
from General Design Criterion 90, while long-term program is 
conducted Forwards sample ltrs to be sent to Mark 1 
licensees setting forth requirements for schedules 
CRIMES, 0 Division of Operating Reactors 79/03/01 22pp 


7903200462 Forwards branch input to 8ER for proposed mod to spent fuel 
storage pools Approves application for license amend* 
provided that U-235 loading in fuel assemblies For pool* Is 
limited to amount established in rept 

L AINAS* 0 Division of Operating Reactors 79/03/01 2PP 


7903200467 Safety evaluation re application for license amend to 
Increase authorised capacity of spent fuel pool 
LAINA9* 0 Division of Operating Reactor* 79/03/01 9p p 


7903190139 Responds to 790123 ltr requesting info on environ 
forecasting 8* monitoring Environ impacts were accurately 
predicted in all cases it monitoring continues 
MOORE, V A Assistant Director for Environmental Projects 

79/03/02, 3pp 


7903190223 Corrects route number* in 790213 response to request for 
add! info re inter-station transfer of spent fuel 
JANACER*R.F Commonwealth Edison Co. 79/03/09 ip 


7903260212 Forwards Amend* 29,42 4 30 to Licenses DPR-2, DPR-1? 4 
DPR-29* respectively, 4 notice of issuance 4 availability 
Security plan evaluation rept withhold <ref 10CFR2 7901 
Z IEMANN* D L. Operating Reactor* Branch 2 79/03/09 3pp 


7703260224 Amends 29,42 4 30 to License DPR-2* DPR-19 4 DPR-25, 
respective ly, Incorporating physical security plan 
* Operating Reactors Branch 2 79/03/09 App 


7903260226 Notice of issuance fc availability of Amend* 29,42 4 3B to 
Licenses DPfl-2* DPR-19 It DPR-25, respectively , 

ZIEMANN, D L Operating Reactor* Branch 2 79/03/09 2pp 


7903160172 Forwards OE rapt NEDE-23S9B-P, "Analytical Modal for 
Computing Water Rise in Safety Relief Valve Discharge Lin* 
Following Valve Closure," 

JANECER* R F Commonwealth Edison Co 79/03/12. Ip, 


7903290131 Forward* lic*n»ing open item* status list 
REED* C Commonwealth Edison Co 79/03/19. 9pp 


7903080174 Forward* IE Imp Rept* 50-010/78-34* DO-237/ 76-32 4 
50-249/76-33 on 781220-21 4 26-28, No noncompliance noted 
F10RELLI* 0. Region 3* Chicago, Reactor Operation* Nuclear Support 

Branch, 79/01/19. 2pp 


7903190009 Forwards t E Insp Rept* 50-010/70-35*50-237/78-34 * 

30-249/7B-35 on 781201-29 4 notice of violation 

F JQRELLI* G Region 3, Chicago, Reactor Operation* Nuclear Suppor* 

Branch 79/02/07 2pp 


7903190010 Notice of deviation from insp on 701201-29 

* Region 3, Chicago, Office of the Director 79/02/07 ip 


7903190015 IE Insp Rept* 50-010/7B-3S. 90-237/70-34 it 50-249/70-35 on 
781201-29 Noncomp liance noted inadequate storage of Class 0 
area matl 

BARKER, J L , SMITH. J D Region 3, Chicago, Office of the 

Director KNQP. R G Region 3, Chicago, Reactor Operations 

Nuclear Bupporfc Branch 79/02/07 I2pp 


7903130044 Forward* IE Insp Rept* 50-237/70-33 4 50-249/70-34 on 
781121 4 1227-20 No non c omp 1 tan c e noted 

HEISHMAN* R. F Region 3* Chicago* Reactor Construction 4 

Engineering Support Branch 79/02/08 Spp 


7903130047 IE Insp Rept 50-237/70-33 it 50-249/79-34 <*n 701121 It 
1227-28 No none omp 1 ianc e noted Major area* inspected spent 
fuel storage rack r ecorde, repair program* 4 nondestructive 
examination activities 

LEE, E W Region 3* Chicago, Reactor Construction 4 Engineering 

Support Branch DANIELSON, D H Region 3, Chicago, Office of the 

Director 79/01/25 3pp. 


7903220445 Forwards IE Insp Repts 30-010/79-01,50-237/79-01 4 
50-249/79-01 on 790102-31 No noncompliance noted. 

HEISHMAN, R F Region 3, Chicago* Reactor Operation* Nuclear 

Support Branch 79/02/14 2pp. 


7903220453 IE Insp Repts 50-010/79-01,50-237/79-01 4 30-249/79-01 No 
noncompliance noted Major areas inspected. meint. plant 
operations, physical protecti on* revi &u 4 followup on LER'e 
4 calibr of safety-related component* 

DARKER, J L * SRESSARD, R L Region 3* Chicago, Reactor 

Operations Nuclear Support Branch 79/02/13 6pp 


7903080490 Forward* corrected second page 4 App A for correspondence 
transmitted 790207 

FQIRELLI* G Region 3, Chicago, Reactor Operations Nuclear Bupport 

Branch. 79/02/15 3pp 


7903080419 Forward* IE Info Notice 79-04* "Degradation of Engineered 
Safety Feature* " 

KEPPLEFiJ. G Region 3, Chicago, Office of the Director. 79/02/16 

ip 


7903070450 Ack receipt of 790205 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-249/78-32 
HIND*J A Region 3, Chicago, Safeguards Branch 79/02/20 lp 


7903070452 Respond* to NRC 790122 ltr r# violations noted in IE Imp 
Rept 50-249/70-32 Corrective actions: Form NRC-741 
dispatched on date the corporate office was informed of 
shipment 

REED, C, Commonwealth Edison Co 79/02/05 2pp 


7903080343 Inform* recipient* of IE Bulletin 79-01* "Environ 
Qualification of Class IE Equipment* 11 dtd 790208, that valve 
limit ewitch identified a* NAMCO Model 03CML should reed 
BL3CML, 

KEFPLEft, J 0 Region 3* Chicago* Office of the Director 79/03/01, 
if 


7903150015 Forward* IE Bulletin 79-02* "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolt* " 

KEPPLERiJ, G Region 3i Chicago, Office of the Director, 79/03/08 
lp, 


7903170539 Forwards IE Bulletin 79-03* "Longitudinal Held Defects in 
A8ME SA-312 Type 304 Stainless Steel Pipe Spools 
Hanufac tured by Youngstown Melding 4 Engineering Co." 

KEPPLER.J. 0 Region 3* Chicago, Office of the Director, 79/03/12, 

Ip 


7903020333 Forwerd* Part 2 of operating rept for vlune-Dec 1978* re 
radioactive effluent* 4 occupational radiation exposures, 
STEPHENSON* B B Commonwealth Edleon Co 79/02/ID. lp. 
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7903300370 Forwards 790219 l tT from h Oncavage re "denting 
generators Requests NRC findings & views on this matter 
STONE, R Senate 79/03/01 3pp 


7903020337 Part 2 of operating rept for Jun«-Dec 197B. re radioactive 
effluents b occupational radiation exposure? 

• Commonwealth Edison Co 78/12/31 13pp 7903390019 Forwards "Annual Rept 1970 11 

UHRJO.R E Florida Power ^ Light Co 79/03/20 lp 


in steam 


7903050399 Forwards “Annual Operating Rept for 1970 " 
STEPHENSON, B 0 Common wealth Edison Co 79/02/26 lp 


7903290023 "Annual Rept 1970 11 

MCDONALD, M Florida Power it Light Co 79/03/20 


3Bp p 


7903050391 “Annual Operating Rept for 1970 “ 

• Commonweal th Ediso-n Co 79/02/26 35pp 


7903210035 Forwards monthly operating rept for Feb 1979 
STEPHENSON. Q B Commonwealth Edison Co 79/0'’'13 Ip 


7903280357 In response to 700925 1 tr, summar i i ee info re preasuriiet 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Wcstinghouse 
PKFt Appropriate utils have been notified 

ANDERSON,! M Westinghous® Electric Corp 78/10/27 3pp 


7903210039 Monthly operating rept for Feb i979 

PHELEN, J F Consolidated Edison Co of New York 79/03/05 19pp 


DOCKET 50-250 Turkey Point Plant, Unit 3 


7903260172 In response to review of fire protection* requests addl info 
re auxiliary 1 1 d g corridor 6 cable spreading area Requests 
util either reconfirm commitments to open positions or 
commit to equivalent improvements 

SCKWENC Eft, A Operating Reactors Branch J 79/03/02 6pp 


7903120144 Forwards revised versions of Entry-Control 5ys Handbook, 
SAND77-1033. I n t r ui i on Detection Sys Hand b oo k, EAND76-0554* b 
Barrier Penetration Database, NUREG/ CR-0101 

MILLER, J ft Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending 1GCFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-dawn Searches until 790301 

DENTON. M R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270291 Forufardi safeguards contingency plan Plan withheld (ref 
10CFR3 7901 

UHRIO.R E Florida Power h Light Co 79/03/23 ip 


7903090114 Requests that encl 790209 Itr to NRC be considered petition 
to intervene Petition is untimely due to unavailability of 
info at FL Inti Univ Library 

ONCAVACE, M P Affiliation Unknown 79/02/22 lp 


7903140574 Establishes ASLB to rule on intervention petition and/or 
requests for hearing t* preside if hearing is ordered 
Chairman is E5 Bou t r* *. memb era are DU Hall U OH Paris 
LAZO'R M Atomic Safety and Licensing Board Panel 79/02/27 2pp 


7903060173 Forwards mod to "Review V Acceptance pf Spent Fuel Storage 
k Handling Application" provided on 700414 Involves pages 
IV— 5 & 1V-6 w/modified rationale U corrections 
GRIHESiD K Assistant Director for Engineers & Project* 

79/01/18 4pp 


7903060569 Notification of 790214 meeting w/FL Power «c Light Co in 
Dethesda.MD to discuss diesel generator surveillance 
submittal 

QRQTENHUIS.H Operating Reactors Branch l 79/02/12 *P 


7903060685 Act receipt of 790129 Itr re proposed steam generator repair 
license amend Notice of hearing on proposed amend published 
in Federal Register on 771213 Ail info re facility is 
available at local PDR 

ENGELHARDT.T P Deputy Executive Legal Director 79/02/13 2pp 


79030406E9 Expresses concern over util plans to repair steam 
generators Requests to he informed when decision is reached 
re advisability V legality of repair plans 
HOSKINS, W Affiliation Unknown 79/01/29 ip 


7903160289 Forwards Amend 43 to DPft-31, Amend 35 to DPR-41, SER «c notlcir 
of issuance end 

SCHWENCER, A Operating Reactors Branch 1 79/02/15 2pp 


7903160292 Amend 43 to DPR-31 f. Amend 35 to DPR-4 1 , r evl s ing Tech Spue 
per util's 76 J 021 , 770703, 770711. 770726 771101 

applications 

SCHWENCER. A Operating Reactors Branch 1 79/02/15 20p p 


7903160296 Supports Amend 43 to DPR-31 l< Amend 35 to DPR-41 Amend* iJ O 
not involve significant safety haiards 
* Operating Reactors Branch 1 79/02/15 3pp 


7903160299 Notice of issuance of Amend 43 to DPR-31 8< Amend 35 to 
DPR-41 

SCHWENCER, A Operating Reactors Branch 1 79/02/15 3pp 


79032103B5 Urges denial of MP Oncavage 790209 intervention petition 
as it uai *i tending 1 y untimely h u/o proof of good cause 
CUNNINGHAM. Q H , GOLDBERG. S C Branch 2 79/03/01 4pp 


7903300542 Provides notice that HF Reis will appear on behalf of util 
in proceedings re proposed amends to operating license to 
permit steam generator repair* Certificate of sve end 
REI9>H F Lowens t« in, Newman. Reis, Aielrad t Toll 79/03/09 3pp 


7903150122 Responds to 790130 Itr which transmitted comments by 
CL Berg Berg concerned re facility use of water from 
Btscayne Bay to cool reactors Facility has a closed canal 
sys & has not used Biscayn# Bay since 1973 

CQSSICK, L V Office of the Executive Director for Operations 
79/02/27 1 p 


7903160287 Requests investigation of allegations re use by facility of 
water fron Biscaynt Bay 

FASCELL, D B Home of Rfp 79/01/30 2pp 


7903280329 Forwards constituent 790303 Itr re denting in steam 
generators Requests response to radiation concerns 
STONE* R Senate 79/03/01 lp 


7903280335 Requests full hearing & E1S on steam generator repairs 
Request Is untime 1 y, due to licensee's failure to provide 
info at time specified in Fedsral Register Believes 
licensee's oversight constitutes "good cause " 

ONCAVAOE.M P Affiliation Unknown 79/02/09 2pp 


7903300569 Responds to 790301 Itr re request of M Oncavage for 
consideration of Mi petition to intervene in hearing on 
repair of steam generator* States Oncavage could amend his 
petition to justify late filing 

G0SB1CK.L V Office of the Executive Director for Operations 
79/03/21 2pp 


79032 J 0364 Responds to 771300 review of potential boron dilution 
incidents as requested by NRC NRC has determined that F9AR 
analysis of this event still represents most limiting case 
U no further action is necessary 

SCHWENCER, A Operating Reactors Branch i 79/02/21 2pp 


7903 1 50130 Summary of 790214 meeting w/util re diesel generator 
surveillance & 700900 submittal re proposed Tech Spec 
change! U/encl background info h attendees list 
GRDTENHU1S, M Operating Reactors Branch 1 79/02/26 4pp 


7903220302 Use of revised reactor coolant pressure-temp limits should 
continue until final resolution re use of atypical weld 
wire Is completed 

SCHUENCER.A Operating Reactors Branch 1 79/02/26 Spp 


7903270002 Forwards Amend 44 to DPR-31 i Amend 36 to DPR-4 1 , no t i t o of 
issuance h security plan evaluation rept Security plan 
evaluation withheld (ref 10CFR2 790) 

SCHWENCER, A Operating Reactor* Branch 1 79/02/27 3pp 


7903270004 Amends 44 U 36 to Licenses DPR-31 & DPR-4 1 , ra spec fc i ve 1 y, 
incorporating physical security plan into license 
* Operating Reactors Branch 1 79/02/27 4pp 


7903270006 Notice of issuance of Amends 44 & 36 to License* DPR-31 & 
DPR-41, respectively 

SCHWENCER, A Operating Reactors Branch 1 79/02/27 3pp 

7903060442 Respond* to 770109 request for addl info re Dech tel-designad 
containments b Bechtel recommendation for sealing cover* 

UHRIO.R E Florida Power fc Light Co 79/03/01 3pp 
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DOCKET 50-290 Turkey Point Plant* Unit 3 


7903220295 Ropt NAI-76-67 DYNQDE-P Version 2. "Nuclear Steam Supply 
Transient Simulator for PWRi User Manual" sent 790119 w/fee 
is accepted for review as topical rept Fee will be 
determined Present fee will be returned 

9CHUENCER* A Operating Reactors Branch 1 79/03/01 2p p 


7903090267 Requests amend of App A of Licenses DPR-31 U DPR-41 
providing for change in inservice insp & test programs 
Revised program for Unit 3 will be submitted by Aug 1979 
Proposed changes end 

UHRI0* R E Florida Power k Light Co 79/03/06 13PP 


7903160239 Updates 5< clarifies commitment to implement operational GA 
program Questions status of reg guide industry standards 
re GA program 

UHRIOjR E Florida Power t, Light Co 79/03/09 2pp 


7903260081 Notification of refund of Class IV U two Class I licensing 
fees sent w/appl i cation on 790119 

MILLER i W 0 License Tbb Management Branch 79/03/12 Ip 

7903300252 Forwards check for »4* 000 for 790306 request for license 
amend 

UHRHJ, R E Florida Power k Light Co 79/03/22 2pp 

7903060391 Forwards IE Insp Repts 50-250/70-32 L 50-251/70-32 on 
701219-21 No noncoirpi iance noted 

LONG* F J Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/01/10 2pp 


7903060396 IE Insp Repts 50-250/70-32 U 50-251/78-32 on 701219-21 No 
noncomp l iance noted Major areas inspected licensee 
performance of site evacuation dr i 1 1# comp 1 i ance w/Tech Specs 
safety limits & limiting safety sys settings 

VERDERY, E H * LEWIS* R C Region 2, Atlanta# Reactor Operations 

Nuclear Support Branch 79/01/08 4pp 


7903070060 Ac k receipt of 790124 1 tr informing NRC Df steps taken to 
correct violations noted in IE Insp Repts 30-250/70-31 & 
50-251/70-31 

KENNA* W B Region 2, Atlanta* Safeguards Branch 79/02/13 lp 


7903070063 Responds to NRC 701220 Itr re violations noted in IE Insp 
Repts 30-230/70-31 h 50-251/70-31 Corrective actions 
withheld (ref 10CFR2 790) 

UHRIG*R E Florida Power h Light Co 79/01/24 lp. 


7903070066 Forward* IE Insp Reptft 30-230/70-31 & 50-251/70-31 on 
701205-07 & notice of violation Notice of violation 
withheld (ref 10CFR2 7901 

KENNA* W B Region 2* Atlanta* Safeguard* Branch 79/12/20 

2pp 


7903070069 IE Insp Rapt* 50-250/70-31 U 50-251/70-31 on 7B1203-07 
Noncompliance noted failure to develop p roc ed ures, fa i lure 
to search hand-carried packages 6 inadequate vehicle list 
GILLESPIE* F P * OESECKERrK H * HJCHKO* J M Region 2* Atlanta* 

Safeguards Branch 7*7/12/28 lp 


79030 BO 537 Forwards IE Info Notice 79-04» "D e grada t i on of Engineered 
Safety Features " 

O 'REILLY* J P Region 2* Atlanta, Office of the Director 
79/02/16 2pp 


79030B0275 Informs recipients of IE Bulletin 79-01* "Environ 
Qualification of Class IE Equipment*" d td 790200* that valve 
limit switch identified a* NAMCQ Model 83CML should read 
8L3CML 

O'REILLY* J P Region 2* Atlanta, Office of the Director 
79/02/20. 2pp 


7903000247 Forwards results of steam generator insp conducted during 
current outage: no new or unexpected phenomena found General 
pattern of denting found to be within predictable limits 
Requests permission to return unit to power operation 
UHRIQ* R E Florid# Power k Light Co 79/03/06 30pp 


7903140340 Forwards IE Info Bulletin 79-02. "Pipe Support Bass Plate 
Designs Using Concrete Expansion Anchor Doits “ 

O'REILLY* JP Region B> Atlanta. Office of the Director. 
79/03/00 2pp 


7903210138 Forwards IE Bulletin 79-03* "Longitudinal Held Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co. " 

O'REILLY. J P Region 2* Atlanta* Office of the Director 
79/03/12 ip 


7903260123 Forwards IE Insp Reptfi 50-250/79-02 & 50-251/79-02 on 
790204-07 Notice of violation withheld (ref 10CFR2 790) 

KENNA* W B Region 2* Atlanta* Safeguard* Branch 79/03/13 2pp 


7903260127 IE Insp Repts 50-230/79-02 L 50-251/79-02 on 790204-07 
Noncomp liance noted lack of control of containment access 
during maint Details withheld (ref L0CFR2 7901 

HENNESSEY* R J * GILLESP IE* F P Region 2* Atlanta, Safeguards 

Branch 79/03/15 ip 


7903210589 Forward* IE Circular 79-04* "Loose Locking Nut on Limitorqm 
Valve Operators “ 

Q 'REILLY, J P Region 2. Atlanta* Office of the Director 
79/03/16 2pp 


7903230139 Forwards CER 79-001/031-0 

SCHMIDT, A 0 Florida Power h Light Co 79/03/13 lp 


7903230160 LER 79-001/031-0 on 790213 "A" fire pump found to be 
inoperable Caused by improper operation of power supply 
breaker Procedural methods implemented to ensure that fire 
pump power is verified after each shift 

SCHQPPMAN* M A Florida Power k Light Co 79/03/13 lp 


DOCKET 50-251 Turkey Point Plant* Unit 4 


7903260172 3 ri response to rovieu of fire pr o tec 1 1 on* requ ests addl Info 
re auxiliary bldg corridor L cable spreading area Requests 
util either reconfirm commitments to open positions or 
commit to equivalent improvements 

SC H WENGER* A Operating Reactors Branch 1 79/03/02 6pp 


7903120144 Forwards revised versions of Entry-Control 8ys Handbook, 
QAND77-1033* Intrusion Detection Sys Hand b oo Ic, BAND 76 -0554 > it 
Barrier Penetration Da tali age* NUREO/CR-O101 

MILLER* J R Assistant Director for Reactor Safeguards. 79/01/09 
Spp 


7903230035 Forwards Federal Register notice amending 10CFR73 55* 
"Requirement s for Physical Protection of Licensed Activities 
in Nuclear Rower Reactors Against Industrial Sabotage. " to 
defer employee pat-down searches until 790801 

DENTON* H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903270291 Forwards safeguard# contingency plan Plan withheld (ref 
10CFR2 7701 

UHRIG.R E Florida Power k Light Co 79/03/23 lp 


7903090114 Requests that end 790209 ltr to NRC be considered petition 
to intervene Petition Is untimely due to unavailability of 
info at FL Inti llniv Library 

QNCAVAQE* M P Affiliation Unknown 79/02/22 lp. 


7903140974 Establishes ASLB to rule on intervention petition and/or 
requests for hearing & preside if hearing is ordered 
Chairman is E6 Bowers* member s are DB Hell & OH Paris 
LAZO* R M Atomic Safety and Licensing Board Panel. 79/02/27 2pp. 


7903210309 Urges denial of HP Oneavage 790209 intervention petition 
as it was exceedingly untimely fc w/o proof of good cause 
CUNNINGHAM, 0. H , GOLDBERG* 0 C Branch 2 79/03/01 4pp. 


7903300542 Provides notice that HF Reis will appear on behalf of util 
in proceedings re proposed amende to operoting license to 
permit steam generator repairs Certificate of sve «ncl. 

REISjMF, Lowe ns tain* Newman* Reis, Axel rad h Toll. 79/03/09 Spp 


7903150122 Responds to 790130 ltr which transmitted comments by 
CL Derg Berg concerned re facility use of water from 
Biscayn* Bay to cool reac t or », Fac 1 1 i ty has a closed canal 
sy* k has not used Blscayne Bay since 1973 

OOSaiCKiL. V. Office of the Executive Director for Operations 
79/02/27 lp 


7903160287 Requests investigation of allegations re use by facility of 
water from Discaynt Day 

FA8CELL* D D. House of Rep 79/01/30. 2pp 


7903280335 Requests full hearing fe EIQ on steam generator repairs. 
Request is gntlmely.due to licensee's failure to provide 
info at time specified in Federal Regl star. Del leves 
licensee's oversight constitutes "good cause " 

QNCAVAQE* M P Affiliation Unknown. 79/02/09 2pp 


7903300569 Responds to 790301 ltr re request of M dneavage for 
consideration of his petition to intervene In hearing on 
repair of steam generators States Qncavage could amend his 
petition to justify late filing. 

GDSSICK.L V Office of the Executive Director for Operations, 
79/03/21 2pp 
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DOCKET 50-231 Turkey Point Plant* Unit 4 


7903300370 Forwards 790219 ltr from M Orvcavage re "denting*' in steam 
generators Request* NRC findings b viiws on t|ils matter. 

STONE* R Senate 79/03/01 3pp 


7903290019 Forward* -Annual Rept 197S " 

UHR10.R E. Florida Power b Light Co. 79/03/20 Ip 


79030&0442 Responds to 790109 request for addl Info re Bechtel-designed 
containment* b Bechtel recommendation for sealing covers 
UHRIC.R E Florida Power b Light Co 79/03/01 3pp 


7903220293 Rept NAl-76-67 DYNODE-P Version 2*"Nuclear Steam Supply 
Transient Simulator For PWR,User Manual" sent 790119 u/fee 
is accepted for review as topical rept Foe will be 
determined Present fee will be returned 

SCHWENCER.A Operating Reactors Branch 1 79/03/01 2pp 


7903290023 "Annuel Rept 1973 " 

MCDONALD, M Florida Power b Light C 0 79/03/20 3Qpp 


7903580337 In response ta 780925 1 tr, summer i to* info re preseurlier 
heatup rats Tech Spec Inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour* due to design of Most 1 nghoui e 
PUR Appropriate utils have been notified 

ANDERSON, T M Wsstinghou** Electric Corp 76/10/27 Dp p 


790 3000 173- Forwards mod to "Review b Acceptance of Spent Fuel Storage 
& Handling Application* 1 provided on 760414 Involves pages 
IV-3 & 1V-6 w/modifi«d rationale b corrections 
CRIMES* B, K Assistant Director for Engineers b Projects 

79/01/10, 4pp 


7903060369 Notification of 790214 meeting ui/FL Power b Light Co In 
Bethesda. MD to discuss diesel generator surveillance 
submittal 

0RDTENHUI3*M Operating Reactors Branch I 79/02/12 ip 


7903060683 Act receipt of 790129 ltr re proposed steam generator repair 
license amend Notice of hearing on proposed amend published 
in- Federal Register on 771213 All info re facility is 
available at local PDF 

ENOELHARDTiT F Deputy Executive Legal Director 79/02/13 2pp 


7903060689 Espresses concim over util plans to repair steam 
generators Requests to 1 • informed when decision 1« reached 
re advisability b legality of repair plans 
NO SKI NS * W Affiliation Unknown 79/01/29 1 P 


7903160269 Forwards Amend 43 to DPR-31, Amend 33 to DPR-41, 5ER b notice 
of Issuance end 

SCHWENCER.A Operating Reactor* Branch l 79/02/13 2pp 


7903160292 Amend 43 to DPR-31 b Amend 33 to DFR-41 . revie ing Tech Specs 
per util's 761021. 770703* 7707 1 L, 770726 b 771101 
applications 

6CHUENCEFLA Operating Reactors Branch 1 79/02/15 20pp 


7903160296 Supports Amend 43 to DPR-31 b Amend 33 to DPR-U Amends do 
not involve significant safety haiards 
e Operating Reactors Branch J. 79/02/15 Spp 


7903160299 Notice of issuance of Amend 43 to DPR-31 b Amend 33 to 
DPR-41. 

SCHWENCEH. A Operating Reactors Branch 1 79/02/15 3pp 


7903210364 Respond* to 771200 review of potential boron dilution 
Incidents as requested by NRC NRC has determined that FSAR 
analysis of this event still represents mast limiting case 
tc no further action is necessary 

BCHWEMQERiA operating Reactors Branch 1 79/02/21 Spp 


7903190158 Summary of 790214 masting w/util re diesel generator 
surveillance b 780908 submittal re proposed Tech Spec 
changes W/eticl background info b attendees list. 

CR0TENHUI8* M Operating Reactors Branch 1 79/02/26 4pp 


7903220302 Use of revised reactor coolant p resewre-teap limits should 
continue until final resolution re use of atypical ueld 
wire is completed 

8CHWENCER* A Operating Reactors Branch l 79/02/24 Spp 


7903270002 FOT-wards Amend 44 to DPR-31 b Amend 36 to DPR-41. notice of 
issuance b security plan evaluation r*pt Security plan 
•valuation withheld (ref 10CFR2 790), 

SCHWENCER* A Operating Reaetors branch 1 79/02/27 3pp 


7903270004 Amends 44 b 36 to Licenses DPR-31 b DPR-41, re s pectivily, 
incorporating physical security plan into license 
# Operating Reactor* Branch I 79/02/2 7 4pp 


7903270006 Notice -of issuance of Amend* 44 b 36 to Licenses DPR-31 b 
DPR-41» respectively 

SCHWENCER., A Operating Reactors Branch l 79/02/27- 3pp 


7903090267 Requests amend of App A of Licenses DPR-31 b DPR-41 
providing for change in inservice insp U test programs 
Revised program for Unit 3 will be submitted by Aug 1979 
Proposed changes end 

UHRIG, R E Florida Power b Light Co 79/03/06 13PP 


7903160239 Updates b clarifies commitment to implement operational OA 
program Questions status of reg guide & industry standards 
ra QA program 

UHRIGiR E Florida Power b Light Co 79/03/09 3pp 


79032600BJ Notification of refund of Class IV b two Class I licensing 
fees sent w/app 1 icat i on on 790119 

MILLER* U □ License Fee Management Branch 79/03/12 lp 


79Q32602B5 Informs that next refueling of Unit 4 is scheduled from 
early April 79 to 790526 b does not Involve safety question 
or changes in Tech Specs Inquires if approval of Tech 
Spec for rad insertion will be delayed beyond 790526 
UHRIO.R E Florida Power b Light Co 79/03/16 lp 


7903060391 Forwards IE Insp Rept* 50-230/78-32 b 30-251/70-32 on 
78 1 219-21 No noncompliance noted 

LONQ.F J Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/01/10 2pp 


7903060396 IE Insp Rept* 30-250/78-32 b 50-231/70-32 on 731219-21- No 
nnncompl iance noted Major areas inspected licensee 
performance of site evacuation dr i 1 1* comp 1 iance w/Tech Specs 
safety limits b limiting safety tys settings 

VERDERY, E H , LEWIS, R C Region 2, Atlanta* Reactor Operation* 

Nuclear Support Branch 79/Oi/OB 4pp 


79030-70060 Ack receipt of 790124 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-230/78-31 fc 
50-251/78-31 

KENNAfWB Region 2, Atlanta, Safeguards Branch 79/02/13 ip 


7903070063 Responds to NFC 701220 ltr re violation* noted in IE Imp 
Ript* 30-250/70-31 b 50-231/78-31 Corrective action* 

Withheld (ref 10CFR2 790) 

UHRIQ.F E Florida Power b Light Co 79/01/24 lp 


7903070066 Forward* IE Insp Rept* 50-230/78-31 b 30-291/70-31 on 
781205-07 & notice of violation Notice of violation 
withheld (ref 10CFF2 790) 

KENNA, W B Region 2, Atlanta* Safeguards Branch 79/12/20 

2pp 


7903070069 IE Insp Rapt* 50-250/7B-31 b 30-051/70-31 on 701205-07 
Noncompliance noted failure to develop procedures* fai lure 
to search hand-carried packages b inadequate vehitle list 
GILLESPIE. F P . 0E5ECKER, K H * FUCHKO, J M Region 2, Atlanta, 

Safeguard* Branch 79/12/28 lp 


7903OBO537 Forward* IE Info Notice 79-04* "Degradation of Engineered 
Safety Feature* " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/02/16 2pp 


7903000275 Informs recipient* of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208* that valve 
limit switch identified as NAM CO Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2* Atlanta* Office of the Director 
79/02/20 2pp 


790314054B Forwards IE Info Bulletin 79-02* "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLYjJ P Region 2, Atlanta* Office of the Director 
79/-03/0B Spp 


7903160207 Forwards steam generator insp program for Insp planned for 
Apr 1979 

O'REILLY* J p Florida Power b Light Co 79/03/09 4pp 
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DOCKET 50-251 Turkey Point Plant, Unit 4 


770321 0 130 Forwards IE Bulletin 79-03# "Long 1 tud ina 1 Weld Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Rpools 
Manufactured by Youngstown Welding & Engineering Co " 

0 'REILLY# J P Region 2. Atlanta. Office of the Director 
79/03/12 Ip 


7903240123 Forwards IE Insp Repts 50-250/79-02 fa 50-251/79-02 on 
790204-07 Notice of violation withheld <ref 10CFR2 790> 

KENNA. N □ Region 2# Atlanta# Safeguards Drench 79/03/15 2pp 


7903260127 IE Insp Repts 50-250/79-02 S< 50-251/79-02 on 790204-07 
Noncompliance noted’ lack of control of containment access 
during maint Details withheld (ref 10CFR2 790> 

HENNESSEY# R J # GILLESPIE, F P Region 2# Atlanta. Safeguards 

Branch 79/03/15 lp 


7903210509 Forwards IE Circular 79-04, "Loose Lacking Nut on Limitorque 
Valve Operators " 

0 'REILLY# J P Region 2# Atlanta# Office of the Director 
79/03/16 2pp 


7903130200 Forwards LER 79-OO1/O3L-0 

SCHMIDT. A D Florida Power fa Light Co 79/02/23 lp 


7903130209 LER 79-001 /03L-0 on 790125 4A boric acid transfer pump 
tripper on thermal overload inoperable Caused by Incomplete 
relnsta 1 lation of recirculation line insulation New 
recirculation line installed 

SCHOPPMAN.M A Florida Power fa Light Co 79/02/23 2pp 


DOCKET 50-252 Univ of New Ma*lco Research Reactor 


7903210031 Informs that AGN-201M reactor has been shut down. pending 
replacement of instrumentation in Safety Channel 2 Propose* 
that written operation re qualification examination* be 
deferred until resumption of reactor operation* 

WHAN# G A New Mexico, Univ of 79/03/14 lp 


DOCKET 50-254 Quad-Cities Station, Unit 1 


7903120144 Forward* revised versions of Entry-Contro 1 9ys Handbook# 
8AND77-1033J Intrusion Detection Ey* Handbook , 8AND76-0554J fa 
Barrier Penetration Database# NUREO/CR-01 0 1 

MILLER, J, R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903010112 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license conditions Forward* 
comments for incorporation Into plan Appeal is possible. 

Enel A withheld (ref 10CFR2 7901 

IPPQL I TO# T A Operating Reactors Branch 3 79/01/30 3pp 


7903230035 Forwards Federal Register notice amending 10CFR73. 55# 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Eabotege# “ to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903270504 Forwards safeguards contingency plan Withheld <r#f 
10CFR2. 790) 

REED, C Commonwealth Edison Co 79/03/23 lp 


7903130525 Forwards NUREQ/CR-Q400, "Risk Assessment Review Group Repfc 
to the UB NRC 11 Commission presently developing policy 
statement re rept, 

GODDARD, R J, Office of the E*ecuUve Legal Director 79/01/23 Ip 


7903060287 NRDC's response to applicant's fa NHC's objections to 
contentions Urges that NRC did not validly challenge its 
contentions fa that its contentions should be admitted 
Certificate of Bvc end. 

ROIBMAN. A. T Natural Resources Defense Council 79/01/26 0pp 


7703020398 Forwards curriculum vitae for Tamp 1 in fa Cochran. Ci tec two 
precedents bearing on issue of standing Hunt v* WA Apple 
Advertising Commissloni 432U8333 fa ,VA Electric Power Co, 

ALAB-522, (1979) 

ROISMANj A 2. Natural Resource* Defense Council 79/02/05. 0pp. 


7903070004 Forwards ASLB 790202 order from Oconae-McQu ire proceeding# 
denying objections of NRDC to luppl prehearing conference 
order denying NRDC's petition for intervention. 

GODDARD# R. J. Drench 2 79/02/08. lp. 


7903050560 Forwards ABLB opinion re denial of intervention to Natl 
Lawyers Guild who refused to identify members Position 
parallels that of NRDC 

GODDARD, R J Branch 2 79/02/16 lp 


7903210427 Forwards NRC pel icy statement re reactor safety study, 
review by Lewis Committee (NUREO/CR-0400) & survey of 
NRC uses of WASH- 1400 All documents have been furniihed to 
A6LB fa ASLAB members W/o one 1 
GODDARD, R J Branch 2 79/02/21. ip 


7903210378 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment 
of info to be made available 
GODDARD, R J 0 ranch 2 79/02/26 4pp 


7903200329 Forwards constituent 790303 ltr re denting in steam 
generators Requests response to radiation concerns 
STONE, R Senate 79/03/01 lp 


7903210167 Forwards "Annual Rept 1978, v statement of cash flow 
projected for 1979# actual cash flow for 1978 l* narrative 
explanatory statement 

NEXON, H H Commonwealth Edison Co 79/03/15 6pp. 


7903050263 Forwards Endorsement 116 to NEL1A NF-43# Endorsement 98 to 
MAELU MF-22, Endor samant 57 to NELIA NF-107, Endorsement 40 to 
MAELU MF-54, Endorsement 46 to NELIA NF-201# Endorsement 40 to 
MAELU MF-64 fa Endorsement 9 to NELIA NF-253 for 1979 
OSTER , J Commonwealth Edison Co 79/02/26. Qpp 


7903070411 “'Federal Interagency Radiological Assistance Plan," 
# Energy, Dept of ERDA-60 75/07/31 9pp 


7903000173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
& Handling Application" provided on 780414, Involves pages 
IV— 3 fa IV-6 w/modified rationale fa corrections 
GRIMES, B K Assistant Director for Engineers fa Projects 

79/01/18 4pp 


7903010293 Forward* NED0-210B5, "Mark 2 Containment Program, Downe omer 
Reduced Bubmer gence# Func t Iona 1 Assessment Rept " 

SODOM, L J General Electric Co. .Nuclear Energy Products Dlv 
79/02/01 lp 


7903010310 "Mark I Containment Program# Downcomar Reduced Bob mergence, 
Functional Assessment Rept ", 

WONG, K W General Electric Co .Nuclear Energy PT»<luct» Div, 
NEDO-21BS9 70/06/30 4»pp. 


7903020218 Notification of 790214-15 meeting in Bethestfa, MD# 
w/repre*»nta tlva of Kqrk l owner* group to discuss 
implementation fa resolution of Mark I long-term program fa 
pool swell pressure load definition techniques. 

GRIMES, C. Assistant Director for Engineers fa Projects. 79/02/06 
lp 


7903090326 Requests all records, studies, raptf fa documents re transport 
of 8NM 

MANSELL, D Illinois, State of. 79/02/06. 2pp 


7902220033 Responds to NRC 790103 request 6 forwards info re projected 
number of spent fuel assemblies to be shipped from Dresden 
Quad-Cities# possible truck routes & population along route*. 

Info on rail routing will be sent. 

JANECEK, R, F. Commonwealth Edieon Co 79/02/13, 4pp 


7902250001 Respond* to 790103 request for addl info fa forwards info re 
projected number of spent fuel assemblies to be shipped from 
Dresden to Quad-Ci ties, poeel b le truck routes fa population 
along routes Info an rail rdutfng will be sent, 

JANECEK# R F Commonwealth Edieon Co. 79/02/13. 4pp 


7903010061 Forwards safety evaluation of Interim assessment of 
multiple-c on* ecutiv* safety relief velvi actuations# fa 
sample ltr, 

EIBENHUTrD G Assistant Director for Systems fa Projects 
79/02/15. 2pp, 


7903010070 "Safety Evaluation Rept of Interim Assessment* of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark X 
Containment Plants.* 4 All plants are in conformance w/ 
acceptance criteria 

e Assistant Director for Byetems fa Projects 79/02/15. 10pp. 


7903220227 Forwards Amend 50 to DPR-29# supporting safety evaluation fa 
notice of issuance. 

TPPOLITO# T A Operating Reactors Branch 3. 79/02/23. 2pp. 
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DOCKET 50-254 Quad-Cities Station* Unit 1 


790332022? Amend 50 to DPR-29. restricting power level to maintain 
prenure- margin, to safety valve setpoint* during worst case 
pressurization transient 

1PPOLITO. T A Operating Reactors Branch 3 79/02/23 27pp 


79032601BI Forwards Amends 51 & 48 to Licenses DPR-29 & DPR-30, 
respectively U notice of issuance & availability 
IPP0L1TQ, T A Operating Reactors Branch 3 79/03/12 3pp 


7903260184 Amends 51 & 40 to Licenses DPR-29 it DPR-30, respec ti ve ly. 
incorporating physical security plan into licenses 
IPPOLriCl.T A Operating Reactors Branch 3 79/03/12 4pp 


7903220230 Safety evaluation supporting Amend 50 to DPR-29 

IPPOLITQ, T A Operating Reactors Branch 3 79/02/23 Upp 


7903220234. Notice of issuance of Amend 30 to DPR-29 

I PP0L1TQ. T A Operating Reactors Branch 3 79/02/23 Ip 


7903160213 Forwards proprietary rept NEDE-23345-P, "Mark I Containment 
Program. Suppre* s ion Pool Swell Test Program. LDR Load Test- 
Generic Sensitivity 11 W/affidavit for proprietary status 
Rept withheld ir ef 10CFR2 790) 

SO&ON.L J General Electric Co .Nuclear Energy Products Div 
79/02/26 Spp 


7903230011 "SER of Interim Assessments of MSIV Actuations in Mark J 
Containment Plants " 

■* Assistant Director for Engineers it Projects 79/02/27 12pp 


79032300B3 Forwards safety evaluation rept on interim assessments of 
nul t lple-conseeutive safety relief valve actuations 
Concludes that continued operation of Mark I BWR facilities 
is acceptable iwfaj to corrective actions 

CRIMEg.B K Division of Operating Reactors 79/02/27 Ip 


7903070256 Forwards Jan 1979 Marl [ containment program activity 
review Lists meetings held it provides task-by-task summary 
SOBCWiL J General Electric Co .Nuclear Energy Products Div 
79/02/20 Upp 


7903090316 Responds to 790206 ltr requesting all documents re four 
categories of info Involved w/transport of spent fuel J, 
other 6NH from facility Info available in PDR List of 
possible relevant requests end 

FELTON* J M Division of Rules and Records 79/03/01 4pp 


790312043? Provides summary of 790213 meeting in Bethe sda. MD. w/ 
representatives of Marl 1 owner's group program committee to 
dlsetin generic Marl I program re safety relief valve loads 
w/enel attendee* list & meeting handouts 
Sll* T tt Containment Systems Branch 79/03/01 16pp 


7 9032 0020 3 Forwards proposed staff position for Mark 1 long-term 
program Implementation schedules 

EI82NHUT.D <3 Assistant Director for Systems fc Projects 
79/03/01 4pp 


7903*00304 Directs recipients to send end sample ltr« to BUR Mark I 
facilities requesting schedules & commitments re eipected 
ac6 completion dates* use of safety relief valve discharge 
devices 6 licensing fees for long-term program 
CRIMES, B Assistant Director for Engineers 6 Projects 
79/03/01 Bpp 


7903200443 Eienpt* openating BWR facilities w/Mark I containment design 
fro* General Design Criterion 30, while long-term program is 
conducted Forwards sample Itrs to be sent to Mark I 
licensees setting forth requirements for schedules 
GRIMES, B Division of Operating Reactors 79/03/01 22pp 


7903200462 Exempts operating BWR facilities w/Herk I containment design 
from General Design Criterion 50. while long-term program Is 


Conducted Forwards sample itrs to be «*nt to Mark I 
licensees setting forth requirements for schedules 
GRIMES. B Division of Operating Reactors 79/03/01 


22pp. 


7 9O32&°206 t F O rward* summary rept of 790112 secondary containment leak 
JAFECEK. R F Commonwealth Edison Co 79/03/06 Ip 


7903260287 Secondary containment leak test rept Concludes 
treatment iys waintains 1/4 inch of water vacuum in 
secondary containment bldg under calm condition* w/flo w 
rate no higher than 4*000 cfm 
* Commonwealth Edison Co 79/03/06 2pp 


standby gas 


7903190223 Correct, route numbers In 790213. respons e to request for 
• ddl Info re Intar-station transfer of spent fuel 
JANACEK.R F Cunaonu s a 1 th Edison Co 79/03/09 Ip 


79J3160172 Forward* GE rapt NEDE-23098-P, “Analytical Model far 

sir: *'•*» ■*»■» 

JANECEX.R F Commonwealth Edison Co 79/03/12 Ip 


7903260108 Notice of issuance fc availability of Amends 51 *< 40 to 
Licenses DPR-29 & DPR-30. respec tively 

VERRELLI * D M Operating Reactors Branch 3 79/03/12 Bpp 


7903270111 Discusses status of Mark I containment long-term program 
Requests schedule showing time perionds for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation it forwards NRC evaluation 
STELLO. V Division of Operating Reactors 79/03/12 I7pp 


7903290131 Forwards licensing open items status list 
REED. C Commonwealth Edison Co 79/03/19 ?pp, 


7903070508 Forwards IE Insp Repts 5O-ES4/78-20 t* 50-265/70-29 on 
7BU 16-17. 21-22. 1206-07 it 13-14 No none omp 1 ianc e noted 
FICRELLI.G Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/15 2pp 


7903070313 IE Insp Rept 30-254/78-28 it 30-263/78-29 on 701 1 16- 1 7* M 
1206-07 ?< 13-14 No noncomp 1 ian c e noted Major areas 
inspected organiiation & sdmi n i s tra t i on. p r oc ed uros . LERs . 
followup on outstanding items & plant tour 
CHRISS0TIMA9. N . KNOP. R C Region 3. Chicago. Reactor 

Operations Nuclear Support Branch 79/01/09 Spp 


7903070306 Forwards IE Insp Repts 50-234/70-29,30-263/70-31. 

30-295/70-30 & 30-304/78-29 on 781130 U 701206-07 «< notice 
of violation 

FIORELLI.G Region 3. Chicago, Reactor Operations Nuclear Hup pur l 

Branch 79/01/19 Spp 


7903070310 Notice of violation from insp on 701130 U 1206-07 

* Region 3, Chicago. Reactor Operations Nuclear Support |ji am h 
79/01 / 1 1 Ip 


7903070317 IE Insp Rept 30-254/7B-29, 30-263/78-31 , 30-295/70 -30 tt 
50-304/78-29 on 701130 6 1206-07 None omp li anc e noted 
instrument procedure not followed resulting in unplanned 
reactor trip U safety injection at Unit 1 

KNOP. R C . BOYD. D C . WALKER* R Region 3. Chicago, Reactor 

Operations Nuclear Support Branch 79/01/11 Spp 


7903140403 Forwards IE Insp Repts 30-254//9-01 U 30-265/79-01 on 
790109-11 No noncomp 1 ianc e noted 

DAVIS, A B Region 3, Chicago, Fuel Facility it Material. Oafatu 

Branch 79/01/29, 2pp * 


4/w-csw-.* ,7-ui « on 790 100“ 1 1 No 

noncompl lance noted Major areas inspected nonrad iol do leal 
environ protection insp 

AXELSDN. W L , ES3I0, T L Region 3. Chicago, Fool Facility U 

Materials Safety Drench 79/01/24 7pp V 

7 , !g 3 i!!! A i/r ard5 IE Insp Repts 30-234/79-03 f< 30-265/79-03 on 
790102-03 No none omp 1 ianc e noted 

Bi“ch LI, 79/0 Z /0?' # X 3 ' ChUa3 °' R “ CtDr 

7903140460 IE Insp Repts 50-354/79-03 30-269/79-03 on 790l02~Qfl No 

79/01 /29* 1, IT"' “ 

2 ^ormd m ** 

replacement «< preventive mgin t current plan for 

REED, C Commonwealth Edison Co 79/03/02 3p p 
FIDRFH I o n 7 « “ nDnC omp 1 iance noted 

Branch 79/O2/O7 C0 2pp ' hlcdfl0 ' factor Operation* Nuclear Suppuri 


aisitS'fSH"" 

Op, rations Nuel.ar Support Branch ?9% S 5M C ‘'%p ( ,' ,, ' ,Ct ° P 
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DDCKET 50-354 Quad-Cities Station, Unit 1 


7903160290 InfOTms of inability to replace GE Model CR lOSV auxiliary 
contact devices nn sa f e ty -r e 1 a t ed motor control centers 
during current refueling outage Replacement scheduled for 
ne*t outage Delay mill not result in operation problems 
REED, C C nmmonwea 1th Edison Co 79/02/07 3pp 


7903080419 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features “ 

KEPPLER, J G Region 3. Chicago, Office of the Director 79/02/16 

lp 


7903200030 Forwards IE Insp Rept 30-254/79-07 on 790305-07 No 
nontomp 1 lance noted 

HEI8HMAN.R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 79/02/21 2pp 


7903280044 IE Insp Rept 50-254/79-07 on 790309-07 No none onp 1 lane e 
noted Major areas inspected preparation for refueling 
outage, prefuel handling ac tl vl ties, fuel handling activities, 
h maint during refueling outage 

WRIGHT, G C , LITTLE, W S Region 3, Chicago, Reactor Operations 

Nuclear Support Branch 79/02/16 Upp 


7903000343 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valvo 
limit switch identified as NAMCO Model B3CML should read 
SL3CML 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/03/01 
lp 


7903150015 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/03/00 

lp 


7903190539 Forwards IE Bulletin 79-03, "Longitudinal Wold Defects in 
AS ME 5A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding it Engineering Co 41 
KEPPLER, J O Region 3, Chicago, Office of the Director 79/03/12 

IP 


7903020322 Forwards Part 2 of operating rept for July-Dee 1970, re 
radioactive effluents & occupational radiation exposures 
KALWIANAKIS, N Commonwealth Edison Co 79/01/29 lp 


7903020324 Part 2 of operating rept for July-Doc 1978, ro radioactive 
effluents it occupational radiation exposures 
* Commonwealth Edison Co 70/12/31 20pp 


7903300374 Forwards "Semiannual Non-Radiol og ical Environ ftept for 
Aug 70-Jan 79 " 

JANECEK, R T Commonwealth Edison Co 79/03/20, lp 


7903300307 "Semiannual Nan-Radiological Environ Rept for Aug 1970-Jan 
1979 14 

a Commonwealth Edison Co 79/03/08 159pp 


7903070339 Forwards LER 79-010/03L-0 

KALI VIANAKIS, N Commonwealth Edison Co 79/02/10, lp 


7903070343 LER 79-010/03L-0 on 770209 1/2A diesel fire pump taken out 
of sve longer than Tech Spec limit Caused by need to allow 
diver to work in intake bay associated w/fira pump suction 
Pump returned to sve 790208 

VAHRENWALD, J Commonwealth Edison Co, 79/02/10 lp 


7903070332 Forwards LER 79-003/03L-0 

KALIVI ANAKIS, N. Commonwealth Edison Co 79/02/16 2pp 


7903070330 LER 79-003/03L-0 on 790130 1-2001-4 valve leak rate was 
26 0 »td cubic feet per hour Caused by worn valve stem 
packing Valve packing replaced 

TIELZiG Commonwealth Edison Co 79/02/16 2pp 


7903070340 LER 79-003/03L-0 on 790124 reactor b 1 dg-to-swpprass ion 
chambar vacuum breaker 1 1601-31B had leak rate of 142 7 std 
cubic feet per hour Caused by component failure Valve 
packing replaced 6 second leak test performed 
SWALES, J Commonwealth Edison Co, 79/02/16 2pp 


7903070346 LER 79-003/03L-0 on 790122 containment purge vol bounded by 
valves had leak rate of 58 3 std cubic feet pei hour Caused 
by Insufficient stem travel to allow valve disc to fully 
contact valve seat Valve operator stroke lengthened 
KO01, M Commonwealth Edison Co 79/02/16 lp 


7903070354 LER 79-003/Q3L-0 on 790119 MS IV leaking in excess of Tech 
Spec limits Not all valves have been repaired Suppl rept 
will be sent upon cnmpletion of testing it corrective 
actions 

KOPACZ , J Commonwealth Edison Co 79/02/16 lp 


79O307039B LER 79-003 /03L-0 on 790120 feedwater check valve 1-220-62B 
mas leaking Caused by dirty valve seat preventing proper 
seating of valve disc Valve seat was cleaned It new Kalrai 
"0" ring installed 

SCHNlTZMEYCft, J Commonwealth Edison Co 79/02/i6 2pp 


7903070363 LER 79-Q03/03L-0- on 790119 valve MOi -220-1 found leaking at 
rate of 43 8 std cubic feet per hour Caused by dirty 6 worn 
tf isc-to-sea t surfaces Valve disc was relopped 6 valve seat 
cleaned 

MURRAY*!! Commonwealth Edison Co 79/02/16 2pp 


7903070306 LER 79-003/03L-0 on 790119 reactor core isoloation cooling 
sys turbine steam exhaust check valve CV 1-1301-41 was 
leaking Caused by dirty valve internals Valve internals 
cleaned 6 valve reassembled 

KOOIjM Commonwealth Edison Co 79/02/16 2pp 


7903070370 LER 79-003/03L-0 an 790119 1-2301-45 check valvd leak rate 
uai 190 3 std cubic feet per hour Caused by failure of 
gasketed seating surface between valve body seating L disc 
Chock valve replaced w/new exact replacement valve 
REED, M Commonwealth Edison Co 79/02/16 2p p 


7903070373 LER 79-003/03L-0 on 790110 flange seal gasket was leaking in 
excess of 30 std cubic feet per second Caused by seal 
gasket wear Seal gasket will be inspected further 6 
replaced if necessary, 

T IETZ, Q Commonwealth Edison Co 79/02/16, 2pp 


7903140201 Forwards LER 79-007/03L-Q 

KALIVIANAKIS# n Commonwealth Edison Co 79/02/20 lp 


7903140206 LER 79-007/03L-0 an 790201 main steam lino leak detection 
temp switches TS 1-261 - 1 6A, MTS 1-261-18A h T8 1-261-I5C 
tripped in excess of setpoint Caused by instrument sotpoint 
drift Temp switches recalibrated 

HANNUM, D Commonwealth Edison Co 79/02/20 2p p 


7903070333 Forwards LER 79-006/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 79/02/21 lp 


7903070337 LER 79-006/Q3L-0 on 790129 during primary containment 
isolation valvo closure timing, valve AO 1-1601-21 failed to 
close in 10 seconds Caused by improper adjustment of valve 
speed control from operational wear Control was readjusted, 
SWALES, J Commonwealth Edison Co, 79/02/21 2pp 


79030703-U Forwards LER 79-005/03L-0 

KALIVIANOKIB, N Commonwealth Edison Co 79/02/22 lp 


7903070350 LER 79-003/03L-0 an 790123 during Unit 1/2 diesel generator 
monthly load test QOS 6600-t, p i lot solenoid valve to air 
starting motors failed b Unit 1/2 diesel was shutdown 
Caused by mechanical failure of valve Valve was replaced 
HDELLER, T- Commonwealth Edison Co 79/02/22 3pp 


7903160240 Forwards LER 79-008/03^0 

KAL I VI ANAKIS, N Commonwealth Edison Co 79/02/24, lp. 


7903160246 LER 79-O08/O3L-O on 790202. temp switch T8-1-1360-I5D had 
trip setpoint in excess of Tech Spec limit Caused by 
setpoint drift Switch recalibrated U satisfactorily tested 
REED, M Commonwealth Edison Co 79/02/24 2pp. 


7903160212 Forwards LER 79-009/03L-Q. 

KALIVIANAKIS, N Commonwealth Edison Co 79/02/20 lp 


7903160214 LER 79-009/03L-0 on 790203 bed plate drain valves 
AO 1-4999-57,58 & 60 did npt fully close Caused by corrosion 
it failure of internal return spr lngs, Spring* replaced U 
valves satisfactorily retested 

MURRAY, R Commonwealth Edison Co 79/02/20 2pp 


7903160244 Forwards LER 79-Oli/OGL-O 

KALIVIANAKIS, N Commonwealth Edison Co 79/03/01 lp 


7903160247 LER 79-01 1/03L-0 on 790202 drywell vent valve AQ 1-1601-23 
closed In excess of Tech Spec max time 1 imit, Caused by 
worn t* leaking seals on air operating pistons. U-cup piston 
seals rep 1 acad 

CLARKiD Commonwealth Edison Co. 79/03/01. 2pp 
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DOCKET 30-254 Quad-Citi e* Station, l/nit 1 


7900280344 Forward « LER 79-014/03L-0 

KAUVIAMAKIS.N Commonwealth Edison Co 79/03/09 Ip 


7 903260 343 LER 79-014/03L-0 on 790214 automatic blowdown timers 
exceeded Tech Spec limits during tMti Caused by instrument 
setpoint drift On* timer read jus t * d, anoth or replaced 
TIETZiO Commonwealth Edison Co 79/03/09 2pp 


7903290042 Forward* LER 79-OO3/O3L-0 

KALIVIANAKlS, N Commonwealth Edison Co 79/03/09 Ip 


7903290046 LER 79-003/03L-Q on 790216 suppression chamber vent valv* 
leaked excessively Caused by misalignment Of disc L teat 
Valve disc w«* shimmed toward operator appro* 1/S Inch h 
valv* was test-operated three times 
HANNUh. D Commonwealth Edison Co 79/03/09 2pp 


7903290090 LER 79-Q03/Q3L-1 on 79DI L0 flange s*al gaeket leaked 
excessively Caused by gasket wear Casket replaced 
TJETZ,Q Commonwealth Edleon Co 79/03/09 lp 


7903270395 In response to 790120 ltr, forwards info on spent fuel 
storage at six existing nuclear power plants near Lake 
Michigan at of 781231 _ _ Artn 

DENTON.H R Office of Nuclear Reactor Regulation 79/03/OS °PP 


7903270397 Requests info re spent nuclear fuel storage at six existing- 
nuclear plants near Lake Michigan 
SCHAEFER* J Affiliation Unknown 79/01/20 2pP 


7903090229 Forwards "1978 Annual Rept “ 

PERRYi P Consumers Power Co 79/03/05 lp 


7903090231 “1970 Annual Rept " 

* Consumers Rower Co 78/12/31 40pp 


7903070227 Forwards Endorsement 54 to MAELU Policy MF-50 
FOSTER, S C Consumers Power Co 79/02/23 2pp 


7903140453 Forwards Endorsement 60 to NELIA Policy NF-179 to reflect 
sub ter 1 king Co's L distribution of liability for calendar 
year 1979 

FOSTER, S C Consumers Power Co 79/03/08 2pp 


7903290092 LER 79-003/03L-1 on 790119 N51V local leak rate showed seven 
valves leaking excessively Causes unspecified Valve stroke 
•d justed* certain valves d i i«ant 1 * d) « d i sc t & seats were lapped 
t» imachlned 

KDP ACZ , J Commonwealth Edison Co 79/03/09 lp 


79030B0100 Forwards mods corrections to NRC guidance, "Review & 
Acceptance of Spent Fuel Storage fc Handling App 1 i ca tionSr " 
sent 7B0414 

0RIME8, 0 K Assistant Director for Engineers ?< Projects 

79/01/10 4pp 


7903280320 Forwards LER 79-01 2/03L-0 

KAL1V1ANAKIS, H Commonweal th Edison Co 79/03/12 Ip 


7903290327 LER 79-012/03L-0 on 790214 air found blowing through weld on 
3/4 inch vent line Caused by component failure Vent line 
inserted into sockolet l re-welded 
TIETZ. 0 Commonwealth Edison Co 79/03/12 2pp 


79032B0352 Forwards LER 79-013/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 79/03/14 lp. 


7903280353 LER 79-013/03L-0 on 790217 check valves 1-263-2-31B L 
1-2A3-42A failed to check flow through instrument Unas 
Caused by dirt In valve internals Internals removed* e 1 eaned 
t reassembled 

KOPACZ.J Commonwealth Edison Co 79/03/14 lp 


790320034 3 Forwards LER 79-010/03L-I 

KALIVIANAKIS, M Commonwealth Edison Co 79/03/15 lp 


7903230347 LER 79-OiO/OSL-l on 790203 diesel fit* pump 1/2A out of tve 
beyond Tech Spec limit Caused by personnel error Pump 
returned to sve 

VAHRENWALD, J Commonwealth Edison Co 79/03/15 lp 


DOCKET 30-235 Palisades Nuclear Plant 


7903260263 Util if still reviewing draft SER U therefore unable to 
answer 790109 ltr Response will be submitted 790416 
HOFFMAN, D P Consumers Power Co 79/03/21 lp 


7903230033 Forwards Federal Register notice amending 10CFR73 53* 
■Requirements for Physical Protection of Licensed Activities 
in Nudeer Power Reactor* Against Industrial Sabotage, " to 
loyee pat-dovn searches until 790801 

R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903120535 Forwards staff recommendations re general contents of 
Offsite Duse Calculation Manual to be submitted w/pTOposed 
radiological effluent Tech Specs 

CRIMES, B K Assistant Director for Engineer# 8c Projects 

79/01/10 4pp 


7903010032 Forwards Amend 45 to License DPR-20, safety evaluation 
supporting Amend 45, h Federal Register notice of issuance 
Z I EM ANN, D L Operating Reactors Branch 2 79/01/19, 2pp 


7903010054 Amend 45 to License DPR-20, changing Tech Sped re 
requirements for reactor internals vibration monitoring 
Z IEMANN, D L Operating Reactor* Branch 2 79/01/19 6pp 

7903010050 Safety evaluation supporting Amend 45 to License DPR-20* 
concluding that revising requirements for reactor internals 
vibration monitoring does not increase chance of accidents 
or endanger public 

* Office of Nuclear Reattnr Regulation 79/01/19 3pp 


7903010059 Notice of issuance of Amend 43 to License DPR-20 
ZIEKAMN, D L Operating Reactors Branch 2 79/01/19 2p p 


7903130115 Confirms plans for 790223 meeting in Glen Ellyn, IL to 
discuss circumstances re settlement of diesel generator bldg 
& plant area fill 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/02/20 
lp 


7903090074 Notification of 790306-07 meeting in Bethesda,MD w/uti 1 to 
discuss systematic evaluation program electrical 
instrumentation & control sys topics 

SILVER, ft. D , NawiCKI,S 0 Operating Reactor* Branch 2 79/02/2J, 

lp 


7903120240 Respond* to NRC 701129 ltr Will limit containment purge* to 
cold shutdown 5, refueling conditions until info. Is provided 
rt containment isolation valves Also concludes that safety 
actuation signal circuits u/manual override are acceptable 
-HOFFMAN, D P Consumer* Power Co 79/03/01 ip 


9O32602B3 Forwards draft evaluations of systematic evaluation program 
re radiological consequences of failures in steam 
g enerator** steam lines & rod ejection accidents Requests 
confirmation of facts or identification of error# 

2 IEMANN, D L Operating Reactors Branch 2 79/03/05 14pp, 


903090279 Forwards request for change to Tech Bpect to allow use of 
new in-core detector sys Requests issuance of change before 
790501 W/check for Class II change fee 
HOFFMAN, D P Consumers Power Co 79/03/06 3pp 

?0319030i Forwards proposed changes to Teth Specs for License DPR-20 
re radiological effluents 

HOFFMAN, D P Consumers Power Co, 79/03/13 33 p p 


>03260213 Forwards info re atypical low voltage U medium volUa* 
containment penetration circuit & direct current power 
penetration circuit Concludes simultaneous occurrence of 
LOCA & mas fault condition need not be considered 
HOFFMAN, 0 P Consumers Power Co 79/03/19 7 PP . 
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DOCKET 50-253 Palisade* Nuclear Plant 


7903070389 Forwards IE lnsp Rept 30-255/78-30 on 781127-30 it 1201 6 
notice of violatlqn 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/01/23 

2pp 


7903070391 Notice of violation from insp on 781127-30 «c 1201 

* Region 3, Chicago, Office of the Director 79/01/02 2pp 


7903070392 IE lnsp Rept 50-235/78-30 on 7B 11 27-30 It 1201 None amp It anc* 
noted maint engineer & training coordinator not reporting to 
persons as stated in Tech 8pece & no periodic review of 
maint personnel training records 

FOSTER, L E , SINKULE.M V , WHITT, K Region 3, Chicago, Reactor 

Construction b Engineering Support Branch 79/01/02 15pp 


7903130287 Forwards IE lnsp Rept 50-255/79-02 on 790108-10 No 
none ompl lance noted 

FIQRELLI, 0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7903130330 IE lnsp Rept 50-255/79-02 on 790108-10 No none omp lian ce 
noted Major areas inspected plant operations after 
refueling, nonroutine event followup, i< Cycle 3 reactor 
physics testing 

KOHLER* J E . CHOW, E T , STREETER, J F Region 3, Chicago, 

Reactor Operations Nuclear Support Branch 79/01/29 5pp 


7903150364 Forward* IE lnsp Rept 50-255/79-01 on 790122-26 
No noncomp 1 lance noted. 

F I PR ELL 1 , 0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/05 2pp 


7903150368 IE lnsp Rept 50-255/79-01 on 790122-26 No none omp 1 i ancs 
noted Major areas inspected plant op orations, repor tab le 
events, IE bulletins it c ir culars, ac ti on on previously 
identified noncompliance 6 staff organi iati on 

JORGENSEN, 0 L , IMRNICK, R F Region 3, Chicago, Office of the 
Director 79/02/01 6pp 


7903080430 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Bafety Features " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/02/16 

IP 


7903090387 Forwards IE lnsp Rept 50-255/79-03 on 790122-26 No 
noncompl lance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/02/20 2pp 


7903090393 IE lnsp Rept 50-255/79-03 on 790122-26, No none omp 1 ianc e 
noted Major areas inspected action taken to correct previous 
insp findings, progress of const, Instal lotion & 
preaperational activities to implement 10CFR73 55 
HIND, J A * CREED, J R , HOWELL, C A Region 3, Chicago, 

Safeguards Branch 79/02/14 2pp 


7903080357 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment, “ dtd 790208, that valve 
limit switch identified as NAKCO Model B3CML should read 
SL3CML 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/01 
Ip, 


79031302B4 Forwards inservlce insp program "Proposed Request for Relief 
from Provision* of 1974 A8ME Cede, Section XI w/Addenda 
through Summer 1975" it "Buppl Info on Code Update it Code 
Implementation 11 Request* NRC review before June 1979 
HOFFMAN, D P Consumers Power Co 79/03/06 lQpp 


7903150031 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/08 
lp. 


7903230333 Ac k receipt of 790215 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-255/78-30 Addl 
info provided re Item C has been revl euedJ should not be 
considered Item of noncompliance 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/09 
2pp. 


7903230337 Responds to violations noted in IE Insp Kept 50-255/78-30 
Corrective actions, Tech Spec change* will be requested b 
obtained prior to making change*! procedure requiring annual 
reviews of training records will be developed 
HOFFMAN, D P Consumers Power Co, 79/02/15 Spp 


7903190552 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngetpwn Melding & Engineering Co " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/12 

lp. 


7903050266 Forward* annual rept covering occupational exposure during 
1978 

HQFFMAN, D P Consumers Power Co 79/02/20 2pp 


7903060233 Forwards "Semiannual Radioactive Release Rept"* for period 
from July-Dee i97S it Revision 2 to Table 3a of Jan-June 1978 
"Semiannual Radioactive Effluent Release Rept 11 
HQFFMAN, D P Consumers Power Co 79/03/01 13pp 


7703 120273 Forwards monthly operating rept for Fab 1979 
ADAMS, U E Consumers Power Co 79/03/03 lp 


7903120277 Monthly operating rept for Feb 1979 
DODTKS, P J Consumers Power Co 79/03/02 4pp 


7903290108 Long-term cooling equipment mod, b imonth ly status rapt 
for Jan-Feb 1979 Bechtel Corp preparing final design details 
far long-torm cooling mods Mods scheduled for 1981 refueling 
outage 

HOFFMAN, D P Consumer* Power Co 79/03/26. lp 


7903090215 Forwards LER 79-OO9/01T-O tt 79-0I0/03L-0 
HOFFMAN, D P Consumers Power Co 79/03/06, lp 


7903090210 LER 79-009/01T-0 on 790220 during review of containment bldg 
valves, noted that 48 inch butterfly valve* cannot close 
against dip greater than 2 paid Caused by lac* of specs re 
pressure Using admin controls to maintain valves 
a Consumers Power Co. 79/03/06 ip 


7703090221 LER 79-010/03L-0 on 790207 during resin sluicing operations, 
manual isolation valve < MV- C VC 5 02) was left open, resul ting 
In 17 gpm leak to radwaste sys Caused by broken valve stop 
Valve stop will be replaced 
* Consumers Power Co 79/03/06 lp 


7903290133 Forwards LER 79-OU/03L-0 

HOFFMAN, D P Consumers Power Co 79/03/B6 lp 


7903290 13B LER 79-011/03L-0 on 790227 primary data logger u/a* 
inoperable Caused by multiplexer failure at computer input/ 
output Faulty relays replaced 
* Consumers Power Co 79/03/26 lp 


DOCKET 30-256 Univ of Montevideo Research Reactor 


7903020322 Forwards Part 2 of operating rept for J<ily«Dec I978*r* 
radioactive effluents 6 occupational radiation exposures 
KALIVIANAKIB* N Commonwealth Edison Co 79/01/29 ip. 


7903020324 Part B of operating rept for July-Dee 1978* re radioactive 
effluent* & occupational radiation exposures 
a Commonwealth Edison Co. 78/12/31 20pp 


DOCKET 50-259 Browns Ferry NucIbst Power Station, Unit I 


7903120144 Forwards revised versions of Entry-Control Sys Handbook) 
QAND77-1033! Intrusion Detection 8ym Handbook, 8AND76-05S4r & 
Barrier Penetration Da tabase, NUREO/CR-0 1 81 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09. 

2pp 


7903230035 Forwards Federal Register notice amending I0CFR73. 59, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, w to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23, lp 


7903260242 Forwards safeguard* contingency plane Plans withheld 
(ref 10CFR2 790) 

OILLELAND, J, E Tennessee Valley Authority 79/03/21 lp 


79031 A0170 Forwards "Annual Rept 1978 » 

OILLELAND, J, E Tennessee Valley Authority 79/03/16 lp. 


7903160217 "Annual Rept 1970 " 

* Tennessee Valley Authority. 79/03/16, 42pp 


7903080173 Forwards mod to “Review it Acceptance of Spent Fuel Storage 
t< Handling Application" provided on 7804 14, Involves pages 
IV—S * IV-6 w/modified rationale it corrections. 

GRIMED, B , K Assistant Director for Engineers U Projects. 

79/01/18 4pp 


7903010295 Forwards NEDD-21885) "Mark 1 Containment Program, Downcomer 
Reduced Submergence, Func tional Assessment Rept M * 

BOSON, L. J General Electric Co iNuclear Energy Products Dlv, 
79/02/0 i . lp 
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DOCKET 50-2S9 Brauns ferry Nuclear Station. Unit 1 


7903010310 "Mark I Containment Pr og ram* Down c oner Reduced Submergence, 
Functional Assessment Rept " 

W3MG, K W General Electric Co , Nuclear Energy Products Div 
NEDO-21B03 7B/06/30 45pp 


79030202IQ Notification of 790214-15 meeting in Beth esdB. MD, 
u/r eprese ntati ve of Mark 1 owners group to discuss 
imp lamentation & resolution of Mark 1 long-term program 6 
pool sui oil pressure load definition techniques 

GRIMES, C Assistant Director for Engineers It Projects 79/02/06 

lp 


790313047? Forwards Amend 48 to License EPR.-33. SER Si notice of 
lssuanc e 

IPPOLlTO, T A Operating Reactor* Branch 3 79/02/08 2pp 


790 3120459 Provides summary of 790213 meeting in Betheada,MD w/ 
representatives of Mark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list & meeting handouts 
SUi T M Containment Systems Branch 79/03/0i ld>PP 


7903200293 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

E ISENHUT , D 0 Assistant Director for Systems & Projects 

79/03/01 4pp 


7903200304 Directs recipients to send end sample ltrs to BWR Mark I 
facilities requesting schedules & commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices t* licensing fees for iong-tarm program 
GRIMES* B Assistant Director for Engineers 8< Projects 

79/03/01 Spp 


79031304B3 Amend 49 to DPR-33 changing Tech Epees re trip levels it 
surveillance requirements foT instrument* that initiate rod 
blocks 

IPPQLtTOi T A Operating Reactors Branch 3 79/02/08 llpp 


79031304B6 SER supporting Amend 48 to DPR-33 

* Office of Nuclear Reactor Regulation 79/02/08 12pp 


7903220423 Requests addl info re reactor coolant pressure temp limits 
which reflect possible use of atypical weld wire in reactor 
vessel welds 

1PPBL1TO. T A Operating Reactors Branch 3 79/03/01 Spp 

7903130303 Forwards list of proposed Tech Spec changes submitted since 
1974 for review & approval Requests withdrawal of changes 
labelled "Requests for Withdrawal" ?< return of fee for two 
changes 

G ILLELAND. J E Tennessee Valley Authority 79/03/0B 4pp 


7903130409 Notice of issuance of Amend 40 to DPR-33 

IPPOLlTO, T A Operating Reactor* Branch 3 79/02/00 J?p p 


7903010061 Forward* safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuation** & 
sample ltr 

EISENHUT# D G Assistant Director for Systems It Projecti 

79/02/15 2pp 


7903010070 "Safety Evaluation Rapt of Interim Assessment* of Multiple- 
Consecutiv© Safety Relief Valve Actuation* in Mark l 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

» Assistant Director for Systems U Project* 79/02/15 iOpp 


7903220042 FoTUards Amend 49,43 fc 20 to DPR-33, DPR- 52 It 0PR-6B 
respectively, U notice of issuance Security plan evaluation 
rept withheld (ref 10CFR2 790) 

1PPCL1TO, T A Operating Reactors Branch 3 79/02/23 3pp 


7903220044 Amend 49,43 tt 20 to DPR-33, DPR-52 L DPR-60 respectively* 
incorporating physical security plan into licenses 
IFPDHTO. T A Operating Reactors Branch 3 79/02/23 6pp 


7903220032 Notice of issuance of Amend 49.43 U 20 to DPR-33. DPR-52 & 
DP R-6B« respectively 

IPPOLlTO* T A Operating Reactor* Branch 3 79/02/23 2pp 


7903270107 Discusses status of Mark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation & forwards NRC evaluation 
STELLCLV Division of Operating Reactors 79/03/12 17pp 


7903200367 Forwards requested amend to Licenses DPR-33, DPR-52. k DPR-68 
re handling of nuclear matl w/justi f ication* 8t reasons for 
proposed amend 

CILLELAHD, J E Tenneesee Valley Authority 79/03/16 4pp 


7903270463 Forwards proposed hydrostatic pressure testing program 
u/list of ays tD bp pressure-tested & requests for relief 
from A5ME Code requirements Requests completion of review of 
program it issuance of decision by 790901 

QT LLELAND, j E Tennessee Valley Authority 79/03/20 I6pp 


7903090049 Forwards IE Insp Repts 50-239/79-37,50-260/70-38 t< 
50-296/79-37 Ho noncomp 1 ianc b noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/23 2pp 


7903090054 IE Insp Repts 50-259/78-37,50-260/78-38 8, 50-296/70-37 on 
701120-1229 No noncompliance noted Major areas inspected 
LER review.U-3 startup from Tef ue 1 i ng, U- l refuel activities, 
plant operations U plant tours 

SULLIVAN, R F , DANCE. H C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/01/23 3pp 


7903160213 Forwards proprietary rept NEDE-2334 5-P, " Mar k I Containment 
Program, Suppress ion Pool Swell Test Program. LDR Load Test- 
Generic Sensitivity " VJ/affi davit for proprietary *tatu* 

Rapt withheld (ref 10CFR2 790) 

SODOM, L J. General Electric Co , Nuclear Energy Products Div 
79/02/26 Spp 


7903150114 Describes recent occurrence at facility during fuel handling 
operations, a f tar fuel, assembly was lowered approx 2 feet 
into Cell 49-20, grapp le became unlatched Fuel assembly not 
dropped, hut assembly channel dented Crew instructed 
G 1 LLELAND, J E Tennessee Valley Authority 79/01/26 Ip 


7903230011 "SER of Interim Assessments of MS1V Actuation* in Mar It I 
Containment Plants rt 

* Assistant Director for Engineers L Projects 79/02/27 12pp 


79030505B4 Responds to IE Bulletin 78-14, "Deterioration of Buna-N 
Components in A5C0 Solenoids " Will replace Duna-N matl 
every 3 years 

GfLLELAND, J E Tennessee Valley Authority 79/02/02 3pp 


7903230093 Forwards safety evaluation rept on interim assessments of 
mul tipi e-consacutlve safety relief valve actuation* 

Concludes that continued operation of Mari I BWR facilities 
Is acceptable subj to corrective action* 

CRIMES. B K Division of Operating Reactors 79/02/27 ip 


7902210164 Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/08 2pp 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review List* meetings hold & provides taqk-by-task summary 
BQBON, L J General Electric Co .Nuclear Energy Products Div 
79/02/29 llpp 


7903210027 Forwards IE Insp Repts 50-259/79-01,50-260/79-01 & 
50-296/79-DJ No none omp 1 lance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operation* Nuclear Support 

Branch 79/02/13 2pp 


7903090270 Respond* to NRC 7B1129 ltr etpr***ing concern re design of 
safety actuation signal circuit* & operation of primary 
containment purge sys Util intends to continue limited 
purging per present operating License 

G ILLELAND, J E Tennessee Valley Authority 79/03/Ot 3pp 


7903120303 Proposed amend changing Tech Specs re typographical 
errors, clarification of low power range monitor 
requirements* removal of obsolete requirements l< reduction of 
scram timing pressure restriction* W/ imp ingeme nt study 
CILLELEND, J. E Tennessee Valley Authority 79/03/01 B7pp 


7903210030 3E Insp Kept* 50-259/79-01,30-260/79-01 & 50-296/79-01 on 
7901 13-18 No noncompliance noted Major areas inspected 
licensee actions on reportable events, spent fuel rack mod* & 
licensee verification of ECCB response times 

PRICE, D S . DANCE, H C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/02/12 3pp 


79032600B7 Forwards IE Insp Rept 50-239/79-02,50-260/79-02, 
30-296/79-02 No none omp 1 iartte noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch 79/02/15 2pp 
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DOCKET 50-25? Browns Ferry Nuclear Pow®t Station. Unit 1 7903070216 Revised page for monthly operating rept for Jan 197? 

“ — — — — — — ' GREEN* D. Tennessee Valley Authority 79/02/03 lp 


790326000? IE Insp Repts 30-299/79-02,90-260/79-02 U 50-296/79-0 2 
on 790108-12 No noncomp 1 ianc c noted Major areas inspected 
liquid radwaste releases !< effluent monitor cal ibr, p lant 
Chemi etry , ac ti<»n on LERs it previous insps 

JACKSON* L L , GIBSON, A F Region 2* Atlanta* Fuel Facility & 

Materials Safety Branch 79/02/19 Bpp 


7703020376 Forwards IE Info Notice 79-04* “Degradation of Engineered 
9afoty Features " 

Q'REILLYjJ P Region 2* Atlanta. Office of the Director 

79/02/16 2pp 


7903140130 Ac k receipt of 790200 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/70-32, 
50-260/70-35 i, 50-296/78-33 

SUTHERLAND* J T Region 2* Atlanta* Fuel Facility L Material-* 

Safety Branch 79/02/26 ip 


7903140136 Responds to NRC 790208 ltr re violations noted in IE Insp 
Repts 50-259/78-32.90-260/70-35* «< 30-296/78-33 Corrective 
actions radiation survey instruments calibrated, 
administrative measures taken to ensure future compliance 
OILLELAND, J E Tennessee Valley Authority 79/02/00 3pp 


7903140147 Forwards IE Insp Rept 90-299/78-32.50-260/70-35 6 
50-296/78-33 on 781204-00 & IB-20 * notice of violation 
SUTHERLAND* J T Region 2. Atlanta* Fuel Facility t* Materials 

Safety Branch 79/01/17 2pp 


7903140150 Notice of violation from Insp on 781204-00 * IB-20 

* Region 2. Atlanta. Fuel Facility it Materials Safety Branch 
77/01/19 lp 


7903140162 IE Insp Rept 50-259/70-32,90-260/78-33 & 30-296/70-33 on 
791204-08 i> 18-20 Noncompliance noted failure to follow 
radiological emergency plan implementing instructions 
PERROTTI i D J , TROJANOUSKI. R * HUFHAM, J W Region 2. Atlanta, 

Fuel Facility t* Materials Safety Branch 79/01/15 l9pp 


7903080300 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment," dtd 790200* that valve 
limit switch identified as NAMCO Model S3CML should read 
8L3CML 

O'REILLY* JP Region 2. Atlanta* Office of the Director, 
79/02/20 2pp 


7903140592 Torwards IE Info Bulletin 79-02. "Pipe Support Base Plata 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY* JP Region 2. Atlanta* Office of the Director 
79/03/00 2pp 


7903140246 Submits followup rept required by IE Bulletin 79-01 re 
environ qualification of MSIV limit switches Discusses 
operability requirements 6 concludes qualification 
unnecessary as operation not required during LPCA 
OILLELAND, J E Tonnossee Volley Authority 79/03/09 2pp 


7903210007 Forwards IE Bulletin 79-03. "Longitudinal Ueld Defects in 
A0ME 8A-312 Type 304 Stainless Steal Pipe Spools 
Manufactured by Youngstown Welding it Engineering Co." 

O'REILLY* J P Region 2* Atlanta* Office of the Director 
79/03/12 2pp 


790322026? As further rasponse to 790200 ltr w/I C Bulletin 77-01. 
informs that motors are used on certain valve 
operators in containment area which are not qualified for 
use in LQCA environ No safety concerns exist 
OILLELAND, J E Tennessee Valley Authority 77/03/13 lp 


7903220020 Forwards IE Circular 79-04. "Loose Locking Nut on Limitorquo 
Valve Operators " 

O'REILLY, J.P Region 2. Atlanta, Office of thB Director 
79/03/16 2pp 

7903060493 Forwards "Annual Operating Rept for 1970" it "Radiological 
Impact Assessment " 

OILLELAND, J E Tennessee Valley Authority. 79/02/28 lp 

7903060301 "Annual Operating Rept for 1978 " 

GREEN, H J Tennessee Valley Authority 79/02/20 i7pp 


7903060304 "Radiological Impact Assessment," July-Dee 1978 
# Tennessee Valley Authority RH-79-2-DF1 79/02/20 46pp 


7903070213 Forward* revised page for monthly operating rept for Jan 
1979 

DEVEA3E* J. B Tennessee Valley Authority 77/03/02 lp 


7903160113 Forwards monthly operating rept for Feb 1979 
DEW EASE * J Q Tennessee Valley Authority 79/03/12 lp 


7903160117 Monthly operating rept for Teb 197? 

DEWEASE, J 0 Tennessee Valley Authority 79/03/02 31 pp 


7903070322 Forwards suppl info to RQ-3O-2S9/70-O6 re failure data for 
defects In main steam relief valve castings 
FOX. H S Tennessee Valley Authority 79/03/02 3pp 


790308021 1 Suppl info re reportable occurrence, during nondestructive 
examinations of main steam relief valves, 1 1 near Indications 
of minor casting defects were found during mod of valves by 
offsite facility Defects were ground out & weld repaired 
* Tennessee Valley Authority 79/03/02 2pp 


7903120230 Status rept on correction of defective offline liquid 
effluent radiation monitors New monitors instal 1 ed» but field 
testing revealed they failed to perform per design specs 
FQX. H S Tennessee Valley, Authority 79/03/07 lp 


7903210137 Forwards LER 79-005/03L-0 

FOX, H 0 Tennessee Valley Authority, 79/03/16 lp. 


7903210143 LER 79-005/03L-0 an 790223 reactor, turbine bldg it refueling 
lone vent exhaust monitor RM-90-250 became inoperable Caused 
by mpisture collection in detector 3C-2 -i 3 Detecto-r 
replaced b moisturo removed 

* Tennessee Valley Authority 79/03/16 2pp 


790321014? Forwards LER 79-004/03L-0 

FOX* H S Tennessee Valley Authority 79/03/16 Ip 


7903210153 LER 79-004/03L-0 on 790227 during normal o p era t i on, review of 
surveillance test data indicated monthly samples of diesel 
fuel taken in Dec 1970 have not been analysed Caused by loss 
of samples in transit Will try to measure samples on site 
* Tennessee Valley Authority 79/03/16 2pp 


7903210171 Forwards LER 79-003/01T-1 

FOX.-H 8 Tennessee Valley Authority 79/03/16 lp 


7903210175 LER 79-0O3/Q1T-1 on 790120 during cold « h utd own# 1 oca 1 leak 
rate test indicated excessive total leakage. Caused by 
leaking valve seating surface in eight valves Valves 
repaired it retasted, 

* Tennessee Valley Authority 79/03/16 3pp 


7903290024 Forwards LER 79-006/03L-0 

FOX,H 3 Tennessee Valley Authority 79/03/22 lp 


7903290026 LER 79-006/03L-0 on 790228 reactor, turbine bldg fc refueling 
ione ventilation exhaust monitor RM-90-23Q became 
inoperable for 3 S-h Caused by moisture in SC-2D detector I* 
leaking flanges Moisture removed it flanges tightened 
# Tennessee Valley Authority 79/03/22 2pp. 


7903200310 Forwards LER 79-O03/O3L-2 

FQX, H 8 Tennessee Valley Authority. 79/03/23 lp 


7903200323 LER 79 -C 03 /Q 3 L -2 on 790120 during cold shutdown. local leak 
rate test revealed total leakage exceeded allowable A OK La 
per 24-h Caused by excessive leakage of valve seating 
surface Eight leaking valves were repaired & retested 
* Tennessee Valley Authority 79/03/23 lp. 


7903290002 Forwards LER 78-OOB/OIT-1 

FOX, H 0, Tennessee Val 1 ay • Authority 79/03/23 ip. 


7903290003 LER 7Q-00a/01T-t on 780318 analysis based on in-plant 
measurement* of real S< reactive loads indicated that 
for certain conditions in offsite power supplyrTech Spec 
3 9 A 1 could not h » met Corrective devices installed. 

* Tennessee Valley Authority 79/03/23 ip, 


DOCKET 50-260 Browns Ferry Nuclear Power Station, Unit 8 


7903120144 Forward* revised versions of Entry-Control 0yt Handbook* 
BAND77-I033J Intrusion Detection 8ys Handbook, BAND76-0934j it 
Barrier Psnetration Database. NUREO/CR-OiBl 

MILLER, J R Assistant Director for Reactor Safeguards. 79/01/09 

2pP 
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DOCKETED SERIES 


DOCKET 50-260 Browns Ferry Nuclear Power Station. Unit 2 


7903230035 Forwards Federal Regtstsr notic* amending 10CPR73 53. 
•Requir e-aint* for Physical Protection of Licensed Activities 
in Nuclear Fewer Ruc^ri Against Industrial Sabotage. * to 
defer employee pat-down search** until 790001 

DENTON.HR Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903260242 Forward* lifeguard! contingency p 
(ref 10CFR2 790) 

OILLELAND. J E TmnMiM Valley Authority 


7903160170 Forward i "Annual Rept 1970 * 

0 ILL ELAND. J E Tennesiet Valley Authority 


7903160217 "Annual flept 1970 “ 

* Tannanaa Valley Authority 79/03/16 


Uni Plant withheld 
79/03/21 ip 

79/03/1 6 Ip 

42pp 


7903090J73 Forward! mod to “Review fc Acceptance of Spent Fuel Storage 
V Handling Application" provided on 780414 Involves page* 

1V-3 fc 1V-6 ^/modified rationale It correction* 

CRIMES. B K Assiitant Director for Engineers & Projects 
79/OW10 4pp 


7903010293 Forwards N£Da~21B03. "Mari 1 Containment Program. Downcomer 
Reduced Submergence. Functional Assessment Rept u 
BOBOW. L V Central Electric Co .Nuclear Energy Products Div 
79/02/01 Ip 


7903090270 Responds to NRC 781129 1 tr eipressirsg concern ro design of 
safety actuation signal circuits b operation of primary 
containment purge sys Util intends to continue limited 
purging per present operating license ^ _ 

OILLELAND, J E Tennessee Valley Authority 79/03/01 3pp 


7903120303 Proposed amend changing Tech Specs re typographical 
errors, ciari flcation of low power range monitor 
r equirtmenta. remova 1 of obsolete requirements & reduction of 
scram timing pressure restrictions W/imp ingement study 
QILLELEND, JE Tennessee Valley Authority 79/03/01 B7pp 

7903120459 Provides summary of 790213 meeting in Bothesda.MD w/ 
representatives of Mark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list It meeting handouts 
81). T M Containment Systems Branch 79/03/01 i 6 pp 


7903200203 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EISENHUT. D 0 Assistant Director for Systems 6 Projects 
79/03/01 4pp 


7903200304 Directs recipient* to send end sample ltrs to QWR Mark 1 
facilities requesting schedules 8 « commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices S. licensing fees for long-term program 
CRIMES. B Assistant Director for Engineers It Projects 
79/03/01 Bp p 


7903010310 “Kart I Containment Program. Downcomer Reduced Bubner gene e. 
Functional Assessment Rapt " 

UONO. K W Central Electric Co .Nuclear Energy Products Div 
NEDO-21B03 7B/04/30 43pp 


7903130303 Forwards list of proposed Tech Spec change* submitted since 
1974 for review & approval Requests withdrawal of changes 
labelled "Requests for Withdrawal" l« return of fee for two 
changes 

OILLELAND. J E Tennessee Valley Authority 79/03/08 4pp 


7903020218 Notification of 790214-15 meeting in Bethesrfa. MD. 
w/r (preientat ive of Mark I owners group to diicui* 
implementation 6 resolution of Mark I long-term program L 
poo) swill pressure load definition techniques 

CRIMES, C Assistant Director for Engineer* t Projects 79/02/06 
IP 


7903270107 Discusses status of Mark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation l< forwards NRC evaluation 
BTELLO.V Division of Operating Reactors 79/03/12 17pp 


7900010061 Forwards safety evaluation of interim assessment of 
mult Ip 1 t-eem ecutivi safety relief valve actuations. t< 
sample itr 

ElBEftfA/Ti D 0 Assistant Director for Systems t Project* 
79/03/15 2p p 


7903010070 -Safety Evaluation Rapt of Interim Assessments of Multlple- 
Coniecutlve Safety Relief Valve Actuations in Mirk I 
Containment Plant! “ All plants <ri in conformance w / 
acceptance criteria 

* Assistant Dirtctar for System! U Project* 79/02/15 10 pp 


7903220042 Forwards Amend 49.43 h 20 to DPR-33, DPR-32 it DPR -68 
raipae tively . t notice of issuance Security plan evaluation 
rept withheld (ref 1GCFR2 790) 

IPPOLITO.T A Operating Reactor* Branch 3 79/02/23 3 pp 


7903220044 Amend 49.43 fc 20 to CFR-33. DPR-52 8 . DPR -68 respectively, 
incorporating physical teeurity plan into llcenits 
JPPDUTO.T A Operating Reactor* Branch 3 79/02/23 6 pp 

7903220052 Notice of ‘issuance of Amend 49.43 & 20 to DPR-33, DPR-52 t 
DPR- 6 B, respectively 

1PPOLITO, T A Operating Reactor* Branch 3 79/02/23 2pp 


7903190260 Forward* 90-day summary technical rept on secondary 
containment leak rate testing 

OILLELAND. J E Tennessee Valley Authority 79/03/14 Ip 


7903190271 "Secondary Containment Leak Rate Test" conducted 700330 For 
90-day period Concludes secondary containment sys is 
capable of maintaining greater then 0 23 Inch of water 
vacuum 

# Tennessee Valley Authority 70/03/20 25pp 


7903200367 Forward* requested amend to Licenses DPR-33, DPR-52, 
re handling of nuclear matl w/just i f i cat i one 6 reasons for 
proposed amend 

OILLELAND. J E Tennessee Valley Authority 79/03/13 4pp 




' so - 84o/7 °- 3b 4 

Br^ch* C 79 / 0 .^ 8i % f Hubert 


7 HS13A-I030 u" r r au-iroo/ 70-30 & 30-296/78-37 on 

. e-n 1229 No noncompliance noted Major areas inspected 

c W 01 ^ ,o v; *««*•• R '* c ‘- °Mr..t. n . 


79031 60213 Forward* proprietary rept NE0E-23545-P, "Marl I Containment 
Program, Suppression pool Swell Tut Program, LDR Load Test- 
Generic Bins I tivity • M/affidavit for proprietary status 
Rapt withheld Crif 10CFR2 790) 

SOBOff. L 3 General Electric Co .Nuclear Energy Products Div 
79/02/26 3p p 

7903230011 - 8 ER of Interim Assessment* of MSlV Actuations in Marl I 
Conti 1 nju«n t P] intf H 

• Assistant Director for Engineer* 6 Projects 79/02/27 ia P p 

7903230093 Forward* safety evaluation rept on interim assessments of 
multi p la-cons i cut ive safety relief v alva actuation* 

Conclude* that continued operation of Mark I flWfl facilities 
la acceptable subj to corrective actions 

ORIMEB, 8 K Division of Operating Reactors 79/02/27 ip 




“ " w nano i jt 


into Cell 49-20. grapple became unlatched Fuel P aotqmbly not 

r”? bl8 ‘"’T’ itnui Cr '“ ‘HitrSJtlS g 

OILLELAND, J E Tennaisee Valley Authority 79/01/26 ip 

7903050504 Responds to IE Bulletin 70 - 14 , 

ssrs™: asco J ° un *- K 

OILLELAND, J E Term..,.. V.lleg Authority 79/02/02 Dpp 

Bunch 79/02/13 Sl °spp' Atl,nta ‘ R " ct,,r Op.r»t.un» Nucl.nr Support 


7»030702»fc For«.r., 0,„ 1979 H.rk I <ont.tnu.nt pr.pr.n .ctlvitu 
* M * in ** h,la k P.ovld.. briu. tiit-by-t.it 8 

79/02/29° njp"* 1 el " tM{ C, > -NocU.r En.rjy Product. Div 


M *r ««»«♦« 

ml T rack mo,u & 

Nuclear Support Branch 79 / 02 /lS Oparation* 
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DOCKETED SERIES 


DOCKET 50-260 Drowns Ferry Nuclear Power Station. Unit 2 


7903260087 Forwards IE Insp Rept 30-239/79-02.30-260/79-02, 
50-296/79-02 No none omp 1 i anc 0 noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility V Materials 

Safety Branch 79/02/15 2pp 


7903260009 IE insp Repts 50-259/79-02. 30-260/79-02 8< 50-296/79-02 
on 790108-12 No none omp 1 1 anc e noted Major areas inspected 
liquid radwaste releases & effluent monitor calibr, plant 
chemi s try. ac t i on on LER* & previous insps 

JACKSON. L L . GIBSON. A F Region 2. Atlanta. Fuel Facility & 

Materials Safety Branch 79/02/19 Spp 


7903020376 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/16 2pp 


7903140130 Ack receipt of 790208 Itr informing NRC of steps taken to 
correct violations noted in IF Insp Repts 30-259/ 7Q -32, 
30-260/70-35 6 30-296/70-33 

SUTHERLAND. J T Region 2, Atlanta. Fuel Facility & Materials 

Safety Branch 79/02/26 ip 


7903140136 Respond* to NRC 790200 ltr re violations noted in IE Insp 
Repts 50-239/78-32. 30-260/7B-35. U 50-296/73-33 Corrective 
actions radiation survey instruments calibrated, 
administrative measures taken to ensure future compliance 
GILLELAND. J E Tennessee Valley Authority 79/02/08 3pp, 


7903140147 Forwards IE Insp Rept 50-259/70-32.30-260/70-33 8, 
30-296/78-33 on 701204-08 8/ 18-20 8< notice of violation 
SUTHERLAND. J T Region 2. Atlanta. Fuel Facility it Materials 

gafety Branch 79/01/17 2p p 


79031 401 50 Notice of violation from insp on 781204-00 & 10-20 

* Region 2. Atlanta. Fuel Facility 1< Materials Safety Branch 

79/01/13 Ip 


7903140162 IE Insp Rept 50-239/78-32. 30-260/78-33 6 50-296/78-33 an 
791204-00 8c 10-20 Noncompliance noted failure to follow 
radiological emergency plan implementing instructions 
PERR0TT1.D J . TROJANDWSKI j R , HUFHAM. J W Roy ion 2. Atlanta, 

Fuel Facility & Materials Safety Branch 79/01/19 I9pp 


7903080300 Informs recipients of IE Bulletin 79-0l r "Environ 
dual i f icatlon of Class IE Equipment. M d td 790200. that valve 
limit switch identified as NAMCO Model 83CML should road 
8L3CML 

O'REILLY.J P Region 3. Atlanta. Office of the Director 
79/02/20 Spp 


7903140332 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY. JP Region 2. Atlanta, Office of the Director 
79/03/00 2pp 


7903140246 Submits followup rept required by IE Bulletin 79-Oi r* 
environ qualification of MBIV limit switches Discusses 
operability requil ements it concludes qualification 
unnecessary as operation not required during LOCA 
GILLELAND, J E Tennessee Valley Authority 79/03/09 Spp 


79032100B7 Forwards IE Bulletin 79-03, "Long * tudinel Weld Defects in 
AS ME 8A-3I2 Type 304 Stainless Bteel Pipe Spool* 

Manufactured by Youngstown Welding & Engineering Co " 

O'REILLY, V P Region 2, Atlanta. Office of the Director 
79/03/ i2 2pp 


7903220269 As further response to 790208 ltr w/IE Bulletin 79-01, 
informs that motors are used on certain valve 
operators in containment area which are not qualified for 
use in LOCA environ No safety concern* exist 
GILLELAND, J E Tennessee Valley Authority 79/03/13 lp 


7903220028 Forward* IE Circular 79-04, “Loose Locking Nut on Limi torque 
Valve Operators ** 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 

79/03/16 2pp 

7903060493 Forward* "Annual Operating Rept far 1978" * "Radiological 
Impact Assessment " 

GILLELAND, J E Tennessee Valley Authority 79/02/20 ip 


7903060301 "Annual Operating Rept for 1978 “ 

GREEN, H J Tennessee Valley Authority 79/02/20 17pp 


7903060304 "Radiol ogical Impact Assessment, " July-Dee 1970 

* Tennesiee Valley Authority RH''79-2-BFl 79/02/20 46pp. 


7903070213 Forwards revised page for monthly operating rept for Jan 
1979 

DEVEASE, J B Tennessee Valley Authority 79/03/02 lp 


7903070216 Revised page for monthly operating rept for Jan 1979 
GREEN, D Tennessee Volley Authority 79/02/03 lp 


7903160113 Forwards monthly operating rept for Fob 1979 
DEWEASE. J G Tennessee Valley Authority 79/03/12 lp. 


7903160117 Monthly operating rept for Feb 1979 

DEWEASE. J 0 Tennessee Valley Authority 79/03/02 31pp. 


7903050393 Forward* LER 79-003/0 1 T-0 

FOX, H B Tennessee Valley Authority 79/02/27 Ip 


7903030399 LER 79-003/01T-0 on 790214 rod position info *ys power 
supply FS X-& fai led, causing loss of rod position indication 
in b-o t tom half of vertical core display Caused by failure of 
cooling fan in Trygon Model L3B6-70-OV849S9 
* Tennessee Valley Authority 79/02/27, 2pp 


7903070326 Forwards LER 79-002/03L-0 

FQX,H S Tennessee Valley Authority 79/03/01 lp 


7903070333 LER 79-002/03L-0 on 790203 alarm for firs protection panel 
23-236 annunciated in control room Panel was not alarmed 
condition Caused by normal end of life electrical failure of 
annunciator point card Card replaced 8c ays normalised 
* Tennessee Valley Authority. 79/03/01 Spp 


DOCKET 30-261 H D Robinson Plant, Unit 2 


7903120144 Forwards revised veraioni of Entry-Control Sys Handbook# 
8AND77-1033 j Intrusion Detection By* Handbook, 8AND76-0334J it 
Barrier Penetration Database, NUREG/CR-OlQl 

MILLER, J « Assistant Director for Reactor Safeguards, 79/01/09 
2pp 

77032001 07 Forwards list of addl info sought for review of auxiliary 
shutdown *ye 

8CHWENCER, A Operating Reactors Branch i 79/02/13 4pp 

7903230033 Forwards Federal Register notice amending IOCFR73. 33, 
“Requirement* for Physical Protection of Licensed Activities 
In Nuclear Power Reactor* Aqainst Industrial Sabotage, to 
defer employee pat-dcun search** until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


79031 603 i 9 Ack receipt of 790215 ltr requesting add! info re fir* 
protection syi Review of requested info ha* been initiated, 
Expresses concern over continuing chango* in NRC policies U 
delay* in notifying licensees 

UTLEY, E E Carolina Power It Light CO 79/03/13 Spp 


7903 270901 Forward* contingency plans, to be withhold 1 <r«P J0CFR2, 790), 
UTLEY, E E Carolina Power it Light Co. 79/03/23 2pp 


79030B03B9 Forward* NUFiEQ/CR-0400, "Risk Assessment Review Group Rept 
to the US NRC" CL*w£* Rept) Commission presently developing 
policy statement re rapt 

LEHI9, 8 H Office of the Esecutlve Legal Director. 79/01/23. Ip 


7903000173 Forwards nod to "Review & Acceptent# 0 p Spent Fuel Storage 
8< Handling Application" provided on 700414 Involve* pages 
IV-3 IV-A w/modl f i ad rationale J< correction* 

QRIMEBtB K Assistant Director for Engineer* ft Projects. 

79/01/10. 4p p 


7903210336 Response of 771219 Indicates that FSAR analysis of potential 
boron dilution lnqldenti still represents most limiting 
case it no further action Is necessary 

0CHWENCER, A, Operating Reactors Branch 1 79/02/27. 2pp. 


7903090224 Request* revisions of Tech Bpecs to facilitate work planned 
for outage to clarify or change Tech Specs to be in 
accordance w/NRC gw i d el i ne». Prep oied changes & safety 
evaluatl oitgenc 1 Requests issuance by 790412. 

UTLEY, E. E Carolina Power it Light Co. 79/03/06 20pp. 


7903190226 Notifies NRC of schedule for refueling Unit 2 for Cycle 7 
operation Util is considering an extended burnup test for 
test fur four fuel assemblies during operation 
UTLEY, E. E Carolina Power & Light Co. 79/03/14 IP 



DOCKETED SERIES 


DOCKET 30-261 H B Robsrvson Plant, Unit 2 


7903200409 Forward* proposed Tech Specs for control room mtnt uhich 
\U9V riquestsd by ttdff t* urill be part of 2.300 hWt uprating 
•Wind to License DPR-23 * 

UTLEY, E E. Carolina Power It Light C 0 79/03/15 6pp 

79 2 3 l? 0lt2 Forwards IE In»p Rept summary 30-261/78-29 on 701212-14 
tSuil* ° f vioi * ti0n *■ rapt withheld (ref I0CFR2 7901 

KEHNA, W B Region 2, Atlanta, Safeguards Branch 79/01/04 2pp 


7903130167 IE lnsp Rapt summary 50-261/7B-29 on 701212-14 
Noncomp l lance noted tBStihg/maintenance 

TDB1N.M J , OILLESR IE, F P Rsgton 2. Atlanta, Safeguards 

Branch 79/01/04 jp 


7903130006 Forwards IE lnsp Rept 50-261/79-02 on 790109-12 No 
noncompliance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/Q2/0I 2pp 


7903130093 IE lnsp Rept 80-261/79-02 on 790109-12 No noncomp 1 iaitce 
noted Major areas inspected LER, IE circular & open item 
followup. Independent imp b facility tours 

MCTHENRY, T U Region 2, Atlanta, Reactor Operations Nuclear 

G tipper t Braneh DANCE, H C Region 2, Atlanta, Office of the 
Director 79/01/31 6pp 


7902 200090 Forward* IE Info Notice 79-01, " Berge n-Pa ter son Hydraulic 
Shock i> Sway Arrestor* <HSSA> " 

O'REILLY, J P Region 2, Atlanta, office of the Director 

79/02/02 3p p 


7903010010 Ac k receipt of 790123 ltr informing NSC of steps taken to 
correct violations noted in IE lnsp Rept 30-261/70-29 
KENNA, W B Region 2, Atlanta, Safeguards Branch 79/02/06 lp 


7903010012 Respond* to NRC 790104 ltr re violations noted in IE Imp 
Kept 50-261/78-29. Corrective actions withheld (ref 
I0CFR2 7901 

PURR, B J Carolina Power & Light Co 79/01/23 Ip 


7903080335 Forwards IE Info Notice 79-04, "fte gradat 1 on of Engineered 
Bafety Features " 

O'REILLY, J p Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903280084 Forwards IE lnsp Rept 50-261 /79-01 on 790108-12 
No nonccmp 1 ianc e noted 

SUTHERLAND, J 7 Region 2, Atlanta. Fuel Facility 8< Materials 

Bafety Branch 79/02/16 2 pp 


7903280087 IE lnsp Rapt 50-261/79-01 on 79010B-12 No none amp 1 1 anc • 
noted Major areas inspected effluent control 
instrumentation, f i Iter tes ting. reactor coolant L secondary 
water tests $< followup on previously identified items 
vJENK I NS, 0 R , 0 1 BSON, A R Region 2, Atlanta, Fuel Facility 6 

Materials Safety Branch 79/02/16 Bpp 


79Q3Q802S6 Informs recipients of IE Bulletin 79-01, “Environ 
Qualif Icatlon of Class IE Equipment," dtd 79020B, that valve 
limit switch identified a* NAMCO Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 2pp 


7903090203 Forward* "Effluent it Waste Disposal Semiannual Rept" for 
Jul-Dec 197B 

FURR, B J Carolina Power 8, Light Co 79/03/01 lp 


790309020a "Effluent 8c Waste Disposal Semiannual Rept" for Jul-D#e 
1970 

FURR, D J Carolina Power 8, Light Co 79/03/01 03pp 


7903190230 Forwards monthly operating rept for Feb 1979 
FURR, B J Carolina Power 8c Light Co 79/03/09 ip 


7903190236 Monthly operating rept for Feb 1979 

WATFORD, M L Carolina Power 8< Light Co 79/03/02 9pp 


7903190269 Forwards LER 79-003/03L-0 

FURR, B J Carolina Power 8c Light Co 79/03/09 ip 


7903190281 LER 79-003/03L-0 on 790207 criteria of constant axial off*** 
control target band limit was exceeded while operating at 
power level greater than 507, Caused by transient xenon 
conditions Power level decreased 

STARKEY, R B Carolina Power 8c Light Co 79/03/09 Spp 


DOCKET 50-262 Brigham Young Univ Research Reactor 


7903070277 Forwards "Annual Rept for 197B " 

DIXON, D R Brigham Young Uruv 79/02/27 ip 


7903070280 "Annual Rept for 1970 « 

DIXON, D R Brigham Young Univ 79/0S/27 2pp 


DOCKET 50-263 Monticelio Nuclear Generating Plant 


7903120144 Forwards revised versions of Entry-Control Sys Handbook, 
SAND77-1033> Intrusion Detection Sys Handbook , BAND76-0554* t< 
Barrier Penetration Da tabase, NUREG/CR-DlBl 

MILLER, j R Assistant Director for Reactor Safeguard*, 79/01/09 

2pp 


7903230035 Forwards Federal Register notite amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903270302 Forwards safeguards contingency plan 8c concludes submittal 
does not decrease effectiveness of previous security plan 8c 
does not require application for amend to license Enel 
withheld (ref 10CFR2 790) 

MAYER. L 0 Northern States Power Co 79/03/23 2pp 


7903290152 Forward* "Annual Rept 1978 r “ 

BRUSVEN, A D Northern States Power Co 79/03/26 ip 


7903290154 "Annual Rept I97B » 

* Northern states Power Co 79/03/26 35pp 


7903010294 Forwards Endorsement 36 to Policy MF-68, End orsemont 40 to 
Policy NF-197, Endorsement 40 to Policy MF-51 8c Endorsement 
48 to Policy NF-174 for calendar year 1979 
JOHNSON, R G Northern States Power Co 79/02/09 3pp 


7903140465 Forwards IE Info BuUetlh 79-02, "Pipe Support Base Plat* 
Oamigns Using Concrete Expansion Anchor Bolts " 

O'REILLY, Jp Region 2, Atlanta, Office of the Director 

79/03/00 2pp 


7903010197 Forwards Endorsement 4i to 
Policy MF-6B, both for calendar year 
JOHNSON, R 0 Northern States Power 


j 979 C< * MF ~ 51 * indorsement 3? to 
Co 79/02/23 3pp 


7903210119 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
A811E 8A-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co " 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/12 2pp 


7903210568 Forwards IE Circular 79-04, "Loose Locking Nut on Uinti torque 
Valve Operator* " 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 9 


7903070236 Forwards "Annual Operating Rept for 1978 " 
FURR. B J. Carolina Power & Light Co 79/03/01 lp 


7903070240 "Annual Operating Rept for 1978 " 

4* Carolina Power & Light Co 79/03/01 3pp 


7903290126 Forwards Endorsement 42 to MAELU Policy MF-51 
JOHNSON, R G Northern States Power Co 79/03/22 2pp 

Fo r a r ,JS w d '' R9vi *' t> * Acceptance of Spent Fuel Storage 
& Handling Application" provided on 7B0414 Involves panes 9 

IV-5 L IV-6 w/modifled rationale 8. corrections ' 

^ Assistant Director for Engineers 8< Project* 

79/01 / 1 0 4pp 


7903010W8 Fo p U .r., NEDO-31BB3, «h.rk I CQntainm.nt Pro„r.,m, Douincom.r 
Reduced Submergence, Func tional Assessment Rept " 

SOBQN, L J General Electric Co , Nuclear Energy Products Div 
79/02/01 Ip ** V5 


/Tujuiujtu "narx 


Luniainm^nt rrogram, uownc dud 


Functional Assessment Rept " 

WDNG, K W General Electric Co , Nuclear Enero 
NEDd-21803 78/06/30 45pp 9 


Reduced Submergence, 
Products Div 



DOCKET 50-263 Nonticello Nuclear Generating Plant 


DOCKETED SERIES « 


7703020218 Notification of 790214-13 meeting in Be thesda, MD, 
w/repre**nteti ve of hark I owners group to discuss 
Implementation it resolution of Mark I long-term program & 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineer* 8< Projects 79/02/06 
IP 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, Sc 
sample ltf 

EISENHUT, D 0 Assistant Director for Systems 4, Projects 
79/02/13 2pp 


7903010070 "Safety Evaluation RBpt of Interim Assessments of Kultiple- 
Conaecutive Safety Relief Valve Actuations in Nark 1 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

a Assistant Director for Systems &< Project* 79/02/15 10pp 


7903160213 Forwards proprietary rept NEDE-2354S-P, "Mark I Containment 
Program, Suppress ion Pool Swell Test Program, LDR Load Test- 
Generic Sensitivity M W/affidavit for proprietary status 
Rept withheld (ref 10CPR2 790) 

SOD ON, L J General Electric Co , Nuclear Energy Product* Div 
79/02/26 3pp 


7903230011 "SER of Interim Assessment* of MSIV Actuations in Mark 1 
Containment Plants '* 

* Assistant Director for Engineers 8 < Projects 79/02/27 12pp 


7903230083 Forwards safety evaluation rept an interim assessments of 
mul tip 1 e-consecvti ve safety relief valve actuation* 

Concludes that continued operation of Mark I BUR facilities 
is acceptable aubj to corrective actions 

CRIMES, 0 K Division of Operating Reactors 79/02/27 ip 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held U provides brief task -b y-task 
summary 

SODONi L J General Electric Ce .Nuclear Energy Products Div 
79/02/2B Upp 


7903120439 Provides summary of 790213 meeting in Bethesda.MD w / 
representatives of Mark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list & meeting handouts 

8Uj T M Containment Systems Branch 79/03/01 16pp 


79032002B3 Forwards proposed staff position for Mark 1 long-term 
program implementation schedules 

E30ENHUT, D Q Assistant Director for System* & Project* 
79/03/01 4pp 


7903200304 Directs recipients to SBnd end sample ltrs to BWR Mark I 
facilities requesting schedules b commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices it licensing fees for long-term program 
GRIMES, □ Assistant Director far Engineer* it Projects 
79/03/01 Bpp 


7903090297 in response to NRC 790301 ) tr, certain Fischner butterfly 
valves in primary containment purge & vent sys may not close 
against LPCA differential pressure Administrative action 
taken 

EL I AS ON i L R Northern States Power Go 79/03/02 lp 


7903120243 Respond* to 790216 request for addl info re reactor vessel 
Me 1 1 Surveillance program. Info will take until June 1979 to 

assemb 1 e 

MAYER, L 0 Northern Btates Power Co 79/03/07 lp 


7903070040 Forwards IE Insp Rept 30-263/70-20 on 781203-00 It notice of 
violation. 

F I ORELL I r 0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/01/10 2pp 


7903070042 Notice of violation from insp on 781205-00 

a Region 3, Chicago, Office of the Director 79/Ol/OB lp 


7903070044 IE Insp Rept 50-263/70-20 on 781209-08 Noncompliance noted 
failure to taka actions required by Surveillance Procedure 
0255-4-1 1 1 on 781114 during test of RHR Pump 12 
HARP8TER, T L. , REYES, L A , WARNlCKrC F Region 3, Chicago, 

Office of the Director 79/01/08 5pp. 


7903060712 Respond* to IE Bulletin 70-14 "Deterioration of Duna-N 
Components in ASCQ Solenoids " Describes preventive maint 
program for Buna-N part* in control rod scram ay* solenoid 
valves, W/lfcr re scram pilot valve tests 

WACHTER, L. J Northern State* Power Co 79/02/02 7pp. 


7903010138 Ack receipt of 790111 ltr informing NRC of *tep* taken to 
correct violations noted in insp identified in NRC 790103 
ltr 

HIND, J A Region 3. Chicago, Safeguards Branch 79/02/05 lp 


7903010143 Responds to 790103 ltr re violations noted in insp an 
781105-08 Corrective action* withheld <ref 10CFR2 790) 

WACHTER, L J Northern Btates Power Co 79/01 /U Ip. 


7903150327 Forward* IE Insp Rept 50-263/79-01 on 790123-26 & notice o 
violation 

DAVIS, A B Region 3. Chicago, Fuel Facility *c Materials Safety 

Branch 79/02/07 2pp 


7903150329 Notice of violation from insp on 790123-26 

e Region 3. Chicago, Office of the Director 79/02/05 lp 


7903 il 50331 IE Insp Rept 30-263/79-01 or 790123-26 No ntomp 1 i arc e note 
failure to perform, required heater & differential prsssure 
testing of standby gas treatment sy* 

MILLER, D E , DUBRY, N E Region 3, Chicago, Office of the 

Director FI &HER, W L Region 3, Chicago* Fuel Facility & 

Materials Safety Branch 79/02/05 7pp 


7903140106 Ack receipt of 790201 ltr informing NRC of steps taken to 
correct violation* noted in ’NRC 790116 ltr 

HEISHMAN, R F Region 3, Chicago, Reactor Operation* Nuclear 

Support Branch 79/02/ 1 S lp 


7903140219 Responds to NRC 7901 16- ltr re violations noted in IE Insp 
Rept Corrective action* technique for measuring pump 
performance changed to improve repeatability 
WACHTER. L J Northern States Power Co 79/02/01 2pp 


7903000342 Forward* IE Info Notice 79-04, ‘'Degradation of Engineered 
Safety Features " 

KEPPLERiJ G Region 3, Chicago, Office of the Director 79/02/16 

lp 


7903020339 Forwards Revision 3 to ASME Coda Section XI, “In*erviee I*1S| 
Testing Program" it info required for NRC review for relief 
from ASME Code Section XI requirements 

MAYER, L Q Northern State* Power Co 79/02/26 37pp 


79030B0363 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAKCO Model B3C ML should read 
SL3CML 

KEPPLER, J Q fie plan 3, Chicago, Office of the Director 79/03/01 

»P 


7903150043 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Demigni 
Using Concrete Expansion Anchor Dolts "■ 

KEPPLER, J.O Region 3, Chicago, Office of the Director 79/03/00 

if 


7903190559 Forward* IE Bulletin 79-03, “Long 1 1 ud ina t Wald Defect* in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding !< Engineering Co " 

KEPPLER j J G Region 3, Chicago, Office of the Director, 79/03/12 
if 


7903260005 Ack receipt of 790228 ltr informing NRC of steps taken to 
correct violation noted In IE Insp on 790123-26 

DAVIS, A D Region 3> Chicago, Fuel Facility it Materials Safety 

Branch 79/03/16 lp 


7903260090 Responds to NRC 790207 Hr re violation noted in IE In«p ( 
790123-26 Corrective action* euryeillanca of pressure drop 
was camp let ed, procedure* ware revised 

WACHTER, L J Northern State* Power Co 79/02/28 2pp 


7903050164 Forward* *uppl monthly operating rapt foT Jan 1979. 
MAYER, L D, Northern State* Pouior Co, 79/02/27 Ip 


7903050171 Suppl to monthly operating rapt for Jan 1979 
# Northern Btates Power Co 79/02/02 lp. 


7903120279 Forward* monthly operating rept for Feb 1979. 
MAYER, L 0. Northern State* Power Co 79/03/07 Ip 


7903120202 Monthly operating rept for Feb 1979. 

MYRABQ, A L Northern State* Power Co 79/03/05 4pp 


7903190231 Forwards revised page to "Annual Rept of Changes, Test* k 
Experiments - 1970 " Revision correct* omi*sion in 
description of ATMS mod 

MAYER, L, 0 Northern States Power Co 79/03/12 2pp 


7903260277 Forwards "Annual Radiological Environ Monitoring Rept. 1970. 1 
MAYER, L O Northern States Power Co. 79/03/20 lp. 



DOCKETED SERIES 


DOCKET 30-263 Monties! lo Nuclear Generating PUnt 


7903260200 “Annual Radiation Environ Monitoring Rept, 1978 " 
a Northern States Power Co 79/03/06 5lpp 

7903210176 Informs of 790313 incident in which two cask lid bolts on 
Nuclear Engineering Co Model B-2 cask did not have nuts 
installed Inner Lid sealing gasket missing L outer gasket 
damaged Cask was returned to vendor empty 
EL I ABQN-i L R Northern States Power Co 79/03/14 ip 


7903200402 Forward* LER 79-003/0 l T-0 
KAYER.L O Northern States Power Co 


7903070411 “Federal Interagency Radiological Assistance Plan " 

* Energy* Dept of ERDA-60 75/07/31 9pp 

7903080173 Forwards mod to "Review it Acceptance of Spent Fuel Storage 
& Handling Application 11 provided on 780414 Involves pages 
1V-5 it I V— & w/modified rationale 6 corrections 
CRIMES* B K Assistant Director for Engineers Projects 

79/01/18 4pp 

7903010295 Forwards NEDQ-21BB5* "Mark 1 Containment Program* Downc omer 
Reduced Submergence. Functional Assessment Rept " 

5QB0N.L J General Electric Co *NuclBar Energy Products Div 
79/02/01 lp 


7903200409 LER 79-003/01 T-0 on 790301 containment vent * purge 
Isolation valves would not close during DBA-LOCA Cause 
unknown Fisher cont inentlal 18 & 20 inch* Type 9220 butterfly 
velves opening is admlniitra tive 1 y controlled 
GORAN SON* R Northern States Power Co 79/03/15 lp 

77032&0218 On 790317* rcc irculat 1 on motor generator field breaker 11 
failed to trip Caused by bead of metal found fused 
to arc chute near primary contacts Metal bead removed, 
contacts cleaned It arc chutes reinstalled 
EL1AS0N, L R Northern States Power Co 79/03/19. lp 


DOCKET 50-264 Dou Chemical Co 


7903260179 Forwards Endorsement 37 tD NELIA Polity NF-t&O 
CBALWELL* T N Dow Chemical Co 79/03/21 2pp 


DOCKET 30-265 Quad-Cities Station* Unit 2 


7903120144 Forwards revised versions of Entry-Control 8y s Handbook* 
BAND77- 1033; Intrusion Detection Sys Kandboo k * BAND76-0554i b 
Sorrier Fenatr*tton Datab ate. NUflEG/CR-OiBl 

HILLER* J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 

7903010112 Notifies of security plan deficiencies which ere significant 
enough to warrant imposition of license conditions Forwards 
comments for incorporation into plan Appeal Is possible 
Enel A withheld (rif 10CFR2 790) 

I PP0L1TO* T A Operating Feectori Branch 3 79/01/30 3pp 

7903230035 Forwards Federal Register notice amending 10CFR73 85* 
"Requirement! for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage* 11 to 
defer employee pat-down searches until 790801. 

DENTON* H R Office of Nuclear Reactor Regulation 79/02/23 lp 

7903270304 Forwards safeguards contingency p 1 an. Ml thh e 1 d (ref 
10CFR2 790J 

REED* C Commonwealth Edison Co 79/03/23 ip 

7903130325 Forwards NURE0/CR-040Q* "Risk Assessment Review Croup Rept 
to tha U9 NRC " <the "Lewis Corunlttee Rept **> Commission 
presently developing policy statement re rept 

CODDARDiR J Office of the Executive Legal Director 79/01/23 lp 


7903010310 "Mark I Containment Program* Downc omer Reduced Submergence* 
Functional Assessment Rapt " 

W0KG* K W General Electrtc Co .Nuclear Energy Products Div 
NED0-21B83 78/06/30 45pp 

7903070261 Forwards corrections to info provided at 781006 meeting 
Hatch 2 noule reclassified as type 4B* rec irculat ion inlet 
safe ends constructed of Type 316 Stainless Steel 
GRI DLEY* R L General Electric Co 79/02/01 4pp 

7903020218 Notification of 790214-15 meeting in Bethesda.MD* 
w/repr e sentat ive of Mark I owners group to discuss 
implementation t* resolution of Mark I long-term program 6 
pool swell pressure load definition techniques 

GR 1MES* C Assistant Director for Engineers 6 Projects 79/02/06 

lp 

7903090326 Requests all r ec ord s* s tud i es< rep ta it documents re transport 
of SNM 

HAN5ELL* D Illinois* State of 79/02/06 2pp 

7903010061 Forwardi safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations* h 
sample Itr 

EISENViUTiD G Assistant Director for Systems 6 Project* 

79/02/13 2pp 

7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

* Ani stank Director for Systems 6 Projects 79/02/15 iOpp 

7903160213 Forwards proprietary rept NEDE-23545-P* "Mark I Containment 
Program* Suppress ion Pool Swell Teat Program* LDR Load Test- 
Orneric Sensitivity " W/affidavit for proprietary status 
RBpt withheld iref 10CFR2 790) 

SOBQN> L J General Electric Co .Nuclear Energy Products Div 
79/02/26 9pp 

7903230011 "FER of Interim Assessments of MSIV Actuations in Mark I 
Containment Plants “ 

♦ Assistant Director for Engineers 6 Projects 79/02/27 12pp 

7903230083 Forwards safety evaluation rept on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I BWR facilities 
is acceptable subj to corrective actions 

GRIMES. B K Division of Operating Reactors 79/02/27 lp 


7903060287 NflDC r m response to applicant's 6 NRC '* objections to 
contentions Urge* tha* NftC did not validly challenge its 
contentions & that its contentions should be admitted 
Certificate o-f Gvc end 

RQISKAN* A. 2 Natural Resource* Defense Council 79/01/26 Bpp 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review List* meetings held 6 provides brief taak-by-task 
summary 

600 DH* L J General Electric Co *Nuclear Energy Products Div 
79/02/20 llpp 


7703020398 Forwards curriculum vitae for Tamplin t< Cochran Cites two 
precedents bsaring on issue of standing: Hunt vs WA Appple 
432U9333 & VA Electric Power Co* 

sources Defeme Council 79/02/05 Bpp 


7903090316 Responds to 790206 ttr requesting all documents re four 
categories of info involved w/tran*port of spent fuel it 
other SNM from facility Info available in PDR List of 
possible relevant requests end 

FELTON* J M Division of Rules and Records 79/03/01 4pp 


70202 order fro® Dcpnet-McGuir e proceeding* 
DC to sup; 1 prehearing conference 
ition for intervention 
79/02/00 lp 


•Inlng info potentially relevant to 
r fuel 8* of NRC assessment 


7903120459 Provides summary of 790213 meeting in BBthesda.MD w/ 
representatives of Mark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list & meeting handouts 
SU* T M Containment Systems Branch 79/03/01 i6pp. 


7903200203 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

E1SENHUT, D G Assistant Director for Systems it Projects 
79/03/01 4pp 


8* u statement of cash flow 
w for 1978 fc narrative 


7 9/03/ IS 6;p 



DOCKET SO-263 Quad-Cities Station* Unit 2 


DOCKETED SERIES 


7903200304 Directs recipient* to send end sample ltrs to DWR Mark I 
facilities requesting schedules & t orrmi tment s re expected 
mad completion dates. use of safety relief valve discharge 
devices & licensing fees for long-term program 
GRIMES, B Assistant Director for Engineers *< Projects 
79/03/01 Qpp 


7903200443 Exempts operating BWR facilities ui/Mark I containment design 
from General Design Criterion 50*uhlle long-term program is 
conducted Forwards sample ltrs to be sent to Mark I 
licensees sotting forth requirements for schedules 
GRIMES, B Division of Operating Reactors 79/03/01 22pp 


79O31404B5 Forwards IE Insp Rept* 30-234/79-01 fc 30-263/79-01 on 
790103-1 l No noncompliance noted 

DAVIS, A B Region 3, Chicagoi Fuel Facility U Materials Safe 

Branch 79/01/29 2pp. 


79031404BB IE Insp Rept* 30-254/79-01 h 50-269/79-01 on 79010B-1 
noncompliance noted Major areas inspected nonradio 1 ogi cal 
environ protection insp 

AXELSON, H L , E66I0, T L Region 3, Chicago, Fuel Facility ! 

Materials Safety Branch 79/01/24 7pp 


7903140462 Forwards IE Insp Kept* 90-294/79-03 * 90-263/79-03 on 
790102-05 No no nc amp 1 lance noted 

FIGRELL I , 0. Region 3. Chicago, Reactor Operations Nuclear Bui 

Branch 79/02/01 2pp 


7903220429 Request addl info re reactor coolant pressure temp limits 
which reflett possible use of atypical weld wire in reactor 
vessel welds 

IPPOLITQ, T A Operating Reactors Branch 3 79/03/01 2pp 


7903260206 Forwards summary rept of 790112 secondary containment leak 
rate test 

JANECEK.R F Commonwealth Edison Co 79/03/06 Ip 


7903260287 Secbndary containment leak test rept Concludes standby gas 
treatment »y* maintains 1/4 inch of water vacuum in 
secondary containment bldg under calm conditions w/flow 
Tate no higher than 4.000 c f m 
+ Commonwealth Edison Co 79/03/06 2pp 


7903190223 Corrects route numbers in 790213 response to request for 
add! info re inter-station transfer of spent fuel 
JANACEK, R F Commonwealth Edison Co 79/03/09 lp 


7903160172 Forwards GE rept NEDE-2309B-P, "Analytical Model for 
Computing Water Rise in Safety Relief Valve Discharge Line 
Following Valve Closure " Rept provided as Task 7 1 2 2 of 
Mark 1 program Rept withhold <rof 10CFRH 790) 

JANECEK.R F Commonwealth Edison Co 79/03/12 lp 


7903260181 Forwards Amends 31 l* 48 to Licenses DPR-2? U DFR-30, 
respectively & notice of Issuance & availability 
IFFOLITOr T A Operating Reactors Branch 3 79/03/12 3pp 


7903260184 Amends 31 b 48 to Licenses DPR-29 & DPR-30, r aspec t i ve 1 y . 
incorporating physical security plan into licenses, 

IPPOLITO, T A Operating Reactors Branch 3 79/03/12, 4pp 


7903260180 Notice of Issuance & availability of Amends 31 t: 4B to 
Licenses DPR-29 & DPR-30, respectively 

VERRELL1.D M Operating Reactors Branch 3 79/03/12 2pp 


7903270111 Discusses status of Mark I containment long-term program 
Request* schedule showing time perionds for installation of 
specific plant mods Discusses safety relief. valve discharge 
device installation U forward* NRC evaluation 
BTELLO, V Division of Operating Reactors 79/03/12 17pp 


7903290131 Forwards licensing open items statu* list 
REED. C Commonwealth Edison Co 79/03/19 9pp 


7903070500 Forwards IE Insp Rnpts 50-254/70-20 ?< 50-265/78-29 on 
7811 16-17, 21-22, 1206-07 & 13-14 No noncompliance noted 
FIORELLJ, G Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/01/15 2pp. 


7903070313 IE Insp Rapt 50-234/78-20 & 30-265/70-29 on 7B1 1 16-17, 2 i -22, 
1206-07 13-14. No none omp 1 i anc » noted Major areas 

inspected organi xat ion 8t administration, procedures, LERs, 
followup on outstanding items & plant tour 
CHR18S0TIMA8, N. , KNQP, R C Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/01/09 3pp 


7903070306 Forwards IE Insp Repts 30-294/78-29,50-265/78-31, 

50-295/70-30 U 90-304/70-29 on 781130 & 781206-07 U notice 
of violation 

FIORELLIiO Region 3, Chicago, Reactor Oparations Nuclear Support 

Branch 79/01/19 2pp 


7903070310 Notice of violation from insp on 701130 & 1206-07 

* Region □, Chicago, Reactor Operation* Nuclear Support Branch 
79/01 / 1 1 Ip 


7903070317 IE Insp Rept 50-254/70-29,50-269/70-31,50-295/70-30 S< 
50-304/70-29 pn 701130 fc 1206-07 Noncompliance noted 
instrument procedure not followed resulting in unplanned 
reactor trip & safety injection at Unit 1. 

KNOP, R. C. i BOYD, DC., WALKER, R Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/01/11, 5pp 


7903140460 IE Insp Repts 30-254/79-03 & 30-263/79-03 on 790102-0 
noncompliance noted Major areas inspected surveillance tost 
program from June 1977-Juna 1970 

SHAFER, W D . WHITT, K Region 3, Chicago, Reactor Dperation 

Nuclear Support Branch 79/01/29 6pp 


7903060104 Responds to IE Bulletin 70-14. "Do tor i arat 1 on of Buna-N 
Components in A8CD Solenoids " Forwards current plan for 
replacement & preventive maint 

RECD.C Commonwealth Edison Co 79/02/02 3pp 


7903190144 Forwards IE Insp Repts 30-294/79-02 & 30-263/79-02 on 
790103-03,10-11 & 23-23 No none urrp 1 1 anc e noted 

FIORELLE.G Region 3, Chicago, Reactor Operations Nuclear Bu 

Branch 79/02/07 2pp 


7903150130 IE Insp Repts 50-254/79-02 U 50-265/79-02 on 790103-0 
& 23-25 No itoncomp 1 lance noted Major areas i h spec ted: <1 A 
program, review of plant operations, fire protection action 
followup, IE bulletin/circular & LER followup 
CHRlSSOTIMDa, N, . KNOP, R C Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 79/02/05 4pp 


7903080419 Forwards IE Info Notice 79-04, "Degradation of Engineer 
Safety Feature* *' 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/0 

lp 


7903000343 Informs recipient* of IE Bulletin 79-0i, "Environ 
Qualification of Class IE Equipment, '* dtd 790208, that valve 
limit switch identified as NAMCO Model 03CML should read 
BL3CML 

KEPPLER, J 0 Region 3, Chicago. Office af the DLrector. 79/0 

IP 


7903150013 Forwards IE Bulletin 79-02, "Pipe Support Base Plate De 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J. 0 Region >3, Chicago, Office of the Director 79/0 
ip 


7903190539 Forward* IE Bulletin 79-03, "Long i tud 1 nal Weld Defects 
ABME SA-3I2 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Walding & Engineering C-o 11 
KEPPLER, J 0. Region 3, Chicago, Office of the Director. 79/0 

lp 


7903300374 Forward* "Semiannual Non-Rad lolog l«a 1 Environ Rept for 
Aug 70-Jan 79 " 

JANECEK.R F Commonwealth Edison Co 79/03/20 lp. 


/9033003B7 "Semlarmua 1 Non-Ra d l ol o g i c a 1 Environ Rept for Aug 197 
1979 '« 

* Commonwealth Edison Co 79/03/00. 159pp, 


7903160215 Forward* LER 79-O03/O3L-O 

KALIVIANAKIS, N. Commonwealth Edison Co. 79/02/20. Ip 


7903160221 LER 79-003/03L-0 on 790214 during high temp isolation 
proc idun, temp switch T3 2-Z373A was found to trip in excess 
of Tech Bpec Unit. Caused by setpoint drift. Switch 
recalibrated $» retested 

KOP AGZ, J Commonwealth Edison Co, 79/02/20. 2pp. 


7903290030 Forwards LER 79-004 /03L-0, 

KALIVIANAKIS, N Commonwealth Edison Co 79/03/06. Ip 


7903290035 LER 79-004/03L-0 on 79021 1 suction Isolation valve 
MO 2-1001-50 failed to close from control room. Caused by 
failed circuit breaker in valve motor control center. Valve 
taken out of sve for repair during outages 
TIETZfG Commonwealth Edison Co 79/03/06. 2pp. 


7903250330 Forwards LER 79-005/03L-0 

KALIVIANAKIS, N Commonwealth Edison Co 79/03/12 lp 


62 DOCKETED SERIES 


DOCKET 50-265 Quad -Cities Station, Unit 2 


7903200336 LER 79-005/Q3L-G on 790223 2A rtc 1 rcul at i on motor generator 
field breaker opened* caui ing flow mi*mfltcih Caused bg 
loosening of coupling between main shaft & recirculation 
motor generator set tachometer Tachometer coupling reset 
REED > M Commonwealth Edison Co 79/03/12 2pp 


DOCKET 50-266 Point Beach Hue! ear Plant* Unit I 


7903120144 Forwards revised versions of En try-Contral Sy* Handbook* 
8AND77-10331 Intrusion Detection Eg s Handbook, SAND76-0554, 1* 
BaTTler Penetration Database. NUREO/CR-OlSk 

HILLERnJ ft Assistant Director for Reactor Safeguards 79/01/09 

2pp 


^903230035 Forwards Federal Register notice amindlng 10CFR73 55* 
"Requirements for Phgiical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage* " to 
defer employee pat-down searches until 79CG01 

DENTON* H ft Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270294 Forwards Revision 10 to Emergency Plan Manual consisting of 
emergency call list 

BURS7EIN. 8 Wisconsin Electric Power Co 79/03/22. 7pp 


79030B0369 Inform* recipients of IE Bulletin 79-01* "Environ 
Qualification of Class IE Equipment*" dtd 790200. that valve 
limit switch identified as NAMCO Model S3CML should read 
8L3CML 

KEPPLER, J 0 Region 3. Chicago* Office of the Director 79/03/01 
IP 

7903220304 Forwards IE Insp Rept 30-266/79-02 L 50-301/79-01 on 
790205-09 notice of violation withheld (ref 10CFR2 790) 

HINDS, J A Region 3* Chicago* Safeguards Branch 79/03/02 2pp 


7903220307 IE Insp Rept 30-266/79-02 t> 50-301/79-01 an 790203-09 
Noncomp liante noted security organ! xatlon access controls 
Details withheld (ref 10CFR2 790) 

CREED, J ft j HOWELL* J C * HIND* J A Region 3* Chicago. 

Safeguards Branch 79/03/01 ip 

7903130049 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolt* " 

KEPPLER, J Q Region 3* Chicago, Office of the Director 79/03/00 
ip- 


7903190566 Forwards IE Bulletin 79-03* "Longitudinal Weld Defects in 
A5ME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

KEPPLER* J C Region 3* Chicago, Office of the Director 79/03/12 

lp 


7903270393 In response to 790120 ltr* forwards info on spent fuel 
storage at six existing nuclear po-uBr plants near Lake 
Michigan as of 7B123I. 

DENT OH* H R Office of Nuclear Reactor Regulation 79/03/OB 6pp 


7903270397 Requests info re spent nuclear fuel storage at six existing 
nucleaT plants near Late Michigan 
SCHAEFER. J Affiliation Unknown 79/01/20 2pp 


7903200337 In response to 760925 1 tr* surmir i i e s info re pressurinr 
heatup Tate Tech Spec ine onsistency. Reactor coolant sy s temp 
rate limited to- 60 F per hour.dup to d»*iQn of Uestinghouse 
PWft Appropriate utils have been notified 

ANDERSON. T h Meetinghouse Electric Carp 70/10/27 3pp. 


7903080173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
it Handling Ap p 1 icat i on" provided an 700414 Involves pages 
LV-3 6 IV-6 w/modified rationale 6 corrections 
SRIhEB, B K. Assistant Director for Engineers U Projects 
79/01/10 4pp 


7903070241 Forward* check for balance of amend fees needed to 
complete processing of 701116 amend request 
BURB7EIN, B. Wisconsin Electric Power Co 79/02/23 lp 


7903200295 Requests addl info re reactor vessel matls surveillance 
program within 60 days. Recommends that testing be 
postponed for present. p ending completion of tests L 
development work underway in HSST program 

8CHWENCER, A Operating Reactors Branch I 79/02/27 3pp 


7903260374 NRC accepts 771202 response re potential baron dilution 
inc 1 dents. F9AR analysis of boron dilution incident involving 
contents of spray additive tank at operating FWft facility 
still represent* most limiting c«*e 

SCHWENCER. A Operating Reactors Branch 2 79/02/27 3pp 


7903270365 Discus*** corrective revaluation following discovery of 
ci lculat 1 onal error in ECCS evalua feiona 1 model Error 
involves heat generation factor for fuel cladding during 
LOCA Forwards Westinghousa ECCS reanalysis 
BURSTEINjS U i scons in- Electric Power Co 79/03/20 76pp 


7903220402 Forwards IE Insp Rept 30-^66/79-01 on 790122-23 No 
noncomp 1 lance noted 

FIORELLI.B Region 3, Chicago* Reactor Operations Nuclear Support 

Branch. 79/02/13 2pp 


7903220407 IE Imp Rept 30-266/79-01 on 790122-23 No none Dmpl I an ce 
noted Major areas inspac ted: control rod worth measurement, 
core thermal power evaluation* power cosffic i ent, shutdown 
margin determination Sr reactivity anomaly 

CHOW, E T , KOHLER* J E r STREETER* J F. Region 3, Chicago* 

Reactor Operations Nuclear Support Branch. 79/02/14 6pp 


79-0300037? Forwards IE Info Notice 79-04, "Degradation of Eng intend 
Safety Features ,r 

KEPPLER, J 0 Region 3, Chicago* Offlce.of the Director 79/02/16 
If 


7903070345 Forwards "197B Annual Results L Data Rept " 
DURSTEIN.S Wisconsin Electric Power Co 79/02/26 lp 


7903070349 "1970 Annual Results 6 Data Rept " 

a Wisconsin Electric Power Co 79/02/26 44pp 


7903120262 Forwards semiannual monitoring repts for July-Dee 1970 
BURSTEINrS Wisconsin Electric Power Co 79/02/26 Ip 


7903120264 Semiannual monitoring repts for July-Dee 1978 re plant 
re leases, new fuel rec e i p t s , environ radiological monitoring* 

U leak testing of sources 

* Wisconsin Electric Power Co 79/02/26 13pp 


7903140374 Forwards monthly operating rept for Feb 1979 
BURSTE1N.B Wisconsin Electric Power Co 79/03/08 lp 


790314037B Monthly operating rept for Feb 1979 
* Wi*con*in Electric Power Co 79/03/02 Bpp 


7903160144 Forward* LER 79-OOl/OiT-O 

BURSTEIN.S Wisconsin Electric Power Co 79/03/01 lp 


7903160147 LER 79-OOl/OlT-O on 790219 inadvertent radioactive gaseous 
release occurred while returning K10B cryogenic sy* gas 
compressor to sve Caused by operator failure to ensure valve 
was closed Procedure* rastressed 

QUflSTEIN, 6 Wisconsin Electric Power Co 79/03/01 3pp 


7903290004 Forwards LER 79-OOl/OlT-l 

BURSTEIN.S Wisconsin Electric Power Co 79/03/13 lg 


7903290005 LER 79-OOl/OlT-l on 79D219 radioactive gas escaped through 
open discharge valve Caused by failure of operator to ensure 
valve was closed before returning cryogenic sys gas 
compressor to »vc Operator reinstructed 

aUFSTEIN* S Wisconsin Electric Power Co 79/03/i3 3pp 


DOCKET 50-267 Fort St Vraln Nuclear Generating Station 


7903210141 Informs of extension of time until June 1979 for 
compensatory measures for installation of security sys 
hardware Delay attributed to problems w/Vikonics equipment* 
requiring significant re-design by manufacturer 
WAREMBOURO.D Public Service Co of Colorado 79/03/13 lp 


7903270393 Forwards App C to security plan Enel withheld (ref 
I0CFR2 790) 

HILLEN.C K Public Service Co of Colorado 79/03/23 lp 


7903270436 Forwards "Annual Rept 1978 " 

WAREMBOURO.D Public Service Co of Colorado 79/03/16 Ip 
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DOCKETED SERIES 


DOCKET 30-267 Fort St Vrain Nuclear Generating Station 


7903270430 ''Annual Rept 197B " 

* Public Service Co of Colorado 79/02/08 3Spp 


7903080345 Forward* "Lead Item* for Review of Th02 & UC2 Topical 
Repts" to expedite review scheduled for completion bg 
790629 

SPEI8. T P Advanced Reactors Branch 79/02/16 7pp 


7903080329 Notification of 790226 meeting w/util to discuss 
Instrumented control rodsilnsp during ref uel mg. r eg ion 
restraint devices, review schedule h BER U amend W/encl 
meeting agenda 

KU2MYCZ.Q Advanced Reactor* Branch 79/02/22 2pp 


7903130033 Forward* Amend 19 to License DPR-34 it Federal Register 
notice* in response to 771031 submittal 
BPEia. T P Advanced Reactor* Branch 79/02/23 3pp 


7903130033 Amend 19 to License DPR-34 incorporate* amended security 
plan effective 790223 

SPEISi T P Advanced Reactors Branch 79/02/23 2pp 


7903150060 Notice of issuance of Amend 19 to License DPR-34 
SPEIBi T P Advanced Reactors Branch 79/02/23 2pp 


7903130243 Ack receipt of 790130 ltr requesting approval to change 
operator roqual i f ication program Determines requested action 
is Class lliwhich require* *1,200 approval fee, 

MILLER, U O License Fee Management Branch 79/02/27 lp 


7903160314 Ack receipt of 790123 application requesting Tech Spec 
change reflecting current administrative organization &r 
790126 application, adding Tech Spec SR 9 2 22 for POX 
graphite Request* submittal of Class II amend fee 
MILLER, W O License Fee Management Branch 79/03/06 lp 


7903140276 Forwards application for amend to App A of License DPR-34 
for NRC review & approval Forwards proposed Tech Bpec 
change re auxiliary electric ay* & limiting 
condition# for operation Affidavit end 

MILLEN, C K Public Service Co of Colorado 79/03/07 4pp 


7903200344 Notice of 790313 review of operations tr witness of refueling 
operations 

KUZHYCZ, 0 Advanced Reactors Branch 79/03/08 4pp 


7903290164 Forward# Amend A-l to BAR for instrumented control rod 
drives Includes analysis to support locating drives in 
Region* 3 U 33 of reactor core 

FULLER, JK Public Service Co of Colorado 79/03/19 lp 


7903290167 Amend A-l to 8AR for instrumented control fc orificing 
a ssembl its 

* Public Service Co of Colorado 79/03/19 37pp 


7903030303 Ack receipt of 790124 * 781227 ltrs informing NRC of step* 
taken to correct violation noted in IE In*p Rept 
30-267/70-19 

MADSEN, 0, L Region 4, Dallas, Reactor Operation* Nuclear Support 

Branch. 79/02/06 lp 


7903030311 Responds to NRC 790103 1 tr re violation noted In IE Insp 
Rept 90-267/70-19. Correct! ve action# will evaluate 4, 
document individual performance for annual exam in each 
category 

MILLEN, C K Public Service Co of Colorado 79/01/24 lp 


7903070344 Forwards IE Insp Rept 30-267/79-02 on 790113-17 U notice of 
violation Notice of violation being withheld 
(ref I0CFR2 790) 

MADSEN, 0. L Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903070347 IE Insp Rept 30-267/79-02 on 790119-17 Noncompliance noted, 
security organ! ration. Detail » withheld (ref 10CFR2 790). 

HARD, J i EVANS, C A , MADSEN, 0. L, Region 4, Pallas, Reactor 

Operations Nuclear Support Branch 79/02/12. lp 


7903060327 Forward# IE Info Notice 79-04, "Degradafci on of Engineered 
Safety Features 11 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/02/16 
lp 


7903090027 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class. IE Equipment," dtd 7902GB, that valve 
limit switch identified as NAMCQ Model S3CML should read 
6L3CML 

SEYFRIT, K V Region 4, Dallas, Office of the Director. 79/02/27 

H 


7903290169 Forwards addl info re inservice insp program, per NRC 790113 
request 

FULLER, JK Public Service Co of Colorado 79/03/13 lOpp 


7903140370 Forward* results of environ radiological monitoring for 
Jul-D#c 1970 Result* of analyse* of soil samples will be in 
next summary rept 

SWART, F E Public Service Co of Colorado 79/02/23 lp 


7903140376 "Environ Radiation Surveillance Program, " Jul— Dec 1970 
JOHNSON, J. E , HOLMES, M H Public Service Co of Colorado 
79/02/26 122pp 


7903030297 Forward* "Annual Operating Rept 0 for 1970 " 

WAREMBOURG, D, Public Service Co of Colorado 79/02/27 lp 


7903050300 "Annual Operating Rept 8 for 1970 « 

* Public Service Co of Colorado 79/02/27 3Spp 


7903050322 Forwards "Rept of Change*, Tests & Experiment* Not Requiring 
Prior Commission Approval" for 1970 

WAREMBOURG, D„ Public Service Co of Colorado 79/02/27 !7pp 


7903 1201 Q6 Forwards monthly operating rept for F«b 1979 

WAREMBOURQ, D Public Service Co. of Colorado 79/03/03 lp 


7903120189 Monthly operating rept for Feb 1979 

OAHM, J U Public Service Ct> of Colorado 79/03/01 3pp 


7903270300 Forward* monthly operating rept for Feb 1979 

WAREMBOURG, D Public Service Co. of Colorado 79/03/21 lp 


7903030223 Forward* LER 79-002/03L-0 

WAREMBOURQ, D Public Service Co. of Colorado 79/02/26 ip 


7903050226 LER 79-0O2/Q3L-O on 790127. operation in degraded mod* 
resulted from repairs to seat of buffer helium purge valve 
Bypass of buffer helium dryer caused by leakage past valve 
seat insert of Vekan Model P-3387&-N/7BR valve. 

OAHM i J U Public Service Co of Colorado 79/02/26 App 


7903120244 Forwards LER 79-004/03L-0 

WAREMBOURQ, D Public Service Co of Colorado 79/03/05. Ip. 


7903120248 LER 79-004/03L-0 on 790203 during normal opera t ion, cooling 
tower blowdown exceeded limit but was not reported. Caused by 
incorrect completion of surveillance form Forms changed l< 
personnel Instructed 

OAHM, J, W Public Service Co of Colorado 79/03/03. 3pp. 


7903120310 Forward* LER 78-027/03X-3 

WAREMBOURG, D Public Service Co of Colorado 79/03/03. lp 


7903120320 LER 78-027/O3X-:3 on 790214: four helium circulator seal 
malfunction differential pressure switches would not trip or 
tripped outside limiting condition* for operation Cau***- 4 •*“ 
dirt accumulation in switch#* Retting* checked month 
OAHM, J. W, Public Service Co. of Colorado 79/03/03 


7903210120 Forward* LER 79-003/03L-0 

WAREMBOURQ, D Public Service Co of Colorado 79, 


79032101 83 LER 79-Q03/03L-0 on 79Q209: duri n g »*miai 
out* 1 d e electrical power test, output circuit brei 
clo*e Cause unknown. Brea k tr replaced w/equlveietH 
OAHM, J, W. Public Service Co of Colorado 79/01 


DOCKET 30-269 Oconee Nuclear Station, Unit 1 


7903120144 Forwards revised versions of Entry-Control 
0AND77-JO33I Intrusion Detection Sy s Handbook, BAND7I 
Barrier Penetration Da taba » e, NUREQ/CR-01B J 
MILLER, J R. Assistant Director for Reactor BafegLu 

2pp. 



DOCKETED SERIES 


DOCKET 90-26? Dcona. NucUsr Station, Unit l 


7903230039 Forwards Federal Register notice amending 10CFR73 33, 
“Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employ** pat-down searches until 790001 

DENTON. H R Offite of Nuclear Reactor Regulation 79/02/23 ip 


7903160046 Amend 70 to License DPR ~3B, Amend 70 to License DPR-47 k 
Amend 67 to Dpft-55. deleting Tech Spec requirements re liquid 
effluent monitoring *ys that are no longer applicable 
REID. R U Operating Reactors Branch 4 79/03/06 lOpp 


7903160050 Safety evaluation supporting Amend 70 to License DPR-39. 
Amend 70 to Dpfi-47 6 Amend 67 to DPR-55 
* Office of Nuclear Reactor Regulation 79/03/06 2pp 


7903270310 Forwards safeguards contingency plan Plan withheld (ref 
I0CFR2 790) 

PARKER, N 0 Duke Power Co 79/03/23 lp 


7903160064 Notice of issuance of Amends 70.70 k 67 to Licenses 
DPR-30, DPR-47 & DPR-55, respectively 

REID,R W Operating Reactors Branch 4 79/03/06 2pp 


7903290203 R* quoit* notification of NflC decision on appeal case calling 
for shutdown of Oconee 

DERRICK, B House of Rsp 79/03/06 lp 


79032900U Forwards corporate annual rept. financ ial forecast k util 
statement re available ioutcsi of funds W/o enei 
TH1E9, A C Duke Power Co 79/03/21 lp 


7903120539 Forwards staff recommendations re general contents of 
*^'*^'* Dose Calculation Manual to be submitted u/proposed 
radiological effluent Tech Specs 

* Anistant Director for Engineers & Projects 
79/01/18 4pp 


79030202 IB Notification of 790214-19 meeting in Bethesda.MD, 
w/reprt tentative of Mark I owners group to discuss 
implem 1 station U resolution of Mark I long-term program i, 
pool sue 1 1 pressure load definition techniques 

GRIME8.C Assistant Director for Engineers k Projects 79/02/06 


7903060600 Responds to 701230 request for reassessment of NRC 7BQ013 
ltr authorising fee refund for Unit t Believes fees should 
not >» refunded 

REID# R H Operating Reactor* Branch 4 79/02/09 lp 


7903270280 Describes util's practice of extending submittal periods for 
documents if last day of period is Saturday. Sunday, or legal 
holiday Requests guidance as to whether this practice is 
incorrect 

PARKER, U Q Duke Power Co 79/03/20 lp 


7903270552 Forwards proposed revision to Tech Specs re qualifications 
of site health physicist License fee* are not provided 
W/aff idavit 

PARKER. W 0 Duke Power Co 79/03/21 7pp 


79033002B1 Surveillance requirements presently included in unit Tech 
Specs apply to NRC-accepted mods of high pressure injection 
sys Mod k preop erational testing remain as proposed 
PARKER. u 0 Duke Power Co 79/03/26 lp 


7903130239 Forwards IE Insp Rept 50-269/78-37.50-270/70-35,6 
50-237/70-37 on 781220-22 k 7B1227-28 k notice of violation 
Insp rept k notice of violation withheld (10CFR2 790) 

KENNA.UB Regions, Atlanta, Safeguard* Branch 79/01/19 2pp 


79022B0257 Forwards IE Info Notice 79-01 , "Der g en-Pa ters on Hydraulic 
Shock k Sway Arrestors (HSSA) " 

O 'REILLY. J P Region 2, Atlanta. Office of the Director 
79/02/02 5pp 


7903260117 Forward* notice of proposed issuance of amend to operating 
license* revising Tech Spec* to por*tt expansion of spent 
fuel pool storage capacity from 336 to 750 storage 
location* 

REID, ft W Operating Reactors Branch 4 79/02/16 2pp 


7903080332 Forward* I£ Info Notice 79-04. "Degradation of Engineered 
Safety Feature* " 

O 'REILLY. J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903260121 Noti 
REID, R V 


ce of proposed issuance of amend to operating 
Operating Reactors Branch 4 79/02/16 4pp. 


Heins?* 


7903 1 5041 1 Atk 
Requests add 

MILLER, H, 0 


receipt of 790202 application for amend to 
1 Class 1 fee of 9400 

License Fee Management Branch 79/02/23 


licenses 

lp 


F ^ard* Amend 6B to DPR-3S, Amend 68 to DPR-47 k Amend 65 to 
k notice of Issuance 

REID, R W. Operating Reactor* Branch 4 79/02/23 3pp 


*? DPR-38.,7 «- S» r. tp.cuv.lv,. .am, n.« 

F full implementation of all provisions of 
NRC-app roved physical security plan. 

AEID.R W Operating Reactors Branch 4 79/02/23 6pp 


7903190130 Notice of issuance of Amend 69, 69 
OPft-47 Sc DPR- 5-3, res p ect iveiy 
FAIRTILE.M H. Operating Reactors Branch 


Sc 65 to Licenses DPR-3B, 
4 79/02/23 2pp 


7903H013B Follows up 700929 response to IE Circular 70-03 Commitment 
to submit environ qualification data by 790416 is superceded 
by licensee— required action statements of IE Bulletin 79-0i 
PARKER. W 0 Duke Power Co 79/02/21 lp 


7903130133 Ac k receipt of IE Insp Repts 30-269/79-02.50-270/79-02. k 
50-287/79-02 on 790115-19 No proprietary info 
PARKER. W Q Duke Power Co 79/02/27 Ip 


7903130137 Forwards IE Insp Repts 50-269/79-02. 50-270/79-02 k 
30-287/79-02 No none omp 1 i anc* noted 

SUTHERLAND. J L Region 2. Atlanta. Fuel Facility k Materials 

Safety Branch 79/02/16 2pp 


7903130142 IE Jnip Repts 50-269/79-02.50-270/79-02, k 50-5207/79-02 on 
790115-19 No noncompliance noted Major areas inspected 
radwast* <ngt program 

HOBEY.C M Region 2, Atlanta, Fuel Facility t< Materials Safety 

Branch OIOSON.A F Region 2. Atlanta. Office of the Director 
79/02/15 Bp p 


7903260176 Response dtd 77IB20 Indicates utU ha* reviewed potential 
ll a r ?!?. di lvti ? n incirffAt * * has determined that F9AR analysis 
of this event still represents most limiting case No further 
action is necessary 

REID. R W Operating Reactors Branch 4 79/02/23 Spp 


7703130225 Acfc receipt of 790119 ltr informing NRC of step* taken tc 
eorrict violations noted in IE Insp Rept 50-269/78-37, 

50-270/78-39, 650-207/78-37 

KENNA.W B Region 2. Atlanta, Safeguards Branch 79/02/27 Ip 


7903140179 Notifies util of author i zaticn for refunds of Class I amend 
fats for application* dtd 7B0602 !< 7B0609, Ref u n J» will fa* 
sent as soon as possible 

MILLER, W 0 License Fee Management Branch 79/02/27 lp 


30-270/79-35 4 50-2B7/78-37 Considers info proprietory 
(ref 10CFR2 790) H y 
PARKER, W □ Duke Power Co 79/02/15, ip 


7903140305 Forwards results of fuel surveillance 
4 13 3, Results indicate that Babcock 4 Wilcor f 
Is performing a* expected k dimensional changes 
consistent w/predlcted values 
PARKER. W, 0 Duke Power Cg 79/03/02 5pp 


program psr Tech Spec 
uel atstmbly 

in 


~ .-■mf «■« UU-C07//0-J/, 3U-rf/U/ /H-J3 & 3O-207/7R~n 

701220-22 & 7B1227-2B NoncompHance noted failure to take 

compensatory action Notice of violation withhold 

Wit lUtrnrf /7UJ 

MOORE, D E , FUCHKO.J M , GILLESPIE, F P Re g i 0Tl 3, Atlanta, 

Safeguards Branch 79/01/19 lp lantfl ' 


790312Q222 Responds to NRC 790223 r e quests Fa rward s 4400 tlcemina fee 
under protest. * rw,r 

PARKER. W. 0. Duke Power Co, 79/03/05 2pp 


7903160043 Forwards Amend 7o to License DPR -38, Amend 70 to DPR-47 k 
«« * n«ti C . „ * i.;2™;. DPR 47 

RE1D.R u, Operating Reactor* Branch 4 , 79/03/06 2pp 


informs rec l 

Qualification of Class IE Equipment," dtd 790200^ that valve 

i , Sii 1WltCh ld,intl <‘ iBd «» NAMCO Model B3CML should read 
SujCML 

W02/SB J 2pp 3 ‘ 0>fi “ Dir.ctor 
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DOCKETED SERIES 


DOCKET 30-269 Oconee Nuclear Station* Unit 1 


7903140543 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plato 
Designs Using Concrete Expansion Anchor Dolts M 
O'REILLY,^ P Region 2« Atlanta, Office of the Director 
79/03/08 2p p 


7903210132 Forwards IE Bulletin 79-03, “Longitudinal Weld Defect* in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

Q 'REILLY* J P Region 2* Atlanta, Office of the Director 
79/03/12 Ip 


7903210583 Forwards IE Circular 79-04. "Loose Locking Nut on Limitorque 
Valve Operators " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903090319 Forwards effluent release t, solid waste disposal summary for 
period Jul-Dec 1978 W/annual totals for liquid &e gaseous 
effluent releases for solid waste disposal for 1978 
PARKER, W 0 Duke Power Co 79/02/22 lSpp 


7903010286 Forwards LER 77-004/03L-0 

•PARKER. U 0 Duke Power Co 79/02/13 Ip, 


7903010288 LER 79-004/03L-0 on 790117 hydraulic suppressor 
1-01 A-l~ 1-401 A-R 1 1 was discovered to be inverted Caused by 
main steam line vibration loosening locking nut 
LEWIS. S R Duke Power Co 79/02/13 2pp 


7903020319 Forwards LER 79-006/03L-0 

PARKER, W 0 Duke Power Co 79/02/23 lp 


7903020320 LER 79-006/03L-0 on 790124 flow fault alarm received, 
Indicating loss of flow to several radiation monitors Caused 
by seizure of radiation monitor sample pump 
LEWIS, 5 R Duke Power Co 79/02/23 2pp 


7903140320 Forwards LER 79-OG8/03L-0 

PARKER, U 0 Duke Power Co 79/03/07 tp 


7903140329 LER 79-00B/03L-0 on 790203 Unit 1 Channel A & Unit 2 Channel 
C reactor bldg narrow range pressure transmitters found out 
of calibr in nonconservative direction Cause unknown 
Transmitters recalibrated & returned to svc 
LEWIS, S R Duke Power Co 79/03/07 3pp 


7903130279 Forwards LER 79-005/03L-1 

PARKER, W □ Duke Power Co 79/03/12 lp 


7903130202 LER 79-005/03L-1 on 790212 holding power supply breaker CB-t 
failed to trip during on-line test Caused by faulty 
mechanical 1 lnkage, Minor trip mechanism adjustment 
performed 

LEWIS, 8 R Duke Power Co 79/03/00 3pp 


7903190199 Forwards LFR 79-009/01T-0 

PARKER, W 0 Duke Power Co 79/03/14 lp 


7903190201 LER 79-009/01T-0 on 790228 during test, reactor protection 
sys Channels A, C, & D pressure switches were 
non-conservatively out of calibr Cause unknown Switches 
recalibrated & will be checked in si* months for drift. 

LEWIS, 8 R Duke Power Co 79/03/14 3pp 


DOCKET 30-270 Oconee Nuclear Station, Unit 2 


7903120144 Forwards revised versions of Entry-Control figs Handbook, 
8AND77-1033J Intrusion Detection Sys Handbook, 9AND76-0534i U 
Barrier Penetration Database, NUREO/CR-0101 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230033 Forwards Federal Register notice amending 10CFR73 33. 
"Requirement* for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790BO1. 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23, lp 


7903270310 Forward* safeguards contingency plan Plan withheld (ref 
10CFR2 790) 

PARKER, W 0 Duke Power Co 79/03/23 lp 


7903290203 Request* notification of NRC decision on appeal c**e calling 
for ihutdpwn of Oconee 

DERRICK, D House of Rep. 79/03/06. lp 


7903290011 Forwards corporate annual t ep t , Pinanc ia 1 forecast b util 
statement re available source* of fund* W/o »n<l 
TH1EB, AC Duke Power Co 79/03/21 lp 


7903120333 Forwards »taff t ecommendat i on* re general content* of 
Offsite Dose Calculation Manual to be submitted u/proposed 
radiological effluent Tech Spec* 

CRIMES, B K Assistant Director for Engineer* 6 Projects 

79/01/18 4pp 


7903060600 Responds to 701220 request for reassessment of NRC 780813 
1 tr authorizing fee refund for Unit 1 Delieves fees should 
not be refunded 

REID, R W Operating Reactors Branch A 79/02/09 ip 


7903260117 Forwards notice of proposed issuance pf amend to operating 
licenses revising Tech Spec* to permit expansion of spent 
fuel pool storage capacity from 336 to 730 storage 
1 ocat 1 ont 

REID, R W Operating Reactors Branch 4 79/02/16 2pp 


7903260121 Notice of proposed issuance of amend to operating license*. 
REID, R U Operating Reactors Branch 4 79/02/1-6 4pp. 


7903130411 Ac k receipt of 790202 application far amend to lici 
Requests add 1 Class I fee of *400 

MILLER, WO License Fee Management Branch 79/02/23 Ip 


7903190118 Forwards Amend 63 to DPR-38, Amend 60 to DPR-47 6 Amend 63 to 
DPR-S5 U notice of issuance 

REID, R W Operating Reactors Branch 4 79/02/23 3pp 


7903170123 Amend 60,68,65 to DPR-3S, 47 & 53 respec 1 1 ve 1 y, a d d ing new 
Paragraph 3 F re full implementation of all provisions -of 
NRC -approved physical security plan 

REID, RW Operating Reactors Branch 4. 79/02/23 6pp 


7903170130 Notice of issuance of Amend 6B, 68 b 63 to Licenses DPR-3B. 
DPR-47 8, DPH-35, respectively 

FAIRTILE.M □ Operating Reactors Branch 4. 79/02/23 2pp. 


7903260176 Response dttf 771220 indicates util ha* reviewed potential 
boron dilution incident* U has determined that F6AR analysis 
of this event still represents most limiting case No further 
action Is necessary 

RE1D.R U Operating Reactors Branch 4 79/02/23 2pp 


7903140179 Notifies util of authorization for refund* of Class 1 amend 
fees for applications dtd 760602 U 700608 Refunds will be 
sent as coon as possible 

MILLER, U 0 License Fee Management Branch 79/02/27 Ip 


7903120222 Respond* to NRC 790223 request Forwards *400 licensing fee 
under protest 

PARKER, UD Duke Power Co. 79/03/03 2pp 


7903160043 Forwards Amend 70 to License DPR-38, Amend 70 to DPR-47 S< 
Amend 67 to DPR-33, safety evaluation & notice of issuance 
REID, R. W, Operating Reactors Branch 4 79/03/06 2pp. 


7703160046 Amend 70 to License DPR-3B, Amend 70 to License Dpfl-47 U 
Amend 67 to DPR-S3, de 1 • ting Tach Spec requirements re liquid 
effluent monitoring »y« that are no longer applicable. 

REID, R W Operating Reactors Branch 4 79/03/06. lOpp 


7903160064 Notice of 
DPR-3B, DPR-47 * DF 
REID, R W. Ope* 


79032702B0 Describes i 
documents if last da 
hoi iday. Requ* st* gul 
incorrect 

PARKER, W. O Duke Pt 


7903270332 Forwards proposed revision to Tech Spec* re qualification* 
of site health physicist License fees are not provided. 

W/affldavlt. 

PARKER. W Q Duke Power Co 79/03/21 7pp. 


79033002B1 Surveillance requirements presently included in unit Tech 
Spec* apply to NRC-accepted mods of high pressure injection 
sys.Mod & preopera tlonal testing remain as proposed 
PARKER, W. 0. Duke Power Co 79/03/26 Ip 


7903130259 Forward* IE ln*p Kept 50-269/70-37. 30 -270/70-33, 9c 
50-207/70-37 on 781220-22 Sc 701227-20 4< notice of violation. 

Insp rept & notice of violation withheld ( 10CFR2. 790). 

KENNA, W, B, Region 2, Atlanta, Safeguards Branch. 79/01/19. 2pp 



56 DOCKETED SERIES 

DOCKET 30-270 Oconee Nuclear Station, Ur i t 2 DOCKET 30-271 Vermont Yankoe Nuclear Power Station 


7903000332 Forward* IE Info Notice 79-04, "Oegradat ion of Engineered 
Safety Feature* ° 

0 'REILLY, J P Region 2. Atlanta, Office of the Director 
79/02/16 2pp 


7903140158 Follow* up 700929 rdponli to IE Circular 7B-0B Commitment 
to submit environ qualification data by 790416 1* superceded 
by licensee-required action statement* of IE Bulletin 79-01 
PARKER. W 0 Duke Power Co 79702/21 lp 


7903130133 Ark receipt of IE Insp Rept* S0-269/79-02, 50-270/79-02, L 
90-297/79-02 on 790115-19 No proprietary info 
PARKER, W O Duka Power Co 79/02/27 lp 


7903130137 Forward* IE Insp Rept* 50-249/79-02,50-270/79-02 & 
50-297/79-02 No noncampliance noted 

SUTHERLAND, J L Region 2, Atlanta. Fuel Facility fc Materials 

Safety Branch 79/02/16 2pp 


7903130142 IE Insp Rept* 50-269/79-02,30-270/79-02, 6 50-207/79-02 on 
790113-19 No nonconp liance noted Major area* inspected 
radwast* cigt program 

HOSEY.C M Region 2, Atlanta, Fuel Facility & Material* Safety 

Branch, GIBSON, A F Region S, Atlanta, Office of the Director 

79/02/15 Gpp 


7903130229 Ac k receipt of 790119 ltr informing NRC of step* taken to 
correct violation* noted In IE In-sp Rept 50-267/70-37, 

30-270/70-35, &50-2B7/7B-37 

KENNA.if B Region 2, Atlanta, Safeguard* Branch 79/02/27 Ip 


7903130257 Respond* to 790119 ttr forwarding Imp Rept* 50-269/7B-37. 
50-270/7B-33 & £0-2B7/7a-37 Consider* info proprietary 
<ref 10CFR2 790) 

PARKER, W D Duke Power Co 79/02/13 lp 


7903130260 IE In*p Rept* 50-269/7B-37, 50-270/ 7B-35 it 50-2B7/7S-37 on 
7B122Q-22 it 781227-28 Noncamp 1 ianc* noted failure to take 
appropriate compensatory action Notice of violation withheld 
(ref 1QCFR2 7901 

MOORE, D E , Ft/CHKO.U H V GILLESPIE. F P Region 2, Atlanta, 

Safeguards Branch 79/01/19 ip 


7903080270 Inform* recipient* of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 
Unit switch identified a* NAMCO Model S3CML should read 
QL3CML. 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 2pp 


7903140543 Forward* IE Info Bulletin 79-02, "'Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolt* M 
O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/06 2pp 


7903210132 Forward* IE Bulletin 79-03. "Longitudinal Weld Defect* in 
A3ME SA-312 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Welding L Engineering Co M 
O'REILLY, J P. Region B, Atlanta, Office of the Director 
79/03/12 lp. 


7903210303 Forward* IE Circular 79-04, "Loos* Locking Nut an Limitorque 
Valve Operator* 1 * 

O'REILLY, J P Raglan 2, Atlanta* Office of the Director 
79/03/16 2p p 


7903030319 Forward* effluent releai* L solid watte dliposal summary for 
period Jul-Dac 1970 W/annual total* for liquid L gaseous 
effluent release* for solid waste disposal for ) 978 
PARKER, W O Duke Power Co. 79/02/28. 15pp 


7903200169 Notifies R0-270/7B-12 re incorrectly positioned valve during 
periodic testing will be submitted by 731204. 

PARKER* W 0 Duke Power Co 78/11/20. lp 


7903200393 RO 270/70-12 on 701 105- stop check valve fro* 2AHPI pump to 
2A12C pu«p closed during flow test Valve was opened & check 
valve functional test completed. 

VITO, D J. Duke Power Co 70/11/30 lp 


7903140320 Forward* LER 79-00B/03L-0 

PARKER, U O. Duke Power Co. 79/03/07. lp 


7903120144 Forwards revised versions of Entry-Control Sy* Handbook, 
SAND77-t033i Intrus ion Detection Sy* Hand b ook , SAND76-0554I !« 

Barrier Penetration Da tab ase, NUREC/CR-01B1 

MILLER, J R Assistant Director for Reactor Safeguard* 79/01/09 

2pp 


7903060444 Forwards temporary changes to modified amended security 
plan Plan withheld (ref 10CFR2 790> 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/02/23 lp 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, 11 to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903270356 Advise* that safeguards contingency plan will be submitted 
by 790501 Delay caused by unscheduled refueling outage 
presently in progress resulting in increased demands on 
plant security & mgt personnel 

CROCE, R H Vermont Yankee Nuclear Power Corp 79/03/23 lp 


7903080173 Forwards mod to "Review fc Acceptance of Spent Fuel Storage 
U Handling Application" provided on 7B0414 Involve* pages 
1V-5 L IV-6 w/modified rationale & corrections 
OR IKES, B K Assistant Director for Engineers it Projects 
79/01/ IB 4pp 


7903020240 Forwards Amend 50 to License DPR-2B Also forwards SER U 
notice of issuance 

IPPQLITQ, T A Operating Reactor* Branch 3 79/01/31 4pp 


7903020242 Amend 50 to DPR-2B changes operations L surveillance 
requirements for drywel 1-to-suppreision differential 
pressue control & suppression pool water level 

IPPOLITQ, T A Operating Reactor* Branch 3 79/01/31 lOpp 


7903020245 Safety evaluation supporting Amend SO to License DPR-28 
Discusses startup t> shutdown, testing & malnt & environ 
considerations Concludes proposed Tech Spec changes are 
acceptable 

* Operating Reactors Branch 3 79/01/31 9pp 


7903020249 Notice of issuance of Amend 90 to License DPR-28 

IPPOLITQ, T A operating Reactors Branch 3 79/01/31 2pp 


7903010295 Forwards NEDO-21833, "Mark I Containment Program* Down c owe r 
Reduced Submergence. Funct iona 1 Assessment Rept H 
SDDON-L J Oeneral Electric Co .Nuclear Energy Products Div 
79/02/01 lp 


790301031 0 "Mark I Containment Program, Downcomer Reduced Submergence, 
Functional Assessment Rept " 

WDN0.K W General Electric Co .Nuclear Energy Products Div 
NEDD-21BB5 7B/06/30 45pp 


7903020210 Notification of 790214-19 meeting In Bethosda, MD, 
tij/T*pr **e ntat i ve of Mark I owner* group to discus* 
implementation it resolution of Mark I long-term program 6 
po-ol swell pressure load definition techniques 

ORlHESrC Assistant Director for Engineers !< Projects 79/0E/0A 

»P. 


7903130191 Requests registration as user of Model GE-l&OO Util intend* 
to ship fuel pins from selected irradiated fuel assemblies 
as part of a fuel examination program 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/02/12 lp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, it 
sample ltr 

EISENHUT, D 0 Assistant Director for Systems tt Projects 
79/02/13 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Muitiple- 
Coniecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

a Assistant Director for 8yst»ms it Project* 79/02/15 IQpp 


7903150334 Responds to 790209 proposal to use shipping cask it lifting 
device to remove fuel rods from several failed fuel bundles 
for shipment to Vallecitos Nuclear Center Use of cask is 
acceptable 1 

JPPQLITO, T A Operating Reactors Branch 3 79/02/23. 2 pp> 


7903140329 LER 79-008/03L-0 on 790205 Unit 1 Channel A b Unit 2 Channel 
C reactor bldg narrow range pressure transmitters found out 
of callbr in noneons erva t ivt direction Causa unknown 
Transmitter* recalibrated l< returned to «vc 
LEW IB, ft R. Duke Power Co 79/03/07 3pp 
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7903190002 Forwards Amend 31 to Licence DPR-28. notice of issuance of 
amend & security plan evaluation rapt Security plan 
evaluation being withheld (ref 10CFR2 790) 

iPPOLITOr T A Operating Reactors Branch 3. 79/03/23 4pp 


7903190006 Amend 51 to License DPR-20 incorporating security plan 
IPPOLITO.T A Operating Reactors Branch 3 79/02/23 2pp 


7903230223 Forwards #44000 Class III fee for requested primary 
containment leak rate tasting exemption Fee submitted under 
protest, as util believes NRC revised fee schedule is 
illegal 

ORCICE, R H Yankee Atomic Electric Co 79/03/14 8pp 


7903300525 Requests 44,000 Class IT! amend fee Suppl 1 dtd 790223 to 
Proposed Change 74 to License DPR-28 

HILLER* U 0 License Fee Management Branch 79/03/16 Ip. 


7903190127 Notice of issuance of Amend 51 to License DPR-28 

IFPOLI TO* T A Operating Reactors Dranch 3 79/02/23 2pp 


7903070291 Forwards IE Imp Rept 50-271/7B-8B on 791211-15 No 
nancomp 1 iance noted, 

SMITH' 0. H Region 1. Philadelphia# Fuel Facility * Material! 

Safety Branch 79/01/15 2pp 


7903160313 Forwards proprietary rept NEDE-23545-P, "Mark 1 Containment 
Program, Suppression Pool Swell Test Program, LDR Load Test- 
Generic Sensitivity " H/affidavit for proprietary status 
Rept withheld (ref 10CFR2 790) 

88B0N, L J General Electric Co , Nuclear Energy Products Div 
79/02/26 5p p 


7903070294 IE ln*p Rept 90-271/73-26 on 781211-15 No noncomp l lane* 
noted. Major areas inspected previous in-*p f tnd inge, tra inlng, 
procedures, exposure control, instrument L equipment, 
notifications 8, re p art* , survey s & facility tour* 

THONUS, L H # CROCKER, H, w Region 1, Philadelphia, Fual Facility 

& Materials Safety Branch 79/01/12 6pp 


7903230011 "5ER of Interim Assessments of M03V Actuations in Mart I 
Containment Plants M 

a Assistant Director for Engineers & Projects 79/02/27 12pp 


7903230083 Forwards safety evaluation rept on interim assessments of 
mu 1 tip le-c ansecutive safety relief valve actuations 
Concludes that continued operation of Mark I BWR facilities 
is acceptable subj to corrective actions 

GRIMES, B K. Division of Operating Reactors 79/02/27 lp 


7903070236 Forwards Jan 1979 Mark I containment program activity 
review List* meetings held & provides brief task-by-task 
summary 

SOtJDN, L J General Electric Co , Nuclear Energy Products Div 
79/02/28 llpp 


7903220172 Forwards instruction sheet 6 Tech Specs to be substituted 
for those transmitted lu/Amcnd 30 to DPR-20 re Mark I 
containment short-term program 

IPipQLITQ# T A Operating Reactor* Branch □ 79/02/28 15pp 


7903120439 Provides summary of 790213 meeting in Betheida.MD w / 
representatives of Mark I owners group program committee to 
discuss generic Mark I program re safety relief valve load* 
W/enc ) attendee* list L meeting handouts 
8U. T H Containment Byitem* Branch 79/03/01 16pp 


7903140269 Forwards 1978 Annual Rept describing facility ch ang #*, te sts 
It experiments conducted w/o prior NRC approval Rept 
submitted per 10CFR50 59(b) 

OROCE, R H Vermont Yankee Nuclear Power Corp 79/03/01 19pp 


7903200203' Forward* proposed staff position for Mark I long-term 
program imp lamentation schedules 

EI0ENHUT, D. © Assistant Director for Systems & Projects, 
79/03/01 4pp 


7903200304 Directs recipients to send end sample ltri to QUR Mark I 
facilities requesting schedules U commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices 6 licensing fees for long-term program, 

ORIMEB, 0. Assistant Director for Engineers U Projects 
79/03/01 8pp 


7903200443 Exempt* operating BWR facilities w/Mark I containment design 
from General Design Criterion 30, while long-term program 1* 
c undue ted, Forward* sample ltr» to ha sent to Mark I 
licensees setting forth requirement* for schedule*. 

■GRIMES, B Division of Operating Reactors 79/03/01 22pp 


7903290047 Confirms 790306 meeting to discus* dosimetry record* 
maintained under license DPR-3, DPR-28, DPR-35 V DPR-36 
SMITH, 0 H Region 1, Philadelphia, Office of the Director 
79/03/01. IP. 


7903090241 Request* exemption from testing requirement of Section 
III A6(b ) of 10CFR, App J Corrective action plan provide* 
greater assurance of continuing containment Integrity l, 
should be accepted as alternative to std* 

HAVER, L □. Northern State* Power Co 79/03/03. lp 


7903090376 Forwards IE Insf Rept 50-271/78-27 on 761212-14 No 
noncompl iance noted 

CARLSON, R T Region i, Philadelphia, Reactor Construction 

Engineering Support Branch 79/0i/17, 2pp 


7903090379 IE Insp Rept 90-271/78-27 on 781212 - 14 . No nunc omp 1 i ance 
noted Major area* 1 n*pec tad, of f-ih i f t in«P to ascertain 
whether special work controls for fire prevent i en/protec tton 
continue to be implemented 

PAULINO, R J , KQLTAY, P 8 r EBNETER, S D Region 1, P h i lad • Iph la. 

Reactor Construction it Engineering Support Branch 79/01/12 

llpp 


7903140481 Forward* IE In*p Rept 50-271/79-01 on 790103 & 04 No 

noncompliance noted ^ ... 

MARTIN, MO Region 1, Philadelphia, Bafeguard* Branch 79/01/26 

2pp 


7903140487 IE Insp Rept 50-271/79-01 on 790103 it 04 No none omp 1 1 #ne e 
noted Major area* in spec ted' f ec i 1 Ity organ! za tier i> 
op era bi on, mea suremen t & control*., phy * 1 cal Inventory 4c mgt 
of matl control *y*. 

SUMMERS, R JL Region !# Phi lad* lphia, Office pf the Director 
8HAUB,E T , -JOYNER, J, H Region I, Philadelphia, Bafeguard* 

Branch 79/01/25. 7pp 


7903020030 Ack receipt of 790111 itr Informing NRC of step* taken to 
cornet violation noted in IE In*p Rept 3Q-271 /7B-26 
BRUNNER, E J Region 1* Phi lad* 1 phla, Reactor Operations Nueliar 

Support Branch 79/01/29 lp. 


7903020036 Respond* to NRC 701220 l fer T* violation noted In IE In*p 
Rept 50-271/78-26 Corrective actions revision ‘of 
"•Resp ons ib i 1 i tie* k Authorities Df Operations Dept 
Personnel" & study of door mschanl*r*s initiated, 

MOODY, D, E Vermont Yankee Nuclear Power Corp 79/01/15 2pp 


7903020040 Forward* IE In*p Rept 30-271/70-26 on 7B112B-1201 fc notice 

BRUNNERJ^j"* Region i, Philadelphia# Reactor Operation* Nuclear 
Support Branch 78/12/20 Epp 


7903020042 Notice of violation from insp 
» Region 1, Philadelphia, Reactor 

Branch 70/12/10 lp 


on 781128-1201. 

Operation# Nuclear Support 


7903020046 IE Insp R*P t 50-271/78-26 on 78 1 128-1 201 . None omp 1 iant * 
noted ’ fai lure to lock high radiation araa 
STETKAi T. F, , BETTENHAUSEN, L # MCCABE. £, C Ragion l, 

Philadelphia. Reactor Operations Nuclear Support Branch 
llpp 


70 / 12 / 18 - 


7903020051 Ack receipt of 790104 ltr infarming NRC of step* taken to 
correct violation* noted in IE In»p Rept 30-271/70-25, 

SMITH, 0- H. Region J, Ph i tedslph la, Fuel Facility S, Material* 

Safety Branch 79/01/30 lp 


7903020054 Responds to NRC 781212 ltr re violation* noted in IE Iltsp 
Rept 50-271/78-25 Corrective action*; welfunct ionim valve 
repaired in *odlum hypochlorite injection *y«, pH problem 
require* no action , _ 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/01/04. 8pp. 


7903140250 Request* change to App A of Tech Spec* to include 
#*ax critical power ratio operating limits beyond cycle 
exposures of end-of-cycle 6 minus 2GWD/T Forward* Class 3 

VANDENBUROH, D E Vermont Yankee Nuclear Power Corp 79/03/05 6pp 


7903020057 Forward# IE Insp Rept 50-871/78-85 on 790113-16 l< net ice of 
violation 

SMITH, O H Region i, Philadelphia, Fual Facility It Material* 

Safety Branch. 70/12/18 2pp. ' 
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7900020062 Notice g-f violation from l nap on 791113-16 

* Reg ion 1* Philadelphia. Fuel Facility h Materials Safety 
Branch 79/12/11 ip 


7903020067 IE Insp Rept 30-271/78-25 on 701113-16 Noncomp Han c e noted 
exceeding chlorine limit b pH limit in plant discharge 
8HANBAKY.M K , STOHR, J P Region 1, Philadelphia, Fuel Facility 

tt Materials Safety Branch 70/12/11 lOpp 


'03150423 Provide* requested info re Buna-N component* in ASCQ 
solenoid* Gives schedule of parts replacement 6 insp 
Describes preventive maint program requiring rebuilding of 
various valves These valves to be overhauled at next outage 
MOODY* D E, Vermont Yankee Nuclear Power Carp 79/02/05 2pp 


'0321 0020 Forward* IE Insp Kept 50-271/79-02 on 790115-iS No 
noncomp 1 lance noted 

BRUNNER* E J Region l* Philadelphia, Reactor Operations Nuclear 

Support Branch 79/0-2/05 2pp 


7903210024, IE Insp Rapt 50-271/79-02 <m 790115-10 No none omp 1 i anc e 
noted Major area* inspected containment integrated Irak test 
rept. local leak rate tes ting, 1 i centre action on previous 
findings* IE circular b LER followup, 

SMITH. T H . CAPHTON. D L Region 1* P h Uad • 1 ph la. Reactor 

Operations Nuclear Support Branch 79/0-2/02 6pp 


903030524 Forwards IE Info Notice 79-03, "Li mi torque Valve Geared 
Limit Switch Lubricant 

GRIER, D H Region 1. Philadelphia. Office of the Director 

79/02/09 ip 


903140660 In response to IE Bulletin 79-01 * pr ovl des details of certain 
limit -switches not meeting Class IE environ qualification 
criteria Justifies continued plant operation 

MOODY* D E Vermont Yankee Nuclear Power Corp 79/02/14 2pp 


903080290 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* " 

GRIER, B H Region 1* Philadelphia, Office of the Director 
79/02/16, If. 


79Q32B0001 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

OR I ER* B H Region 1, Philadelphia. Office of the Director 
79/03/00 ip 


79032901B7 Ack receipt of 790302 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-271/79-03 
SMITH, 0 H Region 1, Philadelphia. Fuel Facility h Materials 

Safety Branch 79/03/20 ip 


79032901B9 Responds to NRC 790207 ltr re violations noted in IE In*p 
Kept 50-271/79-03 Corrective actions make-up class will be 
held for emergency coordinators who did not complete 
training requirements 

MOODY, D E Vermont Yankee Nuclear Power Corp 79/03/02 2p p 

7903290190 Forwards IE Insp Rept 50-271/79-03 on 790122-25 *< notice -of 
violation 

SMTH.O H Region l, Philadelphia, Fuel Facility l Materials 

Safety Branch 79/02/07 2pp 


7903290192 Notice of violation from insp on 790122-25 

SMITH, OH Region i, Philadelphia, Fuel Facility 6 Material* 

Safety Branch 79/02/05 Ip 

7903290194 IE Insp Rept 50-271/79-03 on 790122-25 Noncompliance noted 
failure to follow procedures re training 6 callbr 

BORES, R J . STOHR, J P Region 1, Philadelphia, Fuel Facility 

Materials Safety Branch 79/02/05 Bpp 


7903090260 Filing of semiannual effluent release rept will be dBlayedJ 
anticipate* filing by 790319 

OROCE.fi H Vermont Yankee Nuclear Power Corp 79/02/27 ip 


7903130246 Forward 9 monthly operating rept for Feb 1979 

MOODY, [> E Vermont Yankee Nuclear Power Corp 79/03/12 ip 


7903150249 Monthly operating rept for Feb 1979 

SJOOREN. R M Vermont Yankee Nuclear Power Corp 79/03/12 6pp 


7903290006 Forwards "Effluent u Waste Disposal Semiannual Rept. 
Radiological Impact on Man,Jul-Dec 1970 " 

GROCE, R H Vermont Yankee Nuclear Power Corp 79/03/19 Ip 


f 903 130536 Ac k receipt of 790205 ltr Informing NRC of step* taken to 
correct violations noted in IE Insp Rapt S0-271/7B-29 
BRUNNER* E, J Region i. Philadelphia, Reactor Operations Nuclear 

Support Branch, 79/02/20 Ip 


7903130539 Responds to NRG 790108 ltr re violations noted in IE Insp 
Rept 50-271/70-29 Corrective action* revision of current 
valve lineup file re adequacy of ID tags* 6 closer review of 
reportable occurrences 

hOODY, D E Vermont Yankee Nuclear Power Corp 79/02/05 3pp 


7903130542 Forward* IE Insp Rept 50-271/70-29 on 701212-15 & notice of 
violation 

BRUNNER, E J Region 1* Philadelphia, Reactor Operation* Nuclear 

Buppcrt Branch 79/OL/GB 2pp 


7903290010 "Effluent & Waste Disposal Semiannual Rept . Rad 1 0 1 og i c a 1 
Impact on Man, Jul-Dec 1970 ■■ 

* Vermont Yankee Nuclear Power Corp 70/12/31 46pp 


79032003B8 Forwards LER 79-004/03L-0 

CONWAY, W F Vermont Yankee Nuclear Power Corp 79/03/16 ip 


7903200391 LER 79-004/03L-0 on 790214 during routine callbr of toruf 
level transmitter LT 16-19-3BA, instrument could not bo 
callbr to limits specified Caused by buildup of rust 6 crud 
in transmitter capsule cavity Transmitter was replaced 
CONWAY. U F Vermont Yankee Nuclear Power Corp 79/03/16 2pp 


DOCKET 30-272 Salem Nuclear Generating Station, Unit 1 


7903130545 Notice of violation from insp on 701212-15 

* Region 1, Philadelphia, Reactor Operation* Nuclear Support 

Branch 79/01/05 Ip 


79O3130549 IE Insp Rept 50-271/76-29 on 701212-13 Noncompliance noted 
failure to provide adequate procedure* & failure to male 
prompt rapt of occurrence 

BAUNACKiW H, Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/05 Bpp 


7903000471 Inform* recipients of IE Bulletin 79-01, "Environ 
dual i f teat i on of Class IE Equipment," d.td 790208, that valve 
limit switch identified as NANCO Model S3CML should read 
BL3CML 

GRIER, 0 H- Region 1, Philadelphia, Office of the Director 
79/02/27 lp 


7903120144 Forward* revised versions of En try -Con tr o 1 Bys Handbook* 
0AND77-1O33J Intrusion Detection Sys Handbook, BAND76-0354* 8< 
Barrier Penetration Database, NUREO/CR-OlBi 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230033 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements fur Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790B0J 

DENTON, H R Office of Nuclear ReactoT Regulation 79/02/23 lp k 


79030S0224 Forwards copies of responses to 790119 request for addl Irtf fi- 
re fire protection review W/2 oversized drawings 
LIBR1 Z Z I, F P Public Service Electric 6 Gas Co of New Jerseu 
79/03/02 9pp 


7903-090273 Supplemental info responding to IE Bulletin 73-03 re offgas 
sy* operation 

GROCE, R. H Vermont Yankee Nuclear Power Corp 79/02/27 2pp 


7903090269 Provides requested detail* of limit switch operation t* 
potential failure mode* Continued plant operation is 
justified since envir onrfiental 1 y unqualified limit switches 
In us t are In fail-safe circuitry. 

JOHNS-ON, H. P. Vermont Yankee Nuclear Power Corp 79/02/29 2pp 


7903230151 Forwards contingency plan revising Chapter 0 of security 
plan Identifies security measures for physical protection of 
facility Withheld <r e f 10CFR2 790) 

LIDRlZZI, F P Public Service Electric & Gas Co of New Jorsou 
79/03/19 2pp 


79/02/29 
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7903190031 Forwards 7B1222 1 tr from util to NRC providing addl info in 
support of application to increase spent fuel storage 
cap ac ity 

WETTERHAHNrM J Conner, Moore h Corber 79/01/01 lp 


7903 1 90026 Forwards 790104 ltr from util to NRC providing addl Info in 
support of application to increase spent fuel storage 
capacity W/o end f 

WETTERHAHNi M J Conner, Moore I* Corher 79/01/15 lp 


7903090019 Opposes operating license on two grounds no solution 
to waste problem K no noed for power demonstrated Mentions 
various factors to be considered before licensing should 
be granted 

BERRYHILL, F Coalition for Nuclear Power Plant Postponement 
79/01/30 lp 


7903050013 Forwards original "Licensee's Response to Interrogatory 
SO of Intervenor's First Bet of Interrogatories d td 701121 " 
FRYLINQ, R Public Service Electric $< Oas Co of New Jersey 
79/02/05 lp 


7903050017 "Licensee's Response to Interrogatory 20 of Intervenor's 
First Set of I n terr og star i us dtd 7B1121 " Certificate o-f Svc 
enc 1 

FRYLING, R Public Service Electric L Gas Co of New Jersey 
79/02/05 3pp 


79032B0357 In response to 700923 1 tr, summarizes info re pressurise* 
■heatup rate Toch Spec inconsistency Reactor coolant *y* temp 
rate limited to 60 F per hour, due to design of Meetinghouse 
FWR Appropriate utils have been notified 

ANDERSON, T M Uostinghous* Electric Corp 70/10/27, 3pp 


7903030173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
& Handling Ap p 1 1 ca t i on" provided on 700414 Involves pages 
IM— 5 L JV-6 w/modif i ed rationale U corrections 
GRIMES, B K Assistant Director for Engineers It Projects 

79/01/iB 4pp 


7903050306 Forwards 20-month update of inservice iosp pump 8, valve 
test program Enel available in Central Files 

LIBRIZZIiF P. Public Service Electric It Oas Co of New Jersey 
79/02/09 lp 


7903140510 Forwards Amend 13 to License DPR-70 

SCHWENCEfi.A Operating Reactors Branch 1 79/02/12 2pp 


7903140326 Amend 13 to License DPR-70, ch a ng 1 nfl surveillance 
requirement for fire detection i nst rumentntion, c hang log 
offsite & station organizations, & miscellaneous 
administrative changes 

BCHUIENCER. A Operating Reactors Branch 1 79/02/12 19pp 


7903140S45 Bafety evaluation supporting Amend 13 to License DPR-70 
Concludes changes will not harm populace or environ 
* Office of Nuclear Reactor Regulation 79/02/12 7pp 


7903150234 KA Onsdorff will appear on behalf of intervenors 7903140550 Notice of issuance of Amend 13 to License DPR-70, 

A It E Coleman In place of RW Potter SCHWENCERi A Operating Reactors Branch l 79/02/12 3pp 

ONSDORFF, K A New Jersey, State of 79/02/06 3pp 


7903030170 Forwards constituent ltr for inclusion 
nuclear power |< believes it is an inappropriate 
Bnergy 

ROTH.W V Senate 79/02/07 2pp 


in record Opposes 
source of 


7903230100 Amended answers by intervenor Lower Alloways Creek Township, 
NJ, to licensee's interrogatories Professional qualifications 
of G Luchak l< Certificate of Svc oncl 

DONELSQN, S E Lower Alloways Creek, NJ 79/02/15 6pp 


7903230109 Opposes storage of spent fue 1 , enl arg ament of spent fuel 
pools & any storage within the Township of Lower Alloways 
Creek, NJ Requests programs for permanent disposal outside 
Township 

DOWELSGN, 8 E Lower Alloways Creek, NJ 79/02/16 3pp 


7903230260 Forwards NRC policy statement re reactor safety study, review 
by Lewis Committee < NUREG/CR-0400 > It survey of NRC uses of 
WASH-1400 All documents hove been furnished to A6LD *< ASLAD 
panel members 

SMITH, B K Branch 2 79/02/24 Ip 


7903140413 Prehearing conference of 790222 rescheduled for 790319-16 In 
9a 1 enl, NJ 

HI LHDLLIN, 0 L Atomic Safety and Licensing Board Panel 79/02/26 
IP 


7903130597 Concludes that 7B062B amend application involves both Class 
II l< Class HE amends Requests addl ♦4,000 fae 
DIGGS, R M License Fee Management Branch 79/02/21 lp 


7903070229 Forwards check for Class III amend r» overpressure 
projection Tech Spec change requested 700629 

LIQRIZZIiF P Public Bervice Electric S< Gas Co of New Jersey 
79/02/20 2pp 


7903130314 Forwards request for amend to License DPR-70 b corresponding 
Tech Spec changes Changes to safety Tech Specs involve 
deletion of part length control rods Affidavit end 
L1BR1ZZI,F P Public Bervice Electric L Gas Co of New Jersey 
79/03/01 16pp 


7903150204 Requests amend of safety Tech Epees (App A) re axial flu* 
d 1 f ference, heat flu* hot channel factor, reactor core !* 
nuclear enthalpy hot channel factor. 

LIBRIZZIiF P Public Bervice Electric & Gas Co of New Jersey 
79/03/02 24pp, 


7903080321 Forwards ‘'Evaluation of Reactor Coolant Sys Considering 
Subcompartment Pressurization Following a LOCA, in response 
to requests for addl info Update* fc supersedes 700118 rept U 
Includes Info re reactor vessel supports, 

MITTL, R.L Public Service Electric & Gas Co of New Jersey, 
79/03/06, lp 


7903140416 Special prehearing conference for limited appearances 
rescheduled for 790315-16 for evening appearances 

NILN 0 LL 1 N, G L Atomic Bafety and Licensing Qoar d Panel 79/02/26 

2pp 


7903080326 "Evaluation of Reactor Coolant Sy* Considering 
Bubcompar taent Pressurization Following a L0CA " 

* Public Bervice Electric it Oas Co of New Jersey, 79/03/06, 
95pp 


7903210256 Licensee's motion for summary disposition of contention* 
which fail to raise genuine issues 

WETTERHAHN, M J Conner, Moore it Corber 79/02/27. lp 


7903210262 License's statement of matl facts it memo supporting motion 
for summary disposition of Intervenor's contentions, due to 
failure to raise genuine issue of fact Af f i da vi ts, re 1 ated 
documents l< Certificate of Svc end 

METTERHAHN, M J Conner, Moore L Corber 79/02/27 30pp 


7903160139 Forwards forms reporting total amount of water diverted from 
well* each month & chloride analysis of water from wells for 
quarter ending 7Q1231 

MIDURAfH J, Public Service Electric L Oas Co of New Jersey, 

79/03/09. Opp 


7903000018 Forwards IE Insp Repts 50-272/70-28 U 50-311/70-47 on 
701119-1216 No noncompliance noted 

BRUNNER, E, J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/10 2pp 


7703220373 Notice of reconstitution of AQLB.GO Bright replaced by 
L Kornblith 

YORE, J R Atomic Bafety and Licensing Board Panel 79/03/09 lp 


7903290206 Forwards resolution by Lower Alloways Creek Township 
Committee against expansion of increased spent fuel storage 
at Salem tt Hope Creek nuclear plants 
WILLIAMS, H A Senats. 79/03/12, 4pp 


7903160225 Forwards 1970 Annual Repts for owners of unit S< projected 
Internal cash flow statements Enel available in Centra) 

Files 

SCHNEIDER, F W. Public Service Electric U Gas Co. of New Jersey 
79/02/13 7pp 


7903080025 IE Insp Repts 50-272/70-20 it 50-311/70-47 an 7BU 19-1216, No 
noneomp 1 lane© noted Major .areas inspec ted’ log U records, 
plant cleanliness., license* event followups, IE circulars, 
followup on previous insp items, test procedures it training. 
NORRHOLM.L J , NICHOLAS, HH > KEJMIG, R R. Region I, 

Philadelphia, Reactor Operations Nuclear Support Branch, 79/01/19. 

20pp, 


7903120457 Forward* IE Insp Repts 50-272/79-01 & 50-311/79-01 on 
790103-05 No noncomp 1 lan c e noted 

BRUNNER i E J. Region l, Philadelphia, Reactor Operations Nuclear 

Support Branch. 79/01/24 2pp. 


80 DOCKETED SERIES 


DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 


7903120481 IE Insp Repts 50-272/79-01 * 50-311/79-01 on 790103-3 No 
noncomp 1 tone e noted Major areas inspicted inservice testing 
of pimps & valves (Unit 1 ) j preservlc « testing of pumps tx 
valves (Unit 2> 

FOLEY, T . HI001N3.J C Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/22 7pp 


79031 40034 Forwards IE lnsp Rept* 50-272/78-29 b 50-311/70-54 on 
731217-790113 No none omp H ane s noted 

BRUNNER, E J Region L. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/29 2pp 


7903140066 IE lnsp Repts 30-272/78-29 b 50-311/78-34 on 791217-790113 
No nonccmpl iance noted Major areas inspected facility tour, 
log U record r evieus. f ol 1 owup on previous insp Items & 
pr eoperational QA 

NORRHOi.Ni L J . KEIhlO. R R Region t. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/25 13pp 


7903140013 Forwards IE Insp Repts 50-272/7B-31 * 30-311/78-31 on 
78121 1 — 13 It 19-21 No noncomp 1 1 ante noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch. 79/01/31. 2pp 


7903140019 IE Insp Repts 50-272/7B-31 & 3Q-311/7B-51 on 781211-13 * 
19-21. No honcompl i ance noted Major areas Inspected piping 
post-weld heat treatment prac t i cem t e s t procedures far 
containment structural integrity test b plant intp tour 
TOTH. A D . BATEMAN. M H , MCOAUOHY. R H Region 1. Philadelphia. 

Office of the Director 79/01/30 15pp 


7903080393 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " ' . . . 

ORIER.B H Region i. Philadelphia. Office of the Director 
79/02/16 2pp 

7903130559 Ack receipt of 790202 ltr informing NRC of ateps taken to 
correct violations noted in IE Insp Rept 50-272/70-28 b 
30-31 1/7B-47 . , 

CRIER. 8 H Region 1. Philadelphia. Office of the Director 
79/02/20 lp 


7903130570 Responds to NRC 790110 ltr re violations noted in IE Insp 
Repts 50-272/78-28 b 30-311/78-47 Corrective actions test 
engineers required to perform field insp of all POTT sys « 
items tagged w/orange tags 

MARTIN, T J Public Service Electric b Qas Co of New Jersey 
79/02/02 3pp 

7903130579 Forwards IE Insp Repts 50-272/70-20 U 50-311/78-47 on 
701119-1216 b notice of violation tl . 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations NucleiT 

Support Branch 79/01/10 2pp 


7903130385 Notice of violation from insp on 781119-1216 

» Region 1. Philadelphia, Reactor Operation* Nuclear Support 

Branch 79/01/09 2pp 

7903130596 IE In*p Repts 50-272/70-28 b 50-311/78-47 on 781119-1216 
Nontompliance noted failure to identify status Of 
turned-over equipment L components at Unit 1 

NORRHOLM.L J Region 1, Philadelphia, Reactor Operations 

Nuclear Support Branch 79/01/09 20pp 


7903140621 Forwards IE Insp Repts 50-272/79-04 E» 50-311/79-02 on 
790104-05 No noncompliance noted 

CARLSON, ft T Region 1. Philadelphia, Reactor Construction li 

Entf leering Support Branch 79/01/31 2pp 


7903140624 IE Insp Repts 50-272/79-04 & 50-311/79-02 on 790104-03 No 
none urn pi ianc e noted Major areas inspected corrective action 
on post-weld heat treatment U practices 

DURR, J . EBNETER » 8 D Region 1. Philadelphia, Reactor 

Construction & Engineering Support Branch 79/01/17 4pp 


7903070491 Ack receipt of 790126 ltr informing NitC of step* taken to 
correct violations noted in IE Insp Rept 50-272/73-26 
BRUNNER, E J Region i. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/02/08 lp 


7903070409 Responds to NRC 701213 ltr re violations noted in IE Insp 
Rept 5Q-272/7B-26 Corrective actions design change 
implemented to ensure safeguards safety isolation signal 
will close containment ventilation valves if they open 
SCHNEIDER. F U Public Service Electric b Gas Co of New Jersey 

79/01/26 2pp 


7903050517 Forwards IE Info Notice 79-02. "Limitorque Valve Geared 
Limit Switch Lubricant " 

DRIER, B H Region 1, Philadelphia, Office of the Director 

79/02/09 lp. 


7903070117 Ack receipt of 790123 ltr Informing NttC of stop* taken to 
correct violations noted in IE Insp Repts 50-272/7B-30 tr 
50-311/78-52 

SMITH,© H Region 1, Ph i lade lph i a, Fuel Facility b Material* 

Safety Branch 79/02/09 lp 


7903000483 Informs recipients of IE Bulletin 79-01, "Environ 
Quali f ication of Class IE Equipment." dtd 790200, that valve 
limit switch identified at NAMCO Model 53CML should read 
SL3CML 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/27 lp 


7903120203 Responds to IE Bulletin 79-01. "Environ Qualification of 
Safety-Related Electrical Equipment at Nuclear Power 
Plants " Outlines change* to be made at first refueling 
outage 

SCHNEIDER. F W Public Service Electric 8. Gas Co of New Jersey 
79/03/06 5pp 


79032B0050 Forwards IE Bulletin 79-02, "Pipe Support Base Plato Detttf-i 
Using Concrete Expansion Anchor Bolts " 

GRIER, B H Region i, Philadelphia, Office of the Director 
79/03/08 lp , 


7903120221 Forwards monthly rept for Jan 1979 for industrial waste 
treatment plant 

MI DURA, H J Public Service Electric b Gas Co of New Jersey 

79/02/14. 3pp 


7903120213 Forwards wastewater treatment rept for Jan 1979 for sewage 
treatment plant 

HIDURA, H J Public Service Electric b Oas Co of New Jersey 
79/02/15 2pp 


7903050374 Forwards Impingement Monitoring Rept 22. Jan 1979 

LIBRIZZI.F P Public Service Electric b Gas Co of New Joruey 
79/02/20 lp 


7903070130 Responds to NRC 790102 ltr re violations noted in IE Insp 
Repts 30-272/78-30 V 30-311/70-32 Corrective actions 
required safety analysis now reviewed Sr radioactive waste 
compacting now done u/eiposur# permit. 

SCHNEIDER, F U Public 8*rvic* Electric b Gas Co of New Jersey 
79/01/23 6pp 


7903070132 Forwards J£ Insp Repts 50-272/78-30 b 50-311/70-52 on 
781212-15 b notice of violation 

SMITH,© H Region I, Philadelphia, Fuel Facility 6 Materials 

Safety Branch 79/01/02. 2pp 


7903070176 Notice of violation from insp on 791212-15 

* Raglan 1, Phi ladelph la, Fuel Facility b Materials Safety 
Branch. 78/12/20 2pp 


7903120219 Forwards discharging monitoring repts for Jan 1979 Mfttli 
removed from main circulating water b collected on traveling 
screens have been deposited at Quinton landfill 
MI DURA, H J Public Service Electric b Qas Co of New Jersey 
79/02/28 14pp 


7903160097 Forwards monthly operating rapt for Feb 1979, for industrial 
waste treatment plant 

MIDURA.H J Public Service Electric 8, Qas Co of New Jersey 
79/03/01 2pp 


7903270421 Forward* "Semiannual Radioactive Effluent Release flepti 
June-Dee 1970 " 

LIBRIZZI.F P Public Service Electric & Qas Co of New Jersey 
79/03/05 lp 


7903070181 IE Insp Repts 50-272/78-30 & 50-311/70-92 on 781212-15 
Noncompliance noted 1 liquid waste disposal sys changed w/o 
safety evaluation, compactor operator exposed w/o tuitble 
radiation measurement b no monitoring during compacting 
WHITE, J.R,, CRtfCKERiH W Region l, Fhilarfe 1 phia. Fuel Facility 

b Materials Safety Branch 79/12/29 14pp 


7903270425 "Semmiannual Radioactive Effluent Release Rep t. Jun»-D*e 
1978 " 

* Public Service Electric b Qas Co of New Jersey 79/03/31 
51pp 



DOCKETED SERIES •» 


DOCKET 50-272 Salem Nuclear Generating Station. Unit 1 


7903 1 60 105 Forwards monthly operating rept for Feb 197? 

MIDURA.H J Public Service Electric 8. Oas Co of New Jersey 
79/03/09 lp 


7903160100 Monthly operating rept for Feb 1979 

MILLER. L K Public Service Electric fc Gas Co of New Jersey 
79/03/09 13pp 


7903270492 Forwards wastewater treatment rept far Feb 1979, 

Ml DURA, H J Public Service Electric L Cat Co of New Jersey 
79/03/09 2pp 


7903270459 Forwards discharge monitoring rept* far Feb 1979 
MlDURAi H J Public Service Electric it Gas Co of New Jersey 
79/03/16 1 4pp 


7903090264 Forwards LEft 79-01 6/O3L-0 

LIBRIZZI.F P Public Service Electric & Gas Co of New Jersey 
79/03/05 lp 


7903090266 LER 79-016/03L-0 on 790220, c ontro 1 operator observed zero 
svc water flow through unit Caused by burned out coil in 
solenoid valve Coil replaced 

KAPPLE# A W Public Service Electric & Gas Co of New Jersey 
79/03/05 3pp 


7903300297 Forwards LER 79-010 /03L-0 

LI DR1 ZZ I . F P Public Service Electric & Oas Co of New Jersey 
79/03/23. 3pp 


7903300302 LER 79-0JB/03L-0 on 790223 auxiliary feedwater pump breaker 
cubicle was hot Caused by burned out closing spring charging 
motor Motor & breaker replaced 

KAPPLE, A W Public Service Electric L Oas Co of New Jersey 
79/03/23 1 p 


7903300400 Forwards LER 79-020/03L-0 

LIBRIZZI.F P Public Service Electric U Oas Co of New Jersey 
79/03/23. Ip 


7903300406 LER 79-020 /03L-0 on 790225 protsurlzsr level Channel II was 
declared inoperable Caused by non-1 ineari ty of strain gauge 
in level sensor transmitter Strain gauge replaced along w/ 
xero & span potentiometers Transmitter recalibrated 
KAPPLE. A W Public Service Electric & Oas Co of New Jersey 
79/03/23 3pp 


DOCKET 90-274 U B Geological Survey Research Reactor 


7903140157 Forwards guidance’ re license amend review License should 
reflect total amount of SNM, percent enri chment, amounts 
exempt it not exempt 

RE 1 D. R W. Operating Reactors Branch 4 79/02/09. 2p p 


7903090274 Forwards RO 79-19/04L 

LIBRIZZI.F P Public 9erv»c* Electric It Gas Co of New Jersey 
79/03/05 lp 


7903090273 RO 79-19/04L an 790224 during liquid release of waste 
monitor holdup tank, failure alarm actuated for 1R1B monitor 
channel in process racks Caused by grounded pin in 1R1B 
detector Grounded connector replaced 

KAPPLE. A W Public Service Electric & Gas Co of New Jersey 
79/03/03 2p p 


7903130317 Forwards LER 77-01 9/O3L-0 

LIBRIZZI.F P Public Service Electric U Gas Co of New Jersey 
79/03/08 Ip 


7903130320 LER 79-G15/Q3L-0 on 790212 during normal o peratian. no t ed 
required surveillance to be performed every 7B-h had not 
been done on 790210 when scheduled Caused by personnel 
error Entry made in log instructing supervisor 
KAPPLE. A N Public Service Electric it Gas Co of New Jersey 
79/03/08 3pp 


7903200423 Forwards LER 79-0I4/O3L-O 

LIBRIZZI.F P Public Service Electric It Gas Co of New Jersey 
79/03/14 3pp 


7903200420 LER 79-014/03L-Q on 790220. dur l ng normal operation, rad la t ion 
monitoring sys channel 1R 1211 alarms found not operating 
Channel later returned to svc it operated properly Caused by 
unknown factor 

KAPPLE. A W Public Service Electric !< Oas Co of New Jersey 
79/03/14 lp 


7903270365 Forward* LER 79-017/03L-0 

LIBRIZZI.F P Public Service Electric k Gas Co of New Jersey 
79/03/20 lp 


7903270367 LER 79-017/03L-0 on 790219 grass activity surveillance of 
coolant »yi & steam generators was not performed. Caused by 
personnel error in not returning gas bottles to storage New 
bottle storage pad will be built 

KAPPLE. A U Public Service Electric b Gas Co of New Jersey 
79/03/20 3p p 


7903200342 Forwards LER 79-022/03L-0 

LIBRIZZI.F P Public Service Electric & Gas Co of New Jersey 
79/03/23. lp 


7903200343 LER 79-022/03L-0 on 790221 during normal operations, while 
conducting routine lnsp.NRC Inspector found missed Tech Spec 
surveillance reading Caused by personnel error Surveillance 
posted on plant status board 

KAPPLE, A W Public Barvica Electric t< Gas Co of New Jersey 
79/03/23 3pp 


7903150273 In response to 79020? r e ques t. p rov 1 d « s aifdl info ra amounts, 
type* & enrichment of SNM 

MARRANZINOr A P Interior. Dept of. U 3 Geological Survey 
79/02/20 lp 


7903050343 Forwards IE Insp- Rept 50-274/79-01 on 790117 No 
noncamp 1 lance noted 

MADBEN. G. L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/02/06 2pp 


79030S0349 IE Insp Rept 50-274/79-01 on 790117 No none omp 1 t anc ■ noted 
Major area* inspected Implementation of approved security 
plan re security organ! i at i oni physical berr iers) acc»* * 
controls) communication control Sc detection aids 

WARD. J J , EVANS. C A , MADBEN.C L Region 4. Dallas, Reactor 

Operations Nuclear Support Branch 79/02/05 ip 


DOCKET 50-275 Diablo Canyon Nuclear Power Plant, Unit 1 


7903030359 Forwards responses to Question* 220. 1 through B20 6 from NflC 
7E0725 ltr Request* -certain data be withheld 
(ref 10CFR2 790> 

CRANE. P. A Pacific Gas it Electric Co 70/12/27 40pp 


7903020232 Forward* "Beismic Teat Procedure for Diablo Canyon Fan 
Cooler Motor Controller," 

CRANE, P.A Pacific Gas it Electric Co 79/01/04 Spp 


7903030303 Forward* addl matl re f-aolt current protection for 
containment electrical penetration* In response to NRC- 
7Q1O10 ltr, 

CRANE. P A, Pacific Gas i* Electric Co 77/02/26 125pp. 


7903130355 Forward* info re test* of molded circuit breaker*! 
ventilation control logic cabinet k fan cooler controllers 
to permit continuation of review of seismic retesting of 
Class IE electrical equipment 

CRANE, P A Pacific Gas U Electric Co 79/03/01. Bpp 


7903270592 Forwards NURE0-052-3. "Summary of Operating Ex parlance 
w/ReciTCulatlng Steam Generator*. 11 which focuses on Trcent 
problems u/degradat ion. Bell eves continued plant operation 
doe* not constitute undue risk 

EJSENHJT. D G Assistant Director for System* it Projects 

79/03/02. 3pp. 


7903130309 Responds to questions from NRC rs natural circulation boron 
mixing test procedure, c onf Irma t ion of fire water tank piping 
design criteria, fault current protection for containment, * 
electrical penetrations 

CRANE, P A. Pacific Oas it Electric Co 79/03/07 2pp. 
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DOCKETED SERIES 


DOCKET 30-273 Diablo Canyon Unclear Power Plant) Unit 1 


7903160243 Forwards Addendum 2 to Wyle t.ab teat rept "Seismic Testing 
of Saf ety-Related Electrical Equipment " Requests 
acknowledgment of receipt 

CRANE.P A Pacific Qas Sc Electric Co 79/03/09 lp 


7903160249 Addendum 2 to Wy 1 e Lab test ript "Beiamic Testing of Safety- 
Related Electrical Equipment 1,1 

GOAD, L F , SHIPWAY.G D Pacific Qas L Electric Co 79/02/07 
430 pp 


7903030004 Oppose* commissioning of facility Insists it must be able to 
withstand max earthquake at site Suggests evaluation of 
non-nuclear alternative Doubts need for extra generating 
capacity 

BOWMAN, D M Affiliation Unknown 79/02/01 lp 


7903050005 Wants facility stopped now Finds it dangerous 
BURGESS, D Affiliation Unknown 79/02/Oi lp 


7903030006 Urges facility be denied operating license 
FERN, S Affiliation Unknown 79/02/03 lp 


79032IOL95 Forwards response* to NRC questions on seismic qualification 
of N3S9 equipment Info will be submitted as amend to Hoigri 
Ript Also discusses switchgear room ventilation fire 
damp »rs, de vie e qualification h water hammer test 
CRANE, P. A Pacific Oas tc Electric Co 79/03/16 9pp 


7903270266 In order to complete scheduled mods, r eque sts extension of 
completion date of const permit CPPR-39 to 790630 tc 
completion date of const permit CPFft-69 to 800229 
CRANE.P A Pacific Oas 6 Electric Co 79/03/21 2pp 


7903060435 Due to delays in mfg,firt damper* cannot be installed before 
plant operation Area adjacent to switchgear room u/ 
ventilation ducts is posted "No Storage" h will be insp 
dally 

CRANE, P A Pacific Oas h Electric Co 79/02/26 lp 


7903190320 Forwards emergency operating procedure OP-4, OP-5, 6 OP-15 
^/rewritten warnings ra possibility of ATWS event 6 
Instructions for operator actions to mitigate ATW5 affects 
CRANE, P A Pacific <3a* i, Electric Co 79/03/09 lp 


7903190328 Emergency operating procedures OP-4, OP-5 6 OP-15 covering 
loss of electlcil power, reactor trip & loss of Feedwater 
flow 

e Pacific Oas U Electric Co 79/03/02 Upp 


7903290104 Forward* safeguards contingency plan Withheld 
(rtf 10CFR2 790) 

CRANE, P A. Pacific Oas & Electric Co 79/03/23 lp 


7903070440 Forwards joint intervenin' request for directed 
certification, wh Ich was not lervid on ASLAB chairman L 
members by 781231 filing date 
STEELE, M Fleischaker, D 9 79/01/03 lp 


7903070446 Addl typographical correction to 790104 joint interveners' 
request for directed certification 
FLEISCHAKER, D S Fleischaker, D 8 79/01/05 Ip 


7903140619 Expresses concern* for earthquake 6 waste disposal problems 
Feels sufficient safeguard* are lacking 
LEE, D Affiliation Unknown 79/01/06 2pp 


7903030000 Urges denial of license to f aci 1 i ty, since it is built on • 
fault line in an area prone to tremors 
HARROW, 0 Affiliation Unknown 79/01/29 lp 

7903050009 Believes fission power is a mistake Operating permit should 
have been obtained prior to const Forwards own statement on 
participation in 7B0806 demonstration against facility Cite* 
Nuremberg principle 

DENNEEN.W Affiliation Unknown 79/02/13 3pp 


7903050213 Requests NRC issue a written explanation for staff policy re 
repts which suggest buckling conditions Repts should not bo 
limited to merely buckling criteria 

RDISMAN, A 2 Natural Resource* Defense Council 79/02/02 lp 


7903050236 Forwards consultant's rept re impact force on fuel assembli 
spacer grids, caused by asymmetric loads during blowdown 
fallowing a LQCA Grids may be more sensitive to core plant 
motion than originally believed 
GODDARD, R J Branch 2 76/09/19 5pp 


7903140342 Corrects typographical error in 790202 answeri to NRC firit 
set of Suppl interrogatories 

HEISS.R L Pacific Gas 6 Electric Co 79/02/06 lp 


7903300372 Requests qualification of test data he established to NRC 
latisfaction prior to first refueling outage r* environ 
qual i f ication of power cable 

CRANE, P A Pacific Gas 6 Electric Co 79/02/15 lp 


7903220203 Urges plant not be opened, based on seismic evidence U r*c*r.t 
criticism of Rasmussen Rept 

CAMPBELL, T Affiliation Unknown 79/02/23 lp 


7903220222 Urge* that Diablo Canyon not be opened fc that const 
be stopped at 9an Qnofre 

BYERS, A Affiliation Unknown 79/02/22 lp 


7903220246 Opposes opening of plant because of seismic 6 uostn dlspflu' 
problems 

HOLLIMGSHEAD, S Affiliation Unknown 79/03/07 lp 


7903220252 Opposes opening of plant because of risks including natural 
d isaster, sabotage 6 waste disposal 
KOENIG, J Affiliation Unknown 79/02/26 ip 


7903140623 Believes granting license would Increase cancer & deformity 
cates. Points to lack of solution to nuclear waste problem, 

Urges return to simpler life of conservation t safe use of 
energy 

ADAMS, E Affiliation Unknown 79/02/07 lp 


7903220254 Urges NRC stop plant const 

GROSSMAN, J Affiliation Unknown 79/02/28 lp 


l 


7903140627 Believes health L safety of CA will he endangered if license 
1* granted. Notes numerous mishaps in nuclear industry 
Opposes granting of license 

OPALACH, D Affiliation Unknown 79/02/09 lp 


7903140629 Expresses concern for location of plant on Hosgri earthquake 
fault. Doe* not consider this prudent Urges Board to 
demon* trate responsibility to public health Kt safety by 
closing plant 

CHARLICK, J Affiliation Unknown 79/08/07 lp 


79030505B7 Corrects suppl to joint intervenora ' request for directed 
cert i f ication, di 1 ivered to Board 790110 Changes last 
jantenc e 

FLEISCHAKER, D S Fleischaker, D. 8 79/01/15 lp 


7903090035 Forwards proposed subpoena* for M Trifunac & E Luco as per 
ALAB-5T9 Certificate of Svc end 

FLEISCHAKER, D 8 Fleischaker, D 8 PHILL1PB.JR, KRIBTDVICH,S 
Center for Law in the Public Interest 79/01/26 5pp 


7903090156 Requests Issuance of subpoena to C Hall for testimony re 
seismic Issues Proposed subpoena & Certificate of Svc enc 1 
FLEISHAKER.D, 8 Fleischaker, D S PHILLIPS, J R . KRISTOYZCH.S 
Center for Lew in the Public Interest 7»9/0l/30 5pp 


7903220259 Requests NRC stop opening of Diablo Canyon 6 stop conilr 
at San Qnofre on basis of unresolved safety questions I 
QL8EN, P Affiliation Unknown 79/02/23 lp 


7903140421 Request* prompt submittal of NRC documentation on ATW9 So 
generic safety issue may be resolved 

BOWERS, E 8 Atomic Safety and Licensing Board Panel 79/08/26 

2pp 


7903190559 Forward* NRC motion to receive affidavits of DP Allison fc 
AC Thadani re status of ATWS & NUREQ-0460, Vol 3, Into 
evidence Related documents «ncl Completes NRC submittal re 
generic items 

KETCHEN, E 0 Branch 4 79/03/02 2pp 


7903190364 Motion to receive affidavit of DP Allison & AC Thadani ra 
status of ATWS, fc NUREG-0460, Vol 3, into evidence, Affidavit k 
NUREG end 

KETCHEN, E 0 Branch 4 79/03/02 18pp 


7903190941 Moves that A5LB receive NRC radon testimony, including 
Perkins record, into evidence Perkins record & Certificate qf 
9vc end 

KETCHEN, E 0 Branch 4 79/03/09 50Qpp 



DOCKETED SERIES 


DOCKET 50-275 Diablo Canyon Nuclear Power Plant) Unit t 


7903130411 Forwards Endorsement 21 to NELIA Policy NF-228 describing 
changes in subscribing companies & proportionate liability 
endorsement 

CRANE, P A Pacific Gas U Electric Co. 79/03/07 2 pp 


7903020232 Forwards IE Insp R b p t 30-275/78-21 on 701201-31 No 
noncompliance noted 

CREWS, J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/01/19 2pp 


7903020236 IE Insp Rept 30-273/70-21 on 701201-31 No noncomp 1 ianc e 
noted Major areas inspected preoperational testing, p lent 
tours, operating staff training, fue 1 storage fc witnessing of 
testing in progress 

YOUNG, T , STERNBERG, D M Region 5, San Francisco. Reactor 

Operations Nuclear Support Branch 79/01/1S 3pp 


7903190077 Forwards IE Insp Rept 30-275/70-18 on 781210-21 No 
noncomp 1 iance noted 

BOOK, H E Region 3, San Francisco, Fuel Facility L Materials 

Safety Branch 79/02/00 2pp 


7903190081 IE Insp RBpt 50-275/78-18 on 781210-21 No none □ imp 1 lane e 
noted Major areas inspected emergency planning, tests It 
d r 1 1 1 s, rad 1 a 1 1 on protection staff ing, resp 1 ratory protection 
It neutron monitoring 

NORTH, H 8 . FISH, R F , BOOK, H E Region 3, Ban Francisco, Fuel 

Facility h Materials Safety Branch 79/02/00 3pp 


7903190064 Forwards IE Insp Repts 30-273/79-01 U 50-323/79-01 on 
790122-0201 No none nmp 1 i anc e noted 

SPENCER, G S Region 5, San Francisco, Reactor Construction fc 

Engineering Support Branch 79/02/09 2pp 


7903190071 IE Insp Repts 30-273/79-01 It 30-323/79-01 on 790122-020 1 . No 
noncompliance noted Major areas Inspected license action on 
previous find ings, electrical U instrumentation work 
observation it record review of seismic trip sys 

K1RSCH, D F , HUTSON, T W , HAYNEB, R C Region 5, San Francisco, 

Reactor Construction & Engineering Support Drench 79/02/08 
ilpp 


7903210203 Forwards IE Insp Rept 30-273/79-02 on 790101-31 No 
noncompliance noted 

CREWS, J L< Region 3, Ban Francisco, Reactor Operations Nuclear 

Support Branch 79/02/12 2pp 


7903210207 IE In*p Rept 30-275/79-02 on 790101-31 No noncompliance 
noted Major areas inspected preoperational testing. fire 
prevention/protec tion, environ pro tec ti on, p lanfc tour U 
witnessing tests in progress 

YOUNG, T , STERNBERG, D M Region 3, San Francisco, Reactor 

Operations Nuclear Support Branch 79/02/08 4pp 


7903190310 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Bafety Features " 

ENGELKEN, R H Region 3, Ban Francisco, Office of the Director 
79/02/16 Ip 


7903140363 Informs recipient* of IE Bulletin 79-01, "Environ 
Qualification of Glass IE Equipment," dtd 790200, that valve 
limit switch identified a* NAMCO Model 83CML should read 
8L3CML, 

ENGELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/02/27. Ip 


79031403B3 Btates that IE Bulletin 79-01, "Environ Qualification of 
Glass IE Equipment (correction)" was issued to listed 
licensees in Region 5 

* Region 3, San Francisco, Office of the Director 79/02/27 lp 


7903150063 Forwards IE Bulletin 79-02, "Pipe Bupport Base Plate Design 
Using Concrete Expansion Anchor Bolts “ 

ENGELKEN, R.H Region 3, Ban Francisco, Office of the Director. 
79/03/QB, lp 


7903190486 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
A8ME 8A-312 Type 304 Stainless Steel Pipe Bpools 
Manufactured by Youngstown Welding t< Engineering Co " 

ENGELKEN, R H Region 3, 8an Francisco, DPflce of the Director. 
79/03/12 Ip 


7903210403 Forwards IE Circular 79-04, /'Loose Locking Nut on Limltorque 
Valve Operators 11 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
79/03/16. ip 
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7903SA0317 Forwards IE Circular 79-09. "MoJsturo U.kijg in Strandod 
Wire Conductors " 

ENGELKEN, R. Hf Region 3, San Francisco, Office of the Director 
79/03/20 lp 


7903030244 Informs of mail test results one length of iron failed bend 
test it supplier removed from approved list W/o end 
CRANE, P A Pacific Oaf & Electric Co 79/01/31 lp 


7903090090 Act receipt of 790131 1 tr -which provided a final rept per 
10CFRSO 33 ( e > re matl certifications 

ENGELKEN. R H Region 3r San Francisco, Office of the Director 

79/02/12 lp 


7903070002 Transcript of 790212 hearing in Avila Beach, CA Pp 9266-9377 
& 9370-9462 (in-camera session not included) 

BOWERS, E . MARTIN, W O , BRIGHT, G O Atomic Safety and Licensing 
Board Pan*! 79/02/12 ilSpp 


7903060000 Transcript of 790213 hearing in Avila Beach, CA Pp 9463-9717 
BOWERS, E , MARTIN, W E . BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/02/13 233pp 


7903070006 Transcript of 790214 hearing in Avila Beach, CA. Pp 971B-9939 
BOWERS, E f MARTIN, W E , BRIGHT, 0 0 Atomic Safety and Licensing 
Board Panel 79/02/14. 222pp 


7903080323 Transcript of 790213 hearing in Avila Beach, CA Pp 9, 940- 
10, 182 

BOWENS, e, 9 , MARTIN, W E . BRIQHTY. 0 0 Atomic Safety and Licensing 
Board Panel 79/02/19 240pp 
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7903120144 Forwards revised versions of Entry-Control By* Handbook, 
8AND77-1033J Intrusion Detection Sy b Hen d boo k , BAND76-0934; €< 
Barrier Penetration Database, NUREQ/CR-OIBI 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending 1GCFR73 33, 
"Requirements for Physical Protection of Licensed Activities 
ll> Nuclear Power Reactors Against Industrial Qabotags#" to 
defer employee pat-down searches until 790B01 

DENTON, H R. Office of Nuclear Reactor Regulation 79/02/23 lp 


7903260334 Inform* that review evaluation of security plan has been 
completed it found acceptable Flan will be Incorporated into 
OL 5t will become effective on or before 790223 Requests 
notification of any delay In implementation 

IFFQLITO, T» A Operating Reactors Branch 3 79/02/20 2pp. 


7903270316 Forwards safeguards contingency plan w/affidavlt & 44,400 
check for review fee Safeguards contingency plan withheld 
<raf 10CFR2 790) 

BRADLEY, E J, Philadelphia electric Co 79/03/23 ,3pp. 


7903130200 Interveners' response per ALAB-509 in opposition to 
"de minimus" theory Alleges theory Ignores Issue of 
significant L. su b stant lal releases of radon-222 to environ 
Certificate of Bve »nc 1 

KEPFDRD, C Affiliation Unknown, 79/02/19, 37pp, 


7903230297 Forward* responses to ALAJJ-309, Thirty -day period for 
responses to documents shall run from 770303 

BKRUTSKI , R„ M Atomic Safety and Licensing Appeal Panel. 79/03/01. 
3pp 


7903270039 Confirms discussion re corporate mgt meeting to be held 
790308 to discuss NRC performance appraisal team mgt insp 
scheduled for 790319-23 it 790326-30, 

BRUNNER, E 0 Region 1, Ph i lade lphla, Reactor Operations Nuclear 

Support Branch. 79/03/01. lp. 


7903190282 Forwards annual repts for co-owners of facility as evidence 
of guarantee of payment of deferred premiums W/cash flow 
statements from each, Enel available In Central File* 

BRADLEY, E J Philadelphia Electric Co 79/03/13. 7pp. 


7903160125 Forwards Endorsement 41 to MAELU Policy 67. 
BRADLEY, E J, Philadelphia Electric Co. 79/03/09. 2pp 


7903030173 Forward* mod to "Review it Acceptance of Spent Fuel Storage 
it Handling Application" provided on 700414. Involves pages 
IV- 5 it IV-6 w/modlfled rationale it correction*. 

GRIMES, B K. Assistant Director for Engineers b Projects, 

79/01/18 4pp. 
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7903010295 Forwards NED0-21BB5, “Her* 1 Containment Program. Downcomer 
Reduced Submer gene e. Furxct i ona 1 Assessment R opt " 

QQBONj L J General Electric Co j Nuclear Energy Products Div 
79/02/01 ip 


.7903010310 "MarV I Containment Prog ram# Downc ome r Reduced Submergence. 
Functional Assessment Rept 11 

WONG, K. VI General ElecVric Co .Nuclear Energy Products Div 
NEDa-21683 73/06/30 43pp 


7903 02021 B Notification of 770314-13 meeting in Bethesda.MD, 
w/representat 1 ve of hart I owners group to discuss 
implementation It resolution of Mart 1 long-term program & 
pool swell pressure load definition techniques 

GRIMES. C Assistant Director far Engineers Sc -Projects 77/02/06 

IP 


7903010061 Forwards safety evaluation of Interim assessment of 
multiple-consecutive safety relief valve actuations. U 
sample ltr. 

EISENHUT'D G Assistant Director far Systems & Projects 

79/02/15 2p p 


7903010070 “Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Marl J 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

* Assistant Director for Systems & Projects. 79/02/15 IOpp 


7903220409 Forwards Amend 31 to DPR-44 U DPR-S6 It notice of issuance 
Security plan evaluation withheld (ref 10CFR2 7901 
IPPOLITO, T A Operating Reactors Branch 3 79/02/23 3pp 


7903200233 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EJSENHUTi D G Assistant Director for Systems tt Projects 

79/03/01 4pp 


7903200304 Directs recipients to send end sample ltr* to BWR Mark I 
facilities requesting schedules k commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices & licensing fees for long-term program 
GRIMES. B Assistant Director for Engineers h Projects 
79/03/01 8pp 


7903200443 Exempts operating BWR facilities u/Mark I containment design 
from General Design Criterion 50. while long time program is 
conducted Forwards sample ltrs to be sent to Mark I 
licensees setting forth requirements for schedule* 

GRIMES, B Division of Operating Reactors 79/03/01 22pp 


7903270093 Discusses status of Mark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation b forwards staff evaluation 
STELLO.V Division of Operating Reactors 79/03/12 I7pp 


7903120009 Forwards IE Insp Repts 50-377/70-34 fr 5O-27B/70-37 on 
7BIB07 No noncomp 1 lance noted 

SMITH, Q F Region i, Philadelphia, Fuel Facility U Materials 

Safety Branch 79/01/23 2pp 


7903120024 IE Insp Repts 30-277/78-34 h 50-279/78-37 an 7B1207 No 
noncompliance noted Major areas inspected observation of 
licensee-conducted radiation emergency drill tt re 
improvements in emergency air monitoring 

BDRES.R J , BETTENHAUSEM.L , STGHR, J P Region 1, Philadelphia, 

Fuel Facility k Materials Safety Branch 79/01/18 4pp 


7903220419 Notice of issuance of Amend 31 to DPR-44 It DPR-56 
IPPOLITO. T A Operating Reactors Branch 3 79/02/23 2pp 


7903160213 Forward* proprietary rept NEDE-23343-P, "Mark I Containment 
Program, Suppression Pool Swell Test Program. LDR Load Test- 
Oeneric Sensitivity." W/affidavit for proprietary status 
Rept withheld (ref 10CFR2 7901 

SOHON.L J General Electric Co .Nuclear Energy Products Div 
79/02/26 5pp 


7903200117 Forward* Amends 30 to DPR-44 U DPR-36 & notice of issuance 
IPPOLITO, T A Operating Reactor* Branch 3 79/02/26 2pp 


79032-00123 Amend 50 to DPR-44 tt Amend 30 to DPR-36 incorporating Tech 
Bpec* contained tn Appendices A tt B a* revised re estimated 
chemical usage. 

IFPQLITO.T A Operating Reactors Branch 3 79/02/26 Bpp 


7903200123 Notice of issuance of Amend 30 to DPR-44 fc Amend 50 to 
DPR-36. 

IPPOLITO, T A Operating Reactor* Branch 3 79/02/26 2pp 


7903230011 “SER of Interim Assessments of MSIV Actuations in Mark I 
Containment Plants. " 

* Assistant Director for Engineer* b Projects 79/02/27 i2pp 


7903140139 Forwards IE Insp Repts 30-277/78-31 b 50-27B/7Q-34 on 
781127-30 fc 7BI218-22 No noncomp 1 1 ane e noted 

BRUNNER, E J Region l, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/01 2pp 


7903140146 IE Insp Repts 50-277/78-31 h 30-270/78-34 on 7B1127-00 t< 
701210-22 Ho noncomphancB noted Major areas inspected plant 
operations, revieu of monthly status repts It followup on 
previously identified unresolved items 

OREENMAN.E 0 , MCCABE, E C Region 1, Philadelphia) Reactor 

Operations Nuclear Support Branch 79/02/Oi 4pp 


7903060631 Forwards IE Info Notice 79-03, "Limi torque Valve Geared 
Limit Switch Lubricant " 

GRIER. D H Region 1, Philadelphia, Office of the Director 
79/02/09 Ip 


7903080567 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/16 2pp 


7903300330 Forwards IE Insp Repts 30-277/79-01 tt 30-278/79-01 on 
790102-03 No none omp 1 i anc e noted 

BRUNNER, E J Region 1, Fh 1 lade 1 ph la, Reactor Operations Nuclear 

Support Branch 79/02/16 2pp 


79032300B3 Forwards safety evaluation rept on interim assessments of 
multiple-consecutive safety relief valve actuations 
Conclude* that continued operation of Mark 1 BUR facilities 
Is acceptable subj to* cerr c-cttve actions 

GRIMES. B K Division of Operating Reactor*. 79/02/27 ip 


7903300352 IE !n*p Rept 30-277/79-01 tt 50-278/79-01 on 790102-03 No 
noncompl iance noted Major areas inspected nonroutine event 
review, review of periodic repts, plant operations, fac 1 1 ity 
tours k independent effort 

GREEMAN, E 0 , MCCABE, E C Region i, Philadelphia, Reactor 

Operations Nuclear Support Branch 79/02/16 4pp 


7903070236 Forward* Jan 1979 Mark I containment program activity 
review Lists meetings held U provides brief task-by-task 
summary 

BDBON, L J General Electric Co .Nuclear Energy Products Div 
79/02/28 11 pp 


7903060436 Forwards application for amend to Licenses DPR-44 & DPR-36 
W/encl application filing fee 

BRADLEY, E J Philadelphia Electric Co 79/03/01 lp 


7903060461 Application for amend to Licenses DPR-44 b DPR-36, 
changing Tech Spec* re solid radioactive waste*, containment 
sys L auxiliary electric cys Certificate of 8vc end 
BAUER, E. O, Philadelphia Electric Co 79/03/01 7Spp 


7903QB04B9 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 
limit switch identified as NAMCO Model 83CML should read 
BLOCML 

GRIER, B H Region I, Philadelphia, Office of the Director 
79/02/27 ip 


7903200043 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Detl 
Using Concrete Expansion Anchor Bolts " 

GRIER, B H Region 1, Ph i 1 ade Iph i a, Office of the Director 
79/03/08 Ip 


gns 


7903020347 Submits Thermal Monitoring 
WILLSEY.W B Philadelphia Electric 


Repts 65 5* 66 for Nov & Dec i978 
Co 79/03/2J i p 


7903120459 Provide*, summary of 790213 netting in Bethesda.MD w/ 
representative* of Hark I owner's group program committee to 
dft-scuki generic Mark I program re safety relief valve loads 
W/encl attendee! list fc meeting handouts 
8U, T M Containment Systems Branch 39/03/01 I6pp 


7903020349 "Monthly Rept 6S for Nov 197B, Thermal & Biolooical 
Monitoring Programs " H 

* Philadelphia Electric Co 79/11/30 IOpp 
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7703020352 "Monthly Rept 66 for Dec 1970* Therma 1 It Biological 
Monitoring Programs " 

* Philadelphia Electric Co 79/12/31 Bpp 


7703150243 Forwards "Semiannual Releases Rept b, July-Dee 1770 & Annual 
Occupational Exposure Tabulation 3* 197B “ 

ALDEN* W M Philadelphia Electric Co 79/03/oB lp 


7703150250 "Semiannual Effluent Releases Rept 6, July-Dee 1970 b. Annua 1 
Occupational Exposure Tabulation 3*1770 " 

ULLRICH, WT Philadelphia Electric Co 70/12/31 1 lp p 


7703190219 Forwards monthly operating rept for Feb 1777 
COONEY * M J Philadelphia Electric Co 77/03/13 lp 


7903170224 Monthly operating rept for Feb 1777 

ALDEN, W M Philadelphia Electric Co. 79/03/10 9pp 


7703190147 RO 2-79-8/10 on 790217 steady state power level exceeded 
license limit of 3293 MW Caused by erroneous feedwater flow 
input to computer causing reactor heat balance to indicate 
less than actual power level 

ULRICH* W T Philadelphia Electric Co 77/02/20 gpp 


7903290043 RO 2-77-10/lP on 79022 b six control fc power cables 
improperly designated as non-safeguard cables during design 
phase 

ULLRICH* W T Philadelphia Electric Co 79/02/27 2pp 


7903140264 Forwards LER 77-008/01 T-0, 

COONEY* M J Philadelphia Electric Co 79/03/03 ppp 


7703140270 LER 79-Q08/OIT-Q on 790219 steady state power level exceeded 
license limit by less than 3’/. for about 6-h Caused by error 
calculating scanned feedwater flow Power reduced to license 
limit 

COONEY* h J Philadelphia Electric Co 77/03/03 ip 


7703270123 RO-2-79-U/1P on 770302 containment Isolation valves of 
ventilation sys would not close When subjected to post-LOCA 
conditions Cause unknown 

ULLRICH, W T Philadelphia Electric Co 79/03/05 2pp 


7903210110 Forwards LER 79-010/01 T~0 

CQDNEY, M, J Philadelphia Electric Co 79/03/12 3pp 


7703210114 LER 79-010/OlT-O On 790226 power U control cables associated 
w/r«c ircuiation pump discharge valves it bypass valves were 
found routed in non-safeguard cable trays Caused by 
improperly designated cables during design phase, 

COONEY* M J Philadelphia Electric Co 79/03/12 Ip 


7703270361 LER 79-009/03L-0 on 770213 fire alarm sys mo 1 f unc ti one d , 
causing audible signal to alarm w/o coding Caused by 
mechanical binding of cam in alarm box Binding problem 
corrected It sys returned to sve 

COONEY* M J, Philadelphia Electric Co 77/03/15 lp 


7703270478 LER 79-008/03L-0 on 770225 fuses were blown in control 
circuit of main steam relief valve RV-71L Replacements bleu 
immediately Caused by failed solenoid & short circuit Leads 
to solenoid liftedsfuses f< solenoid replaced 
COONEY, M J Philadelphia Electric Co, 77/03/20 ip 
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7703120144 Forwards revised versions of Entry-Control 9ys Handbook* 
BAND77-1033* Intrusion Detection Sys Handbook, 8AND76-0354I fc 
Barrier Penetration Database* NUREG/CR-0181. 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/09 
Spp 


7903230035 Forwards Federal Register notice amending 10CFR73 55* 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage*" to 
defer employee pat-down searches until 790801 

DENTON* H R Office of Nuclear Reactor Regulation 79/02/23 lp. 


7903260334 Informs that review & evaluation of security plan has been 
completed & found acceptable, Plan will be Incorporated Into 
OL & will become effective on or before 790223 Requests 
notification of any delay in implementation 

IPPOLITO, T A Operating Reactors Branch 3 79/03/20 Spp 


7903270316 Forward* safeguards contingency plan w/affidavlt t* 44,400 
check for review fee Safeguards contingency plan withheld 
(ref 10CFR2 790) 

BRADLEY* E J Philadelphia Electric Co 79/03/23 Spp 


7903190200 Interveners' response per ALAB-309 in opposition to 
"de minimus" theory Alleges theory ignores issue of 
significant b substantial releases of radon-222 to environ 
Certificate of five end 

KEPFORD* C Affiliation Unknown 79/02/19 37pp 


7703230297 Forwards responses to ALA0-SO9 Thirty-day period for 
responses to documents shall run from 790309 

SKRUTSK I , ft M Atomic Safety and Licensing Appeal Panel 79/03/01 

3pp 


7903290039 Confirms discussion re corporate mgt meeting to be held 
790308 to discuss NRC performance appraisal team mgt imp 
scheduled for 790319-23 & 790326-30 

BRUNNERiE J Region I* Ph i 1 ad a 1 p h ia, Reactor Operations Nuclear 

Support Branch 77/03/01 lp. 


7903190282 Forwards annual repts far co-owners of facility as evidence 
of guarantee of payment of deferred premium* W/cash flow 
statements from each Enel available in Central Files 
BRADLEY, E J Philadelphia Electric Co 79/03/15 7pp 


7903160125 Forwards Endorsement 41 tP MAELU Policy 67 
BRADLEY* E J Philadelphia Electric Co 79/03/09 2pp 
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79030BQ 1 73 Forward* mod to "Review fit Acceptance of Spent Fuel Storage 
& Handling Application" provided on 7S0414 Involves papas 
IV-5 & IV-A u/modified rationale & corrections 
GRIMES, B, K Assistant Director for Engineers & Projects 
79/Oi/lB. 4pp 


7903010275 Forwards NEDO-210B5* "Mark I Containment Prog run, Count omer 
Reduced Qubmerg encn* Functions 1 Assessment Rept " 

QDBQN, L J General Electric Co, * Nuclear Energy Product* Dlv 
79/02/01 lp 


7903010310 "Mark I Containment Prog ram* Downc omer Reduced aubmerfl enc e* 
Functional Assessment Rept " 

WONG* K W General Electric Co * Nuclear Energy Product* Div 
NEDO-aieaS 78/06/30 45pp 


79030202 1 0 Notification of 790214-15 meeting in Dethesda, MD, 
ui/repre*on tativ* of Mark I owners group to discuss 
imp 1 amenta t i on & resolution of Mark I long-term program b 
pool swell pressure load definition techniques 

GRIMES* C Assistant Director for Engineer* «< Projects 79/02/06 

lp. 


7903010061 Forwards safety evaluation of interim assessment of 
multip le-consecut 1 v* safety relief valve actuation*, L 
sample 1 tr 

EI8ENHUT, D 0 Assistant Director for System* 6 Projects 
79/02/15 2pp 


7903010070 "Safety Evaluation Rept of interim Assessment* of Multiple- 
Consecutive Safety Relief Valve Actuations In Mark I 
Containment Plant* " All plants are in conformance w/ 
acceptance criteria. 

* Assistant Director for Systems L Pro-jects 79/02/15 lOpp 


7703220409 Forward# Amend 51 to DPR-44 & DPR-56 notice of issuance 
Security plan evaluation withheld (ref 10CFR2 790J. 

TPPOl ITO* T A Operating Reactor* Branch 3 79/02/23. 3pp 


7903220413 Amend 31 to DPR-44 & DPR-56 Incorporating approved security 
plan. 

IPPOLITO* T A Operating Reactor* Branch 3 77/02/23. 4pp. 


7903220419 Notice of Issuance of Amend 51 to DPR-44 * DPR-36, 
IPPOLITO, T A. Operating Reactors Branch 3. 79/02/23, 2pp 


7703160213 Forwards proprietary rept NEDE-23545-P* "Mark I Containment 
Program* Suppress 1 on Pool Swell Test Program* LDR Load Test- 
Generic Sensitivity.'" N/affldavit for proprietary status. 

Rept withheld (ref IOCFRB 790) 

8OB0N, L, O General Electric Co * Nut Iter Energy Products Div 
79/02/26 3pp. 


7903200117 Forward* Amends 50 to DPR-44 it DPR-36 fc notice of issuance, 
IPPOLITO* T A Operating Reactors Branch 3 79/02/26 2pp. 
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7903200123 Amend 50 to DPR-44 It Amend SO to DPR-S6 incorporating Tech 
Speci contained In Appendices A & 8 a s revised t* estimated 
chemical usage 

IPPOLITO* T A Op orating Reactors Branch 3 79/02/26 Spp 


7903200123 Notice Of issuance of Amend 30 to DPR-44 it Amend 50 to 
DPR* 56 

IPPOLIT 0i T A Operating Reactors Branch 3 79/02/26 2 PP 


03230011 " SER t> F Interim Assessments of MSI V Actuations in Marl I 
Containment Plants " 

* Assistant Director for Engineers l Projects 79/02/27 I2pp 


''032300 B3 Forward b safety evaluation rept on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I BUR facilities 
1* acceptable sub j to corrective actions 

CRIMES, B K Division of Operating Reactors 79/02/27 lp. 


'903070236 Forwards Jan 1979 Mark I containment program activity 
review Lists meetings held lc provides brief task-by-task 
summary 

SQBON, L J General Electric Co , Nuclear Energy Products Div 
79/02/23 lipp 


'903060496 Forwards application for amend to Licenses DPR-44 U DPR-56 
W/»ncl application filing fee 

BRADLEY.E j Philadelphia Electric Co 79/03/01 Ip 


7903060461 Application for emend to Licenses DPR-44 6 DPR-Sfe, 
changing Tech Epees re solid radioactive uastes, contoinneot 
sys 6 auxiliary electric sy* Certificate of Svc end 
BAUER # E 0 Philadelphia Electric Co 79/03/OJ 73pp 


7903120459 Provides summary of 790213 meeting in Bethe»da,MD w/ 
representatives of Hark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list 6 meeting handouts 
S(J» T. H Containment Systems Branch 79/03/01 16pp 


7903200233 Forwards proposed staff position far Mark I long-term 
program implementation schedules 

EI8ENHUT, D„ 0, Assistant Director for Systems & Project* 
79/03/01 4pp 


7903200304 Directs recipients to send end sample ltrs to 1) UR Mark I 
facilities requesting schedules 6 commitment* re eipecfced 
mod completion date*# use of safety relief valve discharge 
devices tc licensing fees for long-term program 
0R1HE8.B Assistant Director for Engineers 6 Projects 

79/03/01 Qpp 


7903200443 Exempts operating BUR facilities ui/Mark I containment design 
from General Design Criterion 50*whiie long time program is 
conducted Forwards sample ltrm to be sent to Mark I 
licensees setting forth requirements for schedules 
GRIMES, 0. Division of Operating Reactors 79/03/01 22pp 


7903270099 Discusses status of hark I containment long-term program 
Requests schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation 6 forwards staff evaluation. 

STELLOr V Division ^f Operating Reactors* 79/03/12 17pp 


7903120009 Forwards IE In*p Repts 50-277/7B-34 U 50-278/73-37 on 
781207 No noncomp 1 lance noted 

SMITH# 0 F Region 1# Philadelphia, Fuel Facility & Materials 

Safety Branch 79/01/23 Spp 


7903120024 IE Imp Repts 30-277/70-34 L 30-278/78-37 on 7B1207 Mo 
noncomp 1 lance noted Major areas inspected observation of 
licensee-conducted radiation emergency drill It re 
Improvements in emergency air monitoring 

BORES* R, J , BETTENHAUSEN. L , STOHR* J P Region !i Philadelphia, 

Fuel Facility U Material* Safety Branch 79/01/18 4pp 


7903140139 Forward* IE Imp Repts 50-277/78-31 U 50-278/78-34 on 
781127-30 U 761 21B-22 No non compli anc e noted 

BRI/NNER,E J Region 1# Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/01* 2pp 


7903140146 IE Insp Repts 50-277 /7B-31 fc 50-278/70-34 on 701127-30 6 
701218-22. No ncmconpliance noted Major areas inspected plant 
operat ions,, review of monthly status repts 6 followup on 
previously Identified unresolved items 

OREEKMANjE 0 , MCCABE* E. C Region I* Philadelphia, Reactor 

Operations Nuclear Support Branch. 79/02/01 4pp 


7903060631 Forwards IE Info Notice 79-03# "Limitorque Volvo OearBd 
Limit Switch Lubricant " 

CRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/09 lp 


7903300380 Forwards IE Insp Kept 50-278/79-07 on 790108-12 *< 23-26 
No noncomp 1 lance noted 

CARLSDN, R T Region i, Philadelphia, Reactor Construction h 

Engineering Support Branch 79/02/15 2pp 


7903300384 IE Insp Rept 50-278/79-07 on 790109-12 ?< 23-26 No 
noncompliance noted Major areas inspected spent fuel rack 
mod including insp, installation 6 procedural control 
FEIL.R A Region i* Philadelphia, Office of the Director 
TRIPP# L E Region l, Philadelphia, Reactor Construction & 

Engineering Support Branch 79/02/14 9pp 


7903060567 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

CRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/16 2pp 


7903300330 Forwards IE Insp Repts 50-277/79-01 & 50-278/79-01 on 
790102-03 No noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/16 2pp 


7903300332 IE Insp Rept 50-277/79-01 It 50-278/79-01 on 790102-05 No 
noncompliance noted Major areas inspected nonroutine event 
review, review of periodic repts, plant operat i ons, f ac i 1 i ty 
tours & independent effort 

CREEhAN, E 0 * MCCABE, E C Region 1* Philadelphia* Reactor 

Operations Nuclear Support Branch 79/02/16 4pp 


7903000489 Informs recipients of IE Bulletin 79-01, "Environ 
dual if tcation of Class IE Equipment#" dtd 79020B, that valve 
limit switch identified a* NAMCO Model S3CML should rBad 
SL3CHL 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/27 lp 


7903200045 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Balts " 

GRIER, 8 H Region 1. Philadelphia# Office of the Director 
79/03/08 lp 


7903020347 Submits Thermal Monitoring Repts 65 6 66 for Nov 1 1 Dec 1*770 
UlLLEEY# N B Philadelphia Electric Co 79/02/21 lp 


7903020349 "Monthly Rept 65 for Nov 1978, Thermal & Biological 
Monitoring Programs " 

« Philadelphia Electric Co 79/11/30 lOpp 


7903020352 "Monthly Rept 6& for Dec 1978, Thermal 6 Biological 
Monitoring Programs “ 

* Philadelphia Electric Co 79/12/31 Spp 


7903130243 Forward* "Semiannual Releases Rept 6,July-Doc 1978 & Annual, 
Occupational Exposure Tabulation 3, 1970 " 

ALDEN, U M Philadelphia Electric Co 79/03/08 lp 


7903130230 "Semiannual Effluent Releases Rept 6, July-Dee 1970 S# Annual 
Occupational Exposure Tabulation 3, 1978 " 

ULLRICH, W T Philadelphia Electric Co 70/12/31 llpp 


7903190219 Forwards monthly operating rept for Feb 1979 
COONEY# H J Philadelphia Electric Co 79/03/13 lp 


7903190224 Monthly operating rept for Feb 1979 

ALDEN, W M Philadelphia Electric Co 79/03/10 9 pp 


7903190147 RQ 2-79-8/10 on 790219 steady state power level exceeded 
license limit of 3293 MW Caused by erroneous feedwater flow 
input to computer causing reactor heat balance to indicate 
less than actual power level 

l/LRICH* W T Philadelphia Electric Co 79/02/20 2 pp 


7903290043 RQ 2-79-iO/lP on 790226 six control & power cables 
improperly designated as non-safeguard cable* during design 
phase 

ULLRICH, W T Philadelphia Electric Co 79/02/27 B pp 


7903120242 LER 79-Q06/03L-0 on 790312, at power, setpoint of B core sjtrau 
pump start timer was 0 32-s less than Tech Spec limit Caused 
by setpoint drift on Agastat timer relay Model CRa02o Relay 
readjusted 6 tested, 

COONEY# M J Philadelphia Electric Co 79/03/05 lp 



DOCKETED SERIES 


DOCKET 30-270 Peach Bottom Atomic Power Station, Unit 3 


7903130324 LER 79-003/03L-0 on 790208 setpoint of reactor core 
isolation cooling turbine steam supply flow sensor was above 
Tech Specs max Caused by setpoint drift on Carton Mode! 308 
differential pressure switch Switch recalibrated 
CQQNEY, M J Philadelphia Electric Co 79/03/03 Ip 


7903290125 RG-2-79-1 1/iP on 790302 containment isolation valves of 
ventilation sy$ would not close when subjected to post-LOCA 
conditions Cause unknown 

ULLRICHiW T Philadelphia Electric Co 79/03/03. 2pp 


7903210101 LER 79-007/03L-0 on 790212 during surveillance setpoint of 
"A" logic automatic depressurization sys time delay relay 
was greater than Tech Spec limit Causod by setpoint drift 
on GE Model CR-2820 time delay Relay readjusted It tested 
CQDNEYrM J Philadelphia Electric Co 79/03/14 lp 


7903210130 LER 79-006/03L-I on 790212 at power «, during surveillance 
testr setpoint of D core spray pump start timer was less than 
Tech Spec min Caused by setpoint drift an QE Model CR-3B20 
time delay relay Relay readjusted l< tested 
COONEY. M J Philadelphia Electric Co 79/03/14 lp 


DOCKET 30-279 Santa Maria de Qarona Nuclear Power Plant 


7903160030 Safety evaluation supporting Amend 70 to License DPR-30, 
Amend 70 to DPR-47 U Amend 67 to DPR-55 
* Office of Nuclear Reactor Regulation 79/03/06, 2pp 


DOCKET 50-200 Surry Power Btation, Unit 1 


7903120144 Forwards revised versions of Entry-Control Sys Handbook, 
8AND77-1033* Intrusion Detection Sys Handboo k. 8AND76-0354> & 
Barrier Penetration Database, NUREG/CR-0 181 

MILLER, J R Assistant Director for Reactor Safeguards 79/01/0-9 

2pp 


7903230033 Forwards Federal Register notice amending 10CFR73 33, 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/2G lp 


7903270390 Forwards amend to approved security p Ian, incorporat ing 
contingency plan info & amends re recent mgt raorgani zat i on 
Enel withheld <raf 10CFR2 790> 

STALLINGS, C M Virginia Electric fc Power Co 79/03723 lp 


7903140603 Forwards NRC 790201 denial of North Anna Environ Coalition 
request for hearing L EI8 re steam generator repair W/o 
enc 1 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/13 lp 


7903190140 Extends time for NRC review of 790201 denial of enforcement 
action until 790313 

CHILK, 8 0 Office of the Secretary of the Commission 79/02/13 

lp 


7903090212 Extends time for NRC to review 790201 denial of enforcement 


7903190034 Requests reconsideration of Amends 46 l* 47 issued to util re 
replacement of steam generators Environ impact must be 
analyzed based upon actual release & pathway analysis 
Complete review should be made of potential dangers 
DERICK. D , ALVAREZ, 8 En vi ronmon ta 1 Policy Institute 79/02/20. 

2PP 


7903220380 Time For NRC review of 790201 denial of enforcement action 
extended until 790413 

CHILK, S J Office of the Secretary of the Commission 79/03/08. 
lp 


7903300353 Forwards s-hdw cause orders issued because of potential 
piping deficiencies in safety-related sys 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/13 2pp 


7903300334 Orders to show cause re potential piping deficiencies in 
safe ty — rela t od sys 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/13 

12pp 


7903050020 Notifies of denial of North Anna Environ, Coalition request 
for hearing 4< EI8 on repair project W/o end 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/13 lp 


79030603 L 2 Answers 790124 request for info J Allen request for info was 
denied in NRC 790201 1 tr Other info may be found In NRC 
790120 EIA W/o end 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/13 lp. 


7903130402 Requests info re nature of problem & repair procedure 
involved in replacement of defective steam generators 
HART, 0 Sonata, Environment k Public Works 79/02/13 2pp 


79030SD372 Amend of Condition 4 endorsement to Policy HF-37 to reflect 
Change in liability from 431, 300,000 to *36,000,000. 

CERABi T Nuclear Energy Liability Insurance A* so c tat i on, 79/02/01 
lp 


7903130273 In order to conform w/std excess & loss p alley , requests 
amend to facility Indemnification Agreement D-45 re location 
of buildings & structures 

STALLINGS, C M Virginia Electric & Power Ch 79/03/09. Ip 


7903060690 Notification of 790227 meeting w/util to discuss plans for 
inspecting feedwater no z * 1 *» * > ste am generator support* 4< 
fire protection program 

NEIGHBORS, D Operating Reactors Branch 1. 79/02/13. lp 


7903000173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
U Handling Application" provided on 700414 Involve* page* 

I V-3 & IV-6 w/modified rationale L correction* 

GRIMES, 3 K Assistant Director for Engineers L Project* 

79/oi/ia 4pp 


7903090410 Safety evaluation r* water hammers in feedwater piping due 
to rapid steam c ond e ns« 1 1 on. auflimer 1 z e * preventive mtasurei 
e Office of Nuclear Reactor Regulation. 70/06/07. lOpp 


7903200024 Request* add! info to complete T»vieu of fce*t rapt of 
environ qualification testing performed on continental 
instrument cable 

SCHWENCERiA Operating Reactor* Branch 1 79/02/22. 3pp. 



ee DOCKETED SERIES 


DOCKET 30-2&0 Sorry Power Station. Unit 1 


7903200247 Forward* draft safety evaluation "Net Positive Suction Head 
Available to Containment Recirculation Spray b Lou) Mead 
Safety Injection Pomps “ 

LA l NAS. 0 Plant Systems Branch 79/03/05 7pp 


7903290145 Confirm* 790319 hand transfer of computer Code 790317 
SHOCK-2 b SHOCK-3 by A Qiambusso Requests hand-delivered 
* document* b« treated a* proprietary 
KENNEDY, W J Stone b Webster Engr 79/03/22 3pp 


7903070516 Forward* IE In*p Rept* 30-260/70-35 b 30-281/70-35 on 
761204-22 No noncompliance noted 

LQNQ,F J Region 2, Atlanta. Reactor Operation* Nuclear Support 

Branch 79/01/15 2pp 


7903070522 IE Insp Repts 3O-2BO/70-35 b 30-281/76-33 on 7B1204'22 No 
none nmpl lance noted Hejor area* inspected plant operations. 

LERs, IE c ircular*. plant organ! lati on changes. physical 
protection barrier* b previous open items 

LEWIS. R. C . BURKE. D J Region 2. Atlanta. Reactor Operations 

Nuclear Support Branch 79/01/12 7pp 


7903130103 Forwards IE ln*p Repts 50-230/79-03 b 30-231/79-03 on 
790 1 09-1 1. No noncomp 1 1 arte e noted 

LEWIS. R. C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/29 2pp 


79030B0334 Ac k receipt of 791213 Itr Request* lists of notice* of 
violation from 790401-1220 b NRC enforcement actions re 
cumulative notices of violation, particular ly re radiation 
safety miscalculation* 

ALLEN# J North Anna Environmental Coalition 7B/12/20 Ip 


79030B0314 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790209, that valve 
limit suitch identified as NAM CO Model S3CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/02/28 2pp 

7903140433 Forward® IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Eipansion Anchor Bolts " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/00 2p p 


7903210131 Forwards IE Bulletin 79-03, "Longitudinal Weld Defect* in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding l* Engineering Co " 

O'REILLY, J P Region 2, Atlanta, Office of thu Director 
79/03/12 lp 


7903220019 Forwards IE Circular 79-04, "Loose Locking Nut on Limitorqvi 
Valve Operators M 

□ 'REILLY, 0 P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903130192 IE Insp Rept* 30-200/79-03 t 50-261/79-03 on 790109-11 Ho 
noncomp 1 1 anc e noted Major areas inspected changes to QA 
program, LER f ol Icuup, previ au* noncomp 1 ianc e, unresolved 
items b open items 

SK0LD3, J L , CANTRELL. F- 5 Region 2, Atlanta. Reactor 

Operation* Nuclear Support Branch 79/01/26 4pp 


7903^00013 Forward* IE Insp Rept* 30-280/79-06 8, 50-281/79-06 on 
790113-19 No noncomp 1 tanc e Tinted 

LEWIS, R C Region 8, Atlanta, Reactor Operation* Nuclear Support 

Branch 79/02/14 2pp 


7903280026 IE Intp Rept* 50-280/79-06 b 50-231/79-06 on 790113-19 No 
■noncompliance noted Major areas inspected iteam generator 
T rpair /rep la cemen t program & Q-A program including 
organl zatlonal 6 functional alignment 

ELROD, S A . BROWNLEE. V L , CANTRELL. F 8 Region 2, Atlanta, 

Reactor Operation* Nuclear Support Branch 79/02/14 4pp 


7903200026 Forward* IE In*p Repts 5G-2S0/79-07 t 30-281/79-07 on 
790129-0201 No none omp l i a nee noted 

LEWI Sr R. C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903280031 IE Insp Rept* 30-200/79-07 b 50-281/79-07 on 790129-0201 No 
noncamp 1 lane e hated Major areas inspected review of safety 
limits, I imi t lng safety *y* setting*, condi tion* for operation 
U followup of open Items b LER 

8K0L03, J L , CANTRELL. F S Region 2, Atlanta, Reactor 

Operation* Nuclear Support Branch 79/02/14- 3pp. 


79032601 lO Forward* IE Imp Repts 50-200/79-03 & 50-201/79-05 on 
7901 IB No noncompliance noted 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch 79/02/15 2pp 


7903280117 IE Insp Repts 5O-2B0/79-03 & 30-281/79-05 on 790118 No 
noncomp l tape* noted l^ajor areas inspected radiation 
protection program b facilities associated u/it»am 
generator rep lacement project 

ESWALD, 3, C * OIBSON. A F Region 2, Atlanta, Fuel Facility b 

Material* Safety Branch 79/02/15- 3pp 


7903090183 Forwards IE Info Notice 79-04, "DegTadati on of Engineered 
Safety Feature* ** 

O'REILLY, J P. Region 8. Atlanta, Office of the Director 
79/02/16 2pj> 


7903280074 Forward* IE In#P Repts 50-200/79-04 b 30-201/79-04 on 
7901 13-19. No noncomp 1 lane > noted 

MURPHY, C E Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/16 2pp. 


7903280073 IE Insp Rept* 30-200/79-04 b 50-281/79-04 on 790115-19 No 
noncomp 1 ianc e noted Major areas inspected: steam generator 
replacement 

WILCOX, J D , HERDT, A R Region 2, Atlanta, Office of the 
Director 79/02/13 3pp 


7903000321 Responds to 70J22O request for notice* o# violation from 
700401-1820 Forward* requested info 

DAVIS, 0.0 Office of inspection it Enforcement. 79/02/21 6pp. 


7903370375 Forwards "Annual Operating Rept, 1970. " "Environ Monitoring- 
Rapt, 1978, " b "Rept of Radioactivity in Effluent Releases b 
Solid Wastes, 1978 11 

STALLINGS, C M Virginia Electric b Power Co 79/03/01 ip 


7903070376 "Annual Operating Rept. 1970 " 

* Virginia Electric b Power Co 78/12/31 3pp 


7903070300 "Rept of Radioactivity in Effluent Releases b Solid Waster 
1970 " 

* Virginia Electric b Power Co 7B/12/31 7pp 


7903070381 "Environ Monitoring Rept, 1978 " 

CHANDRASEKARAN, TflAUTMAN, M Virginia Electric b Power Co 
70/12/31 36pp 


7903190103 Forwards monthly operating rept for Feb 1779 

STALLINGS, C M Virginia Electric b Power Co 79/03/13 Ip 


7903190191 Monthly operating rept for Feb 1979 

COSTELLO# 0 J , STEWART, W L Virginia Electric b Power Co 
79/03/02 42pp 


7903220260 Forwards "Nonr ad i o 1 og 1 ca 1 Environ Operating Rept for 1970 “ 
STALLINGS, C M Virginia Electric b Pnwer Co 79/03/19 lp 


7903220263 "Monrad io 1 og i c« 1 Environ Operating Rept for 1978 h 
* Virginia Electric b Power Co 79/03/19 400pp 


7903020260 Inform* of cooling water outlet temperature increase in 
excess of Tech Spec rate, due to Ice accumulation at intake 
structure 

STALLINGS, C M Virginia Electric b Power Co 79/02/27 lp, 


7903230142 Forwards LER 79-003/03L-0 

STALLINGS, C M Virginia Electric b Power Co 79/03/20 Ip 


7903230143 LER 79-005/03L-0 on 790226 radiation recorder RR-173 ttoffii 
printing Caused by gummed gear shaft bushing in print 
mechanism Bushing was freed b print mechanism cleaned b 
1 ubrlcated 

STEWART, W L Virginia Electric b Power Co 79/03/19 2PP 


7903270414 Forward* LER 79-004/01T-0 

STALLINGS, C N Virginia Electric b Power Co 79/03/32 lp 


7903270419 LER 79-004/01T-0 an 790309 util was notified Of pottiUr 
non-contervatisms in pipe stress code used to analyte piping 
tys Units shutdown awaiting results of re-evaluatlon 
STEWART, W L Virginia Electric b Power Co, 79/03/22 Spp, 


DOCKET 30-281 Surry Power Station, Unit 2 


7903180144 Forwards reviled versions of Entry-Control Sys Handbook, 
8AND77-1033) Intrusion Detection Sy* Handbook, 8AND76-0334) b 
Barrier Penetration Database, NURE<J/CR-0l8i, 

MILLER, U R A«sistant Director for Reactor Safeguards 79/01/09 
8PP 



DOCKETED SERIES 


DOCKET 30-2B1 Surry Power Station. Unit 2 


7903230039 Forwards Federal Register notice amending 10CFH73 35. 
’'Requirements for Physical Protection of Licensed Activities 
in Nutlear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790901 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903270390 Forwards amend to approved security p Ian. incorporating 
contingency plan info & amends re recent mg t reorganization 
Enel withheld <ref 10CFR2 790) 

STALLINGS, C M Virginia Electric & Power Co 79/03/23 lp 


7903140609 Forwards NRC 790201 denial of North Anna Environ Coalition 
request for hearing *< EIS re steam generator repair W/o 
enc I 

DENTONiH R Office of Nuclear Reactor Regulation 79/02/13 lp 


790319014B Extends time for NRC review of 790201 denial of enforcement 
action until 790315 

CHILK. 8 J Office pf the Secretary of the Commission 79/02/13 
»P 


7903090212 Extends time for NRC to review 790201 denial of enforcement 
action until 790301 

CHILK, S J Office of the Secretary of the Commission 79/02/15 
IP 


7903160313 Urges further NRC review of 790201 denial of J Allen's show 
cause petition 

MASON. H H District of Columbia 79/02/16 2pp 


7903200527 Urges reversal of NRC 790201 denial of show cause hearing 
Requests EIS on hazardous transplant of steam generators It 
condenser* due to potential health risks 

ALLEN, J North Anna Environmental Coalition 79/02/16 lp 


790320033B Requests suspension of further work on replacement generator 
until public hearing* are held & El B prepared Cites recent 
accident at plant resulting in peraonnel injury 
POLLARD, R Chesapeake Energy Alliance 79/02/21 lp 


7903160310 Expresses concern re replacement of radioactive steam 
generator* & possible radiation exposure dangers Request* 
public hearings 

WEST.R Affiliation Unknown 79/02/19 Ip 


7903190034 Requests rec ons i d ora t i on of Amends 46 & 47 issued to util re 
replacement of steam generators, Environ impact must be 
analyzed based upon actual release & pathway analysis 
Complete review should be made of potential dangers 
DERICK. D, ALVAREZ. 0 Environmental Policy Institute 79/02/20 

2pp 


7903220300 Time for NRC review of 790201 denial of enforcement action 
extended until 790413 

CHILK. 8 U Office gf the Secretary pf the Commission, 79/03/OB 

ip 


7903300353 Forwards show cause orders issued because of potential 
piping deficiencies in sa f a ty~r« lated ays 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/13 2pp 


7903300354 Order* to show cause re potential piping dsflclencies in 
saf ety-rolated sys 

DENTON. H ft Office of Nuclear Reactor Regulation 79/03/13 
lSpp 


7903050028 Notifies of denial of North Anna Environ Coalition request 
for hearing U EIS on repair project, W/o end 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/13 lp 


7903060312 Answers 790124 request for £nfo U Allen request for info was 
denied in NRC 790201 Itr Other info nay be found in NRC 
790120 EIA W/o end 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/13 lp 


7903150402 Request* info re nature of problem k repair procedure 
involved in replacement of defective steam generators 
HART. 0 Senate. Environment |< Public Works 79/02/15, 2pp 


7903050372 Amend of Condition 4 endorsement to Policy MF-37 to reflect 
change in liability from 431.500.000 to *36.000.000 
CERAB. T Nuclear Energy Liability Insurance Association, 79/02/01 
lp. 


7903130273 In order to conform w/std excess 6 loss po 1 i cy . requ a st* 
amend to facility Indemnification Agreement 0-45 re Location 
of buildings U structures 

5TALLIN03. C H Virginia Electric 6 Power Co 79/03/09 lp 


7903060690 Notification of 790227 meeting w/gtil to discuss plans for 
inspecting feedwater nozzles, staam generator supports Sc 
fire protection program 

NEIGHBORS. D Operating Reactors Branch 1 79/02/13 ip 


79030B0173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
l< Handling Application 1 * provided on 7B0414. Involves pages 
IV-5 4f IV— 6 w/modified rationale & corrections 
GRIMES. D K Assistant Director for Engineers & Projects 

79/Ol/tS 4pp. 


7903090418 Safety evaluation re water hammers in feedwater piping due 
to rapid steam condensation Summarizes preventive measures 
« Office of Nuclear Reactor Regulation 70/06/07 lOpp 


7903200024 Requests addl info to complete review of test rept of 
environ qualification testing performed on continental 
instrument cable 

8CHMENCER.A Operating Reactors Branch 1 79/02/22 3pp 


7903270610 Forwards Amends 40 t 47 to Licenses DPfit-32 6 OPR-37 
respectively & notice of issuance & availability Safety 
evaluation withheld <ref 10CFR2 790) 

SCHWENCERiA Operating Reactors Branch 1 79/02/27 3pp 


7903270634 Amends 40 * 47 to Licenses DPR-32 & OPR-37. respec t ive 1 y. 
adding license conditions to include Commission-approved 
physical security plan as part of license 

BCHWENCER, A Operating Reactors Branch 1. 79/02/27 2pp. 


7903270642 Safety evaluation supporting Amends 4B It 47 to Licenses 
DPR-32 & DPR-37, respectively 

BCHWENCER, A Operating Reactors Branch 1 79/02/27 2p p 


7903270647 Notice of issuance fc availability of Amends 40 6 47 to 
Licenses DPR-32 & DPR-37. r « spec t £ VS 1 (| 

BCHWENCER, A Operating Reactors Branch 1 79/02/27 3pp 


7903120204 Informs NRC that payment for requested Tech Specs Change 73 
was sent on 790206 

BAUM, E A Virginia Electric U Power Co 79/03/05 lp. 


7903200247 Forwards draft safety eva lua t i on: "Net Positive Suction Head 
Available to Containment flee iTculat ion 8pr«y & Low Head 
Safety Injection Pumps 11 

LAINASi G Plant System* Branch, 79/03/03 7pp. 


7903290143 Confirm* 790319 hand transfer of computer Code 790317 
SHOCK-2 * 8H0CK-3 by A Oiambusso Requests hand-delivered 
documents be treated as proprietary 
KENNEDY* W <J Stone 6 Webster Engr 79/03/22 3pp. 


7903070316 Forwards IE In»p Repts 50-SB0/ 70-33 S, 30-261/70-33 on 
701204-22 No n onccmp 1 i enc e noted 

LONO.F J Region 2, Atlanta, Reactor Operation* Nuclear BuppOTt 

Branch 79/01/13 2pp 


7903070522 IE In*p Rept* 30-2BO/7B-P5 4< 30-281/70-35 on 7B1204-22 No 
none amp lienee noted Major areas inspected plant operations* 

LERt, IE circulars, plant organization c hang »». phytl cal 
protection barriers -k preview* open item* 

LEWIS, R G » BURKE, D. J Rag ion 2* Atlanta. Reactor Operations 

Nuclear Support Branch, 79/01/12 7pp 


7903130183 Forward* IE In*p Repts 30-280/79-03 l< 50-291/79-03 on 
7901 OB- 1 1 No none onp I lance noted 

LEWIS, R C, Region 2, Atlanta. Reactor Operation* Nuclear Support 

Branch 79/01/29. 2pp 


7903130192 IE Insp Rapt* 50-200/79-03 & 30-281/79-03 on 790108-11. No 
noncomp 1 ianc* noted Major area* inspec ted' cheng *s to 0A 
program, LER f ol louup, prevl out noncomp 1 i anc a, unr*»olv*d 
Items & open items 

SKQLDS, J, L , CANTRELL, F S Region 2. Atlanta. Reactor 

Operation* Nuclear Support Branch. 79/01/26 4pp. 


7903280015 Forwards IE In*P Repts 30-280/79-06 l 50-281/79-06 on 
790113-19 No nontomp 1 lance noted. 

LEWIS, R, C Region 2, Atlanta, Reactor Operation* Nuclear Support 

Branch. 79/02/14 2pp 



70 DOCKETED SERIES 

DOCKET 50-281 Surry Power Station. Unit 2 7903070376 “Annual Operating Rept, 1978 " 

— — — — * Virginia Electric & Power Co 7B/12/3J 3pp 


79O32&0O26 IE Imp Repti 50-200/79-06 E, 50-201/77-06 on 7901 1 5-19 No 
none ompl lance noted Major Areas inspected steam generator 
r epair/r eplacement program b GA program including 
organisational b functional alignment 

ELROD, S A , BROWNLEE, V L . CANTRELL. F S Region 2* Atlanta, 

Reactor Operation* Nuclear Support Branch 77/02/14 4pp 


7903280028 Forwards IE Insp Reptf 50-200/79-07 b 50-2B1/77-07 on 
790129-0201 No n one ump l ian c e noted 

LCWIB.R.C Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/15 2p p 


7903280031 IE Insp Rept* 50-200/79-07 b 50-281/79-07 on 790129-0201 No 
noncomp 1 lance noted 1 Major areas inspected review of safety 
1 imi U, limi ting safety «ys sett ings > cond itioni for operation 
b foxlowup of open items L LER 

SK0LD3. JL , CANTRELL. F S Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch. 79/02/14 3pp 


7903280110 Forwards IE Insp Repti 50-230/79-03 b 50-2B1 /79-05 on 
790110 No nencoflip l lance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility L Materials 

Safety Branch 79/02/15 2pp 


7903280117 IE Insp Rftpts 30-2B0/79-05 V 30-281/79-05 on 790118 No 
noncomp llanc e noted Major areas inspected radiation 
protection program* b facilities associated w/steam 
generator replacement project 

ESWALD, 8 C . 0 1 B SON* A F Region J2, Atlanta, Fuel Facility b 

Materials Safety Branch 79/02/15 3pp 


7903090123 Forwards |E Info Notice 79-04* “Degradation of Engineered 
Safety Feature* " 

O'REILLV.U P Region 2. Atlanta, Office of the Director 

79/02/ 16 2pp. 


7903 20 0074 Forwards IE Insp Rept* 50-280/79-04 b 50-201/79-04 on 
7901 15-19 No noneomp 1 ianee noted 

MURPHY, C. E Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/16 2pp 


7903280075 IE Insp Rept* 50-280/77-04 b 50-281/79*04 on 790113-19 No 
noncomp l iance noted Major areas in*P«cted steam generator 
rep lac ement 

WILCOX, J D * HERDT.A R Region 2, Atlanta, Office of the 

Director 79/02/13 3pp 


7903000521 Respond* to 781220 request for notices of violation from 
780401-1220 Forwards requested info 

DAVI9, J © Office of Inspection b Enforcement 79/02/21 6pp 


7903080524 Ack receipt of 781213 Ur Requests lists of notice* of 
Violation from 700401-1220 & NRC enforcement actions re 
cumulative notices of vl olat i on, p*T ti cularly re radiation 
safety miscalculation* 

ALLENS North Anna Envl ranmental Coalition 7B/12/20 lp 


7903080314 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment, " dtd 790208, that valve 
limit switch Identified as MAMCO Model 83CML should read 
6L3CML 

0 'REILLY. J F Region 2, Atlanta, Office of the Diractor 
79/02/26 2pp 


7903140433 Forward* IE Info Bulletin 79-02, "Pipe Support Bate Plate 
Deiign* lifting Concrete , Expansion Anchor Dolts 
O'REILLY, J P. Region 2, Atlanta, Office of th* Director. 
79/03/00 2pp 


7903210131 Forward* IE Bulletin 79-03. “Long 1 tud inal Held Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Melding b Engineering Co “ 

O'REILLY. J P. Region 2, Atlanta* Office of the Director 
79/03/12 lp 


DOCKET 50-201 Surry Power Station, Unit 2 


7903220019 Forward* IE Circular 79-04, “Laos* Locking Nut on Llmltorque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/ 03/ I A 2pp 


7903070375 Forward* '‘Annual Operating Rept, 1978. 11 "-Environ Monitoring 
Rept. 1978, *■ & “Rept of Radioactivity In Effluent Releases b 
Solid Haste*. 1976. " 

STALLINGS, C M Virginia Electric b Power Co 79/03/01 Ip 


790 3 07 03 BO "Rapt Of Radioactivity in Effluent Releases 8, Solid Waites, 
1970 “ 

* Virginia Electric b Power Co 78/12/31 7pp 


7903070381 “Environ Monitoring Rept, 1978 " 

CHANDRASEKARAN, TRAUTMAN, M Virginia Electric b Power Co 
78/12/31 56pp 


7903190163 Forwards monthly operating rept for Fab 1979 

STALLINGS, C M Virginia Electric b Power Co 79/03/13 lp 


7903190191 Monthly operating rept for Feb 1979 

COSTELLO, 0 J , 5TEWART, W L Virginia Electric b Power Co 
79/03/02 42pp 


7903220260 Forwards “Nonrad io 1 og 1 cal Environ Operating Rept for 1973 * 
STALLINGS, C N Virginia Electric b Power Co 79/03/19 lp 


7903220263 "Nonrad 1 o log i cal Environ Operating Rept for 1978 “ 
# Virginia Electric b Power Co 79/03/19 400pp 


7903020260 Informs of cooling water outlet temperature increaao in 
excess of Tech Spec rate, due to ice accumulation at intake 
structure 

STALLINGS, C M Virginia Electric b Power Co 79/02/27 lp 


7903080227 Forward* LEfts 79-005/03L-0, 79-006/03L-0, b 79-007/03L-0 
STALL 1 NOS, C M Virginia Electric b Power Co 79/03/02 lp 


7903000230 LER 79-Q05/03L-0 on 790204 at cold shutdown, valve 
hav~3W**203C failed to cycle electrically Caused by alighting 
bent clutch shaft in valve operation Part dismantled b 
overhauled 

STEWART, W L Virginia Electric b Power Co 79/03/02 2pp 


7903080237 LER 79-006/03L-0 on 790204 #t cold sh utdown, va 1 ve 
MQV-BW-203D failed to operate electrically during 
functional test Caused by mechanical binding of valve Valve 
bearing was replaced 

STEWART, W L Virginia Electric b Power Co 79/03/02 2pp 


7903080244 LER 79-0O7/03L-O on 790205 during functional test, damper 
1-VE-103A failed to close on Train “A" safety Injection 
initiation Caused by “hang up" in brake mechanism holding 
supply damper open against closed spring Damper closed 
STEWART. W L Virginia Electric b Power Co 79/03/02 2pp 


79030901 5B Forwards LER 79-008/03L-0 

STALLINGS, C M Virginia Electric b Power Co 79/03/0* Ip 


7903090161 LER 79-0DD/Q3L-Q on 790209 insp showed deterioration on !«■ 
portion of two of four recirculation spray subsystem* Cause 
unknown pip ing sample sent to lab for evaluation Degraded 
piping will be replaced before renewed unit operation 
STEWART, U L Virginia Electric b Power Co 79/03/06 2pp 


790313034B Forwards LER 79-009/03L-0 

STALLINGS, C M Virginia Electric b Power Co 79/03/00 lp 


7903130353 LER 79-0Q9/03L-0 on 790200 while performing penetrant test 
398-1, mechanic discovered 3 snubber* were not on tost Caused 
by inadvertent omission Change initiated to add 3 snubbers 
to penetrant test 393-1 

STEWART, W L Virginia Electric S. power Co 79/03/07 2pp, 


DOCKET 50-262 Prairie Island Nuclear Stdtion, Unit 1 


7903120144 Forwards revised versions of Entry-Control 8ys Handbook. 
SAND77-1033) Intrusion Detection Sys Handbook, 3AND76-0994f b 
Barrier Penetration Database, NUREO/CR-0181 

MILLER i J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


790313043B Requests addl info re fire protection engineer 
qualifications b OA program criteria requirement* 

8CHWENCER, A Operating Reactors Branch 1 79/02/06 3pp 


7903230035 Forwards Federal Register notice emending 10CFR73 55, 
“Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage, » to 
defer employee pat**down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 



DOCKETED SERIES « 


DOCKET 50-282 Prairie Island Nuclear Station. Unit 1 


79031303B6 Forwards responses to NRC positions, re fire protection 
program. as result of 781016 onsite lnsp 
MAYER. L Q Northern States Power Co 79/03/09 22pp 


7903270303 Forwards safeguards contingency plan End withheld <ref 
10CFR2 790) 

MAYER. L 0 Northern States Power Co 79/03/23. 2pp 


7903290132 Forwards "Annual Rept 197B " 

ORUSVEN.A D Northern States Power Co 79/03/26 lp 


7903290134 "Annual Rept 1970 " 

a Northern States Power Co 79/03/26 3Spp 


7903010294 Forwards Endorsement 36 to Policy MF-60. Endor sement 40 to 
Policy NF-197. Endorsement 40 to Policy MF-31 8< Endorsement 
48 to Policy NF-174 for calendar year 1979 
JOHNSON. R 0 Northern States Power Co 79/02/05 3pp 


7903010197 Forwards Endorsement 41 to Policy MF-51 it Endorsement 37 to 
Policy MF-60, both for calendar year 1979, 

JOHNSON. R 0 Northern State* Power Co 79/02/23 3pp 


7903280357 In response to 7Q0925 1 tr. summar i i a s info re pressurizer 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Westinghou** 

PWR Appropriate utils have been notified 

ANDERSON, T M Westinghouse Electric Corp 78/10/27 3pp, 


79030B01 73 Forwards mod to "Review S< Acceptance of Spent Fuel Storage 
fe Handling Application" provided on 780414 Involve* page* 

IV-3 k 1V-6 w/modified rationale & corrections 

0RIME8. D K Assistant Director for Engineer* k Project* 

79/01 / 18 4pp 


7903260209 Forwards Amends 33 S« 27 to Licenses DPR-42 it DPR-60, 
respectively, safety evaluation & notice Of issuance & 
aval lab i 1 i ty 

BCHWENCER, A Operating Reactors Branch 1 79/03/02 2pp 


7903260211 Amends 33 U 27 to Licenses DPR-42 & DPR-60. respec t 1 ve 1 y i 
deleting reactor turbine trip below SOX power in both unit* 
SCHWENCER.A Operating Reactor* Branch 1 79/03/02 7pp 


7903260213 Safety evaluation supporting Amend* 33 5 £ 27 to License* 
DPR-42 it DPR-60, respectively, 

* Office of Nuclear Reactor Regulation. 79/03/02 4pp 


7903260217 Notice of issuance it availability of Amends 33 lc 27 to 
Licenses DPR-42 * DPR-60, respec tive lg. 

SCHWENCER.A Operating Reactors Branch 1 79/03/02 2pp 


7703090248 Reviews background developments re Tech {Spec* change* to 
incorporate App 1 requirements, al lowing for Offsite Dose 
Calculation Manual to be prepared by licensee. Onab le to meet 
790315 submittal date Expects submittal by 79D601 
MAYEfliL 0, Northern States Power Co 79/03/05 lp 


7903200373 Provides addl info for license amend requested on 780110 r» 
quantitative ju*tlf ication for refueling interval 
surveillance frequency 

MAYER. L 0 Northern State* Power Co 79/03/15 3pp 


7903140662 Forwards response to NRC 701204 1 tr re 3E lnsp Repts 
50-202/78-13 * 50-306/70-16. W/o end 

WACHTER.L J, Northern States Power Co 78/12/21 lp 


7703070106 Forwards IE lnsp Rept* 30-202/78-22 S< 30-306/7B-22 on 
701212-14. No noncompliance noted, 

DAVIS, A D. Region 3, Chicago. Fuel Facility it Materials Safety 

Branch 77/01/13, 2pp 


7703070111 IE lnsp Rept* 50-2B2/78-22 & 30-306/70-22 on 781212-14 No 
noncompliance noted Major area* impacted routine environ 
protection 

0E8TMANN.M J , E89IQ, T H. Region 3, Chicago, Fuel Facility it 

Material* Safety Branch 79/01/10 6pp, 

7703130264 Forward* IE In»p Rept* 30-2B2/77-O2 * 30-306/79-02 on 
790115-17 No noncomp 1 lance noted. 

FI OR ELL I . 0 Region 3, Chicego, Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7903130270 IE lnsp Rept* 30-202/79-02 & 30-306/79-02 on 79011 3-17 No 
none ompl lance noted Major areas inspected training & 
retraining of licensed it unlicensed personnel, &c licensed 
operator requa 1 if lc ati on training program 

DANIELS, F T Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 77/01/31 3pp 


7703130477 Forwards IE lnsp Rept* 5O-2B2/70-23 fc 50-306/7B-2J on 
701201-29 notice of violation 

FI DR ELL 1 . 0 Region 3, Chicago. Reactor Operation* Nuclear Support 

Branch 79/02/01 2pp 


7903130400 Notice of violation front imp on 701201-27 

FIDRELLI, 0 Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/02/01 lp, 


7903130482 IE lnsp Repts 50-202/70-23 & 50-306/78-23 on 781201-29. 
None amp 1 ianc e noted* fall ure to follow test procedure. 

FEIERABAND.C D . WARWICK, R F. Region 3. Chicago. Office of the 

Director 77/01/26 7pp 


7903320460 Forward* IE lnsp Rept 50-282/79-01 & 30-306/77-01 on 
790102-31 it notice of violation 

FIQRELLI,© Region 3i Chicago. Reactor Operation* Nuclear Support 

Branch 79/02/13 2pp 


79032204*5 Notice of violation from lnsp on 770102-31. 

« Region 3, Chicago, Reactor Operations Nuclear Support Branch, 

79/02/14 lp, 


7703220470 IE lnsp Rept* 50-282/79-01 & 50-306/79-01 on 790102-31 
Noncomp 1 lance noted insufficient measure* to assure prompt 
corrective action b failure to establish imp program. 
FEIERABEND. C 0 , WARNJCK, R F Region 3. Chicago, Reactor 

Operation* Nuclear Support Branch, 79/02/14 10pp. 


7903000342 Forward* IE Info Notic# 79-04, "Degradation of Engineered 
Safety Feature* *’ 

KEPPLER, J 0 Region 3. Chicago, Office of the Director, 79/02/16 

lp 


79O30BO363 Inform* recipients of IE Bulletin 77-01, "Environ 
Qualification of Class IE Equipment, " dtd 790200, that YalV* 
limit switch identified) as NAMCO Model B3CKL should read 
SL3CML 

KEPPLER, J 0 Region 3. Chicago, Office of the Pirector. 79/03/01 

ip 


790315004 J Forwards IE Bulletin 79-02, "Pipe Support Base Plat# Design* 
Using Concrete Expansion Anchor Dolts " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director. 79/03/00. 

lp 


7903160078 Ack receipt of 790223 ltr informing NRC of steps taken to 
correct violation* noted In IE lnsp Rept* 50-282/78-23 & 
50-306/78-23 

KEISHMAN, R F Region 3, Chicago, Reactor Operation* Nuclear 

Support Branch 79/03/09 Lp 


7 903 i 60083 Re*pondi to NRC 790201 ltr r* violation* noted in IE lnsp 
Repts 30-202/70-23, & 50-306/70-23 Corrective actions 
preventive maint prodedurem for safeguard* bus** are being 
rewritten to comply w/T*ch Specs 

WACHTERiL J Northern States Power Co 79/02/23 Lp. 


7903190359 Forward* IE Bui Latin 79-03. “Long 1 tudinal Weld Defect* In 
ASHE 8A-3J2 Type 304 Stainl*** Steel Pipe Spool* 

Manufactured by Youngstown Welding *< Engineering Co " 

KEPPLER, J <3 Region 3, Chicago, Office of the Director. 79/03/12 

if 


7903020335 Forwards annual rept of occupational exposure U annual rept 
of changes, tests & experiment* 

MAYER, L. □ Northern State* Rawer Co^ 79/02/23 lp 


7903020340 Annual rept* of 1970 occupational exposure, changes, t*»t* 
it experiments. 

* Northern State* Power Cd 79/02/23. 9pp 


7903060176 Forwards "Effluent fc Waste Disposal Semiannual Rapt" for 
Ju 1-Dec L978 

MAYER, L,Q Northern State* Power Co. 79/02/27 llpp. 


7903140317 Forward* monthly operating rapt for Feb 1979 
MAYER, L. □ Northern State* Power Co. 79/03/12. lp 



DOCKETED SERIES 


72 

SOCKET 30-292 Prairie It land Nuclear Station, Unit 1 


7903140319 Monthly operating rept for Feb 1979. 

HUNQTADi A A Northern State* Power Co 79/03/12 8pp 


7903260236 Forward* "Radiation Environ Monitoring Prog ram, Annua 1 Rept 
for I97B M 

HAYERrL 0 Northern States Power Co 79/03/20 Ip 


7903260236 "Ra d lation Environ Monitoring Program. Annual Rapt for 1970 " 
HADLEY, Q W Haiti ton Environmental Sciences Corp 79/03/06 
91pp 


7903120210 Forwards LER 78-021/OlX-i 

HAVER r L 0 Northern. States Pouer Co 79/03/07 lp 


7903120217 LER 7B-021/01X-1 on 781129 during ref ueilng. local 
test revealed leakage through outtT valves in penetration 
23A ir 25B. conta iiment purge in excels of Tech Spec mai 
Caused by inadequate seal at valve seat* Adjustment made 
HUNSTAD, A A Northern States Power Co 79/03/07. Ip 


DOCKET 90-265 Fot t Calhoun Statiom Unit 1 


7903120144 Forwards revised versions of Entry-Control Bys Handbook* 
SAND77-1033J Intrusion Detection By* Handb ook, SAND76-0554 j b 
Barrier Penetration Database. NUREO/CR-O 1B1 

MILLER • J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903020358 Forwards design description. "Fuel Tank for Diesel Driven 
Fir* Pump Modj " for revlsw Plans mod completion by 790630 
SHORT. T. E Omaha Public Power District 79/02/23 4pp 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searcfiei until 79QB01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903260271 Forward* revision to physical security plan which provides 
safeguards contingency plan per 10CFR7340 plan withheld 
(r*f 10CFR2. 790J. 

SHORT* T E Omaha Public Power District 79/03/20 lp 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Hanual to be submitted w/propo**d 
radiological affluent Tech Specs 

PRIMES, B K Assistant Director for Engineers & Projects 

79/01/10 4pp 


7903130358 Forwards “Cycle IV Irradiated Fuel Insp Following Cycle IV 
Operation" Nov-Dee 1976 

SHORT, T E Omaha Public Power District 79/03/01. lp 


7903130363 "Cycle IV Irradiated Fuel Insp Following Cycle IV 
Operation, 11 Nov-Dec 1970 

* Omaha Public Power District 79/02/15 7pp 


7903120209 Forward* add 1 Info to support 7B0313 application for amend 
of operating 11 cense, revising proposed Tech Specs U 
providing results of analytical work L field testing. 

SHORT, T E Omaha Public Power District 79/03/06. 8pp. 


7903J6002S Notification of 790327 meeting w/Omiha Public Pouer District 
in BethesdaiMO to dlscusi Cycls 6 reload for facility. 

Including plans for use of Exxon fuel 

ERICKSON* F S Operating Reactors Branch 4. 79/03/09 2pp 


7903190325 Forwards *1970 Refueling Outage Type G and Type C Local 
Leal Rata Test Summary™ fc *1970 Refueling Outage Type B & C 
Tests Which Failed to Meat Acceptance Requirements " 

SHORT, T. E Omaha Public Power District 79/03/12 13pp 


7903070047 Act receipt of 790123 ltr informing NRC of steps talsn to 
correct violations notsd In IE Insp Rapt 50-285/7B-1B 
MADSEN* 0 L Region 4» Dallas* Reactor Operation* NucIbst Support 

Branch. 79/01/30. ip 


7903200571 Forwards IE Insp Rept 50-285/79-02 on 790125 No 
none omp 1 lance noted 

MADSEN. 0 L Region 4, Dallas. Office of the Director 79/01/30 

2pp 


7903200577 IE Insp Rept 30-285/79-02 on 790125 No noncompl lane e notef 
Major areas inspected routine mgt meeting to review 
licensee's enforcement history, discuss i on of program by IE it 
current items of concern 

QEYFRIT. K V , MADSEN, 0 L , JOHNSON, W D Region 4, Dallas, a F f g E • 
of the Director 79/01/30 3pp 


7903150185 Forwards IE Insp Rept 50-285/79-01 on 790122-24 fc notica of 
violation 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/02/06 2pp 


790313OIB6 Notice of violation from insp on 790122-24 

MADSEN, 0 L Region 4, Dallas, Reactor Operations Nuclear 

Support Branch 79/02/05 lp 


7903150193 IE Insp Rept 50-285/79-01 on 790122-24 Noncompliance noltr 
failure to adhere to procedure re review of safety limits* 
limiting safety sys settings k condition* for operations 
JOHNSON, W D , MADSEN, 0 L Region 4, Dallas, Reactor Operations 

Nuclear Support Branch 79/02/05 Bpp 


79030B0325 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

EEYFRIT, K V Region 4, Dallas, Dffice Df the Director 79/02/16 
IP 


7903260109 Responds to IE Bulletin 76-06 Forwards Form NIS-i "Gwner'l 
Data Rept for Inservice Insp" summer! x ing lnservice l< 
nondestructive examination of stress corrosion cracks in 
stagnant, low pressure stainless steel piping 
SHORT, T E Omaha Public Power District 79/02/20 46pp 


7903090028 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model S3CHL should read 
SL3CML 

SEYFRIT.K V Region 4, Dallas, Office of the Director 79/Q2/27 
lp 


7903130160 Ack receipt of 790220 ltr Informing NRC of steps taken lb 
correct violations noted in IE Insp Rept 50-285/79-01 
MADSEN, Q L Region 4, Dallas, Reactor Operations Nuclear tiuppcrl 

Branch 79/03/05 lp 


7903150163 Responds to NRC 790206 ltr re violations noted in It till 
Rept 30-205/79-01 Corrective actions a procedure change will 
be written in order to incorporate QC requirements 
SHORT, T E Omaha Public Power District 79/02/28 3pp 


7903210019 Response to IE Bulletin 79-01 Provides 24-h notice that 
safety-related steam-mounted limit switches on containment 
isolation valves failed to meet environ criteria Problem 
does not jeapordize public safety 

SHORT, T E Omaha Public Power District 79/03/16 2pp 


7903300395 Forwards Form NI8-1 "Owners' Data Rept for Inservice Insp * 
Provides results of interviee Insp of selected Class 1 & 2 
components* conducted during 1970 refueling outage 
SHORT, T E Omaha Public Power District 79/03/16 44pp 


7903030332 Forwards copies of semiannual effluent releases & envirorv 
operations k annual occupational exposures per 10CFR 
Sections 50 362 «c 20 407<b) k facility Tech Specs. 

SHORT, T E Omaha Public Power District 79/02/27 ip 


7903050333 1970 Annual Rept for Tech Spec Section 3 9 16* Semiaruvuil 
Rept for Tech Spec Section 5 9 4 h App 0, Jul y-Dec 1978 
ANDREWS, R L Omaha Public Power District 79/02/27 206jip 


7903190206 Forward* montly operating rept for Feb 1979 
BHORT, T E Omaha Public Power District 79/03/08 


7903190213 Monthly operating rapt for Feb 1979. 

HICKLE, B. J , JAWORSKI, R L Omaha Public Power District 79/03/Ofl 
BPP 


leak rate 


7903070031 Respond* to NRC 790103 ltr re violations noted in IE Insp 
Rept 30-283/78-18 Corrective actions annual operator 
examinations conducted In Jan L Feb 1978. 

SHORT* T. E Omaha Public Power District. 79/01/23, ip 


7903010296 Forward* LER 79-003/03L-0 

ANDREWS, R L Omaha Public Power District. 79/02/23, ip 



DOCKETED SERIES M 


DOCKET 30-283 Fort Calhoun Station* Unit 1 


7703010899 LER 79-003/03L-0 on 790127 while mating containment pressure 
rel ease, read ing* on containment air monitor RM0-30/51 uiirs 
abnormally low Caused by closed isolation valves, not 
reopened after actuation check Will review procedures 
OATES . Q Omaha Public Power District 79/02/23 3pp 


7703140314 Forward* LER 79-004/01T-0 

ANDREWS, R L Omaha Public Power District 77/03/08 Ip 


7903140319 LER 79-004/01T-0 on 770226 during containment insp after 
outage) we Id leak discovered on controlled bleed-off line on 
reactor coolant pump RC-3C Caused by vibration induced 
fatigue Repairs performed 

JONES. D . ANDREWS, R Omaha Public Power District 79/03/08 4pp 


7903270909 Forwards LER 79-005/03L-0 

ANDREWS. R L Omaha Public Power District 79/03/23 lp 


7903270316 LER 79-003/03L-0 on 790226 at 1SVC power "C” channel lots of 
load trip did not annunciate Caused by bistable 
multivibrator set to 10 IX Bistable reset U surveillance 
test performed 

CORE, M , PETERSON, 0 R Omaha Public Power District 79/03/19 
3PP 


7703120144 Forwards revised versions of Entry-Control Sys Handbook, 
8AND77~1033i Intrusion Detection Sys Hand b oo k , 8AND76-0534) 6 
Barrier Penetration Datab ase, NUREG/CR-01B1 

MILLER, J R Assistant Director for Reactor Safeguards 77/01/09 

2pp 


7703230033 Forwards Federal Regiiter notice amending 10CFR73 55. 
"Requirement* for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790901 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903270439 Forward* security contingency plan Request* return of Enel 
2 Plan withheld <ref 10CFR2 790) 

EARLY, P J Power Authority State of New York 79/03/23 lp 


7903220343 Forward* fourteenth quarterly rapt for seismic monitoring 
program Also forward* 790227 transmittal 1 tr from QJ Cahill, 
Consolidated Edison of NY, to A Bchuencer, NRC. & revision* to 
thirteenth quarterly rept 

DAVIS, J P Consolidated Edison Co of New York 79/03/01 40pp. 


7903140363 Forward* NTL1A Binder ED-7 U MAELU Cinder XB-7 to atteit 
that secondary financial protection Is being maintained by 
util for facility 

DEEG, F H Power Authority State of New York 79/03/07 3pp 


7703200337 In response to 700923 1 tr, luminr i i ss info re pressurijer 
heatup rate Tech 0pec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour, due to design of Westinghouse 
PWR Appropriate utils have been notified 

ANDERSON, T M Westinghouse Electric Corp 78/10/27 3pp 


7903000173 Forwards mod to "Review U Acceptance of Spent Fuel Storage 
It Handling Application" provided on 700414 Involves pages 
IV-3 fc I V-6 u/modlfied rationale t* corrections 
CRIMES, B, K Assistant Director for Engineers U Project* 

79/01/10 4pp 


7903030390 In response to F0IA 770700 request for documents. Info has 
been placed in Region III files 

FELTON, J M Division of Rules and Records 79/01/30 3pp 


7903130347 Present* conclusion of review of 770920 util response re 
high & low pressure safety injection sys throttle valves. 

Finds Section 4 3 of Tech Specs need not be changed to 
satisfy NRC. No further action required 

8CHWENCER, A, Operating Reactors Branch 1 79/02/03 2pp. 

7903190090 Forward* Amend 22 to License DPR-64 & notice of issuance of 
amendment, 

SCHWENCER, A Operating Reactor* Branch 1 79/02/15 4pp. 


7903190093 Amend 22 to License DPR-64 deleting method for calculating 
rate of heat rejection to river 

SCHWENCER, A. Operating Reactors Branch 1 79/02/13. 5pp. 


7903190106 Notice of issuance of Amend 22,47 & 22 to Licenses DFR-5, 
DPR -26 fc DPR-64 

SCHWENCER, A Operating Reactors Branch 1 79/02/13. 2pp. 


7903200016 Request* add! info to complete investigation of 70120* steam 
generator tube leak Info includes analysis of secondary 
water chemistry to assess cause of tube denting & summary of 
tentative action* intended to control denting 
SCHWENCER, A Operating Reactor* Branch 1. 79/02/21 3pp 


7903260148 Ack receipt of 7B0223 ltr re potential boron dilution 
incidents No further action necessary re this generic issue 
SCHWENCER, A Operating Reactors Branch 1 79/02/21 2Pp 

7903010233 Responds to 790202 request Forward* check for *800 under 
protest 

ZARAKAS, P Consolidated Edison Co of New York 79/02/22 2pp 
DOCKET SO-286 Indian Point Station, Unit 3 


7703160032 Forwards Amend 23 to- License DPR-64 

SCHWENCER. A Operating Reactor* Branch 1 79/02/27 4pp. 


7903160035 Amend 23 to License PPR-64, incorporating physical security 
plan into license 

SCHWENCER, A Operating Reactor* Branch 1 79/02/27 2pp 


7903160037 Notice of issuance of Amend 23 to License DPR-64 
SCHWENCER, A Operating Reactors Branch 1 79/02/27 3pp 


7903070330 In response to NRC 781 12B ltr, forwards info re containment 
purging during normal plant operation Info responds to 
issues in Revision t of Branch Technical Position 
CSa 6-4. 

SCHMIEDER, J R Power Authority State of New York 77/03/02 13pp 


7903120202 Responds to 790202 request £< remits Class I fee of *800 for 
proposed Tech Spec change re continuous chlorination of 
effluent from sewage treatment facility Paid under protest 
pending legal resolution 

BERRY, Q T Power Authority State of New York 79/03/03 lp 


7903140261 Submits followup rept re milk sample* no longer obtainable 
from Guard Hill Farm, since animal* have been removed from 
locat 1 on. Invest lgati on being performed to find suitable 
replacement for sampling 

CAHILL, W J Consolidated Edison Co of New York. 79/03/06 2pp. 


7903220267 Forwards summary of containment Isolation valve leakages In 
Aug 1978 

EARLY* P d„ Power Authority State of New York 79/03/17, 9pp. 


7903260223 Forwards requested info re radiological effluent release 
point & release f r«quenc i es. I nf o submitted as addendum to 
I0CFR50 App I compliance evaluation submitted 770314, 

EARLY, P J Power Authority State of New York 79/03/19 3pp. 


7903260228 Requests effective date of "routine license amend be changed 
to 21 days from date of issuance to allow for mailing fc 
implementation of amend 

EARLY* P J Power Authority State of New York 79/03/19 2pp. 


7903290136 Semiannual progress rept Discusses various ch emica 1, environ 
& monitoring project* 

CAHILL# W Consolidated Edison Co of New York. 79/03/27 0pp. 


7903070003 Forwards IE In«p Rept 30-206/78-20 on 780727-1020 * notice 
of violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 70/12/08 3pp. 


7903Q700B7 Notice of violation from insp on 780927-102B, with held 
(rtf 10CFR2 790) 

a Region I, Ph 1 ladel phla. Office of the Director. 78/12/06. 
lp 


7703070089 IE Insp Rept 30-206/70-20 on 780927-1020. Noncomp 1 lance 
noted: plant physical protection. 

REBEL0W3KI»T , KEIMIQ, Ft R, Region 1* Philadelphia# Reactor 

Operations Nuclear Support Branch, 78/12/06. 13pp 


7903120060 Forwards IE Insp Wept 30-286/79-01 on 790110. No 
none amp 1 lance noted 

SMITH, 0 F Region 1, Ph l lad elph ia» Fuel Facility L Material* 

Safety Branch 79/01/23 2pp 


7903120063 JE Insp Rept 50-209/70-01 on 79OU0. No non comp 1 ianc • notad, 
Major ar»a* inspected results Of effluent sample spljt 
between licensee S# NRC during insp on 780620-22 

KGTTAN* -J J* BTOHR, J -P Region I. Phi led* 1 phla. Fuel Facility * 

Materials Safety Branch 79/0J/2 , 2, 4pp 
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DOCKET so-sat. Indian Point Station. Unit 3 


7903060634 Forwards IE Info Notice 79-03. *Lim it orque Valve Geared 
Limit Switch Lubricant " 

CRIER. B H Region 1, Philadelphia. Office of the Director 
* 79-/02/09 ip 


79Q30B0276 Forward* IE Info Notice 79-04. "Degradation of Engineered 
Safety Feature* ,J 

DRIER. 0 H Region l» Philadelphia. Office of the Director 

79702/16 2pp 


7903300332 Forward* IE Insp Rept 50-286/79-03 on 790131 
No nonconpl lance noted 

SMITH. Q H Region I. Philadelphia. Fuel Facility £. Materials 

Safety Branch 79/02/22 2pp 


7903300336 IE Insp Rept 50-206/79-03 on 790131 No none omp liar c« noted 
Major area* inspected licensee-conducted emergency drill 
DONALDSON. D . 9ERABIAN. J Region 5. San Franc Uco. Office of the 

Director STO HR, J P Region 5. San Francisco, Fuel Facility U 

Material* Safety Branch 79/02/20 3pp 


7903000488 Informs recipient* of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment. " dtd 790209, that valve 
limit switch identified a* NAMCO Modi! 83MCL should read 
SL3MCL 

DRIER. B H Region 1. Philadelphia, Office of the Director 
79/02/27 Ip 


7903280043 Forward* IE Bulletin 79-02. "Pipe Support Bate Plata Design* 
Using Concrete Expansion Anchor Bolts " 

DRIER. B H Region 1, Philadelphia. Office of the Director 
79/03/0B Ip 


7903060376 Forward* fourteenth "Quarterly Rept on Seismic Monitoring in 
Vicinity of Indian Polnt.NY, " Sept-Nov 197B Revived pages 
for introduction to thirteenth quarterly rept «ncl 
CAHILL. W J Consolidated Edison Co of New York 79/02/27 4pp 


7903060332 "Quarterly Rept on Seismic Monitoring Network in Vicinity 
of Indian Point, NY. " Sept-Nov 1978 

a Consolidated Edison Co of New York 70/11/30, 3 Bp p 


7903070212 Forward* summary rept of personnel monitoring info & annual 
radiation exposure rept 

CAHILL, W J Commonwealth Edison Co 79/02/2B 3pp 


7903060419 Forward* "Semiannual Rept of Radioactivity In Solid Pastes 
6 Release* of Radioactive Mail* Ln Liquid & Caseous 
Effluent* “ for July-Dee, 1979, Correct* second quarter 1978 
tritium effluent data in last semiannual rept 
BAYNE. J P Power Authority State of New York 79/03/Oi ip 


7903060421 "Effluent it Waste Disposal Semiannual Rept“ for July-Dee. 
197Q 

BAYNE, J P„ Power Authority State of New York 79/03/01 43pp 


7903070220 Forward* semiannual effluent release rept for Jul-Qec 1978 
CAHILL, H J Consolidated Edison Co of New York 79/03/01 lp 


7903070223 "Effluent Release Rept, H semiannual rept for third Sc 
fourth quarter* of 1978 Caver* liquid Sc airborne discharge* 

» Consolidated Edison Co of New York 79/03/01 44pp 


7903130319 Forward* data specified In Section 401 Certification for Feb 
1979. 

MONTI, M, A. Consolidated Edison Co, of New York 79/03/09 16 PP 


7903190299 Forward* monthly operating rept for Feb 1979 

BAYNE, J P. Power Authority State of New York. 79/03/13. lp 


7903190307 Monthly operating rept for Feb 1979 

CONNELL , C Power Authority State of New York, 79/03/01 6pp. 


7903210022 Inform* of correction* to monthly rept* from Aug 1979-Jan 
1979. per 790313 telcon 

CONNELL, C. Pouet Authority State of New York. 79/03/13 lp 


7903210190 Forward* tabulation of daily record of fish collections for 
Feb 1979. including daily species breakdown > total ut for 
Unit* 2 St 3. Circulator* at Unit l were shut down for entire 
month Give* high fish impingement total* h corrective action 
CAHILL* W J Consolidated Edison Co. of New York. 79/03/14 5pp 


7903070320 Forwards LER 79-002/03L-0. 

BAYNE, J P Power Authority State of N«w York 79/03/02 ip 


790307032B LER 79-002/03L-0 on 790205 at 1007. power, increase in ga»»^ 
activity was observed Caused by leakage of No 32 charging 
pump plunger Plunger 6 packing for Union Pump GX-3G0 
Quintuple* were replaced & unit returned to *vc 
GUM0LE. F W Power Authority State of New York 79/03/02 2pp 


7903160099 Forwards LER 79-001 /03L-0 

BAYNE. J P Power Authority State of New York 79/03/12 lp 


7903160103 LER 79-001 /03L-0 on 790211 high dew point S. air leakage oi 
breaker 2-6 noted To preclude breaker damage, breaker 2-6 was 
opened Caused by apparent gasket leak in Westinghouse C-A 
breaker Feeder !< breaker repaired 

OUMBLE, F W Power Authority State of New York 79/03/12 ypp 


7903200372 Forward* LER 79-012/04T-0 

CAHILL, W J Consolidated Edison Co of New York 79/03/14 ip 


7903200375 LER 79-012/04T-0 on 790213 contracting laboratory provil* 
rept on 790213 that activity of precipitation sample taken 
on 790102 exceeded 10 times control station level Caused by 
tritium releases from outside source 

MA9C IULLI , 8 Consolidated Edison Co of New York 79/03/14 'Iff 


DOCKET 50-287 Oconee Nuclear Station, Unit 3 


7903120144 Forwards revised version* of Entry-Control fiy* Handbook. 
8AND77-10331 intrusion Detection Sys Handbook, BAND76-0594> K 
Barrier Penetration Database, NURE0/CR-0181 

MILLER, J R Assistant Director for Reactor Safeguard* 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending 10CFR73 55. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-down searches until 790B01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270310 Forwards safeguards contingency plan Plan withheld lr*f 
10CF-R2 790) 

PARKER, W D Duke Power Co 79/03/23 Ip 


7903290203 Request* notification of NRC decision on appeal ease calll 1 
for shutdown of Oconee 

DERRICK, B House of Rep 79/03/06 lp 


7903290011 Forward* corporate annual rept, financial forecast l utkl 
statement re available source* of funds W/o end 
THIES, A C Duke Power Cd 79/03/21 lp 


7903120533 Forwards staff recommendations re general content* of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

ORIMES.B K Assistant Director for Engineers & Project* 
79/01/18 4pp 


7903160050 8afety evaluation supporting Amend 70 to License DPR slfl. 
Amend 70 to DPR-47 fc Amend 67 to DPR-35 
* Office of Nuclear Reactor Regulation 79/03/06 2pp 


7903060680 Respond* to 701220 request for reassessment of NRC 7l!0fll9 
ltr author! xing Pee refund for Unit l Believes fee* should 
not be refunded 

REID, R 14 Operating Reactors Branch 4 79/02/09 lp 


7903260117 Forwards notice of proposed issuance of amend to operalirg 
licenses revising Tech Specs to permit expansion of spent 
fuel pool storage capacity from 336 to 750 storage 
locations 

REID, R W Operating Reactors Branch 4 79/02/16, 2pp 


7903260121 Notice of proposed issuance of amend to operating Hifmii 
REID, R W, Operating Reactors Branch 4 77/02/16 4pp, 


7903190118 Forwards Amend 6B to DPR-3B, Amend 6B to DPR-47 6 Amend A* 1» 
DPR-55 i< notice of issuance 

RE I Dr R W Operating Reactors Branch 4 79/02/23 3pp 


7903190125 Amend 60. 60, 65 to DPR -30, 47 l< 55 respective lu. adding nee 
Paragraph 3 F re full implementation of all provision* of 
NRC-approved physical security plan 

REID, R W Operating Reactor* Branch 4 79/02/23 6pp 

7903190130 Notice of Issuance of Amend 69.60 & 65 to Licehiti 
DPR-47 & DPR-55, r«*p»ctively 

FAIRTILE, M B Operating Reactors Branch 4. 79/02/83 3pp 
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DOCKET 50-287 Oconee Nuclear Station. Unit 3 7*03080270 Ini 


'orms recipients of IE Bulletin 79-01* "Environ 
Qualification of Class 2E Equipment**' dtd 790200* that valve 
limit switch identlfiad as NAMCO Model S3CML should read 
8L3CML 

O'REILLY. J.P Region 2. Atlanta. Office of the Director. 
79/02/20 2pp. 


7903260176 Response dtd 771220 indicates util has reviewed potential 
boron dilution incidents 6 has determined that FSAR analysis 
of this event still represents most limiting case No further 
action is necessary 

REID. R W Operating Reactors Branch 4 79/02/23 2pp 


7903140179 Notifies util of au th or i i a t i on for refunds of Class I amend 
fees for applications dtd 780602 6 760608 Refunds will be 
sent as soon as possible 

MILLER. 14 0 License Feo Management Branch 79/02/27 lp 


7903160043 Forwards Amend 70 to License DPR-38, Amend 70 to DPR-47 8< 
Amend 67 to DPR-55, safety evaluation 6 notice of issuance 
REID, R W Operating Reactors Branch 4 79/03/06 2pp 


7903160046 Amend 70 to License DPR-38, Amend 70 to License DPR-47 * 
Amend 67 to DPft-53. deleting Tech Spec requirements re liquid 
effluent monitoring sy* that are no longer applicable 
REID.R W Operating Reactors Branch 4 79/03/06 10pp 


7903140543 Forwards IE Info Bulletin 79-02* "Pipe Support Base Plata 
Designs Using Concrete Expansion Anchor Dolts “ 

□ ' REILLY. J P Region 2, AtLanta. Office of the Director 

79/03/00 2pp 


7903210132 Forward* IE Bulletin 79-03* "Longitudinal Wald Defects in 
ASHE SA— 312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co- " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/03/12 lp 


7903210503 Forwards IE Circular 79-04. "Loose Locking Nut on Limltorqu* 
Valve Operators 11 

O'REILLY, J.P Region 2. Atlanta. Office of the Director 

79/03/16 2pp 


7903160064 NoticH of Issuance of Amends 70*70 t* 67 to Licenses 
OPR-38. DPR-47 h DPR- 55. respectively 

REID.R W Operating Reactors Branch 4 79/03/06 2pp 


7903270260 Describes util's practice of extending submittal periods for 
documents if last day of period is Saturday , Sunday . or legal 
holiday Requests guidance as to whether this practice is 
incorrect 

PARKER. W 0 Duke Power Co 79/03/20 lp 


7903270552 Forwards proposed revision to Tech Specs re qualifications 
of site health physicist License fees are not provided 
M/affl davit 

PARKER. W 0 Duke Power Co 79/03/21 7pp 


7903300281 Surveillance requirements presently Included in unit Tech 
Spec* apply to NRC-ac r ep t ed mod* of high pressure injection 
sye Mod & preop era 1 1 ona 1 testing remain as proposed 
PARKER. H Q Duke Power Co 79/03/26 lp. 


7903130239 Forward* IE Insp Rept 50-269/76-37.50-270/78-35,1* 
50-2B7/7B-37 on 701220-22 & 781227-20 b notice of violation 
Insp rept & notice of violation withheld ( 10CFR2 790) 

KENNA, W B Region 2. Atlanta, Safeguards Branch 79/01/19 2pp 


79030 BO 532 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Features M 

O'REILLY, J P Region 2, Atlanta, Office of tho Director 

79/02/16 2pp 


7903140158 Follows up 700929 response to IE Circular 70-00 Commitment 
to submit environ qualification data by 790416 is superceded 
by licensee-required action statements of IE Bulletin 79-01 
PARKER, W □ Duke Power Co 79/02/21 lp 


7903130133 Ac k receipt of IE Insp Rept* 50-269/79-02, 50-270/79-02, U 
50-207/79-02 on 790115-19 No proprietary info 
PARKER, W 0 Duke Power Co 79/02/27 lp 


7903050319 Forwards effluent release & solid waste disposal summary for 
period v/ul-Dec 1970 14/annual totals for liquid 6 gaseous 
effluent releases for solid waste disposal for 197B 
PARKER, U Q Duke Power Co 79/02/22 15pp 


7903010209 Forwards LER 79-GQ4/G1 T-0 

PARKER, U □ Duke Power Co 79/02/08 lp 


7903010290 LER 79-004/01T-0 on 770125 reactor building narrow range 
pressure transmitter engineered safeguards Channels AiQ k C 
discovered out of callbT In non-conservative direction 
Caused not determined. 

LEWIS. B R Duke Power Co 79/02/0B 3pp 


DOCKET 50-2B9 Three Mile island Nuclear Station, Unit 1 


7903120144 Forwards revised versions of Entry-Control Bys Handbook* 
8AND77-1 033i Intrusion Detection 8y* Handboo k, SAND76-0554» * 
Barrier Penetration Da tabs sc, NUREO/CR-O101. 

MILLER, J R Assistant Director for Reactor Oafeguards, 79/01/09 

2pp 


7903010201 Notifies that changes to drawings in fire detector »ys 
design, submitted on 79021 3, uii 1 1 be necessary 8y< 
implementation still scheduled for end of 1980 refueling 
outage 

HERBEIN. J 0 Metropolitan Edison Co, 79/02/23 lp 


7903230033 Forwards Federal Register notice amending 10CFR73 35. 
"Requirement* for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employe* pat-down searches until 790B01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903070210 Advises that extension of implementation date for fire 
protection BER Table 3 i,Item 3 l. 14. will not be needed due 
to purchase of rated fire door L damper Requests 
disregarding 790202 ltr. 

HERBEIN, J Q Metropolitan Edison Co. 79/03/01 lp 


7903130137 Forwards IE Insp Repti 50-269/79-02,50-270/79-02 «< 
50-207/79-02 No noncomp 1 lance noted 

SUTHERLAND, J L Region 2, Atlanta, Fuel Facility & Materials 

Safety Branch 79/02/16 2pp 


7903130142 IE Insp fiepts 50-269/79-02.50-270/79-02, fc 50-207/79-02 on 
790115-19 No none amp Mance noted Major areas Inspected, 
radwaste mgt program 

HOBEY, C M Region 2, Atlanta, Fuel Facility 6 Materials Safety 

Branch GIBSON, A F Region 2, Atlanta, Office of the Director 
79/02/15 Bpp 


7903130225 Ack receipt of 790119 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-269/70-37, 

50-270/70-35, &5O-207/70-37 

KENNA, W D Region 2, Atlanta, Safeguards Branch 79/02/27 lp 


7903130257 Respond* to 790119 ltr forwarding Insp Rept* 50-269/78-37* 
50-270/78-35 8* 50-207/78-37 Considers info proprietary 
(ref 10CFR2 790) 

PARKER, (4. 0 Duke Power Co. 79/02/15 lp 


7903120196 Discusses rescheduling of refueling outage L requests NRC 
consider "End of Refueling 1979" as implementation date. 

Supports 790415 at acceptable implementation date for items 
to be complete by 1979 refuel 

HERBETNiJ G. Metropolitan Edison Co. 79/03/05 2pp. 


7903200374 Forwards App C, "License Safeguards Contingency Plan. M 
Enel withheld (ref 10CFR2 790) 

HERBEIN, J 0 Metropolitan Edison Co 79/03/15 lp 


7903220216 Discusses fire protection sys re detector design conformance 
to NRC branch technical positions 14/6 oversiitd drawings 
showing proposed location of fire detectors 
HERBEIN, J. Q. Metropolitan Edison Co 79/03/16. 3pp. 


7903090140 Forwards Endorsement 
OERETY, H. F. QPU Bervlce Corp 


35 to ANI Policy NF-220 
79/03/05. 2>p 


7903090198 Forward* Endorsement 
OERETY, H F. GPU Service Corp 


38 to ANI Policy NF-220 
79/03/05. 2pp 


7903130260 IE Insp Repts 50-269/70-37,50-270/78-35 L 50-207/70-37 on 
701220-22 & 70 J 227-20 None omp 1 1 anc e noted fellure to take 
appropriate compensatory action Notice of violation withheld 
(ref 10CFR2 790) 

MOORE, D. E , FUCHKQ, J M. , GILLESPIE, F P Region 2, Atlanta, 

Bafeguerds Branch 79/01/19 In 


7903150361 Forwards Endorsement 
GERETY, H. F GPU Service Carp 


33 to MAELU Policy MF-73. 
79/03/05 2pp. 
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DOCKET 30-269 Three Mile Island NucleaT Station* Unit 1 


7903260263 Forward* End or * emint 32 to HAELU policy MF-73 
QERETYr H F. QPU Service Corp 79/03/23 2pp 


7903120533 Forward* staff recommendations re general content* of 
Offsite Dose Calculation Manual to b* submitted ^/proposed 
radiological effluent Tech Specs 

CRIMES# B.K Assistant Director for Engineers U Projects 

79/01/10 4pp 


7903060695 Requests verification uitMn 30 days that decay heat pump 
imp el lar-to-c j 5 i n g rubbing is not a concern 
REID, R W Operating Reactors Branch 4 79/01/29 2pp 


79030606*2 In response to 770420 Hr providing detailed evaluation of 
potential impact of fuel handling acc ident. reques ts Tech 
Spec change proposal or min delay time confirmation to 
ensure compliance w/lGCFRlOQ W/enc 1 model Tech Specs 
REIOiR U Operating Reactors Branch 4 79/02/03 4pp 


7903 1 6000 3 Forward* request for addl info re power range nuclear 
instrument calibr Concludes 701226 response is inadequate 
REID, R W Operating Reactors Branch 4 79/02/06 4pp 


7903140333 In response to 771216 Itr, requests add! info re analysis 6 
potential for boron dilution accidents Analysis should 
Include factors affecting capability of operator to take 
corrective action 

REID# R H Operating Reactors Branch 4 79/02/12 3pp 


7903060347 Requests payment of Class III fee for Tech Spec Change 
Request 77 re ring girder surveillance test 

MILLER, W.C License Fee Management Branch 79/02/14 3pp 


7903140663 Forwards request for addl info for review of amend to 
License DPR-30 Requests submittal by 790223 
REID, R W Operating Rea-ctors Branch 4 79/02/16 4pp 


7903010189 Requests extension of exemption from 10CFR50 46 until Cycle 
5/6 refueling outage scheduled for early 1900# so that unit 
My continue to generate power while .metis to implement 
small break LOCA are obtained 

HERDEIff, J, G Metropolitan Edison Co 79/02/33 2pp 


7903210238 Forwards Amend 49 & 9 to Licenses DPR-50 U DPR-73 
respectively & notice o# issuance Security plan evaluation 
rapt withheld (ref 10CFR2 7901 

VARGA, E A Light Water Reactors Branch 4 REID, R U 

Operating Reactors Branch 4 79/02/23 3pp 


7903210265 Notice of issuance of Amend 49 to License DPR-50 b Amend 9 
to DPR-73 

FAIRTILE.M 8 Operating Reactors Branch 4 79/02/23 3pp 


7903070248 Forwards notice of measured level of radioactive matl in 
excess of 10 times control station value 
HERBEIN, J 0 Metropolitan Edison Co 79/02/26 3pp 


7903030323 Forwards second completed questionnaire rt steam generator 
operating history. 

HERBEIN, J O Metropolitan Edison Co 79/02/2B 10pp 


7903070217 In response to NRC 790129 Itr, verifies that decay heat pump 
impeller-to-casing rubbing Is not matter for concern at 
facility Doubt* Crystal River problem is generic 
HERBEIN, JG Metropolitan Edison Co 79/02/23 2pp 


7903070324 Informs NRC that if refueling outage proceeds as planned 
unit will return to power on 790314 despite earlier 
expectation -of possible six week outage 
HERBEIN, J o Metropolitan Edison Co 79/03/01 Ip. 


79030303k/ in response to 790216 Itr* forward s add! info In support of 
Cycle 5 reloadialso forwards revised page 2-2 of Tech Bpe-c* 

HERBEIN, d 0 Metropolitan Edison Co, 79/03/01. 13pp 


7903090232 Discusses details of extension from 790315 to 790413 for 
submission of final drift "Radiological Effluent Tech Specs 
for PWRs" (NUREG-0472) 

HERBEIN, J 0 Metropolitan Edison Co 79/03/09 2pp 


7903210189 In response to NRC 701113 1 tr, forward s addl info re 
out-of-c ore detector calibr Advises that B6W has initiated 
generic Investigation 

HERBEIN, J 0 Metropolitan Edison Co 79/03/14 5pp 


7903270406 Forwards noncompliance notification 79-01 re inadvertent 
transfer of oil &, grease from industrial waste treatment 
sys to industrial waste filter sys 

TRQFFER, 0 J Metropolitan Edison Co 79/03/13 2pp 


7903210028 In response to NRC 781129 Itr re containment purging, 
forwards detailed schedule for performance of analytical 
(valuations concerning purge valve operability under design 
basis accident 

HERBEIN, JO Metropolitan Edison Co 79/03/16 2pp 


7903270530 In response to 790307 steam generator lnservice insp 
finding, two defective tubes in "A" steam generator were 
plugged 

HERBEIN, J 0 Metropolitan Edison Co 79/03/16 lp 


7903290130 Documents 790316 discussion r* incore vs excore deteetdr 
imbalance correlation verification, to be conducted during 
Cycle 5 startup & physics testing Power imbalance detector 
correlation will be tested at 407, full power 
HERBEIN, J 0 Metropolitan Edison Co 79/03/23 lp 


7703150447 Forwards IE Insp Repts 50-289/79-01 It 50-320/79-01 on 
79010B—1 1 No noncompliance noted 

BRUNNER, E J Region 1, Ph i lad el ph ia, Reactor Operations Nuclear 

Support Branch 79/01/29 3pp 


7903150450 IE Insp Repts 50-2a?/79~Ol U 50-320/79-01 on 790100-11 No 
noncompliance noted Major areas inspected shift logs, 
records, facility tour during normal hours & plant operations 
during backshift 

HAVERKAMP, D R Region 1, Philadelphia, Reactor Operations 

Nuclear Support Branch KEIMIC, R R Region 1, Philadelphia, 
Office of the Director 79/01/27 13pp 


7903060643 Forwards IE Info Notice 79-03, "Limi torque Valve Geared 
Limit Bwitch Lubricant " 

CRIER, B H Region 1, Phi ladelphia, Office Df the Director, 
79/02/09 lp 


7903080126 Ack receipt of 790201 Hr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 30-209/70-24 h 
50-320/70-37 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/13 lp 


7903080143 Responds to NRC 790105 Itr re Violation noted in IC Imp 
Repts 50-289/70-24 6 30-320/78-37 Corrective actions 
revision of valve test procedures 6 inservice insp tagging 
sys will be expanded to include valves 
HERBEIN, J 0 Metropolitan Edison Co 79/02/01 3 pp 


7903080146 Forward# IE Insp Repts 50-209/70-24 S< 30-320/70-37 on 
781212-14 6 notice of violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuelt»r 

Support Branch 79/01/03 2pp 


7903080149 Notice of violation from insp on 701212-14 

* Region 1, Ph i lade lph ia, Reactor Operations Nuclear Support 
Branch 79/01/04 lp 


7903060152 IE Insp Rept* 5O-2BY/70-24 6 50-320/78-37 on 701212-14 
Noncompliance noted failure to implement surveillance 
procedure 

FOLEY, T , HIQGIN5, J C , CAPHTDN, D L, Region 1, Philadelphia, 
Reactor Construction 6 Engineering Support Branch 79/01/04 Qpp 


7903080549 Forwards IE Insp Repts 50-2B9/7B-23 fc 30-320/78-36 on 
7S12O4”O0 6 12-14 6 notice of violation 

BURNNER, E J Region 1, Philadelphia, Reactor Operation# Nuclear 

Support Branch 79/01/09 2pp 


79030B0556 Notice of violation from insp on 701204-00 & 12-14 
* Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch. 79/01/09 lp r 


7903000562 IE Insp Repts 50-289/70-23 * 50-320/70-36 on 701204-08 6 
12-14 Noncompl iance noted failure to perform surveillance of 
isolation valve* located inside containment (Unit 2 only) 

KE 1 MIG, R R , HAVERKAMP, D R , JOHNSON, V R Region 1, 

Philadelphia, Reactor Operations Nuclear Support Branch 79/01/05 
IBpp 


7903210263 Amend 49 to License DPR-50 U Amend 9 to DPR-73, inc orporat ing 
modified amended physical security plan into license 
REID, R W Operating Reactor* Branch 4 79/02/23 4pp 



77 


DOCKETED SERIES 

DOCKET 50-289 Three Mile Island Nuclear Station# Unit t DOCKET 50-293 Pilgrim Nuclear Power Station# Unit 1 


7903140005 Atk receipt of 790201 ltr responding to IE Insp Repts 
50-289/70-22 U 30-320/70-35 Ltr will be withheld 
(ref 10CFR2 790) 

MARTIN# W G Region 1# Philadelphia) Safeguards Drench 79/02/13 

2pp 


7903080408 Forwards IE Info Notice 79-04# "Degradation of Engineered 
Safety Features ’* 

GRIERr D H Region 1# Philadelphia. Office of the Director 
79/02/16 2pp 


7903200238 Forwards summary of combined mg t meeting 50-209/79-04 
4< 50-320/79-05# held 790209 in King of Prussia# PA 
GRIER, B H Region 1# Philadelphia# Office of the Director 
79/02/26 2pp 


7903200243 Summary of combined mg t meeting 50-209/79-04 L 
50-320/79-05 held on 790209 to discuss IE insp programs 6 
objectives & licensee's orgainxation# mgt controls# previous 
enforcement ac tions# operatl pnal status, plans !< programs 
HAVERKAMP, D R Region 1# Philadelphia# Office of the Director 
79/02/22 3pp 


7903080499 Informs recipients of IE Bulletin 79-01# '‘Environ 
Qualification of Class IE Equipment#” dtd 790203, that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

GRIER# B H Region 1# Ph i 1 ade 1 ph la# Office of the Director 
79/02/27 Ip 


7903300451 Ac k receipt of 790129 ltr informing NRC of steps taken to 
correct violation noted In IE Insp Reft 50-289/70-26 
CARLSON# R T Region 1# Philadelphia# Reactor Construction &r 

Engineering Support Branch 79/03/13 2pp 


7903300435 Responds to NRC 790109 ltr re violation noted in IE Insp 
Rept 50-289/70-26 Corrective actions examination contractor 
will be instructed to document on data sheets# justification 
for frequencies 

HERQEINrJ G Metropolitan Edison Co 79/01/29 3pp 


7903300460 Forwards IE Insp Rept 50-209/78-26 on 781212-14 t« notice 
violation 

CARL0ON# R T Region 1, Philadelphia# Reactor Construction 8, 

Engineering Support Branch 79/01/09 2pp 


7903300464 Notice of violation from insp on 701212-14 

* Region 1# Ph i lad o 1 p h io< Reactor Construction 6 Engineering 
Support Branch 79/01/05 2pp 


7903300470 IE Insp Rept 50-289/70-26 on 781212-14 None ortp 1 ience noted 
failure to adhere to procedures during tnaervice Insp 
ultrasonic examination 

MCBREARTY# R A # EQNETER, 3 D Region 1, Philadelphia. Reactor 

Construction & Engineering Support Branch 70/01/05 6pp 


7903160134 Forwards monthly operating rept for Feb 1979 
HERHEIN#J Q Metropolitan Edison Co 79/03/12 lp 


7903160157 Monthly operating rept for Feb 1979 

MITCHELL. DO Metropolitan Edison Co 79/03/09 4pp 


7903210091 Forwards LER 79-003/03L-0 

LAWYER# L L Metropolitan Edison Co 79/03/09 lp 


7903210116 LER 79-OO3/03L-0 on 790217 during post-shutdown operations# 
while performing emergency sequence & power transfer test# 
high pressure injection pump MU-P-1C tripped on overload 
Caused by failed lead between winding t< motor, Lead repaired, 

# Metropolitan Edison Co 79/03/09 lp 


7903270340 Forwards LER 79-004/03L-0 

LAWYER# L L Metropolitan Edison Co 79/03/14 lp 


7903270345 LER 79-004/03L-0 on 770217 emergency diet el tripped on 
overipeed during emergency loading & poiuer transfer test 
Caused by govenor not shutting off fuel when set speed 
reached. Maintenance procedures revised 
STANLEY# W S Metropolitan Edison Co, 79/03/14 Ip 


7903290128 Forwards LER 79-009/03L-0, 

LAWYER# L L Metropolitan Edison Co 79/03/22 lp. 


7903290134 LER 79-005/03-0 on 790225 during leakage surveillance on 
decay Neat removal sys# total measured leakage exceeded Tech 
8peci. Caused by leakage from valve packing glands in Valves 
DH-V-15 A/B# DH-V-6A# DH-V-5A * B8-V-38 Glands adjusted 
MITCHELL# D 0 Metropolitan Edison Co 79/03/22, ip. 


7903120144 Forwards revised versions of Entr y -Contra 1 By* Handbook# 
8AN077-1O33# Intrusion Detection Sys Ha ndbo ok . SAND76-0554 f & 
Barrier Penetration Da tabasB. NUREG/CR-QI81 

MILLER# -J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230035 Forwards Federal Register notice amending 10CFR73. 55, 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage. 11 to 
defer employee pat-down searches until 790801 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903270478 Informs NRC of delay in submitting contingency plan due to 
heavy workload commensurate w/imp 1 orientation of security 
sys Plan will be Forwarded no later than 790415 
ANDOQNINi Q C Boston Edison Co 79/03/20 lp 


7903220275 “Annual Rept 1978 " 

* Boston Edison Co 79/02/28 24pp 


7903050212 Forwards Endorsement 1 to MAELU Policy XB-31 
FOULSHAM.P A Poston Edison Co 79/02/26 2pp 


7903190302 Forwards Endorsement 37 to MAELU Policy MF-50 Endorsement is 
an amend to Condition 4 Endorsement which reflects max 
liability af MAELU as of 790101 but does not increase 
liability limit 

FOULfiHAM. P A Boston Edison Co 79/03/13 2pp 


7903080173 Forwards mod to "Review L Acceptance of Spent Fuel Storage 
U Handling Application" provided on 780414 Involves pages 
IV-5 l< IV- 6 w/modified rationale L corrections 
GRIMES, B K Assistant Director for Engineers & Projects 
79/01/10 +pp 


7903010295 Forwards NEDO-21805, "Mark I Containment Prog ram# Downs omer 
Reduced 8ub merge nc e. Func t iona i Assessment Rept M 
SDBON.L J General Electric Co .Nuclear Energy Products Div 
79/02/01 lp 


7903010310 "Mark I Containment Program# Downcomer Reduced Submergence. 
Functional Assessment Rept " 

WONG, K W General Electric Co #Nucl«ar Energy Products Div 
NEDQ-21885 78/06/30 45pp 


7903020218 Notification of 790214-J5 meeting in Buthesda. MD. 
w/r epresentative of Mark I owners group tD discuss 
implementation U resolution of Mark 3 long-term program U 
pool swell pressure load definition techniques 

ORIKEBrC Assistant Director for Engineers & Project* 79/02/06. 

IP 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations. I# 
sample ltr 

EIBENHVT. D G Assistant Director for Bystems I# Projects, 

79/02/15, Sp p 


7903010070 "Safety Evaluation Rept of Interim Assessment* of Multiple- 
Consecutive Safety Relief Valve Actuation* In Mark I 
Containment Plant* " All plant* are in conformance w/ 
acceptance criteria. 

# Assistant Director for System* & Project* 79/02/13 iQpp, 


79O0OBO1B6 Ack receipt of 790116 ltr requesting extension for submittal 
of Offsite Dost Calculation Manual Extension cannot be 
granted. Suggest submittal of portion* that can be completed 
by 790313# w/rems 1 nd er to be sent as soon as passible, 

IPPOLITO# T„ A Operating Reactors Branch 3 79/02/23 lp 


7903200300 Forwards Amend 37 to License DPR-35 6 notice of issuance, 
IPP0L1T0# T. A Operating Reactors Branch 3 79/02/23. 3pp. 


7903200305 Amend 37 to License DPR-35# incorporating physical security 
plan into License, 

1PPDLIT0# T A Operating Reactors Branch 3 79/02/23 2pp. 


7903200312 Notice of issuance of Amend 37 to License DPR-35 

IPPOLITO# T A Operating Reactors Branch 3. 79/02/23. 2pp. 


7903160213 Forwards proprietary rapt NEDE-23345-P# "Mark I Containment 
Program# Suppress! on Fool Swell Test Program, LDR Load Test- 
Generic Hens i tivl ty. " W/affidavlt for proprietary status 
Rept withheld (ref 10CFR2 790) 

80B0N, L, J General Electric Co .Nuclear Energy Products Div. 
79/02/26 5pp 
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DOCKET 50-293 Pilgrim Nuclear Power Station, Unit I 


7903230011 “8ER of Interim As*e*sment* of MStV Actuation* in Hark i 
Containment Plants 11 

* Assistant Director for Engineer* & Project* 79/02/27 12pp 


7903200324 IE Insp Rept 50-293/77-02 on 770110-12 No noncompliance 
noted Major area* inspected radioactive waste *ys during 
operation i< waste mgt control sys 

WHITE, J R , 5ERADIAN, J A * CROCKER, H W Region l, Philadelphia, 

Fuel Facility & Material* Safety Branch 77/02/02 ilpp 


7703230093 Forwards safety evaluation rapt on Interim assessment* of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I BWft facilities 
is acceptable subj to corrective actions 

GRIMES, B K Division of Operating Reactor* 79/02/27. Ip 


7703070254 Forwards Jan 1977 Mart I containment program activity 
review Lists meetings held L provide* brief task-by-tas k 
sumatary. 

BOSON, L J General Electric Co ■ Nuclear Energy Products Div 
77/02/26 llpp 


7703120457 Provides summary of 790213 meeting in BethesdarMD u/ 
representatives of Mark I owner's group program committee to 
discuss generic Mark L program re safety relief valve loads 
U/encl attendees list U masting handout* 

SJ, T M Containment Systems Branch 79/03/01 16pp 


7703200293 Forwards proposed staff position for Mark I long-term 
program implementation schedules 

EJSENHUT, D 0 Assistant Director for Systems & Projects 
77/03/01 4pp 


7703200304 Directs recipients to send end sample ltrs to BUR Mark I 
facilities requesting schedules & commitments re expected 
mod completion dates. use of safety relief valve discharge 
device* & licensing fees for long-t«Tm program 
GRIMES, B Assistant Director for Engineers 6 Projects 

79/03/01 Bp p 


7903200443 Exempts operating BWR facilities u/Mark I containment design 
from General Design Criterion 50, while long-term program is 
conducted Forwards sample ltrs to be sent to Mark I 
licensee* setting forth requirements for schedule* 

CRIMES. B Division of Operating Reactors. 77/03/01 22pp 


7903290047 Confirms 790306 meeting to discuss dosimetry record* 
maintained under license DFfi-3, DPR-2B, DPR-35 & DPR-36 
SMITH, G H Region t, Ph 1 lad e I ph ia- Office of the Director 

77/03/01 IP 


7903260201 Forwards draft Offsite Dose Calculation Manual Enel withheld 
(ref 10CFR2 770). 

ANDOONI.Nl , 0 C Boston Edison Co- 79/03/13 Ip. 


790-3290153 Forwards design details for three mods to be completed by 
safety evaluation supporting AmsmS 35 to License DPR-35 
Dversiiad drawings available in Centra] Files 
ANDOONINI, Q.C Boston Edison Co 79/03/14 39pp 


7703270440 Per Tech Spec re qu irements* a d vi see that Plymouth County 
Farms milk sample location has been dropped from 
surveillance program, as owners have sold all their milk- 
producing animal* 

ANDOONINI, 0 C Dottan Edison Co 79/03/19 Ip 


7903130156 Forwards IE Insp Rept 50-293/7B-29 on 781218-21, No 
noncoaip 1 i ante noted 

CARLSON, ft T Region I, Philadelphia, Reactor Construction U 

Engineering Support Branch 79/01/17 2pp 


7903130167 IE Insp Rept 50-293/79-29 on 781210-21 No noncompliance 
noted Major areas inspected: spent fuel rack mod 
FEIL.R A , MCOAUCHY, ft W. Region 1, Philadelphia, Reactor 

uction !« Engineering Bupport Branch 77/01/16 4pp 


--- 6 “ l “*1-293/76— 2B on 7312*3-14. No 

Ipfcia* Fuel Facility £ Material* 


2B on 761213-14 No none omp l lance 
rvatlon of licensea- 

i & review of emergency 

Philadelphia! Fuel Facility & 

□pp 


-02 on 790110-12 No 
uel Facility U Materials 


79030704BB Ac k receipt of 790129 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-293/70-27 
SMITH. 0 H Region i, Ph 1 lad e 1 ph ia, Fuel Facility & Material* 

Safety Branch 79/02/07 Ip 


7903070491 Respond* to NRC 790103 ltr re violations noted in IE Insp 
Rept 50-293/70-27 Corrective actions organizations involved 
have defined responsibilities of each in preparing Reg Guide 
1 21 rept 

ANDOONINI. 0 C Boston Edisnn Co 79/01/29 2pp 


7903070496 Forwards IE Insp Rept 50-293/70-27 on 701128-1201 & notice 
of violation 

SMITH, 0 H Region 1, Philadelphia, Fuel Facility it Materials 

Safety Branch 79/01/03 2pp 


7903070497 Notice of violation from insp on 7B1128-1201 

e Region 1, Philadelphia, Fuel Facility 6, Materials Safety 
Branch 70/12/29 ip 


7903070500 IE Insp Rept 50-293/70-27 on 701128-1201 None omp 1 i anco 
noted failure to rept abnormal radioactive releases, as 
required 

SHANBAKY, M M , ARCH1TZEL, R E Region 1, Philadelphia, Fuel 

Facility !, Materials Safety Branch 70/12/29 15pp 


7903050514 Forwards IE Info Notice 79-03. H L imi torque Valve Geared 
Limit Switch Lubricant M 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/09 Ip 


79030B0494 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* " 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/16 lp 


7903060079 In response to 790202 1 tT inquiring about possible recourii 
for constituent re incident of radiation exposure, forwards 
investigation rept, notice of violation & util response 
GQ5SICK,L V Office of the Executive Director for Operations 
79/02/2 7 Spp 


7903060002 IE Insp Rept 50-293/77-31 on 77112B-30 Noncomp 1 iant e flotld 
failure to maintain personnel exposure in accordance u/ 

10CFR20 101, failure to instruct personnel in accordance W/ 

10CFR19 12 

WHITE, J R , TH0NU8, L , KNAPP, P S Region J, Philadelphia, Off 1st 
of the Director 70/01/12 12pp 


7903060005 Notifies util Of penalty being proposed for four apparent 
item* of noncompliance associated w/radiation exposure 
event 771123 U identified in IE Insp Rept 50-293/77-31 
VflLGENEAU, E Office of Inspection Ic Enforcement 78/03/00 3pp 


790306000? Notice of violation from insp on 771128-30 Also include* 
notice of proposed imposition of civil penalties & 
enforcement history re radiation protection 

VOLOENAlh E Office of Inspection & Enforcement 78/03/00 6pp 


7703060101 Responds to NRC 700300 ltr re violation noted in IE Insp 
Rept 50-293/77-31 on 771128-30 Corrective actions chemical 
control 4 radiation protection procedures revamped; 
technicians perform only specific protection role* 

GALL I GAN , T J Boston Edison Co 78/04/04 I4pp 

7903000507 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch Identified as NAM CO Model 83CML should read 
SL3CML, 

GRIER, B. H Region i, Phi ladelphia, Office of the Director 
79/02/27 lp 


7903140410 Notifies of plans to fulfill requirements of IE Bulletin 
79-Oli confirms understandings reached during 790214 & 790302 
telcons re electrical equipment, environ qualification b stdi 
for reporting 

ANDRQGNINI, G C Boston Edison Co 79/03/06 Bpp 


7903060452 Annual rept re personnel & men-rem exposure by job function 
MCGUIRE, P J Boston Edison Co 79/02/20 3pp 


7903060134 Forwards "Radioactive Effluent & Haste Disposal Rept, 
Including Radiological Impact on Humans* " for Jul-Dec 1978 
ANDOONINI, J C Boston Edison Co 79/03/01 lp 
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DOCKET 50-293 Pilgrim Nuclear Power Station- Unit 1 


7903060143 “Radioactive Effluent S< Waste Disposal Rapt* Including 
Radiological Impact on Humans-" for July-Dee 1970 
SOWDON, T L - MQGGLESKO, F J Poston Edison C □ 79/03/01 74* p 


7903140274 Forwards monthly operating rept for Feb 1979 
MCGUIRE, P J Boston Edison Co 79703/06 Ip 


7903210090 Advise* that Log N channel of control console stTip recorder 
is repaired Due to subsequent start up channel & linear 
channel pr ob lems, reactor was not pulsed until 790216 
CARRICK, J. Michigan State 79/03/02 lp 


7903140179 Forwards IE Insp Rept 30-294/79-01 on 790104 - 03 - No 
noncomp 1 iaiice noted 

DAVIS. A 0 Region 3. Chicago, Fuel Facility h Materials Safety 

Branch 79/01/31 2pp 


7903140277 Monthly operating rept for Feb 1979 
GAFFNEV, C M Boston Edison Co 79/03/03 6pp 


7903020330 Forwards LER 79'006/03L-0 

MCGUIRE, P J Boston Edison Co 79/02/20 lp 


7903020341 LER 79-006/03L-0 on 790206 reactor wator conductivity 
increased to 30 umho/cm2 after placing "D" condensate 
d eminero 1 i i er in sve Caused by broken lower laterals & 
bent rosin inlet line $< flange of post strainer 
FULTON, J M Boston Edison Co 79/02/20 lp 


7903020373 Forwards LER 79-005/03L-0 

MCGUIRE, P J Boston Edison Co 79/02/20 lp 


7903020370 LER 79''005/03L-0 on 790131 during surve i 1 1 anc e, sett 1 n g s of 
time delay relays TDU 2E-KSA U 2E-K5I3 found to be incorrect 
Caused by minor setpoint drift Adjustment completed Relay 
may be replaced 

FULTQN, J M Boston Edison Co 79/02/20 lp 


7903020369 Forwards LER 79'-007/03L-0 

MCGUIRE, P J Boston Edison Co 79/02/23 lp 


7903020370 LER 79-007/03L-0 on 790212 during tests, valves A0-SO33A. 
CV-9063-10, 15, 16 S< 17 failed to close within specified 
tolerance Cause undetermined, hut was not alignment problem 
Surveillance increased from quarterly to monthly 
FULTON, J M Boston Edison Co 79/02/23 tpp 


7903020372 Forwards LER 79-O0B/O3L-O 

MCGUIRE, P J Boston Edison Co 79/02/23 lp 


7903020374 LER 79-008/03L-0 on 790214 lower head gasket on gland seal 
condenser ruptured, caus ing HPCI turbine trip Cause of gasket 
rupture not readily determined! drift f pressure control 
valve setpoint suspected 

FULTON. J H Boston Edison Co 79/02/23 lp 


7903190204 Forwards LER 79-009/03L-0 

MCGUIRE, p J Boston Edison Co 79/03/13 lp 


7903140102 IE Insp Rept 90-294/79-01 on 790104-09 No none omp 1 ianc e 
noted Major areas inspec t »d< rad la t ion protection St raduaste 
management program Including quel 1 P ic-ation, audi t«, training* 
procedures & Instruments, 

DUflRY, N E Region 3, Chicago, Fuel Facility U Materials Safety 

□ ranch FIGHEf?, H L Region 3. Chicago, Office of the Director 

79/01/24 7pp 


7903090259 Annual Operating Rept for 1970 
CARRICK, J Michigan State 79/03/09 2pp 


DOCKET 50-293 Zion Nuclear Power Station. Unit 1 


7903120144 Forwards revised versions of Entry-Control Sy* Handbook, 
8AND77-I033J Intrusion Detection Sy* Handh ook, 8AND76-0534 j «, 
Barrier Penetration Database, NUREO/CR-Qi 01 

MILLER. J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903010112 Notifies pf security plan deficiencies which are significant 
enough to warrant imposition of license card i t ions. Forwards 
comments for Incorporation into plan Appeal Is possible 
Enel A withheld (ref 10CFR2 7901 

IFPOLITO, T A Operating Reactors Branch 3 79/01/30 3pp 


7903190096 Requests r aeva 1 ua t i on of 700903 response to request for addl 
Info re fire protection SEfl & proposed alternative to 
maintaining controls despite control room fires Accepts 
response* to other items 

SCHWENCER, A Operating Reactors Branch 1 79/02/14 3pp 


7903230033 Forwards Federal Register notice amending- 10CFR73 S3* 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, * to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903160200 Requests change to Licenses PPR-39 & DPR-40, a 1 tar lng fire 
protection mod completion schedule W/check for tl. 600 
Class I U Class IE amend fees 

REED, C CorfHTtoTHJealth Edison Co 79/03/14 5pp 


7903190211 LER 79-Q09/03L-0 on 790210 fuse blew In power supply for 
reactor bldg vent process radiation monitor sample pump 
Sample pump had bound, ever load lng input power circuitry 
Pumps replaced 

FULTON, J M Boston Edison Co 79/03/13 lp 


7903 1903 1 5 Forwards LER 79-01 0/03L-0 

MCGUIRE, P J, Boston Edison Co 79/03/13 lp 


7903270430 Forwards safeguards contingency p lan. Withheld 
(rtf 10CFR2. 790) 

REEDiC, Commonwealth Edison Co 79/03/23 lp 


7902030263 Forwards 8AND77-1927 "Transport of Radionuclide* In Urban 
Environs- Working Draft Assessment," 0ECy-70-31i U ' 

0ECV-79-3 1 1 A No immediate regulatory action is necessary to 
protect spent fuel shipment W/o end 

GODDARD, R J Office of the Executive Legal Director 79/01/10 

2pp 


7903190321 LER 79-010/Q3L-0 on 790304. control rod failed to Insert to 
9054 insertion point. Caused by « sticky A8C0 solenoid valve 
associated w/control rod which showed venting of scram pilot 
valves Both valves replaced 

FULTON, J M Boston Edison Co 79/03/13 lp 


7903300379 Forwards LER 79-01 1/03L-0 

MCGUIRE, P J Boston Edison Co 79/03/26 lp. 


7903300302 LER 79-01 1/03L-0 on 790307 fire water shortage tanks volume 
was less than 240,000 gallons in each tank Caused by failure 
to ensure levels maintained within Tech Spec limits. 

Procedures revised 

MATHIS, C J Boston Edison Co 79/03/26 lp 


DOCKET 50-294 Michigan State Univ Research Reactor 


7903050276 Forwards Amend 3 to License R-114 

REIDjR, W Operating Roactors Branch 4, 79/02/01 ip 


7903120069 In response to Board 790122 or d er, provides cross-'ref erence 
for contentions discussed in "Appli cant ' b Motion for Summary 
Disposition on Pleadings" in different numerical order than 
previously used 

BIELAHBK1, A P, Ilham. Lincoln fc Beale* 79/01/29. ip 


7903210079 Notification that State of IL response to applicant * NffC 
motion for summary disposition has been delayed to 790221 
8EKULER. 0. N. Illinois, State of 79/02/13 2pp 


7903200519 Replies to applicant S, NRC motion for summary disposition. 
Assarts intervener State of JL contention* raise genuine 
issue* of matl f ac t . A# H d av 1 1, re 1 ate d documents & 

Certificate of Svc end. 

BEKULER. 0 N Illinois, State of 79/02/21. 120pp. 


7903070102 Petition supporting IL A tty General's move to deny util's 
request to increase facility spent fuel storage capacity. 

TARO, M I BMALEK, r w , PEDERSEN. P Affiliation Unknown. 79/02/23 

12lpp 


7903050287 Amend 3 to License R-114 Add* new paragraph requiring 
implementation of physical security plan Security plan 
withheld (ref 10CFR2 790) 

RElDrR W Operating Reactors Branch 4. 79/02/01 2pp. 


7903220002 Affidavit of M Resni kof f , wh i ch is part of intarvenor'i 
response to motion* for summery d t sp oslt ion, wi 1 1 be provided 
to Board as soon as possible 

8EKULER, 8 N II line is, State of 79/02/27. lp 
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POCKET 30-295 Zion Nuclear Power Station, Unit 1 


7903210*29 Forward* 790131 ltr per request of RE Webb 
GODDARD, ft J Branch S 79/03/02 2pp 


79032 A 0362 Commonwealth Edison's aniuer urging denial of intervenes 's 
motion for continuance Summary disposition motion did 790109 
should be granted it hearing expedited Certificate of Svc 
end 

i STEPTOL.P P Isham, Lincoln it Beale 79/03/02 4pp 


7903130419 Forward* Addendum I to 790201 Kept CE-l-A re organ! I a t iona 1 
changes resulting from outside mgt consultant study Mill 
implement changes at other static** I# .nods are determined 
to be beneficial 

NAWHTON. N F Commonwealth Ed lean Co 79/02/20 Bpp 


7903270393 In response to 790120 ltr, forwards info on spent fuel 
storage at six existing nuclear power plants near Lake 
Michigan a* of 701231 

DENTON* H R Office of -Nuclear Reactor Regulation 79/03/00 6pp. 


7903270397 Requests info re spent nuclear fuel storage at si* existing 
nuclear plants near Lake Michigan 
SCHAEFER i J Affiliation Unknown 79/01/20 2pp 


7903210167 Forwards “Annual Rept 1970, " statement of cash flow 
projected for 1979. actual cash flow foT 1970 8 < narrative 
exp lanatory statement 

NEXONiHM Commonwealth Edison Co 79/03/13 6pp 


7903050263 Forward* Endorsement 116 to NEL1A NF-43, Endorsement 90 to 
HAELU HF-22, Endorsement 37 to HELIA NF-1 07, End orsement 4B to 
hAELU MF-34, Endorsement 46 to NELIA KF-201p End orsement 40 to 
HAELU MF-64 it Endorsement 9 to NEHA NF-253 for 1979 
OSTER, U. Commonwealth Edison Co 79/02/26 8pp 


7903200357 In response to 7B0925 1 tr, summer! i e s info rr pressuriser 
heatup rat* Tech Spec Inconi i stency. rteac ter coolant sys temp 
rate limited to 60 F per hour, due to design of Uestingbouse 
PWR. Appropriate util* have been notified 

ANDERS DM, T. M Westinghouse Electric Corp 78/10/27 3pp. 


7903000 1 73 Forward* mod to "Review 6 Acceptance of Spent Fuel Storage 
U Handling Application" provided on 780414 Involves pages 
IV-3 it IV-& wVmodifled rationale 6 corrections 
GRIMES, B K Asslitant Director for Engineer* L Projects 
79/01/10 4pp 


7903130266 Reviews progress of rept on spent fuel heatup potential* in 
loss-Df -water accident Hill provide calculations in two 
weeks, G-ites SAND77-1371 for preview of findings which 
confirm assertion that spent fuel could Ignite Zr cladding 
MEBB.R.E Affiliation Unknown 79/01/31 ip 


7903000263 Summary of 7901JB meeting w/utl! B t Westlnghousi to discuss 
ECCS rearta lysis 

QL8HAN, L N Operating Reactors Branch 1. 79/02/09 4pp 


7903190014 Forwards Amend* 42 it 39 to Licenses DFR;-39 * DPR-4B, 
respectively, 6ER % < notice of issuance 

SC H WENGER, A Operating Reactors Branch 1 79/02/16 2pp 


7903190020 Amends 42 it 39 to Licenses DPR-39 tc DPR-4B, respectively, 
revising Tech Spec limits for total nuclear peaking factor 
0CHWENCER.A Operating Reactors Branch 1 79/02/16, I9pp 


7903190020 Supports Amend 42 to DPR-39 U Amend 37 to DPR-40 ra total 
nuclear peaking factor. Concludes amends do not involve 
significant haaards 

* Operating Reactors Branch 1 79/02/16 6pp 


7903190033 Notice of issuance of Amend 42 to DPR-39 it Amend 39 to 
DPR-4B 

SCHWENCERt A Operating Reactor* Branch 1 79/02/16 3pp 


7903230030 Util'* response dtd 780202 indicate* potential boron 
dilution Incident ha* been reviewed, F8AR .analysis of event 
still represents most limiting case 

8CHWENCER* A Operating Reactors Branch 1. 79/02/21 Bpp 


7903010292 Requests amend to Licenses DPR-39 6< DPR-4B Bubmit* proposed 
Tacli Spec changes providing for overpressure protection 
for revision of heatup it cooldown curvet as required by 
10GFAS0 App 0 

REED, C, Commonwealth Edison Co 79/02/26 23pp 


7903130307 Forwards response to NSC request for addl info re expansion 
of spent fuel storage capacity 1 

NAUCHTON* W F Commonwealth Edison Co 79/03/07, 14pp. 


7903220242 Forwards requested addl infg in support of request to etpetif 
storage capacity of spent fuel pool 

NAUOHTON.W F Commonwealth Edison Co 79/03/19 Spp 


7903270131 Forwards licensing open items status list 
REED, C Commonwealth Edison Co 79/03/19 9pp 


7903290157 Forwards proposed Tech Spec change to permit increase to 
1 93 in allowable LOCA peaking factor limit Amend explains 
basis f iqt LOCA reanalysis Check for emend fee end 
REED, C Commonwealth Edison Co 79/03/22 66pp 


79032901 12 Forwards proposed Tech Spec change removing surveillance 
requirement for cold rod drop tests W/chedt for amend foe 
REED. C Commonwealth Edison Co 79/03/23 3pp 


7903010062 Forwards IE Insp Repts 90-295/78-26 6 50-304/79-26 on 
701106-1201 5, notice of violation 

DAVIB.A B Region 3, Chicago, Fuel Facility it Materials Qafity 

Branch 79/01/11. Bpp 


7903010069 Notice of violation from lnsp on 701106-1201 

* Region 3, Chicago, Office of the Director 79/01/09 3pp 


7903010067 IE Insp Repts 50-295/78-26 & 50-304/70-26 on 701106-1201 
Noncompliance noted personnel exposure, reporting of 
effluent* & solid radioactive waste 

SCHUMACHER, M C . CORCORAN, M , FISHER. W L Region 3* Chic***, 

Fuel Facility it Material* Safety Branch, 79/01/09 llpp 


7903070306 Forwards IE Insp Repts 50-254/70-29,50-265/78-31, 
50-299/78-30 6 50-304/70-29 on 781130 *< 781206-07 U notice 
of violation 

FIORELL 1 , 0 Region 3, Chicago, Reactor Operations Nuclear Pusporl 

Branch 79/01/19, 2pp, 


7903070310 Notice of violation from insp on 701130 it 1206-07 

* Region 3, Chicago, Reactor Operations Nuclear Support D r a r c h 
79/01/11 Ip 


7903070317 IE Insp Rept 30-254/70-2?, 50-265/78-31 , 50-295/70-30 U 
50-304/70-29 on 7BJ 430 fc 1206-07 Noncompliance noted 
instrument procedure not followed resulting in unplanned 
reactor trip St safety injection at Unit 1 

KNOP.R C i BOYD, D C, , WALKER, R Region 3# Chicago, Reactor 

Operations Nuclear Support Branch 79/01/11 Spp 


7903000147 Forwards IE Insp Rept 50-295/70-29 on 781031, 1 129-110 U 
1204-05 No noncomp 1 lance noted 

FIORELL! , 0 Region 3, Chicago, Reactor Operations Nuclear Supporl 

Branch 79/01/25 2pp 


7903000130 IE Insp Rept 50-295/70-29 on 781031,1129-30 it J 204-05 ft* 
noncamp 1 lance noted Major areas inspected core power 
distribution 1 iroi ts, i soth erma 1 temp coefficient U control 
rod worth measurements 

CHOW, E , CRESWELL , J 3 , STREETER, J F Region 3, Chicago, 

Reactor Operations Nuclear Support Branch 79/01/22 4pp 


79030B0469 Act receipt of 790202 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-295/70-26 8e 
50-304/70-26 

DAVIS, A B Region 3. Chicago, Fuel Facility t< Materials fiafely 

Branch. 79/02/15 lp 


7903080470 Responds to NRC 790202 ltr re violations noted in IE Inn 
Repts 50-295/70-26 1, 30-304/70-26, Corrtc t i ve actions flat 
release -data now gathered monthly to expedite development of 
quarterly average Required rept to be sent by 790215, 

REED, C Commonwealth Edison Co 79/02/02 3pp. 


79030B04I9 Forwards IE info Notice 79-04, "Degradation of Enfllntenl 
Safety Features. " 

KEPPLEA, J 0 Region 3, Chicago* Office of the Director, 79/02/li 
tp. 


7903000343 Informs recipients of IE Bulletin 79-01, "Environ 
(kualif 1 cation, of Class IE Equi pment, " dtd 790208, that valve 
limit twitch Identified as NAMCO Model 83CML should read 
8L3CML. 

KEPPLER, J 0, Region 3, Chicago, Office of the DirBctOT 79/OJNJI 

ip 


7903150015 Forward* IE Bulletin 79-02, "Pipe Support Base Plat# DMlf"* 
Using Concrete Expansion Anchor Bolts " 

KEPPLERiJ. O Region 3, Chicago, Office of the Director 79/03/Cfl 
ip. 



DOCKETED SERIES 


DOCKET 90-373 Zion Nuclear Power Station, Unit I 


770317033? Forwards IE Bulletin 77-03* "Longitudinal Weld Defects in 
ABME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

KEPPLER.J 0 Region 3* Chicago* Office of the Director 79/03/12 

if 


7703020361 Forwards semiannual rapt re radioactive effluent discharges 
& solid radioactive waste for Jul-Dec 1970 
WANDKE* N E Commonwealth Edison Co 77/02/02 3Bpp 


7703260230 Forwards "Annual Interpretative Rept on Fish Egg It Larvae 
Sampling Program in Lake Michigan near Zion 4* Woulcegan 
Generating Steti ons* 1978 “ 

WANDKE, N Commonwealth Edison Co 79/03/12 lp 


7703260234 "Annual Interpretative Rept on Fish Egg & Larvae Sampling 
Program in Lake Michigan near Zion it Waukegan Generating 
Stations, \<J7B " 

LAJEONE, L J * CZAJKQWSK I * Q P , ARNESON, R D Commonwealth Edison 
Co 7B/12/13 1 92pp 


7903070316 Forwards LER 79-006/01 T-0 

WANDKE* N E Commonwealth Edison Co 77/02/16 lp 


7703070321 LER 79-006/01 T-0 on 770202 addition of too much boron caused 
temp average to drop below 540 F Caused by Inadequate 
procedures specifying when high steam flaw safety injection 
can be blocked Procedures clarified 
RIECKjT A Commonwealth Edison Co 79/02/16 4pp 


7903140301 Forwards LER 79-008/Q3L-0 

WANDKE* N E Commonwealth Edison Co 77/02/27, lp 


7903140307 LER 77-00B/03L-0 on 790206 gas decay tank radiation monitor 
0RT-PR02B alarmed high High alarm would not reset Caused by 
failed transistor on circuit board AA7G Transistor replaced 
08T, F Commonwealth Edison Co 77/02/2 7 lp 


7903160133 Forwards LER 77-007/03L-0 

WANDKE. N E Commonwealth Edison Co 77/03/04 lp 


7903160137 LER 79-007 /03L-0 on 790204 OA lake discharge tank failed to 
close automatically when activity reached setpoint Caused by 
faulty electrical relay Contacts cleaned lc relay card 
securely reconnected Monitor functionally tested S< verified, 

BEYER* B A Commonwealth Edison Co. 79/03/06* 


7903200330 Forwards LER 77-0Q4/03X-1 

WANDKE* N E Commonwealth Edison Co 79/03/0? lp 


7903280341 LER 77-004/03X-1 on 790112 Inverter 1 i 4 tripped it could not 
be resetJhot shutdown not reached within 4-h Caused by loose 
contact in DC breaker L personnel error in late start of 
shutdown Breaker will be f i xed* personne 1 rainstructed 
RGTHERMEL, R R Commonwealth Edison Co 79/03/09 2pp. 


7903270442 Forwards LER 79-017/04T-0 

WANDKE* N E Commonwealth Edison Co 79/03/22 ip 


7903270446 LER 79-017/04T-0 on 790314 boron usage exceeded Tech fipec 
limit* between 790310 it 14 Caused by drummed radioactive 
waste consisting of borated water Usage has no bearing on 
water quality program 

OURUNATHAN* 8 Commonwealth Edison Co 79/03/22 ip 


DOCKET 50-296 Browns Ferry Nuclear Power Station* Unit 3 


7903120144 Forwards revised versions of Entry-Control By* Handbook, 
6AND77-1033i Intrusion Detection Bys Handboo k, SAND76-0594 j it 
Barrier Penetration Database* NUREQ/CR-0101 

MILLER* J R Assistant Director for Reactor Safeguards 79/01/09 

2pp 


7903230039 Forwards Federal Register notice amending 10CFR73, 93* 
'•Requirement* for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 770001, 

DENTON* H R Office of Nuclear Reactor Regulation 77/02/23, lp. 


7903260242 Forwards safeguards contingency plans Plans withheld 
<Tef 10CFR2 7?0> 

OILLELAND, J £ Tennessee Valley Authority 79/03/21 lp 


7903160170 Forwards "Annual Rept 177B. " 

GILLELAND* J £ Tennessee Valley Authority 79/03/16 lp 


7903160217 "Annual Rept 197B " 

* Tennessee Valley Authority 79/03/16 42pp 


79Q30B0173 Forwards mod to "Review i« Acceptance of Spent Fuel Storage 
It Handling Appl icatlon" provided on 700414 Involves pages 
IV- 9 it IV-& w/modlfied rationale i* corrections 
GRIMES, B K Assistant Director for Engineers it Projects 

79/01/18 4pp 


7903010295 Forwards NED0-218B5, "Mark I Containment * Program, Dewne omer 
Reduced Submergeric e. Funct i onal Assessment Rept “ 

SOBONi L. J General Electric Co , Nuclear Energy Products Dtv 
79/02/01 lp 


7903010310 "Mark I Containment Program* Downcomer Reduced Submergence* 
Functional Assessment Rept " 

WQNO* K U General Electric Co .Nuclear Energy Products Div 
NED0-21B85 78/06/30 43pp 


7703010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations* it 
sample ltr 

EISENHUTiD G Assistant Director for Systems L Projects 
77/02/13, 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations In Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

* Assistant Director for System* 8< Projects 79/02/13 IOpp 


7703220042 Forwards Amend 49.43 St 20 to DFP1-33, DPR-32 it DPR-6B 
respective 1 y* U notice of is suanc e, Secur i ty plan evaluation 
rapt withheld Iref 10CFR2 790) 

IPPOLITO. T A Operating Reactors Branch 3 79/02/23 3pp 


7903220044 Amend 49*43 L 20 to DPR-33* DPR-52 Sc DPR-6B respectively, 
incorporating physical security plan Into licenses 
IPPOLITO, T A Operating Reactors Branch 3 79/02/23 6pp. 


7903220052 Notice of Issuance of Amend 49,43 it 20 to OPR-33. DPR-52 it 
DPR -60* re spec tive ly 

IPPOLITO* T A Operating Reactors Branch 3. 79/02/23 2pp- 


7903160213 Forwards proprietary rept NEDE-23545-P, " Mar k I Containment 
Program* Suppression Pool Swell Test Program* LDR Load Test- 
Generic Sensitivity " U/affidavit for proprietary statu* 

Rept withheld (ref 10CFRK 790) 

SOBQN* L J General Electric Co. , Nuclear Energy Product* Div 
79/02/26 5pp 


7703230011 "BER of Interim Assessments of M91V Actuations in MaTk I 
Containment Plants " 

* Assistant Director for Engineers 8< Projects 79/02/27, I2pp 


7703230083 Forward* safety evaluation rept on interim assessments of 
multiple-consecutive safety -relief valve actuation*. 

Conclude* that continued operation of Mark I BUR facilities 
is acceptable subj to corrective action*. 

GRIMES, B, K, DlvI*ion of Operating Reactors 79/02/27. lp 


7903070296 Forward* Jan 1979 Mark 1 containment program activity 
review Li»t* meeting* held it provides brief task-by-task 
summary. 

aOQON*L J General Electric Co , Nuclear Energy Product* Div 
79/02/28 11 pp 


79030702 70 fteipnnd* to NRC 791129 ltr expressing concern re design of 
safety actuation signal circuit# it operation of primary 
containment purge sys Util intends to continue limited 
purging per present operating license 

GILLELAND, J E Tennessee Valley Authority 79/03/01. 3pp 


7903120303 Proposed amend changing Tech Specs re typographical 
errori, clar 1 f icat i on of low power range monitor 
requirements, removal of obsolete requirements it reduction of 
•cram timing pressure -restrictions W/imping amen t study. 
©ILLELEND, J. E. Tennessee Valley Authority 79/03/0*. 07pp. 


7903120459 Provides summary of 790213 meeting in Beth**da,KD «/ 
representatives of Mark I ouiner / '* group program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list fc meeting handouts. 

SU, T M Containment Systems Branch. 77/03/01 I6pp 



82 DOCKETED SERIES 


DOCKET 30-296 Browns Ferry Hue 1 ear Power Station) Unit 3 


79032002-B3 Forward* proposed staff position for Mark [ long-term 
program implementation schedule* 

EF8ENHUT. D 0 Assistant Director for Systems L Projects 
79/03/01. 4pp 


7903200304 Directs recipients ta send end sample Itrs to BWR Mark I 
facilities requesting schedules & commitments r a expected 
mod completion dates, use of *afety relief valve discharge 
devices L licensing fee* for long-term program 
GRIMES. B Assistant Director for Engineers U Projects 
79/03/01 Gpp 


79032004-43 Ezempt* operating BUR facilities w/M*Tk 1 containment design 
from General Design Criterion SO. while long-tern program i* 
conducted Forwards sample ltrs to be sent to Mark 1 
licensees setting forth requirements for schedules 
OftIHEB, B Division of Operating Reactors 79/03/01 22pp 


7903130303 Forwards list of proposed Tech Spec changes submitted since 
1974 for review U approval Requests withdrawal of changes 
labelled "Request* for Withdrawal 0, L return df fee for two 
changes 

■01 LLELAND-, J E Tennessee Valley Authority 79/03/03. 4pp 


7903270107 Discusses status of Mark I containment long-term program 
Request* schedule showing time periods for installation of 
specific plant nods Discusses safety relief valve discharge 
device installation U forward* NRC evaluation 
8TELLD,V Division of Operating Reactors 79/03/12 i7pp 


7903190336 Forward* 90-dey technical rept on secondary containment 
leak rate testing 

GILLELAND , J E Tennessee Valley Authority 79/03/14 ip 


7903190341 "Secondary Containment Leak Rate Test* conducted 700909 for 
90-dag period Concludes secondary containment *yi is capable 
of maintaining greater than 0 29 Inch of water vacuum 
■* Tennessee Valley Authority. 70/09/09 24pp 


7903210333 Forward* “Summary Rept of Refueling Test Program. Cycle 2-" 
conducted after Fall 197B outage 

GILLELAND, J E, Tennessee Valley Authority 79/03/14 7pp 


7903200367 Forward* requested amend to License* DPR -3 3, DPR- 52 , h DFR-60 
re handling of nuclear matl w/gusti t ications U reasons for 
proposed amend 

0 ILL ELAND* J, E Tennessee Valley Authority 79/03/15 4pp 


7903090049 Forwards IE Insp Rept* 50-559/70-37.50-260/73-38 6 
50-296/70-37 No rone omp 1 i anc e noted 

LEU IS. R C. Region 2, Atlanta. Reactor Operation* Nuclear Support 

Branch 79/01/23 2pp 


7903090054 IE Insp Rept* 50-259/78-37.50-260/78-30 1* 50-296/70-37 on 
781120-1229 No noncamplian.c« noted Major areas Inspected- 
LER review. U-3 startup from refuel in.g, U-l refuel activities) 
plant operations t* plant tour* 

SULLIVAN. R F , DANCE. H C Region 2, Atlanta. Reactor Operation* 

NucleaT Support Branch 79/01/23 5pp 


7903150114 Descrme* recent occurrence at facility during fuel handling 
operations* after fuel assembly wa« lowered appToi 2 feat 
into Cell 49-20. grapp I » became unlatched Fuel assembly not 
dropped, but assembly channel dented Crew Instructed 
GILLELAND, JE Tennessee Valley Authority 79/01/26 tp 


7903050584 Responds to TE Bulletin 78-14. "Deterioration of Buna-N 
Components in ASCO Solenoid* " Will replace Bune-N matl 
•very 3 year* 


7903240009 IE tnsp Rept* 30-259/79-02.30-260/79-02 t* 50-296/79-02 
on 790100-13 No none ompl lance noted Major areas inspected 
liquid radwaste releases & effluent monitor calibr. plant 
chemis try. action on LERs 4, previous insps 

JACKSON. L L i GIBSON, A F Region 2, Atlanta, Fuel Facility h 

Materials Safety Branch 79/02/J9 Bpp 


7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 
79/02/16 2pp 


7903140130 Ack receipt of 79020B Itr informing NRC of step* taken to 
correct violations noted in IE Imp fiepts 30-259/70-32, 
50-260/78-33 t 50-296/7B-33 

SUTHERLAND. J T Region 2. Atlanta, Fuel Facility 4. Materials 

Safety Branch 79/02/26 lp 


7903 140136 Responds to NRC 790208 Itr re violations notod in IF htp. 
Repts 50-259/70-32.50-260/78-35, & 50-296/78-33 Corrective 
actions radiation survey instruments calibrated, 
administrative measures taken to ensure future compliance 
OIL L ELAND , J E Tennessee Valley Authority 79/02/00 3pp 


7903140147 Forwards IE Insp Rept 50-259/70-32,30-260/70-33 ?< 
30-296/70-33 op 701204-08 4, 10-20 4c notice of violation 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility L Material* 

Safety Branch 79/01/17 2pp 


7903140150 Notice of violation from insp on 701204-00 & 10-20 
* Region 2, Atlanta, Fuel Facility t< Materials Safety Branch 
79/01/15 lp 


7903140162 IE Insp Ropt 50-259/70-32,50-260/70-33 & 50-296/70-33 on 
791204-00 fc 10-20 Noncodipl lance noted failure to follow 
radiological emergency plan implementing instructions 
PERRDTTI, D J , TftO JANOUBKI . R. , HUFHAM, J W Region 2, Atlanta, 

Fuel Facility S< Material* Safety Branch 79/01/15 19pp 


7903080300 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

O'REILLY i J P Region 2, Atlanta, Office of the Director 
79/02/20 2pp 


790309014? Forwards addl revision* to inservlcp pump & valve testing 
program originally submitted 700929 Request* NRC review 4. 
submit Itr of approval a soon as practicable Requests for 
relief end 

GILLELAND, J E Tennessee Valley Authority 79/03/06, 3pp 


7903140552 Forwards IE Info Bulletin 79-02, "Pip* Support Base Piste 
Designs Using Concrete Expansion Anchor Bolts 11 
O'flCILLYrJP Region 2, Atlanta, Office of the Director 
79/03/09 2pp. 


7903140246 Submits followup rept required by IE Bulletin 79-01 rt 
environ qualification of M8IV limit switches Discusses 
operability requirement* & concludes qual i f ication 
unnecessary as operation not required during LDCA 
GILLELAND, J E Tennetsee Valley Authority 79/03/09 2pp 


79032100B7 Forward* IE Bulletin 79-03i "Longitudinal Ueld Defect! ih 
ABME SA-31B Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

O'REILLY; J P Region 2, Atlanta, Office of the Director. 
79/03/12, 2pp 


7903220269 As further response to 790208 itr w/lE Bulletin 79-01. 
inform* that -motor* are used on certeln valve 
operator* in containment are* which are not qualified for 
u*e In LOCA envirpn No safety concern* exist 
GILLELAND, J E Tennessee Valley Authority, 79/03/13 lp. 


7903220020 Forward* IE Circular 79-04, "Loose Locking Nut on Clwltort^i 
Valve Operator* " 

O'REILLY, J P. Region 2, Atlanta, OfficB of the Director 
79/03/16, 2pp 


7903060493 Forward* "Annual Operating Rept for 1978" 8c "RadlologlCil 
impact Assessment n 

GILLELAND. J E Tennessee Valley Authority 79/02/20, lp 


7903060301 "Annual Operating Rept for 1970 " 

GREEN, H-. J Tennessee Valley Authority 79/02/28 17pp 


7903060504 "Radiological Impact Assessment," July-Dee 1970 
* Tenneisee Valley Authority RH-79-2-BF1 79/02/20 46pp 



DOCKETED SERIES 83 


DOCKET 50-296 Broun® Ferry Nuclear Power Station, Unit 3 


7903070213 Forwards revised page for monthly operating rept for Jan 
1979 

DEVEA8E, J D Tennessee Valley Authority 79/03/02 ip 


7903070216 Revised page for monthly operating rept for Jan 1979 
GREEN, D Tennessee Valley Authority 79/02/03 lp 


7903160113 Forwards monthly operating rept for Feb 1979 
DEWEA5E, J G Tennessee Valley Authority 79/03/12 lp 


7903160117 Monthly operating rept for Feb 1979 

DEWEASE. J 0 Tennessee Valley Authority, 79/03/02 Qlpp 


7903070311 Forwards LER 79-003/03L-0 

FOX, H S Tennessee Valley Authority 79/03/01 lp 


7703070313 LER 79-Q03/03L-0 on 790202 linear heat generation rate out 
of Tech Spec limits Caused by operation close to limiting 
values & Increase in reactivity due to gadolina burnup 
Greater margin to limiting value will be maintained 
* Tennessee Valley Authority 79/03/01 2pp 


DOCKET 50-297 North Carolina State Univ PULSTAR Reactor 


7903010273 Notes apparent administrative error in License R-120 License 
Should author ! 10 up to 435 kg U, as specified in 700409 
application Requests amend to correct error Forwards 700409 
app 1 i c at i on 

BOHANNON, J R North Carolina State Univ 79/01/31 I3pp 


79032B0101 Forwards Amend 5 to License R-120 

RE|D,R W Operating ReactorB Branch 4 79/03/07 3pp 


7903200106 Amend 5 to License R-120 covering permission to receive, 
possess U use up 435 kg U & 5 Ci PuBo startup source for 
use in reactor operation 

REID, R Inf Operating Reactors Branch 4 79/03/09 2pp 


DOCKET 50-290 Cooper Nuclear Station 


7903140222 Forwards revised versions Entry-Control By* Handbook, 
BAND77-I033i Intrusion Detection Bys Hand b ook, SAND76-OS54 j U 
Barrier Penetration Database. NUREG/CR-0101 W/o end 
HILLER, J R Division of Operating Reactor# 79/01/09. 2pp 


7903060697 Summary of 790124 meeting w/util re draft fire protection 
safety evaluation W/encl list of attendees U implementation 
data* for proposed mod* 

ROONEY, V L Operating Reactors Branch 3 79/02/06 5pp. 


79032001 53 Forwards Amend 53 to License DPR-46 U notice of Issuance U 
avallebi 1 1 ty 

IPPOLITO, T A Operating Reactors Branch 3 79/02/23 3pp, 


7903200162 Amend 53 to License DPR-46, J ne or p Drat ing physical security 
plan into license 

IPPOLITO, T A Operating Reactors Branch 3 79/02/23 2pp 


7903200168 Notico of issuance of Amend 53 to License DPR-46 

IPPOLITO, T A Operating Reactors Branch 3 79/02/23 2p p 


7903230035 Forwards Federal Register notice amending 10CFR73, 55, 
“Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, M to 
defer employe* pat**down searches until 7900-01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903200256 Forwards safeguards contingency plan, which will become 
effective 30 days after NRC approval. Enc 1 withheld (ref 
10CFR2 790) 

P1LANT, J M Nebraska Public Power District. 79/03/33 2pp. 


7903130408 Forwards Endorsement 44 to NELIA Policy NF-200 for calendar 
year 1979. 

PILANT, J M, Omaha Public Power District. 79/03/07 2pp, 


7903270481 Forwards Endorsement 2 to NELIA Binder ED-41 

PILANT, J. H, Nebraska Public Power District 79/03/32, 2pp 


7903060173 Forwards mod to- "Review & Acceptance of Spent Fuel Storage 
& Handling Application" provided on 7B0414 Involves pages 
1V-5 it I V-6 w/modifled rationale & corrections 
GRIMES, 0 K Assistant Director for Engineers 4* Project* 

79/01/ia 4pp 


7903010293 Forwards NED0-21BB5, "Mark I Containment Program, Downcomer 
Reduced feubmerg ence, Func tional Assessment Rept 11 
SDBQNj C J. General Electric Co , Nuclear Energy Products Div 
79/02/01 lp 


79Q3010310 "Mark 1 Containment Program, Downc omer Reduced Submergence, 
Functional Assessment Rept 11 

WONG, K W General Electric Co , No-clear Energy Products Div 
NEDD-21BB3 78/06/30 4&pp 


7903020218 Notification of 790214-19 meeting in Bethesda,MD, 
^/representative of Mark I owners group to discus* 
implementation 4c resolution of Mark I long-term program 1 < 
popl swell pressure load definition techniques 

GRIMES, C Assistant Director for Engineers 8< Projects 79/02/06 
lp- 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations. U 
sample ltr. 

EIEENHUT , D G Assistant Director for Systems St Projects 

79/02/15 2pp 

7903010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuation* In Mark I 
Containment Plants ■* All plants ore in conformance w / 
acceptance criteria 

* Assistant Director for Systems & Projects 79/02/15 iOpp 


7903140419 Summary of 790214 meeting w/util to review atmospheric 
containment atmosphere dilution eys List of attendees & 
draft responses to requests for add! info encl 
ROONEY, V L Operating Reactors Branch 3 79/02/31. 1 2p p 


7903160213 Forwards proprietary rept NEDE-23545-P , “Mark I Containment 
Program, Bup pression Pool Swell Test Program, LD# Load T*»t- 
Oenerlc Sensitivity " W/affidavit for proprietary status 
Rept withheld (ref 10CFR2. 790). 

SOBONiL J. General Electric Co , Nuclear Energy Products Div 
79/02/26 3pp 


790323001 1 "SER of Interim Assessments of M8IV Actuation* in Mark 1 
Containment Plants " 

# Assistant Director far Engineer* & Projects 79/OB/27 I2pp 


7903230003 Forward* safety evaluation rept on Interim assessment* of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark J BUR facilities 
is acceptable subj to corrective action* 

0RIME8, BK Division of Operating Reactors 79/02/27- lp 


7903070256 Forwards Jan 1979 Mark J containment program activity 
review Lists meetings held -Sc provides brief tafk-by-tesk 
summary 

SOB ON, L J General Electric Co , Nuclear Energy Products Div. 
79/02/28 11 pp 


7903120459 Provides summary of 790213 meeting in 8ethe*da,MD w/ 
representatives of Mark I owner's group pregram committee to 
discuss generic Mark I program re safety relief valve loads, 
W/encl attendees list & meeting handouts 

BU, T H, Containment Systems Branch. 79/03/01, 16pp. 


7903200283 Forward* proposed staff position for Mark I long-term 
program Implementation schedules, 

EIBENHUT , D, 0, Assistant Director for Systems U Project* 
79/03/01 4pp, 


7903200304 Directs recipients to send encl sample 1 trs to BWR Mark I 
facilities requesting schedules & commitment* t« expected 
mod completion dstesruse of safety relief valve discharge 
devices & licensing fees for long-term program 
GRIMES, 0, Assistant Director for Engineers it Projects, 

79/03/ Ot 0pp, 


7903200443 Exempts operating BWR facilities w/Mark I containment design 
from Oeneral Design Criterion 50^ while long-term program Is 
conducted Forwards sample Itr* to he sent to Mark I 
licensee* setting forth requirement* for schedule* 

OR IMEB, B, Division of Operating Reactors 79/03/01 22pp. 
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DOCKET S0-29B Cooper Nuclear Station 


DOCKETED SERIES 


7903800092 Based an 700418 response* all conditions that would disable a 
diesel generator are clearly Indicated In control rartm 
Response is acceptable 

IPPOLITOiT A Operating Reactors Branch 3 1 79/03/02 Ip. 


7903120237 Requests that NEDE-21070-P be Included on this docket is it 
wilt be utilized in support of containment evaluation 
program 

P I LANT * J h Nebraska Public Power District 79/03/06 Ip 


7903260090 Forwards Amend 34 to License DPR-46.EIA & notice of 
aval lab 1 llty 

IPPOLITO, T A Operating Reactors Branch 3 79/03/09 2pp 


7903260062 Amend 54 to License DPft-46* d# leting Tech Spec requirement 
for thermal mixing zone limit U associated monitoring 
program 

IPPDLI TO* T A Operating Reactors Branch 3 79/03/09 7pj> 


7903260063 EIA supporting Amend 04 to License DPR-4& 

♦ Office of Nuclear Reactor Regulation 79/03/09 3pp, 


7903260066 Notice of issuance & availability of Amend 54 to License 
DPft-46 

IP POL 1 TO ' T A Operating Reactors Branch 3 79/03/C? 2pp 


7903300187 Requests Class Ilf fee for Amend 39 to F5AR* revising plant 
OA program 

MILLER, W 0 License Fee Management Branch 79/03/1? Ip 


7903270472 Response to NRC 790313 request for atfdl info re 1979 
Reload 4. Cycle 5 license application Responses pertain to 
revaluation of transient events & reactor startup physics 
test program 

PILANT* J M Nebraska Public Power District 79/03/22 llpp 


7903260343 Respond* to IE Bulletin 7E-14. "Deterioration of Bum-N , 
Campon in ts in ASCO Solenoids " Review of Bura-N mat! in 
control rod scram *y t completed Replacement of mail will be 
30% completed in 197? L 50% in I960 

PILANT i J M Nebraska Public Power District 79/01/25 3pp 


7903140126 forwards IE Insp Rept 30-290/79-01 on 790108-11 
No noncomptianc* noted 

MADSEN.tf L Region 4« Dallas. Reactor Operations Nuclear Suppdrt 

Branch. 79/0J/29 2pp 


7903140131 IE Insp Rapt 30-29B/79-01 on 790100-11 No nnneomp 1 lane e 
noted, Major areas inspected; cal ibr of safety-r * 1 ated 
components, procedures. surveillance activities* new fuel intp 
lc fol low up on LEfls 

JOHNSON. E, H . CONSTABLE. 0 L. . MADSEN* 0 L Region 4. Balias, 
Office bf Wie Director 79/01/26 6pp 


7903300022 Forwards IE Insp R»pt 30-290/79-02 on 790129-0201 Sc notice 
of violation 

MADSEN. 0 L. Region 4. Dallas* Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903300024 Notice of violation fro* insp on 790129-0201 

* Region 4* Dallas. Reactor Operation* Nuclear Support Branch. 
79/0?/ 12 |p i 


7903300026 IE Insp ffept 30-290/79-02 an 790129-0201. Non comp 1 J anc* 
noted: failure to. perform surveillance for inoperable sve 
water booster pump it failure to store two quarts of 
flammable solvent in metal safety can 

JOHNSON* E HI . CONSTABLE. 0 L . MADSEN. 0 L Region 4. Dallas, 

Reactor Operation* Nuclear Support Branch 79/02/12, 7pp 


79030 BO 330 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features, " 

BEVFRIT* K V. Region 4* Dallas. Office of the Director 79/02/1p 
*P 


7903090033 Informs recipients of IE Bulletin 79-01* "Environ 
Oualifi cation of Class IS Equipment*" dtd 790200* that valve 
limit switch identified as NAM CO Model S3CML should read 
0L3CML, 

BEYFRITjK V, Region 4* Dallas* Office of the Director 79/02/27 
ip 


7903090271 Responds to request for addl Info in IE Bulletin 78-03 re 
potential explosive gas mixture accumulations associated 
w/BWR offgas *ys operations, 

PILANT* J, M. Nebraska Public Power District, 79/03/01 3pp, 


7903030375 Forwards 1970* "Annual Environ Operating Rept Vol n- 
Radiological " 

PILANT. J M Nebraska Public Power District 79/02/26 Ip 


7903050376 "Annual Environ Operating Rept Val I I-Radiologleal " 
WILD, ft E * HEUBNER* L 0 . HADLEY. 0 W Nebraska Public Power 
District 79/02/12 95pp 


7903070331 Advises of delay in submitting semiannual operating rept 
re radioactive effluents Plans to submit July-Dee 1970 rept 
by 790323 

PILANT. J M -Nebraska Public Power District 79/02/27 lp 


7903060170 Submits "Annual Operating Rept for 1970 " 

PILANT* J M Nebraska Public Power District 79/03/01 Jp, 


7903060173 "Annual Operating Rept for 1970 " 

* Nebraska Public Power District 79/03/01 9pp 


7903140316 Forwards monthly operating rept for Feb 1979 

LESSOR* L C Nebraska Public Power District 79/03/06 Ip 


7903140349 Monthly operating rept for Feb 1979 

BORER. P J Nebraska Public Power District 79/03/06 4pp 


7903210220 Forward s "Annual Environ Operating Rept*Vol I* 
Nonrad io 1 og i c a 1 " for l?7B 

PILANT, J M Nebraska Public Power District 79/03/19 Ip 


7903210223 "Annual Environ Operating Rept* Vol 1 * Nonrad 1 o l-o g 1 cal" 
1978 

* Nebraska Public Power District 70/12/31 31pp 


7903270475 Forward* errata sheet to 700101-701231 "Environ Operating 
Rep t-Nonradio 1 og leal'* re periphyton density & zooplankton, 

PILANT* J M Nebraska Public Power District 79/03/23 4pp 


7903120328 Forward* LER 79-040/03L-0 

LESSOR. L C Nebraska Public Power District 79/01/19 2pp 


7903120335 LER 7e-040/Q3L-0 on 701227 during normal op era t i on . yh 1 1 » 
doing special test of drywell purging techniques* primary 
containment vent valve PC-246AV leaked excessively & was 
inoperable due to incomplete valve closure Valve replaced 
HILLIPS. D, Nebraska Public Power District 79/01/19 Ip 


7903120341 Forwards LER 77-001/03L-0 

LESSOR* L C Nebraska Public Power District 79/01/22 2pp 


7903I203&1 LER 7?-00£/03L-0 an 790103 during operation* drywel I 
atmospheric radiation monitor gas channel (RMV-RM-4C) failed 
downscale Caused by detector failure caused by moisture in 
detector chamber Detector replaced* chamber L line* dried 
PHILLIPS. D.L Nebraska Public Power District. 79/01/22 Ip 


DOCKET 50-301 Point De-ach Nuclear Plant* Unit 2 


7903230035 Forwards Federal Register notice amending 1QCFR73* 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage*" to 
defer employee pat-down searches until 790001 

DENTON* H R. Office of Nuclear Reactor Regulation 79/02/23 ip 


7903270204 Forwards Revision 10 to Emergency Plan Manual consisting cl 
emergency call list 

BURSTEIN*S Wisconsin Electric Power Co 79/03/22 7pp 


7903270395 In response to 790120 ltr. forward* info on spent fuel 
storage at six existing nuclear power plants near Lake 
Michigan as of 701231. 

DENTON* H ft Office of Nuclear Reactor Regulation 79/03/08 ipp 


7903270397 Requests info re spent nuclear fuel storage at six sililiH 
nuclear plants near Lake Michigan 
SCHAEFER* J Affiliation Unknown 79/01/20 2pp. 


7903200357 In response to 700925 ltr* summer! ze* info re pressurise*' 
heatup rate Tech Spec Inconsistency. Reactor coolant sys temp 
rats limited to 60 F per hour.due ta design of Weitinghouse 
PUR Appropriate utils have been notified 
ANDERSON. T, M, Weitinghouse Electric Corp 7B/10/27 3pp 
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DOCKET 50-301 Point Beach Nuclear Plant. Unit 2 


7903080173 Forwards mod to "Review fc Acceptance of Spent Fuel Storage 
& Handling Application" provided an 7B04I4 Involves pages 
JV-5 h IV-6 w/modified rationale & corrections 
CRIMES. J3 K Assistant Director for Engineers 8< Projects 
79701/10 4pp 


7903060639 Forwards Amend 40 to License 0PR-27, saf e fcy evaluation & 
notice of issuance Discusses fee remittance based on 
c lassi f ication of amends Similar amend for Unit 1 being 
withheld until addl $3,600 is received 

SCHWENCER. A Operating Reactors Branch 1 79/01/30 3pp 


7903060642 Amend 40 td License DPR-27 changing Tech Specs to revise 
reactor coolant ays pr essur e-temp heatup & cooldown curves 
to be applied up to seven effective full power yea-rs W/encl 
supporting documentation 

6CHWENCER. A Operating Reactors Branch 1 79/D1/30 9pp 


7903060649 Safety evaluation supporting Amend 40 to License DPR-27 
Discusses pressur e-temp limits, temp associated u/transition 
from ductile to brittle fracture mode of failure of metal 
test specimen & environ impacts Changes are approved 
* Office of Nuclear Reactor Regulation 79/01/30 2pp 


7903060655 Notice of issuance of Amnnd 40 to License DFR-27 

TRAMMELL. C M Operating Reactors Branch 1 79/01/30 2p \> 


7903070250 Ac k receipt of 790129 ltr informing util that review of 
701127 application for license amend (Tech Spec Change SB} 
requires payment of $4,000 Class 1 1 r fee Forwards check & 
expresses hope that review is nearing completion 
BURSTEJN. 8 Wisconsin Electric Power Co 79/02/23 lp 


7903200293 Requests addl info re reactor vessel mails surveillance 
program within 60 days Recommends that testing be 
postponed for present, pend ing completion of tests it 
development work underway in H9ST program 

SCHWENCER.A Operating Reactors Branch 1 79/02/27 3pp 


7903260374 NRC accepts 771202 response re potential boron dilution 
incidents FSAfl analysis of boron dilution Inc ident ' involving 
contents of spray additive tank at operating PWfl facility 
•till represents most limiting case 

SCHWENCER.A Operating Reactors Branch 2 79/02/27 2pp 


7903270563 Discusses corrective revaluation f a 1 1 owLnrg discovery of 
ca 1 eolations! error in ECCS evaluations! model Error 
Involves heat generation fattor for fuel cladding during 
LQCA Forwards Wastinghouse ECCB reanalysis 

BURBTEIN. 8 Wisconsin Electric Power Co 79/03/20 76pp, 


7703000379 Forwards IE Info Notice 79-04. *'Degr ads t i on of Engineered 
Safety Features " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/02/16 
Ip. 


7903130370 Forwards "Insurvlce Test Plan. Feb 197? 11 

BURBTEIN. 3 Wisconsin Electric Power Co 79/02/26 2pp. 


7903130374 “Inservice Test Plan/Feb 1979 " W/drawing* of reactor 
coolant sys process, safety Injection sys S< chemical It volume 
control sys. 

# Wisconsin Electric Power Co 77/02/28 53pp. 


7903080360 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model G3CML should read 
BL3CML 

KEPPLER.J 0 Region 3. Chicago, Office of the Director. 79/03/01 

lp 


7903220304 Forwards IE Insp Rept 30-266/79-02 It 50-301 /79-01 on 
790209-09 Notice of violation withheld (ref L0CFR2. 790) 

HINDS, J A Region 3, Chicago, Safeguards Branch 79/03/02 2pp 


7903220307 rE Insp Rept 90-266/79-02 S< 50-301/79-01 on 790203-09. 
NoneompUanc* noted security organiration nccasi controls. 
Details withheld (ref J0CFR2 790) 

CREED, J R , HOWELL, J C. , HIND, J A Region 3, Chicago. 

Safeguards Branch 79/03/01 lp 


7903130049 Forwards IE Bulletin 79-02, "Pipe Support Base Plat* Design* 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/09. 

ip 


7903190566 Forwards IE Bulletin 79-03, "Longitudinal Maid Defects in 
ASME 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co ** 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/12 

lp~ 


7903070343 Forwards "1970 Annual Results *c Data Rept " 
BURSTEIN, B Wisconsin Electric Power Co 79/02/26 lp 


7903070349 "1970 Annual Results U Data Rept " 

• Wisconsin Electric Power Co 79/02/26 44pp 


7903120262 Forwards semiannual monitoring rept* for July-D»c 1970 
DURSTEIN. S Wisconsin Electric Power Co 79/02/26 tp 


79D3 120264 Semiannual monitoring repts for July-Dee 1970 re plant 
releases, now fuel race l p ts , environ radiological monitoring, 
it leak testing af sources 

♦ Wisconsin Electric Power Co 79/02/26 13pp 


7903140374 Forwards monthly operating rept for Feb 1979 
OURSTEIN, 8 Wisconsin Electric Power Co 79/03/08 lp 


7903140378 Monthly operating rept for Feb 1979 
a Wisconsin Electric Power Co 79/03/02 Opp. 


7903140312 Forwards LER 79-OOl/OlT-O 

BURSTEJN, B Wisconsin Electric Power Co 79/02/23 Ip 


7703140313 LER 79-001 /01T-G on 79021? w/unlt off-line & at JO* steam 
flow. A&B main steam stop valves failed to close Caused by 
deposits on valve shafts or hardening of gland packing 
Valves were exercised &c packing adjusted 

BUR8TE3N,E Wisconsin Electric Power Co 79/02/23 3pp. 


79D32B0351 Forwards LER 77-002/03L-0 

BURSTER, B Wisconsin Electric Power Co 79/03/13 ip 


7903200354 LER 79-002/03L-0 on 790227: dur ing biweekly tast of "A" 
reactor trip brea ker, several seconds elapsed following trip 
signal before breaker tripped Caused by faulty reactor trip 
relay , Wastinghouse BFD31 Relay replaced 

BURSTEIN. S Wisconsin Electric Power Co 79/03/13. 2pp 


DOCKET 50-302 Crystal River Nuclear Plant, Unit 3 


7703230035 Forwards Federal Register notice amending 10GFR73 55. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
defer employee pat-dnuin searches until 790001 

DENTON. H R Office of Nuclear Reactor Regulation. 79/02/23 lp 


7903050231 Forwards response to NRC questions re fnstrument air sys, 
preventing recir cutat i on of ventilation air. fire detection 
sys design, fire harard at containment cable penetration, & 
radiological consequences of fire 

STEWART. W P Florida Power Cot P . 79/02/27 17pp. 


7903270464 Forwards safeguards contingency plan. Plan withheld 
(ref 10CFR2 770)« 

STEWART, W P Florida Power Corp 79/03/22, Spp 


7903140444 Forwards Annual Repte for 1977 & 1978 U -‘Ten Year 
Statistical Rept." 1967-1977 W/1977 financial rept* for 
various FL cl fc its. Annual financial rapt* for 1970 for 
FL Cities will be submitted as toon as available 
BTEWART. H. P Florida Power Corp 79/03/06 2pp 


7703140450 "1977 Annual Rapt •* 

e Florida Power Corp 79/02/10. 30pp. 


7903140452 '*1978 Annua 1 Rapt," 

* Florida Power Corp. 79/02/06. 30pp 


7903140456 "Ten-Year Statistical Rept," 1967-197 7. 
* Florida Power Corp 78/02/24 30pp 


7903270370 Forwards Endorsement 34 to NEL1A Policy NF-19S. 
DUCK, -J R. Marsh «< McLennan, Inc 79/03/22 2pp 


7903140222 Forwards revised versions: Entry-Contra 1 Sys Handbook. 
SAND77-1033; Intrusion Detection Sys Handbook, 8AND76-0334r U 
Barrier Penetration Database, NUREO/CR-01 01 W/o end. 

MILLER. J, R. Division of Operating Reactors 79/01/09. Spp. 
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DOCKET S 0-302 Crystal River Nuclear Plant. Unit 3 

7903120533 Forwards staff recomms ndat i on* re ggnersl contents of 
Offsite Dose Calculation Manual to be submitted ^/proposed 
radiological effluent Tech Spec* 

CfUHESrB K Aisista-nt Director for Engineers b Projects 

79/01 / IB 4pp 


7903160303 Notification of cancellation, of 790202 meeting Wutil to 
discuss reactor coolant flow sensing lines mods 
NELSON. C C Operating Reactors Branch 4 79/01/24 2pp 


7903060014 Requests add! info re proposed long-term E.CCB mod for small 
bTealt LDC A for review contained in 790112 ltr 
BEIDER M Operating Reactors Branch 4 79/02/08 3pp 


7903060246 In response to NRC 79020S request forwards addl info for 
review of proposed long— teTm ECC3 mod of small break LOCA 
for facility 

GTEWARTjU P Florida Power Carp NRC 79/02/20 16pp 


7903060420 Forwards EAU-1 521 , Feb 1979, "Cycle 2 Reload Rept " EiA. 
balance af plant review for Cycle 2 reload 6 power level 
upgrade, emend licensee fee 6 Certificate of Svc end 
STEWART, UP Florida Power Carp 79/02/20 4pp 


79030S05B2 Forwards IE Info Notice 79-04, "Deg rad<i 1 1 on of Engineer^ 
Safety Features " 

0 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/02/16 2pp 

7903080495 Aclt receipt of 790205 ltr Informing NRC of step* taken to 
correct violations noted in IE Insp Rept 50-302/78-32 
KENNA»U B Region 2, Atlanta, Safeguards Branch 79/02/23 lp 


7903000502 Forwards IE Insp Rept 50-302/78-32 on 781226-28 «< notice if 
violation Details withheld from disclosure (ref 10CFR2 7901 
HENNA, tf 8 Region 2. Atlanta, Safeguards Drench 79/01/12 

2pp 


79O3OBO5C0 IE Insp Ropt 50-302/78-32 an 781226-28 Noncompla inc# noted 
communication testing b maint Details withheld from 
disclosure dTef 10CFR2 790) 

DAVIS, C L , OILISPIE, F P Region 2, Atlanta, Safeguards Drench 

79/01/12 Ip 


7903080274 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
Limit switch identified as HAM CO Model S3CML should read 
SL3CML 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/02/28 2>p 


790313049? Ac k receipt of 790119 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-302/70-31 
LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/01 lp 


7903060431 EIA 6 balance of plant review for Cycle 2 reload & power 
level upgrade Conclusions In FES are still valid Amend does 
not require ETS changes 
* Florida Power Corp 79/02/28 6pp 


7903060434 "Cycle 2 Reload Rept “ 

* Florida Power Corp BAW-1521- 79/02/23 79pp 


7903210366 Responds to 770902 submittal ra bortm dilution 4* requests 
addl info identified in end 

REI1>, R W Operating Reactors D-ranch 4 79/03/09 3pp 


7903230376 Forward* request for addl info in order to comp 1 eta NRC 
review of pump U valve inservtce testing program Requests 
notification when item* are resolved, so that meeting can be 
arranged prior to written submittal 

REID, R W. Operating Reactors Branch 4 79/03/00 !4pp 


7903200260 Request* exemption from 10CFR30 46<a>fl> to allow operation 
at full rated con thermal power of 2,544 HV4t Forwards Class 
III ademption fee 

STEWART. W P Florida Power Corp 79/03/14 4pp 


7903200446 Forward* Tech Spec Change Request 39 for amend to App A of 
License DpR-72 re Cycle 2 operation rated core power level 
of 2,344 KWt Certificate D f Svc end 
STEWART. W P Florida Power Corp 79/03/13 33pp 


79032 1 001 S Forward* licensing fee not attached ^/original 790228 "Cycle 
2 Reload $c Power Level Upgrade Rept* " Affidavit end 
STEWART. U P Florida Power Corp 79/03/16 2pp. 


7903290113 Forward* reepanea to 70OBO1 request for addl info r* high 
density rack mod 

STEWART, W, P Florida Power Carp. 79/03/16 43pp 


7903130510 Respond* to NRC 790119 ltr re violations noted In IE Imp 
Rept 50-302/78-31 Corrective actions monthly operations 
review of equipment clearance log now required by master 
surveillance plan & all clearance* cross-checked w/log index 
STEWART, W P Florida Power Corp 79/02/02 2pp 


7903130913 Forwards IE ln*p Rept 50-302/78-31 on 701211-14 L notice of 
vi olat ion 

LONO,F J Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/0J/19 2pp 


79031305 1 B Notice of violation from imp on 701211-14 

* Region 2, Atlanta, Reactor Operation* Nuclear Support Branch 
79/01/18 lp 


7903130521 IE Insp Rept 30-302/73-31 on 78121 1-14 None omp 1 i anc* noted 
failure to follow procedures 

QUICK. D R , DANCE, H C Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/01/18 7pp 


7903140420 Forwards IE Info Bulletin 79-02, "Pipe Support Dace Plate 
Design* Using Concrete Expansion Anchor Dolts. 11 
' 0 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/00 tp 


7903210133 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
ASME SA-312 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Welding 6 Engineering Co " 

O'REILLY, 0 P Region 2, Atlanta, Office of the Director 
79/03/12 lp 


7903270409 Forward* Tech Spec Change Requests 39.37 k 38 requesting 
amend to App A of License DPR-72 W/check for *12,000 fa* 

STEWART, VI P Florida Power Corp 79/03/21 25pp 


7903270453 In respon*e to 790312 Jtr requesting info re installation of 
redundant flow sensing lines during 790423 refueling outage, 
advises that details uiU be submitted by 790330 
STEWART, W, P Florida Power Corp 79/03/21 2pp 


7903060367 Forwards IE Info Notice 79-01, "Bsrgen-Paterson Hydraulic 
Shock & sway Arrestor t IHSSA) " 

0 'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/02/02. 4pp 


7903130008 Forwards IE Insp Rept 30-302/ 79-0 i on 79010B-U No 
noncompl lane# noted. 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility i, Material « 

Safety Branch. 79/02/02 2pp 


7903130010 IE insp Rept 50-302/79-01 on 790100-11 No noncamp 1 1 ance 
noted. Major areas inspected, radlatl on protection, liquid 
rad waste Inventory , riactOT coolant sys leakage, in-plant 
gat release*, L previous items 

EWALDpS, C « GIBSON, A F Raglan 2, Atlanta, Fuel Facility 4c 

Material* Safety Branch 79/02/01. 6pp 


7903210507 Forward* IE Circular 79-04, "Loose Locking Nut on LinltOM<,» 
Valve Operator *. w 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 Ip 


7903270392 Responds to 790308 ltr requesting addl info re pump fc valvi 
inservice intp program Determine* that 135 days are needed 
to respond to cone erm. Extension necessary due to vol & 
complexity of question* 

STEWART, W, P Florida Power Corp, 79/03/22 3p P , 


7903060380 Forward* annual rept* on penonnel expoewre, r boc tor viihI 
natl surveillance capsule* fc facility changes, experiments h 
tests Rept on eddy current in»p of eteam generator tubing 
also end 

STEWART, HP Florida Power Corp 79/02/21 Spp 


7903060383 "Eddy Current Imp of Crystal River 3 Steam Generator 
Tubing * 

*■ Florida Power Corp 70/06/30. 200pp 


7903050362 Forward* "Effluent b Waete Disposal Semiannual Rept far 
July -Dec 1978. 11 

STEWART, W. P Florida Power Corp 79/02/28, Spp 


t 

* 
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DOCKET 50-303 Crystal River Nuclear Plant. Unit 3 


7903050364 "Effluent & Waste Disposal Semiannual Rept for 
July-Dee 1970 " 

# Florida Power Carp 79/02/20 59pp 


7903190186 Forwards monthly operating rept for Feb 1979. 
STEWART. W P Florida Pouier Carp 79/03/13 lp 


7903190107 Monthly operating rept for Feb 1979 

KENNEDV, R W Florida Power Corp 79/03/05 5p p 


7903060236 LER 79-01 1/03L-0 on 790210 reactor coolant dose equivalent 
1-131 exceeded Tech Spec limits Caused by expected spike 
following reactor trip t« known leaking fuel pins Reactor 
coolant ays cleanup returned to acceptable limits 
COOPER. J Florida Power Corp 79/02/22 I3pp 


7903060221 Forwards LER 79-01 I/03L-0 

STEWART. W P Florida Power Corp 79/02/27 lp 


7903090186 Forwards LER 79-01 2/03L-0 

STEWART. W P Florida Power Corp 79/03/01 lp 


7903090187 LER 79-012/03L-0 on 790214 during safeguards test. 
RD-30P-2 light did not illuminate Caused by burr on relay 
shaft Relay cleaned U burr removed 
STEWART. W P Florida Power Corp 79/02/27 2pp 


7903090216 Forwards RQ 79-013/04L-0 

STEWART. W P Florida Power Corp 79/03/01 ip 


7903090219 RO 79-O13/O4L-0 on 790223 water samples not obtained for 
Jan 1979 from test wells 1,3 h 4, discharge canal to north 
of ponds & waste water ponds Omission due to new lab 
director not being informed of procedure 
* Florida Power Corp 79/02/27 lp 

7903150212 Forwards LER 79-014/G3L-0 

STEWART, W P. Florida Power Corp 79/03/05 lp 


7903150214 LER 79-014/03L-0 on 790220 decay heat cooler 3A outlet 
remote shutdown temp indicator inaccurate It rendered 
inoperable Caused by failed resistance temp detector <RTD> 

RTD replaced It sys recalibr 

COOPER, J Florida Power Corp 79/03/01 2pp 


7903160227 Forward* LCR 79-01 3/03L-0 

STEWART, W P Florida Power Corp 79/03/13 Ip 


7903160233 LER 79-01 3/03L-0 on 790221 fire *vc tanks 1-H U i-A 
contained less than min volume required by Tech Specs, 

Caused by improper design Engineering evaluation initiated 
COOPER, J Florida Power Corp 79/03/09 2pp 


7903230153 Forwards LER 79-017/03-0 

STEWART, W P Florida Power Corp 79/03/13 Ip 


7903230157 LER 79-017/036-0 on 790223 heat trace recorder for 
concentrated boric acid flowpath was malfunctioning t* 
rendered Inoperable Caused by failed recorder drive wheel 
Drive wheel replaced & heat trace recorder returned to *Vc 
COOPER, J, Florida Power Corp 79/03/12, 2pp. 


7903230130 Forward* LER 79-*019/03L-0 

STEWART, W P Florida Power Corp. 79/03/16 IP 


7903230135 LER 79-019/03L-0 on 790223 motor driven emergency Feedwater 
pump discharge pressure gauge EF-2-PI was out of calibr 
Caused by inoperable dampening snubber located in sensing 
line Snubber was replaced 

COOPER, J Florida Power Corp. 79/03/16 2pp 


7903230163 Supplemental info re LER 79-016/04X-0 on 79013 1 * environ 
samples were not analyzed per Tech Spec*. Caused by 
Inadequate sample time No corrective action proposed 
STEWART, W P Florida Power Corp. 79/03/16 3pp 


7903270346 Forwards LER 79-018/03L-0 

STEWART, W P Florida Power Corp 79/03/21 lp 


7903270349 LER 79-O10/O3L-O on 790301 inner airlock door found 
unlatched Caused by Inadequate latching ds«lgn Corrective 
action will be determined upon result* of engineering info 
request 

COOPER, J, Florida Power Corp. 79/03/14 2pp 


7 903270484 Forwards LER 79-020/03L-0 

STEWART, W P Florida Power Corp 79/03/31 lp 


7903270490 LER 79-020/03L-0 on 790228 following reactor tr i p , Che m/Ro d 
sampling revealed reactor coolant dose equivalent I-13I 
exceeded 1 0 mCl per gram, contrary to Tech Specs. Caused by 
spike following reactor trip & leaking fuel pins 
COOPER, J Florida Power Corp, 79/03/16 14pp. 


DOCKET 50-304 Zion Nuclear Power Station, Unit 2 


7903120144 Forwards revised versions of Entry-Control 9y» Handbook, 
8AND77-1033I Intrusion Detection Sy-s Handbook, 8AND76-0534 j L 
Barrier Penetration Databas e, NUREO/CR-OIQI 

MILLER. J R Assistant Director for Reactor Safeguards 79/01/09 

2pp. 


7903010112 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license condl ti on*. Forwardi 
comments far Incorporation Into plan Appeal is possible 
Enel A withheld (ref 10CFR2 790) 

IPPDLITO, T A Operating Reactor* Branch 3 79/01/30 3pj> 


7903190096 Request* devaluation of 780908 respan*# tD request for addl 
info re fire protection SER {< proposed alternative to 
maintaining control* despite control room fires. Accept* 
response* to other Items 

8 CHWENCER, A Op era t i ng' Reac t ora Branch 1 79/02/14 3pp. 


7903230035 Forwards Federal Register notice amending 10CFR73 35, 
"Requ ireme nfct for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, “ to 
defer employee pat^down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp. 


7903140200 Requests change to Licenses DPR-39 & DPR-40, al ter ing fir* 
protection mod completion schedule U/check for 41,600 
Class I & Class II amend fees 

REED, C Commonwealth Edison Co. 79/03/14 5pp 


7903270430 Forwards safeguards contingency plan Withheld 
<r#P 10CFR2 790) 

REED, C Commonwealth Edison Co 79/03/23 Ip. 


7903120069 In reipons* to Board 790122 order, provides cross-ref srsnea 
for contention* discussed in "Applicant's Motion for Bummary 
Disposition on Pleadings 11 in different numerical order than 
previously used 

BIELAWSKT, A P Isham, Lincoln & Benia 79/01/29 Ip. 


7903210079 Notification that State of IL response to applicant L NRC 
motion for summary disposition ha* been delayed to 790221. 

BEKJLERr 8, N Illinois, State of 79/02/13 2pp. 


7903200319 Replies to applicant U NRC motion for summary disposition 
Assert* Intervenor State of IL contentions rats* genuine 
issue* of mfltl fact Af f idevi t, rela ted -document* L 
Certificate of 8 vc end, 

BEKULER, B N 111 t noil, State of, 79/02/21 120pp. 


790307-0102 Petition supporting IL Atty General's move to deny util'* 
request to Increase facility spent fuel storage capacity 
TARO, M. , SMALEK, T W , PEDERSEN, P Affiliation Unknown 79/02/23. 

121pp 


7903220002 Affidavit of M Resnlkof f, wh Ich is part of i ntervenor ' * 
reepom* to motion* for summary disposi t ion, wl 11 be provided 
to Board as soon a* possible. 

SEKULER, B N Illinois, State of 79/02/27 lp 


7903210429 Forward* 790131 Itr per request of RE Webb. 
GODDARD, R J Branch 2 79/03/02. 2pp 


7903260362 Common wea 1 th Edison's answer urging denial of Intervener's 
motion for. continuance Summary disposition motion dtd 790109 
should be granted & hearing, expedited Certificate of Svc 
end. 

STEPTOL, P P. Isham, Lincoln «< Deale. 79/03/02. 4pp. 


7903130419 Forward* Addendum 1 to 790201 Rept CE“l-A r« organl xetiona 1 
changes resulting from outside mgb consultant study Will 
implement change* at other stations if mods are determined 
to be beneficial. 

NAUOHTON, W. F. Commonwealth Edison Co. 79/02/20. 3pp 


7903270395 In response to 790120 ItT, forwards info on spent fuel 
storage *t six existing nuclear powar plants near Lalke 
Michigan as of 761231 

DENTON, H R, Office of Nuclear Reaptor Regulation 79/03/0®. 6 pp. 



m DOCKETED SERIES 


DOCKET 50-304 Zion Nuclear Pg«i»r Station. Unit 2 


7703270397 Requests info rt spent nuclear fuel itorage at si t existing 
nuclear plants near Lake Michigan 

SCHAEFER- J Affiliation Unknown 77/01720 2pp. 


7903210167 Forward* ’•Annual Rept 1778, " statement of cash flow 
projected for 1979, actual cash flow for 1778 i, narrative 
explanatory statement 

NEXDN, H H Commonwealth Edison Co 79/03/15 6pp 


7703200337 In response to 700723 1 tr , summer i z e* Info re pressur-irtr 
heatup rate Tech Spec incons i stancy Reactor coolant ays temp 
rata limited to 60 F per hour- due to design of We s t inghouse 
PMR Appropriate utils have b««n notified 

ANDERSON, T h ilestinghouse Electric Corp 78/10/27. 3pp 


7703080173 Forwards mod to "Review 6 Acceptance of Spent Fuel Storage 
tc Handling! App 1 icatlorv** provided on 78041-4 Involves pages 
IY-3 & IV-6 w/«odified rationale 6 corrections 
OftlHES-B K Assistant Director for Engineers & Projects 
79/Qt/JB 4pp 


7703150264 Reviews progress of rept on spent fuel heatup potentials In 
1 o i *-of-w*ter accident Will provide calculations in two 
weeks Cites SAND77-I371 for preview of finding* which 
confirm assertion that spent fuel could ignite Zr cladding 
WEBB. R E Affiliation Unknown 79/01/31. Ip 


7903080268 Summary of 7701 IB meeting w/util It West ing house to discuss 
ECC3 reanalyst*. 

04. SHAN. L. JJ Operating Reactors Branch 1 79/02/07 4pp 


7903190014 Forwards Amends 42 6 39 to Licenses DPR-39 6 DPR-48, 
rasp active! y- SER 6 notice of issuance 

BCHWENCEFt, A Operating Reactors Branch 1 79/02/16 2pp. 


7903190020 Amends 42 & 39 to Licenses DPR-39 & DPR-48, r e sp ect i ve 1 y , 
revising Tech Spec limits for total nuclear peaking factor 
SCKMENCEfl-A Operating Reactors Branch 1 77/02/16 19pp. 


7703190028 Supports Amend 42 to DPR-39 fc Amend 39 to DPR-4B re total 
nuclear peaking factor Concludes amends do not involve 
significant hazard* 

* Operating Reactor* Branch 1 79/02/16 6pp 


7903010062 Forwards JE I nap Rept ® 50-273/78-26 & 50-304/78-26 on 
781 106-1201 fc notice of violation 

DAVIS, A B Region 3, Chicago- Fuel Facility & Materials Safety 

Branch 79/01/11 2pp 


7903010065 Notice of violation from tnsp on 701106-1201 

s Region 3, Chicago- Office of the Director 79/01/09 2pp 


7903010067 IE Insp Repts 50-273/70-26 & 50-304/78-26 on 701106-1201 
Noncompliance noted personnel exposure- reporting of 
effluents & solid radioactive waste 

SCHUMACHER, M C - CORCORAN, M - FISHER- W L Region 3- Chicago. 

Fuel Facility it Materials Safety Branch 79/01/09 Upp 


7903070306 Forwards IE Insp Repts 30-234/7Q-29, 50-265/78-31 , 

50-295/70-30 l 50-304/78-29 on 78U30 fc 781206-07 6 notice 
of violation 

FI0RELL1.Q Region 3- Chicago, Reactor Operations Nuclear Support 

Branch 79/01/17 2pp 


7903070310 Notice of violation from Insp on 791130 i< 791206-07 

* Region 3, Chicago- Reactor Operations Nuclear Support Branch 
79/01/11 Ip 


7903070317 IE Insp Rept 50-254/78-29- 50-269/70-31. 50-293/70-30 U 
50-304/78-29 on 701130 Noncamp 1 iance noted Instrument 
procedure not followed resulting in unplanned reactor trip 1 
safety injection on Unit 1 

KNOP.R C Region 3- Chicago, Reactor Operation* Nuclear Gupport 

Branch 79/01/11 5pp 


79030B0467 Act receipt of 790202 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-295/ 70-*26 i< 
50-304/78-26 

DAVIS- A B Region 3- Chicago, Fuel Facility & Materials Safety 

Branch 79/02/15 ip 


79030B047S Responds to NRC ^90202 ltr re violations noted In IE ln»p 
Rept* 50-295/78-26 * 50-304/70-26 Corrective actions gas 
release data now gathered monthly to expedite development of 
quarterly average Required rept to be sent by 790213 
REED, C Commonwealth Edison Co 79/02/02 3pp 


7703080419 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/02/16 
IP 


7903190033 Notice o# issuance af Ammd 42 to DPR-39 t. Amend 39 to 
DPft-40. 

SCHVJENCEft.A Operating Reactor* Branch i 79/02/16. 3pp. 


7903230050 Util's response dtd 700202 indicates potential boron 
dilution incident has been reviewed FSAR analysis of event 
still represents a»o«t limiting case 

8CHWENCERtA Operating Reactor* Branch I 79/02/21 2pp 


7903010292 Requests amend to Licenses DPR-39 6- DPR-4B Submits proposed 
Tech Spec changes providing for overpressure protection 
for revision of heatup 6 cooldown curves as required bu 
10CFR50 App O 

REED* C, Commonwealth Edison Co. 79/02/26 23pp 

7903140309 Advises NRC about review of 4, plans for Cycle 4 reload core 
State* that application for amend to operating license is 
not required fc that verification of reload core design will 
be performed at start of each reload cycle 
AEEDv C. Cornmonuea 1 th Edison Co 79/03/06 3 pp. 


79031303417 Forwards response to NRC request for addl info re expansion 
of spent fuel storage capacity 

NAUGKTON, W F. Common wealt h Edison Co 77/03/07 14pp 


7903220507 Util will be performing inservlce insp activities during 
upcoming refueling outage Insp will include menus) 
ultrasonic, dye penetrant, eddy current & visual insp of 
Class 1 6 2 components Insp scheduled 790309-790417 
WANDKE, N E Commonwealth Edison Co 79/02/16 lp 


7903000343 Informs recipients of JE Bulletin 79-01- "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch Identified as NAMCD Model S3CML should read 
6L3CML 

KEPPLEB-J 0 Region 3- Chicago, Office of the Director 79/03/01 


7903150015 Forward* IE Bulletin 79-02- "Pipe Support Date Plata Designs 
Using Concrete Expension Anchor Bolts " 

KEpPLER, J 0 Region 3, Chicago, Office of the Director 79/03/00 

Ip 


aSmc Q? ,E BuiUtin 79-03, "Long 1 tudJ na 1 Weld lie 

ASME 8A-312 Type 304 Stainless Steel Pipe Spool* 

Youngstown Uelding It Engineering Co. » 
KEPPLER- J 0 Region 3, Chicago, Office of the Director 
Ip 


79 / 03/12 


7903220242 Forwards requested addl info in 
storage capacity of spent fuel pod 
NAUGHTGNrU F. Comae n weal th Edison Co 


•upport of request to expand 
79/03/19 5pp 


7903020361 Forwards semiannual rept re radioactive 
ll 6 radioactive waste for Jul-Dec 1978 
WANDKErN E Commonwealth Edison Co 79/02/02, 


effluent discharges 
38pp 


7903290131 Forwards licensing open items status li»t. 
REED, C. Commonwealth Edison Co 79/03/19 9pp 


aaI.iT o r## 7 , nn r aI In ' :Br PFetativi Rept on Fish Egg 
« lch,5 ' n n " r Zl0n ^ 

WANDKEiN Commonwealth Edison Co 79/03/12 ip 




79032901 37 Forwards proposed Tech 
1.93 in allowable LOCA peaking 
basis for LOCA reanaly *£*. Check 
REED, C. Commonwealth Edison Co 


Spec change to permit increase 
factor limit Amind explains 
for amend f«e end 
79/03/22 66pp 


to 


Prosrjn i.i. M , r Qn r>*n tgg u L«rva« Oampnn 

BlJU!!!., 1?7B ! MUI,l, * n "»w Z‘°» «< W.vk,g.n Q.n.r.tlng 

Co JE °7fl/lfs/13 C ^l95pp C ^ Ij ° P ' A ^ es0N, R 0 Cormnomja, 1 th etdl-on 


7 » 034 T 01 ia Firmll T.ch Bp.t ch.„„ r «»vi», murv.tlj, 

r>|tflr>«>nt -or cold rod d,o, t««t» H/,h, c | f,,r oo.’d 
REED- C Commonwealth Edison Co 79/03/23 5p p , 


7, ?S 4!! P ° r “*’’ d * LER ^-^ML-O.r.cl.-.m.d r.„.rt.bl. »n 
WANDKE-N. E Commonwealth Edison Co. 79/02/21. Ip 



DOCKET 50-304 Zion Nuclear Power Station* Unit 2 


DOCKETED SERIES • 


7903070246 LER 77-0B2/03L-0 residual beat removal pump 2D suction valve 
8 MOV-B700B failed to open el pc tr lea lly * p lac ing residual 
heat removal sys in degraded mode Caused by inoperable open 
limit switch which was repaired 

MEN NER HOLM* J N Commonwealth Edison Co 79/02/83 |p 


7903160249 Forwards LER 79-008/O3L-0 

WANDKErN E Commonwealth Edison Co 79/03/07 Ip 


7903160231 LER 79-OO0/O3L-O on 790209 when c losing MSIV 2D for steam 
generator c leanup, valve began to close* then reopened Caused 
by failure of both DC solenoid valves to shift when 
energized After oxerciis* one valve replaced 
MELNICOFF* K A Commonwealth Edison Co 79/03/07 lp 


7903290031 Forwards LER 79-009/03L-0 

WANDKE* N E Commonwealth Edison Co 79/03/12 Ip 


7903290039 LER 79-009/03L-0 on 790210 M3IV partially opened Hydraulic 
pump was reenergi zed* causing MSIV to reclose Cause was 
combination of drain valve not opening after MSIV closure 6 
open accumulator leaking gas 

MELNICOFF* M A Commonwealth Edison Co 79/03/12 4pp 


7903280330 Forwards LER 79-01 0/03L-0 

WANDKE* N E Commonwealth Edison Co 79/03/16 lp 


7903200333 LER 79-010/03L -0 on 790214 Channel 2LT-460 greater than 6 H 
from Channel 2LT-461 Caused by transmitter had zero A span 
shifted Zero adjustment made* transmitter conservative for 
high fc low level trips 

HANSEN* P W Commonwealth Edison Co 79/03/16 lp 


DOCKET 50-303 Kewaunee Nuclear Power Plant 


7903040026 EIA concluding proposed amend to License OPR-43 modifying 
spent fuel pool will not significantly affect quality of 
human environ 

* Office of Nuclear Reactor Regulation 78/12/01 20pp 


7903040031 Safety evaluation supporting conclusion that proposed mod l» 
acceptable because increase in occupational radiation 
exposure would be negligible 

s* Office of Nuclear Reactor Regulation 7-8/12/01 llpp 


7903230033 Forwards Federal Register notice amending 10CFR73 33* 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790801, 

DENTON* H R Office of Nuclear Reactor Regulation 79/02/23. lp. 


7903120210 Forwards revised industrial security manual Withheld 
(ref 10CFR3 790). 

MATHEW 8 *E R Wisconsin Public Service Corp 79/03/07 lp. 


7903290103 Forwards industrial security plan*App A* safeguard 
contingency plan. Plan withheld < ref 10CFR2, 790) 

MATHEW Bi E R Wisconsin Public Service Corp 79/03/27. lp 


7903130511 Forwards joint motion & agreement of NRC* La ke* bore Citizens 
$c Safe Haven Inc* 6 proposed form of order re agreement of 
settlement among parties 

OLMBTEAD, W J Branch 4. 79/02/03 lp. 


7903130313 Agreement by intervenors to withdraw from proceeding* WI 
Public 9vc Corp will provide info fc agrees to seek suitable 
disposition of spent fuel, 

CARDARO* W Lakeshore Citizens for Safe Energy K-EANE* 9 E 
Wisconsin Public Service Corp 0LM8TEAD. W J, Drench 4 
79/02/03. 3pp 


7903130317 Joint motion by parties containing interveners' request to 
withdraw* request for approval order & order dismissing 
proceeding. 

CORDARO, W Lake shore Citizens for Baft Energy WALSH* P. W 
Wisconsin* State of 0LM8TEAD* W J. Branch 4 79/02/03 0 pp 


7903060711 informs that NRC will not respond to applicant's 78122B 
motion Responds to State of WI's interrogator i es w/affldevit 
of JN Donahew & submits affidavits t;o complete the record 
OLMSTEADiW.J Branch 4 79/02/00 9pp 


7903140399 Resolution opposing const of nuclear power plant in Putnam 
County* due to safety 6 environ reasons 
PANIER* J R Putnam County* IL 79/02/08. 3pp, 


7903040409 Forwards agreement of NRC* La v ash ore Citizens U Safe Haven* 
Ltd 

OLMSTEADiW J Branch 4 79/02/09. lp 


7903040411 Agreement re distribution of info * lnsp of spent Puel pool 
to secure fair 6 reasonable settlement of proceeding. 

Certificate of Bvc end 

OLMBTEAD. U J Branch 4 CORDARO* W La kes hore Citizens for Safe 
Energy. JOHNSON* J B Safe Haven 79/02/09 4pp 


7903080580 Dismisses proceed ing* psr motion of parties Need for hearing 
no longer exists. due to withdrawal of intervenors 

LAZO* R M Atomic Safety and Liceneing Board Panel, 79/02/14. 3pp 


7903270393 In response to 790120 Ifer* forwards info on ipent fuel 
storage at six existing nuclear pouter plants near Lake 
Michigan as of 781231 

DENTON* H R Office of Nuclear Reactor Regulation 79/03/00 6 pp 


7903270377 Requests info re spent nuclear fuel storage at tLx axtitlng 
nuclear plants near Lake Michigan. 

SCHAEFER* J Affiliation Unknown 79/01/20 2pp 


7903070262 Forwards Endorsement 42 to NEL1A Policy NF-204* Endorsement 
33 to MAELU Policy MF-71. Endorsement 2 to NELIA Hinder EB-44 
t« Endorsement 2 to MAELU Binder XB-44 

MATHEW SJ* E R Wisconsin Public Service Corp 79/02/28 7pp 


7903200337 In response to 700923 1 tr * summer i t es info re pressurise? 
heatup rate Tech Spec inconsistency ReactoT coolant eys temp 
rate limited to 40 F per hour* due to design of Meetinghouse 
PWR Appropriate utils have been notified 

ANDERSON* T M Westinghouse Electric Corp 78/10/27 Gpp 


7703140222 Forward s revised ver* i onsj Entry-Contra 1 Bye Handbook* 
9AND77-1033I Intrusion Detection By* Handboo k* 8AND76-0594J fc 
Barrier Penetration Database* NUREO/CR -0 1 Bl g/o end. 

MILLER* J R Division of Operating Reactors 79/01/09 2pp. 


7903080173 Forwards mod to “Review 5c Acceptance of Qpant Fuel Storage 
& Handling Application" provided on 780414. Involves pages 
IV-S & 3V-6 w/modified rationale It corrections 
CRIMES* B.K Assistant Director for Engineers *t Projects 

79/01/18. 4pp 


7903210326 Forwards responses to 790109 request for addl info re 
"Oual if icetion of Reactor Physics Methods for Application to 
Kewaunee." V "Reload Safety Evaluation Methods* M both 
proprietary & ti onpropr i t tary versions 

JAMES* E W. Wisconsin Public Service Carp 79/02/14. 40pp 


7703210330 “Reload Safety Evaluation Methods*" nunproprietary version. 
* Wisconsin Public Service Corp 79/02/14 ISOpp 


7903210060 Notice of 79030B meeting w/Wl Public Svc porp to 
discuss reload analysis 4< physics methods 

OLSHANiL Operating Reactors Branch 1. 77/03/01 lp. 


7903210277 Forwards addl cup lei of “Qua 1 i f i c a t ion of Reactor Physics 
Methods for Application to Kewaunee " Withheld (ref 
10CFR2 790), 

STERN* M E Wisconsin Public Service Corp 79/03/16 lp. 


7903140590 Forwards IE lnsp Rapt 50-303/79-01 on 790109-12 * 10-19. No 
noncompliance noted 

F10RELLI * 0, Region 3. Chicago* Reactor Operations Nuclear Support 

Branch. 79/02/03 2 pp. 


7903140603 IE lnsp Rep t 30-305/79-01 on 790109-12 * 18-19. No 
noncompliance noted. Major area* inspec ted 1 unresolved Items* 
ma intenance* nonrout ine event followuprlE circular followup* 

*< independent in*p. 

CHOULEBrNC.* SWANSON* E. R * WARNICK* R. F Region 3. Chicago* 

Reactor Operations Nuclear Support Branch 79/01/31. 6 pp. 


7903080387 Forward# IE Info Notice 79-04* "Degradation of Engineered 
Safety Features. " 

KEPPLER* J 0 Region 3* Chicago* Office of the Director. 79/08/16. 
lp. 


79Q314OO08 After considering 790102 response to NRC 701207 Itr re items 
of noncomplienca* concludes that violation* did occur as 
described. Forwards order imposing civil penalties. 

DAVI 81 J Q. Office of Inspection St Enforcement 79/02/22. 2pp. 


7903140091 Order imposing civil penalties for items of noncompiianee 
noted in amended notice of violation re lnsp on 700903-09 lc 
10 8 * 780405 

DAVIB* J r 0 Office of Inspection 6 Enf oreemtnt. 79/02/16. 4pp. 



§0 DOCKETED SERIES 

DOCKET 50-309 Kewaunee Nuclear Pduit Plant DOCKET 50-306 Prairie Inland Nuclear Station* Unit 2 


7903140096 In response to NRC 701207 ltr. takei exception to shift 
supervleor action at ita<n of noncompl lane > & allegations of 
aifit weakness Forward* risponta to amended notice of 
violation in aniuer to amended civil penalties notice 
ZIEKER. P D Wisconsin Public Service Corp 79/01/02 7pp 


7903140050 Act receipt of 790202 ltr informing NRC of steps talari to 
correct violation noted In IE Insp Rept 50-305/78-23 
HINDjJ A Region 3. Chicago* Safeguard* Branch 79/02/27 lp 


7903130438 Request* addl Info re fire protection engineer 
qualification* 8t OA program criteria requirement* 

SCKWENCER. A Operating Reactor* Branch 1 79/02/06 3pp 


7903230035 Forward* Federal Register notice amending 10CFR73 95* 
"Requirement* for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage* 11 to 
defer employee pat-down searches until 790301 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903140097 Respond* to NRC 790112 ltr r» violation noted in IE Insp 
Rept 30-305/78-23 Corrective action* withheld 
<ref 10CFR2 790) 

JAKES) E u Wisconsin Public Service Corp 79/02/02 lp 


7903080369 Inform* recipient* of IE Bulletin 79-Oii ‘•Environ 
Qualification of Class IE Equipment)" dtd 79020 B» that valve 
limit switch identified a* MAMCD Model S3CHL should reed 
6L3CML 

KEPPLER, J 0 Region 3, Chicago) Office of the Director 79/03/01 

Ip 


7903150092 Forwards IE Bulletin 79-02) "Pipe Support Base Plata Design* 
Using Concrete Expansion Anchor Bolts ” 

KEPPLER j J 0 Region 3, Chicago, Office of the Director 79/03/03 

IP* 


7903190970 Forward* IE Bulletin 79-03) "Longitudinal Weld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spool* 

Hanuf acturetf by Youngstown Welding & Engineering Co." 

KEPPLER r J 0 Region □, Chicago. Office of the Director 79/03/12 

ip 


7903090307 Forwards "Semiannual Effluent Rrlea** Rept, Jul y-Dsc 1970 " 
JAKES. E W Wisconsin Public Service Corp 79/02/27. lp. 


7903090390 "Semiannual Effluent Release Jtept, July-Dee 1970 " 
* Wisconsin Public Service Corp 79/02/38 23pp 


7903070371 Forwards "Annual Operating flept for 1973 " 

JAKESr E W, Wise on* in Public Service Corp 79/02/20 lp 


7903070372 "Annual Operating Rept for 1973 " 

* Wisconsin Public Bervlce Carp 79/02/38 1 iOpp. 


7903160119 Forward! monthly operating rept for Feb 1979. 

MATHEWS. E R Wisconsin Public Bervlce Corp 79/03/12 ip. 


7903160122 Monthly operating rept for Feb 1979 

WALLACE, J J Wisconsin Fublic Service Corp 79/03/05 5pp 


7903140255 Forwards LER 79-002/D1T-0 & 79-003/01T-0, 

MATHEWS. E R Wisconsin Public Bervlce Corp 79/03/07 lp 


7903140294 LER 79-002/01T-0 on 790221. less of manual speed control 
for diesel generator 1A Caused by worn gtar In 
synchrontiing motor assembly of governor, Bynchr o-moter 
gear housing replaced In-* ind. generator returned to sve 
R.UITER r 0 H. Wise on* in Public Service Corp 79/03/07 3pp 


7903140306 LER 79-003/01T-0 an 790223: high water level alarm* received 
for 1A It IB spent fuel pits Caused by auxiliary operator 
falling to verify proper valve line up when placing poet- 
filter in operation following filter change-out, 

RUITER, 9 H. Wiscontin Public Service Corp, 79/03/09, 2pp 


7903210006 Forward* LER 79-004 /03L-0. 

HATHEWB, E. R, Wisconsin Public Bervlce Corp, 79/03/16 lp. 


7903210-009 LER 79-004/03L-0 on 790216, during steady state full power 
operatl on. d i esel generator 1A failed to start during 
operability teet.Causad by broken rotor vane in primary aiT 
•tart motor Motor* replaced 

RUITER, Q H. Wisconsin Public Service Corp 79/03/16, 2pp. 


79032B0321 Forward* LER 79-002/0 IX- 1 

MATHEWS. E R. Wisconsin Fubll-c Service Cot?, 79/03/22 lp 


7903290326 LER 79-002/01X-1 on 790221 . diets 1 generator 1A manual speed 
control failed Caused by excessive wear to bronze pinion in 
synchro-motor gear housing Pinion L limit switch replaced fc 
adjusted, 

HATHEWB. E. R- Wisconsin Public Bervlce Corp, 79/03/22 4pp. 


7903130386 Forward* responses to NRC positions re fire protection 
program, as result of 781016 onsite insp 
KAYER.L Q Northern States Power Co 79/03/09 22pp 


7903270385 Forwards safeguards contingency plan Enel withheld <r*f 
10CFR2 79Q> 

KAYER.L D Northern States Power Co 79/03/23 2pp 


7903290152 Forwards "Annual Rept 1978 " 

BRU3VEN.A D Northern States Power Co 79/03/26 Ip 


7903290134 "Annual Rept 197B « 

# Northern States Power Co 79/03/26 35pp 


7903010294 Forwards Endorsement 36 to Policy HF-69i Endar* ement 40 to 
Policy NF-197, Endorsement 40 to Policy MF-31 U Endorsement 
48 to Policy MF— 174 for calendar year 1979 
JOHNSON, R G. Northern State* Power Co 79/02/03 3pp 


7903010197 Forwards Endorsement 41 to Policy MF-31 L Endorsement 37 U 
Policy MF-6B. both for calendar year 1979 
JOHNSON, ft 0 Northern State* Power Co 79/02/23 3pp, 


7903080173 Forwards mod to "Review $, Acceptance of Spent Fuel Storagi 
fc Handling Application" provided on 7Q0414 Involves pages 
IV-5 S, IV-6 w/modified rationale t, corrections 
CRIMEB.E. K Assistant Director for Engineers & Projects 

79/01/10 4pp 


7903260209 Forward* Amend* 33 & 27 to Licenses DPR-42 l< DPR-60. 
respectively, sa fety evaluation It notice of issuance U 
aval lab J 1 i ty 

BCHWENCEF , A Operating Reactor* Branch i, 79/03/02 2pp 


7903260211 Amends 33 fr 27 to License* DPR-42 it DPR-60, tbs* actively, 
deleting reactor turbine trip below 307. power in both units 
ECHHENCE8, A Operating Reactor* Branch 1 79/03/02, 7pp 


790326021 5 Safety evaluation supporting Amends 33 It 27 to Licsnitl 
DPR-42 it DPR-60. respectively 

* Office of Nuclear Reactor Regulation, 79/03/02 4pp 


7903260217 Notice of issuance l< availability of Amends 33 4< 27 to 
Licenses DPR-42 it DPR-60. re* p ec t ive 1 y 

BCHWENCEft, A Operating Reactor* Branch 1 79/03/02 2pp 


7903090240 Review* background developments re Tech Specs changes to 
Incorporate App 1 requirement*) «1 lowing for Offsite Dos* 
Calculation Manual to be prepared by licensee Unable to meet 
790315 submittal date Expect* submittal by 790601 
MAYER. L □ Northern States Power Co 79/03/09. ip 


7903200373 Provides addl Info fur license emend requested on 700110 re 
quantitative justification for refueling interval 
surveillance frequency 

MAYER. L 0 Northern States Power Co 79/03/15 3pp. 


7903140662 F&rwerds response to NRC 781204 ltr re IE Insp Repti 
90-202/70-19 5, 50-306/78-16 W/o end 

WACHTER.L J Northern States Power Co 78/12/21 lp 


7903060902 Forwards IE rnsp Rept 50-306/78-21 on 78112B-29 6 120J-W l 
notice of violation. 

HEISHMANiR F Region 3, Chicago, Reactor Construction it 

Engineering Support Branch 79/01/10 2pp. 


7903060905 Notice of violation from insp on 781128-29 fc 1209-06 
* Region 3. Chicago, Reactor Construction St Engineering Quffsrt 
Branch, 79/01/09. lp, 



DOCKETED SERIES 


DOCKET 90-306 Prairie Island Nuclear Station* Unit 2 


7903060503 IE Insp Rept 90-306/79-21 on 7B1 120-29 b 1203-06 
None omp 1 lane e noted failure to follow procedure re 
nondestructive examination personnel qualification 6 
certification 

WARD* K D , DANIELSON* D H Region 3, Chicago* Reactor 

Construction 1* Engineering Support Branch 79/01/09 6pp 


7903070106 Forwards IE Insp Repts 90-202/79-22 b 90-306/70-22 on 
701212-14 No noncomp 1 lance noted 

DAVIS, A B Region 3* Chicago, Tuel Facility b Materials' Safety 

Branch 79/01/19 2pp 


7903070111 IE Insp Repts 30-202/79-22 b 90-306/78-22 on 781212-14 No 
noncompliance noted Major areas inspected routine environ 
protection 

0E8TMANN»M J i E6SIQ* T H Region 3* Chicago, Fuel Facility b 

Material & Safety Branch 79/01/10 6pp 


7903090003 Forwards IE Insp Rept S0-3OA/7B-24 on 70H29-3O b 1201 No 
noncompliance noted 

KEPPLER* J G Region 3* Chicago, Office of the Director 79/01/23 

app 


7903090004 IE Insp Rept 30-306/70-23 on 791129-30,1201 & 1220 No 
noncompliance noted Major areas inspected surveillance of 
safety-related pipe supports & restraints 

YIN* I T, , DANIELSON. 0 H Region 3. Chicago, Office of the 
Director 79/01/19 lOpp 


7903130264 Forwards IE Insp Repts 90-202/79-02 b 30-306/79-02 on 
790113-17 No noncamp 1 iancp noted, 

FIDRELLI*0 Region 3, Chicago* Reactor Operations Nuclear Support 

Branch, 79/02/01 2pp 


7903130270 IE Insp Repts 30-202/79-02 b 90-306/79-02 on 790113-17 No 
none amp 1 lance noted Major areas inspected training & 
retraining of licensed b unlicensed personnel* b licensed 
operator requalification training program 

DANIELS* F T Region 3, Chicago* Reactor Operations Nuclear 

Support Branch 79/01/31 3pp 


7903130477 Forwards IE Tnsp Repts 50-282/70-23 5* 90-306/70-23 on 
701201-29 b notice of violation 

F10RELLI* 0 Region 3* Chicago* Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7903130400 Notice of violation from insp on 781201-29 

F I0RELLI , Q Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 77/02/01 Ip 


7903130482 IE Insp Rept* 30-282/70-23 b 30-306/70-23 on 701201-29 
Noncompl lance noted failure to follow test procedure 
FElERADANDrC D . WARNICK, R F Region 3, Chicago* Office of the 
Director. 79/01/26 9pp. 


7903220460 Forwards IE Insp Rept 30-282/79-01 b 30-306/79-01 on 
790102-31 b notice of violation 

FIORELLI*0 Region 3, Chicago* Reactor Operations NucleaT Support 

Branch 79/02/13 2pp. 


7903220463 Notice of violation from insp on 790102-31 

* Region 3* Chicago, Reactor Operation* Nuclear Support Branch 
79/02/14. Ip 


7903220470 IE Insp Repts 30-282/79-01 b 30-306/79-01 on 790102-31, 
Noncompl iance noted insufficient measures to assure prompt 
corrective action b failure to establish Insp program. 
FEIERABEND, C. D , WARNICK* R. F Regions* Chicago, Reactor 

Operations Nuclear Support Branch 79/02/14, 10pp. 


79030*70473 Ack receipt of 790201 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-306/79-21. 

FIORELLI.O Region 3* Chicago* Reactor Construction b Engineering 

Support Branch 79/02/16 lp 


7903070470 Responds to NRC 790U6 ltr re violations noted In IE Imp 
Rept 50-306/78-21 Corrective actions test procedure will be 
revised to Include 90V, composite grade b past experience of 
two employees was documented 

WACHTER, L J Northern States Power Co, 79/02/01. 3pp 


7903000342 Forwards IT Info Notice 79-04, "Degradat ion of Engineered 
Safety Features 11 

KEPPLER* J 0 Region 3, Chicago, Office of the Director 79/02/16 
IP- 


7903080363 Informs recipients of IE Bulletin 79-Oi* "Environ 
Qualification of Class IE Equipment,'* dtd 790200, that valve 
limit switch Identified as NAMCO Model S3CML should read 
SL3CML 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/03/Qi. 

Ip 


7903150043 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts 11 

KEPPLER* J. 0 Region 3* Chicago* Office of the Director 79/03/OB 
lp 


7903160070 Ack receipt of 790223 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-282/78-23 b 
30-306/78-23 

HEISHMANiR. F Region 3, Chicago* Reactor Operations Nuclear 

Support Branch 79/03/09 lp 


7903160003 Responds to NRC 790201 Ltr re violations noted in IE Insp 
Repts 30-262/78-23, b 90-306/78-23 Corrective action* 
preventive malnt prodadures for safeguards buses are being 
rewritten to comply w/Tech Specs 

WACHTER, L, J Northern States Fouler Co 79/02/23 Ip 


7903190939 Forwards IE Bulletin 79-03* "Longitudinal Weld Defects in 
ASME BA -312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co " 

KEPPLER, J Q Region 3, Chicago, Office Df the Director 79/03/12. 

ip 


7903020339 Forwards annual rept of occupational exposure b annual rept 
of changes* tests b experiments 

MAYER* L □ Northern States Power Co 79/02/23 lp 


79 0302 0340 Annual repts of 1978 occupational exposure* chan get, t a * t * 
b experiments 

e Nor thorn States Power Co 79/02/23 9pp 


7703060176 Forwards "Effluent b Waste Disposal Semiannual Rept" for 
Jui-Dec 197Q 

MAYER* L 0 Northern Btates Power Co 79/02/27 Llpp 


7903060336 Forwards "Damian nua 1 Radioactive Effluent* Release Rept," 
Jul-Duc 1970 

COUN91L, N Q Northeast Utilities 79/03/01 lp 


7903140319 Monthly operating rept for Feb 1979 

HUN8TAD* A A Northern State* Rower Co. 79/03/12. Spp 


7903260236 Forward* "Radiation Environ Monitoring Program# Annual Rept 
for 1979 " 

MAYER* L 0 Northern States Power Co, 79/03/2P Ip. 


7903260230 "Radiation Environ Monitoring Program, Annua 1 Rept for 197B M 
WADLE Y> 0 W Ha re 1 ton Envir anmental Science* Corp 79/03/06. 

51pp. 


7903120217 LER 7D-021/01X-I on 70 1 1 28: d ur 1 n$» refuo 1 ing, ioca 1 leak rate 
test revealed leakage through outer valves In penetration 
23A b 23B# containment purge iff excess of Tech Spec max. 

Caused by inadequate seal at valve seats Adjustment made, 

HUNBTAD, A, A Northern Btates Power Co 79/03/07 lp 


7903200416 LER 79-003/03L-0 on 7902 1 6* over t emperatur e summing unit 
2TM-401B drifted b allowed high trip pressure Device 
recalibrated Device performance being evaluated frequently. 
HUN0TAD* A A Northern States Power Co 79/03/16. lp. 


7903230035 Forwards Federal Register notice amending 10CFR73 B3, 
'■Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Ageinst Industrial Sabotage* " to 
defer employee pat-down searches until 790801 

DENTON* K, R Office of Nurjear Reactor Regulation 79/02/23. lp. 


7903140317 Forwards monthly operating rept for Feb 1979 
MAYER, L □ Northern State* Power Co 79/03/12 ip 


DOCKET 30-309 Maine Yankee Atomic Power Plant 


7903120210 Forward* LER 78-021 /O 1 X- 1 . 

MAYER* L, 0 Northern Btates Power Co 79/03/07 lp 


7903200410 Forward* LER 79-003/03L-0. 

MAYER, L O Northern State* Power Co, 79/03/16 lp 
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S3 

DOCKET 50-309 Maine Yankee Atomic Power Plant 


7903300296 Forwards modified physical security plan Plan withheld 
{ref 10CFHS 790) 

QROCE* R H Main* Yankee Atomic Power Co 79/03/23 lp 


7903190223 Requests copy of util response to NRC 790205 ltr re failure 
of hal f-capec ity main transformer at -facility 
# Affiliation Unknown 79/03/12 lp. 


7903140222 Forward* revised versions Entry-Control Bys Handbook* 
SAND7 7-1 03 3) Intrusion Detection 8y* Han d book, &AND76-0994f & 
Barrier Penetration Database* NUHEQ/CR-01 01 W/o end. 

HILLER i J R Division of Operating Reactors. 79/01/09 2pp 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/propoied 
radiological effluent Tech Specs 

GRIMES. 0. K Assistant Director for Engineers U Projects 

79/01/IB 4pp. 


7903140499 Requests description of transformer failure cause I* sequence 
of events associated u/failure of two half-capacity main 
transformers Requests assessment of why offsite power was 
unable to pick up station loads 

REID. R U. Operating Reactors Dranch 4 79/03/09 2pp 


7903090377 Provides info re pipe cracks in chemical vol control due to 
excessive charging pump vibrations Plant records review 
showed positive displacement auxiliary charging pump has 
operated for 39-h since plant was completed 
GROCE, R. H Maine Yankee Atomic Power Co 79/02/14 2pp. 


7903270956 "Containment Pressure Model for Mains Yankee ECCS 
Performance Evaluation ° 

0 U I HOD* P J * ECHOR.O . TURWIOE. J C Maine Yankee Atomic Power Co 
79/02/27. 27pp 


7903200070 Forwards Amend 44 to License DPR-36 U notice of issuance 6 
availability. 

REID. R. W Operating Reactors Branch 4 79/02/23 3pp 


7903280003 Amend 44 to License DPR-36 incorporating security plan into 
license conditions 

REID, R W Operating fteactors Branch 4 79/02/23 2pp 


79032B0099 Notice of iteuanc* I* availability af Amend 44 to License 
OPR-36 

FAIRTILE, M B Operating Reactor* Branch 4 79/02/23 2pp, 


79-03140336 Notification of 790220 meeting w/HE Yankee Power Co to 
discuss NRC review of spent fuel pin storage concept 
NELSON* C Operating Reactors Branch 4 79/02/26 Ip 


7903070214 Forwards ?-tracl*BDO SPI tape w/record length of 160 
characters/record & 20 records/fa loc Ic containing 
meteorological data for Jan-Dee 197B Format U description of 
data on tape alto end W/o tape 

GROCE, R H. Maine Yankee Atomic Power Co. 79/03/01 4pp 


7903290047 Confirms 790306 meeting to discuss dosimetry records 
maintained -under 1 feense DPR-3* DPR-23* DPR-33-, 6 DPR-36 
SMITH* 0 H Region I, Philadelphia* Office of the Director 
79/03/01 IP 


7903J20510 Forwards IE Insp Rept 90-309/78-23 on 7B1218-21 6 notice of 
vioLat inn 

BRUNNER* E J Region 1. Ph i lade Iph ia, Reactor Operations Nuclear 

Support Dranch 79/01/19 2pp 


7903120513 Notice of violation from insp on 781218-21 

* Region 1* Philadelphia* Office of thB Director 79/01/10 
IP 


7903120516 IE Insp Rept 50-309/78-23 on 781210-21 Noncompliance noted 
failure to properly control safety-related jump or s/b y paste* 
LAZARUS* W J Region 1* Philadelphia* Reactor Operations Nuclear 

Support Branch 79/0J/18 llpp 


79031 20492 Forwards IE Insp Rept 50-309/79-01 on 700808-10 No 
noncompliance noted 

SMITH* 0 H Region 1. Philadelphia* Fuel Facility & Material, 

Safety Branch. 79/01/25 2pp 


790312092a IE Insp Rept 50-309/79-01 on 790008-10 No noncomplianci 
noted Major areas inspected contains results of an effluent 
sample split between licensee & NRC 

KQTTAN,J J * 8TGHR.J P Region 1* Ph i 1 ode Iph ia* Fuel Facility i 

Materials Safety Branch 79/01/23 4pp 1 


7903060649 Forwards 3E Info Notice 79-03, "Limi torque Valve Glared 
Limit Switch Lubricant " 

CRIER* B H Region 1* Philadelphia. Office of the Director 
79/02/09 lp 


79030 30431 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

CRIERjB H Region 1* Philadelphia* Office af the Director 
79/02/16 lp 


7903030901 Informs recipients of IE Bulletin 79-01, '’Environ 
Qualification of Class IE Equipment* 11 dtd 790208, that valve 
limit switch identified as NAMCO Model 63CML should read 
8L3CHL 

ORIERiB H Region 1* Phi la de 1 ph ia* Office of the Director 
79/02/27. lp 


7903150224 Forwards "Effluent 8* Waste Disposal Semiannual Rep t . Ju) y-Ofc 
J970 u 

JOHNSON* U P Maine Yankee Atomic Power Co 79/02/2B lp 


7903150226 "Effluent 6 Waste Disposal Semiannual Rept* July-Dic 1 97Q » 
* Maine Yankee Atomic Power Co 78/12/31 Bpp 


79031 50257 Forwards monthly operating rept for Feb 1979 
MOODY, D. E Maine Yankee Atomic Power Co 79/03/12 lp 


7903190263 Monthly operating rept for Feb 1979 

SJOGREN* R M Maine Yankee Atomic Power Co 79/03/12 3pp 


7903120229 Forwards LEK 79-003/03L-0 

WOOD* E C. Maine Yankee Atomic Power Co 79/02/28. Ip 


7903120234 LER 79-Q03/03L-0 on 790227. Chann* 1 A sigma meter relay 
setpoint drifted approx I psig below required actuation 
setpoint Caused by instrument drift Setpoint has been 
changed 

ANDEREDN.P L Maine Yanks* Atomic Power Co, 79/02/20 2pp 


7903220191 Forwards proposed mods to radiological effluent Tech Specs It 
draft Offsite Dose Calculation Manual 

VANDENQUROH, D E Maine Yankee Atomic Power Co 79/03/19 73pp 


7903270941 Ack receipt of NRC 7901 17 accepting ECCB evaluation model 
for LOCA analyses Future licensing calculations will use 


7903150221 Forwards LER 79-002/03L-0 

WOOD. E C Maine Yankee Atomic Power Co 79/02/20. lp 


7903190225 LER 79-0G2/03L-0 on 790226 during test of reactor protMllM 
sys* set of relay contacts on reactor trip matrix relays did 
not open reliably upon deenergization of relay Cause 
undetermined. Faulty contacts replaced 

ANDERSON* P L Maine Yankee Atomic Power Co 79/02/20 2pp 


03090229 Provides Info requested In NRC 790209 ltr re failure af half 
size main transformer* 

NODDY, D E Maine Yankee Atomic Power Co, 79/03/02 6pp. 


03190259 Forwards LER 79-004/03L-0 

WDODiE. C. Main* Yankee Atomic Power Co 79/03/13 lp 


7903190266 LER 79-004/03L-0 on 790223 Channel C MOB indication f*r 
incore tilt * positive 8, negative 9QTC limits were reading 
more negative than other channels. Caused by failed +18 volts 
DC power supply. Unit replaced, 

ANDER80N.P L Maine Yankee Atomic Power Co, 79/03/13 ip 
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DOCKET 50-309 Maine Yankee Atomic Power Plant 


7903310121 Provides RO 79-005/OiX-0 Show cause order received 790313 
requiring cold shutdown within 48-h due to potential 
piping deficiencies in safety ays Facility shall be shutdown 
& cooled within required time period 

WOOD* E C Maine Yankee Atomic Power Co 79/03/14 lp 


7903270319 Forwards LER 79-005/01 X“0 

WOOD, E C Maine Yankee Atomic Power Co 79/03/20 lp 


7903270525 LER 79-005/01 X-0 on 790313 order tp show cause issued due 
to potential piping deficiencies in safety-related sys 
Since plant is now in cold shutdown, def ic iene ies no longer 
present safety concern 

ANDERSON, P L Maine Yankee Atomic Power Co 79/03/20 ip 


DOCKET 50-311 Salem Nuclear Generating Station. Unit 2 


7903040563 Provides info to assist in determining proper operating 
license fee for facility which Will be ready for operation 
in Mar 1979 

PARRiO D Light Water Reactors Drench 3 79/02/01 2pp 


7903020148 Transcript of 226th general meeting held 790200 in 
Washington, DC Discussed operating license application & 

Babcock-203 std nuclear steam supply sys Pp 1-126 

CARBON, M W , PLE8SET, M S , EBER50LE, J ACRS - Advisory Committee on 
Reactor Safeguards 79/02/00 i82pp 


7903030328 Forwards list of incomplete preop era ti oral tests U other 
items for which deferment is indicated until after core 
load lng 

MITTL,R L Public Service Electric & Gas Co of New Jersey 
79/02/13 7pp 


7903070103 Notice of si to visit on 790220-22 to discuss seismic 
qualification of saf ety-relatod equipment ?< perform site 
aud 1 1 

CROMER ICK, A Light Water Reactors Branch 3 79/02/13 2pp 


7903090199 Summary of 790200 ACR8 Committee meeting to discuss 
application for operating license Concluded committee would 
write favorable ltr 

DRQMERICK, A Light Water Reactors Branch 3 79/02/13 3pp 


7903190367 permits withholding of proprietary rept "Fuel Grid Impact 
Loads for Salem Unit 2" dated 790112 (ref I0CFR2, 790) 

PARRiO D. Light Water Reactors Branch 3 79/02/26 2pp 


7903160010 Notification of 790303 meeting w/Public Bvc Electric U Gas 
to discuss Tech Specs, 

DRDMER1CK, A W Light Water Reactors Branch 3 79/02/27 2pp 


7903270616 Forwards NUREG-0323, "summary of Operating Experience w/ 
Recirculating Steam Generators," which focuie* oh recent 
problems w/degradation Believes continued plant operation 
does not constitute undue risk 

ElSENHUTiD 0 Assistant Director for Systems Projects 
79/03/02 3pp 


7903120233 Forwards response to NRC request for add! Info re sufficient 
auxiliary feedwater in event of tornado missile strike 
(Question 1 41 ), equipment qual i f ication (Question 41 1, Parts 
1 through 8) & updated pages to F8AR App D 

MJTTL.R L Public Service Electric 8, Gas Co of New Jersey 
79/03/06 33pp 


7903130304 Forwards " NAMCO EA-1B0 Limit Switch Qualification Rept" S« 
Automatic Switch Co test rept AQS21678/TR, per NRC 790306 

ltr. 

NITTLiR L Public Service Electric & Gas Co of New Jersey 
79/03/06 lp 


7903130390 Dual i f icati on tests of solenoid valves by environ exposure 
to elevated temp, rad latlon, seismic simulation, vi bration 
endurance, act ident radiation h LOCA simulation 

* Public Service Electric & Ga* Co of Now Jersey AG821678/TR, 
79/02/00 273pp 

7903130397 "NAMCO EA-iBO Limit Switch Qualification Rept " 

a public Service Electric & Gas Co of New Jersey 70/09/05 

60pp 

7903220412 Summary of 790303 meeting w/utll U Meetinghouse re App A 
Tech Specs ^ identification of add! mod to standard Tech 
Specs for Meetinghouse PMRs Attendee list end 
DROMERICK, A Operating Reactors Branch 3 79/03/07 3pp 


7903130422 Submits updated responses to request for add ] Info re 
containment purge pressure Info will be incorporated into 
FSAR in amend to application Test procedure for performance 
of feedwater hammer test also end 

MITTLiR L Public Service Electric S< Qas Co of New Jersey 
79/03/06 llpp 


7703270303 Responds to 790226-20 meeting request for add! info re 
seismic qualification data on electrical, instrumentation & 
mechanical components 

MITTLiR L Public Service Electric U Gas Co of New Jersey 
79/03/23 33pp 


7903300237 Forwards lilt of incomplete preop erat i onal tests 4c items for 
which deferment until after initial fuel loading 1 b 
anticipated, 

MITTL.R L Public Service Electric & Qac Co of New Jersey 
79/03/20 0pp 


7903200434 Forwards response to environ qualification items listed in 
Section 8 48 of SER.Buppl 3 Discusses electrical equipment, 
including electrical terminal b loc k », e 1 ec tr 1 cal cables, 
motor-operated valves 8c fan coolers 

MITTL.R L Public Service Electric U Gas Co of New Jersey 
79/03/14 i 6p p 


7903000224 Forwards copies of responses to 790119 request for addl Info 
re fire protection review W/2 oversiied drawings 
LIBRI2ZI,F F* Public Service Electric k Gas Co of New Jersey 
79/03/02 ?pp 


7903230151 Forwards contingency plan revising Chapter 3 of security 
plan Identifies security measures for physical protection of 
facility Withheld (ref 10CFR2 79 0) 

LIBR I Z Z I, F P Public Service Electric fc Oat Co of New Jersey 
79/03/19 3pp 


7903090015 Opposes operating license on two grounds no solution 
to waste problem & no need far power demonstrated Mentions 
various factors to be considered before licensing should 
be granted 

BERRYHILL,F Coalition for Nuclear Power Plant Postponement 
79/01/30 |p 


7703230109 Opposes storage of spent f uo 1 > en 1 erg omen t of spent fuel 
pools fc any storage within the Township of Lower Alloways 
Creek, NJ Requests programs for permanent disposal outside 
Township 

DONELB0N, 8 C Lower AUnways Creak, NJ 79/02/16 3pp. 


7903270206 Forwards resolution by Lower Allouay* Creek Township 
Committee against expansion of increased spent fuel storage 
at Balem & Hope Creek nuclear plants 
WILLIAMS, H A Senate 77/03/12 4pp 


7903000 1 09 Forwards AN1 Cinder E0-72 MAELU Binder XB-72 re secondary 
financial protection for plant. 

L1BRIZZI.F P, Public Service Electric 8» Gas Co of New Jersey 
77/02/22 llpp 


79031-40495 Forwards ACRE "Rept on Salem Nuclear Generating Station 
Unit 2 " 

PARR, D D Light Hater Reactor* Branch □ 77/02/26 2pp. 


7703140502 Rapt* on facility application Nates four outstanding issues 
8< six items requiring addl doc umantati on. Recommends 
Implementation of Reg Guide I 197 Concludes plant can be 
operated at up to 3,411 MUt 

CARBON, M W ACRB - Advisory Committee on Reactor Safeguards. 
79/02/15 4pp 


7903200099 Forwards revised Page 3 of ACRS rept dtd 79021 9. W/ane 1 
transmittal ltr dtd 790226 

PARR, 0. D Light Water Reactors Branch 3 79/03/01 2pp. 


7903200102 Forwards revised page three' of ACRE rapt dtd 790219. 
FRALEY, R F. ACRB - Advisory Committee on Reactor Safeguards. 
79/02/22 2pp 


7903060641 In response to 770110 ltr re discharge of employee who had 
made stutsments to NRC Inspector & util representatives re 
alleged poor quality of painting work, advi sai that employee 
not fired b further investigation not warranted 
GOBQICK, L, V Office of the Executive Director for Operations. 
79/02/12 3pp 


7903060644 Requests update r« firing of employee by Public Bvc Electric 
& Gas. 

HUGHES, W J House of Rep. 79/01/10 ip. 
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DOCKET 50-311 Salem Nuclear Generating Station, Unit 2 

7903060632 Dltcussaa di*charge of employee for allegedly making false 
statemirtti to NRC inspector 

SHEWMAKEfi,R E i RE1NMDTH. 0 M , MQBELEY, N C Division of Reactor 
Construction Inspection 70/09/32 Ip 


7703000321 Forwards “Evaluation of Reactor Coolant Sys Considering 
Bubcompertment Pre**ur I zatlon Following a LQCA, " in response 
to requests for addl info Updates t supersedes 7601 IB rept k 
includes Info re reactor vessel support* 

MITTLiR L Public Service Electric Gas Co of IIbw Jersey 
79/03/06 !p 

7903000326 “Evaluation of Reactor Coolant By* Considering 
BubCOinpar tment PT*s*uri letion Following a LOCA 
* Public Service Electric & Gas Co of Hew Jersey 79/03/06 
9Spp 

7903160139 Forwards forms reporting total amount of water diverted from 
wells each month * chloride analysis of water from wells for 
quarter ending 701231 

HIDURAiH J Public Service Electric & Gas Co of New Jersey 
79/03/09 3p p 


7903060372 Forwards IE Insp Rapt 50-311/70-41 on 781102 it notice of 
violation Notice of violation withheld (ref 10CFR2 790) 

KART IN* U 0 Region 1* Philadel phU, Safeguards Branch 70/12/19. 

2pp 


7903060973 IE ln*p Rept 50-311/78-41 on 781102 Noncompliance noted: in 
SUM protection area Rept withheld (ref IQCFR2 7901 
ROGERS. K Region i, Philadelphia. Office of the Director 

DEVLIN. J Region l. Philadelphia, Safeguard* Branch. 70/12/14 

IP 


7903140303 IE Insp Rept* 50-311/79-09 on 790108-10 No noncomp Hanc t 
noted Major areas inspected fire prevention/protec tion 
program including work-control procedures, design-change 
controls & emergency shutdown procedures 

GAGE. L W , KOLTAY, F . EBNETER, S Region 1. Philadelphia, 

Reactor Construction It Engineering Support Branch 79/01/23 5pp 


7903S 40054 Forwards IE In*p Rept* 90-272/70-29 it 90-311/78-34 an 
731217-7901 13 No noncompliance noted 

BRUNNER, E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/29 2pp 


7903140066 IE Insp Repts 90-272/70-29 50-311/70-54 on 701217-790113- 

No noncompliance noted -Major areas inspected facility tour, 
log L record reviews, Yol louup on previous Insp items & 
preoperational QA 

NQRRHOLM.L J . KEIJ1IG, R R Region 1. Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/25 I3pp 


7903140013 Forwards IE Insp Repts 90-272/70-31 k 50-311/78-31 on 
701211-13 S« 19-21 No none omp 1 iance noted 

CARLSQNiR T Region 1. Philadelphia, Reactor Construction It 

Engineering Support Branch 79/01/31 2pp 


7903140019 IE Insp Repts 30-272/70-31 fe 90-311/70-91 on 701211-13 t 
19-21 No noncompliance noted Major areas Inspected piping 
post-weld heat treatment prae t i ces. tot t procedures for 
containment structural integrity test It plant insp tour 
TOTH, A D , BATEMAN, W H , MCGAUGHY, R W Region 1, Philadelphia, 
Office of the Director 79/01/30 15pp 


7903140621 Forwards IE Insp Repts 90-272/79-04 it 50-311/79-02 on 
790104-09 No none omp 1 iance noted 

CARLSON. R T Region 1, Ph i 1 ad e lph ia, Reactor Construction fcr 

Engineering Support Branch 79/01/31 2pp 


7903000010 Forwards IE In*p Repts 50-272/70-20 k 50-311/70-47 on 
781119-1 2£& No noncomp 1 ianc e noted 

BRUNNER. E J Region t, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/10. 2pp 


7903080025 IE Imp Repta 50-272/70-20 St 50-311/70-47 on 781119-1216 No 
noncompl ianc* noted Major areas inspected log l< records, 
plant clean l iness, 1 1 cense* avert followups, IE circulars, 
followup on previous insp items, test procedures Zc training 
NORRHOLM.L J , NICHOLAS, H H , KEIHIQ, R 0 Region 1. 

Philadelphia, Reactor Operation* NucleaT Support Branch 79/01/19 
20fP 


7903070159 Forwards IE Insp Rept 30-311/70-36 on 701220-22 No 
noncomp 1 Ianc e noted 

BRUNNER, E„ J Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 77/01/12 2pp. 


7903070163 IE Insp Rapt 30-311/70-36 on 781220-22. No none ompl ianc * 
noted Major areas inspected insp of new fuel receipt, ln»p t 
storage 6 preparations for initial fuel loading 
KALHAN.O Region 1, Philadelphia, Office of the Director 
CAPHTON, D L Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch. 79/01/11 5pp 


790309 03 IB Forward* IE Insp Rept 30-311/70-53 dr 7B1226-29. No 
noncomplian.ee noted. 

BRUNNER. E„ J Region 1, Philadelphia! Reactor Operations Nuclear 

Support Branch. 79/01/10 2pp 


7903090323 IE Insp Rept 50-311/78-33 on 701236-29 No none omp 1 ianc » 
noted. Me jor area* inspected. containment integrated leak rate 
test & licensee action on previous insp finding* 

SMITH* T H , GRAHAM, P D , CAPHTON, D L. Region 1, Philadelphia, 
Reactor Operation* Nuclear Support Branch 79/01/17. 6pp 


7903120437 Forwards IE Insp Repts 30-272/79-01 * 30-31 1/79-Dl on 
790103-03 No noncompliance noted 

BRUNNER, E J Region L, Philadelphia, Reactor Operation-* Nuclear 

Suoeort Branch 7Q/A1/24 2pp 


7903140624 IE Insp Repts 50-272/79-04 5, 50-311/79-02 on 790104-01 Ho 
noncomp 1 i anc e noted Major areas inspected corrective action 
nr> post-weld heat treatment 6 practices 

BURR, J , EDNETER, 8 D Region 1, Philadelphia, Reactor 

Construction & Engineering Support Branch 79/01/17 4pp 


7903140085 Forwards IE Insp Rept 50-311/79-07 on 790115-17 
No noncomp It anc e noted 

CARLSON. R T Region 1, Philadelphia, Reactor Construction t< 

Engineering Support Branch 79/02/01 2pp 


7903140089 IE Insp Rept 50-311/79-07 on 790115-17 No noncomp H ants 
noted Major areas inspected quality verification record* for 
electrical relay coordination study . 1 i c arise e implementation 
of design changes 

TOTH, A D i CERNE. A C , MCGAUGHY, R W Region 1, Philadelphia, 
Office of the Director 79/01/31 7pp 


7903210016 Forwards IE Insp Rept 50-311/78-35 on 701219-21 No 
noncompl lance noted 

SMITH, G H Region 1, Philadelphia, Fuel Facility fc Materials 

Safety Branch 79/02/03 2pp 


7903210017 IE Insp Rept 30-311/78-53 on 781219-21 No none omp 1 1 «nc t 
noted. Major areas inspected preoperational environ 
monitoring program* 

BHANBAKY, M M , JACKSON, T J , BTQHR, J P Region I, Philadel pM«> 

Fuel Facility k Material* Safety Branch 79/02/02 6pp 


7903210010 Forwards IE Insp Rept 30-311/79-04 on 790108-12 No 
noncomp 1 iance noted 

BRUNNER , E J Region 1, Philadelphia, Reactor Operation* Nuclfir 

Support Branch 79/02/06 2pp 


7903210013 IE Insp Rept 50-311/79-04 on 790100-12 No noncomp 1 lent i 
noted Major area* inspected administrative control*, owner 
organ! iat Ion* onsite operations, procedure* & facility tour 
BAUNACK, W H. , CONTE, R. J , KI5TER, H P Region 1, Philadelphia 

Reactor Operations Nuclear Support Branch 79/02/05 14pp 


7903200442 Forwards IE rn*p Rept 50-311/79-09 on 790123-26 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nut Hit 

Bupporfc Branch 79/02/07. 2pp, 


7903200447 IE Insp Rept 50-311/79-09 on 790123-26 No noncomp liaact 
noted Major area* inspected overall preoperational test 
program Sc plant tour 

MC NAT T , T G , NICHOLAS, H H , CAPHTON, D L Region 1. 

Philadelphia, Reactor Operation* Nuclear Support Branch 
7pp 


79/02/06 
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DOCKET 30-311 Salem Nuclear Generating Station* Unit 2 


7903060621 Forwards IE Info Notice 79-03, "Limitorque Valve Geared 
Limit Switch Lubricant " 

GRIER'B H Region 1, Philadelphia! Office of the Director 

79/02/09 lp 


7903140083 Responds to NRC 780627 ltr re violation noted in IE Insp 
Rept 30-311/78-26 Corrective actions reviewed field 
procedures* hBat treatment records & stress calculation, fc 
nondestructive examination of sample joints 

MARTIN, T J Public Service Electric b Gas Co- of New Jersey. 
77/02/05 2pp 


7903070117 Aek receipt of 790123 1 tr informing NRC of steps taken to 
correct violations noted In IE Insp Repta 50-272/78-30 b 
30-31 1/7B- 52 

SMITH# 0 H Region 1, Philadelphia* Fuel Facility b Materials 

Safety Branch 79/02/09 lp 


7903070130 Responds to NRC 790102 1 tr re Violations noted in IE Insp 
Repts 30-272/78-30 b 50-311/78-52 Corrective actions 
required safety analysis now reviewed b radioactive waste 
compacting now done w/axposure permit 

SCHNEIDER, F W Public Service Electric & Gas Co of New Jersey 
79/01/23 6pp 


7903070132 Forwards IE Insp Repts 50-272/78-30 b 30-311/70-32 on 
781212-13 & notice of violation 

SMITH# G H Region l, Philadelphia# Fuel Facility b Materials 

Safety Branch 79/01/02 2pp 


7903070176 Notice of violation from insp on 791212-15 

a Region 1* Philadelphia. Fuel Facility b Materials Safety 
Branch 78/12/20 2pp - 


7903300524 Forwards IE Insp Rept 5P-3U/79-03 on 79010B-12 b 13-19 No 
noncompliance noted 

BRUNNER, E J Region 1* Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/16 2pp 

7903300328 IE Insp Rept 30-311/79-03 on 790100-12 b 13-19 No 
nofit omp 1 i anc e noted Major areas in sp ec ted. op era ti one 1 GA 
program 

KEHOE.D V * NAPUDO.G , KISTER* H B Region 1. Philadelphia, 

Reactor Operation* Nuclear Support Branch 79/02/15 23pp 


7903130539 Ack receipt of 790202 Itr informing NRC of step* taken to 
correct violations noted in !H Insp Rapt 50-272/78-2B b 
30-311/78-47 

GRIER* B H Region 1. Philadelphia, Office of the Director 

79/02/20 lp 


7903I30S70 Responds to NRC 790110 ltr re violations noted in IT Insp 
Repts 50-272/70-28 b 30-31 1/7B-47 Corrective actions, test 
engineers required to perform field insp of ail POTT »y* b 
items tagged w/orartge tags 

MARTIN, T J Public Service Electric & Gas Co of New) Jersey. 
79/02/02 3pp 


7903070181 IE Insp Repts 30-272/78-30 b 30-311/78-52 on 781212-15 
Noncompliance noted liquid waste disposal sy s changed u /a 
safety eva luati on, compac tor operator exposed w/o auitble 
radiation measurement b no monitoring during compacting 
WHITE* J R * CROCKER* H W Region 1, Philadelphia* Fuel Facility 

& Materials Safety Branch 79/12/38 1 4pp 


7903130239 Ac k receipt of 790J16 ltr Informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-311/7B-46 
Discusses understandings re strain gage commitments 
CARLSON* R T Region 1* Philadelphia, Reactor Construction b 

Engineering Support Branch 79/02/09 2pp 


7903130243 Responds to NRC 791213 ltr re violation noted in IE Insp 
Rept 50-311/78-46 Corrective actions strain gage 
measurements not considered formal part of structural 
integrity test Tech Specs were relaxed in 781200 revision 
MARTIN# T J Public Service Electric b Gas Co, of New Jersey 

79/01/16 2p p 


7903130247 Forwards IE Insp Rept 30-311/78-46 on 7B1126-22 U notice of 
Violation 

CARLSON* R T Region 1* Philadelphia* Reactor Construction b 

Engineering Support Branch 79/12/19 2pp 


7903130250 Notice of violation from insp on 701120-22 

# Region 1* Philadelphia* Reactor Construction b Engineering 

Support Branch 78/12/13 ip 


79O3130293 IE Insp Rept 50-311/78-46 on 781120-22 Noncompliance noted 
failure to implement instrumentation check-out procedure 
for containment strain gages 

TOTH* A D . WALTON* G A * MCOAUQHY* R W Region 1* Philadelphia* 

Reactor Construction b Engineering Support Branch 70/12/13. 9pp 


7903300006 Forwards IE Insp Rept 50-311/79-00 on 790122-30 No 
noncompl lance noted 

BRUNNER* E J Region 1* Philadelphia* Reactor Operations Nuclear 

Support Branch 79/02/14, 2pp 


7903300007 IE Insp Rept 50-311/79-00 on 790122-30. No none omp liance 
noted Major areas inspected facility procedure scope*plant 
manual operating instructions, fee 1 11 ty procedure format b. 
content of plant operating procedures 

BAUNACKiW N * CONTE* R J , KISTER.H, B Region 1* Philadelphia* 

Reactor Operations Nuclear Support Branch. 79/02/V3 J2pp 


7903080391 Forwards IE Info Notice 79-04# "Degradation of Engineered 
Safety Features " 

GRIER* B, H Region i* Philadelphia* Office of the Director 
79/02/16 lp 


7903140064 Ack receipt of 7B1I20 ltr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-311/78-26 
CARLSON* R T Region 1* Philadelphia* Reactor Construction b 

Engineering Support Branch 79/02/16 lp 


7903140075 Confirms completion of heat treatment procedure testing 
Concludes heat treatment had no detrimental effect on 
piping 

MARTIN* T J Public Service Electric b Ga* Co of New Jersey 
70/11/20 3pp 


7903130377 Torward* IE Insp Repts 50-272/70-28 b 50-311/79-47 on 
781119-1216 b notice of violation 

BRUNNER# E J R-eginn 1* Philadelphia, Reactor Operations Nuclear 

Support Drench 79/01/10 3pp 


7903130385 Notice pf violation from Insp on 781119-1216 

* Region 1, Philadelphia* Reactor Operations Nuclear Support 
Branch 79/01/09 2pp. 


7903130396 IE Insp Repts 30-272/78-29 b 50-311 /7B-47 on 701119-1216 
None omp k lento noted failure to identify status of 
turned-over equipment b component* at Unit l. 

NORRHOLMi L J Region I* Philadelphia, Reactor Operation* 

Nuclear Support Branch 79/-0L/09 20pp 


7903080459 Informs recipients of IE Bulletin 79-01, "Environ 
Gual i f icatlon of Class IE Equipment*" dtd 79020B# that valve 
limit switch identified as NAMCO Model 53CML should rBfld 
BL3CML 

GRIER, D H Region It Ph i lad e iph i a* Office of the Directin' 
79/03/27 lp 


7903120205 Responds to IE Bullntln 79-01* "Environ Qualification of 
Safety -Re 1 ated Electrical Equipment at Nuclear Power 
Plants " Outlines changes to be made at first refueling 
outag a 

8-CHNE I DER* F W Public Service Electric b Qas C t) of New Jersey. 
79/03/06 3pp , 


7903280-021 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Bolts M 

GRIER* B H Region 1# Philadelphia, Office of the Director 
79/03/08 ip. 


7903120221 Forwards monthly r«pt for Jan 1979 for industrial wait# 
treatment plant 

MIDURAiH, J Pvblic Service Electric b Ga» Co. df New Jersey 
79/02/14 2pp 


7903 l 202 1 3 Forwards wastewater treatment rept for Jan 1979 for sewage 
treatment plant 

MI DURA* H J Public Service Electric b Qa* Co of New Jeriey 
79/02/15. 2pp. 


7903120219 Forwards discharging monitoring repts for Jan 1979 Metis 
removed from main circulating water b collected on traveling 
screens have been deposited at Quinton landfill. 

MIDURA* H J Public Service Electric b 0*» Co of New Jersey. 
79/02/28 I4pp 


7903160097 Forwards monthly operating rept for Feb 1979# for Industrial 
waste treatment plant 

MIDJRA* H J Public Service Electric b Oe* Co of New Jersey. 
79/03/01 2pp. 


7903270492 Forwards wastewater treatment rept for Fab 1979. 
MIDURA. H J. Public Service Electric b Qa* Co of New Jersey 
79/03/09 2pp. 



9a DOCKETED SERIES 

DOCKET 50-311 8aJ*m Nuclear Generating Station, Unit 2 7903190520 Forward* IE Info Notice 79-04, "Degradation of Engineers 

.. — . — — ............ — — « — Safety Features “ 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
7903270459 Forwards discharge monitoring repts for Feb 1979 79/02/16 if 

MI DURA, H J Public Service Electric U Gas Co of New Jersey 
79/03/ 16 1 4 p p 

7903130424 Ack receipt of 790214 ltr informing NFIC of steps taken to 
correct violations noted in IE Insp Rept 50-312/70-23 
ENQELKEN, R H Region 5, Ban Francisco, Office of the Director 

DOCKET 50-312 Rancho Seco Nuclear Generating Station 79/02/27 Ip 


7903230035 Forwards Federal Register notice amending 10CFR73 53* 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-down searches until 790B01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903130429 Responds to NRC 790124 ltr re violations noted in IE Into 
Rept 50-312/70-23 Corrective action* correct labeling of 
containers w/rad i oat ti vb metis 

MATT I MOE, J J Sacramento Municipal Utility District 79/02/H 

2pp 


7903020330 Forwards internal cash flow projection for 1979, balance 
sheet it statement of net revenue as of 701231, & projected 
net revenues for 1979 budget year 

MATTIMOE, J J Sacramento Municipal Utility District 79/02/26 
Spp 


7903290196 Forwards "Annual Rept 1978 * 

OUBREr R P Sacramento Municipal Utility District 79/03/26 Ip 


7903130431 Forwards IE Insp Rept 90-312/70-23 an 781204-08 it 790103 t 
notice of violation 

ENGEL KEN, R H Region 5, San Francisco, Office of the Director 
79/01/24 2pp 


7903130435 Notice of violation from in6p on 781204-00 !< 770103 
ENGEL KEN* R H Region 5, San Francisco, Office of the Director 
79/01/24 lp 


7903290161 "Annual Rept 1973 " 

» Sacramento Municipal Utility District 79/03/26 20pp 


7903140222 Forwards revised version* Entry-Control Sys Handbook, 
BAND77-1033J Intrusion Detection Bye Handbook, SAND76-0334 j U 
Barrier Penetration Database, NUREO/CR-O101 W/o end 
MILLER, JR Division of Operating Reactors 79/01/09 2pp 


7903120535 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs, 

GRIMES, B K Assistant Director for Engineer* 8* Project* 
79/01/13 4pp 


7903120161 Minutes of Qubcommi ttee on Plant Arrangements meeting held 
in Hash ington, DC on 701029 to discuss review of Tast Action 
Plan A-17* "Sys Interaction in Nuclear Power Plant" h Zion 
Station interaction study W/Federal Register notice 

» ACRS - Advisory Committee an Reactor Safeguard* 79/01/19 27pp 


7903200120 Forward* Amend 27 to License DPR-54 t* notice pf issuance fe 
availability 

REIDjR W Operating Reactor* Branch 4 79/02/23 3pp 


7903200132 Amend 27 to License DPR-54, Inc orporating currant physical 
security plan into lican.se 

REID, R W Operating Reactor* Branch 4 79/02/23 2pp 


7903200135 Notice of issuance of Amend 27 to License DPR-54 

FAIRT1LE, K B Operating Reactor* Drench 3. 79/02/23 2pp 


7903060274 Respond* to NRC 7BIU5 request that Tech Specs be revised to 
include requirements of NUREO-0472 Submittal will be delayed 
until 790519 

MATT I-MQE, J. J Sacramento Municipal Utility District 79/02/27, lp 


7903260360 Responds to 771215 review of potential boron dulution 
inc idents. FSAR analysis still represents most limiting can, 
Based on this response, no further action 1* netesiary 
REID, R W Operating Reactors Branch 4 79/03/01 2pp 


7903200353 In response to 790124 request, forward* add! Info re util's 
proposed Class II instrumentation mod Cable routing U 
equipment location will be submitted by 790701 Requests 
comments within 3D days 

MATTIMOE, J J Sacramento Municipal Utility District 79/03/13 

2pp. 


7903090001 Forwards TE Insp Rept 90-312/79-01 on 790103-10 No 
non compliant e noted 

CREWS, J L. Region 5, San Francisco, Reactor Operations Nuclear 
Support Branch. 79/02/02 2pp 


7903090002 IE Insp Rept 50-312/79-01 on 790105-10 No nonconp Hence 
noted. Major areas Inspected. reportable occurrence* involving 
water hammer* loss of Integrated control sys L excessive 
cooldown rate. 

FAULKENBERRY.B , JOHNSON, A. D, , MILLER, L F. Region 5, San 
Francisco, Reactor Operations Nuclear Bupport Branch, 79/02/01, 

6pp 


7903070442 Ack receipt of 790202 ltr informing NRC of steps taken to 
correct violation* contained in notice of violations dtd 
790110 

NORDERHUQ, L R Region 5, San Francisco, Safeguard* Branch, 

79/02/16 lp 


7903130492 IE Insp Rept 50-312/78-23 on 781204-00 8< 790103 
None omp 1 ian c p noted labeling of container 

THOMAS, R D Region 5, San Francisco, Fuel Facility It Material* 

Bafety Branch 79/01/24 7pp 


7903140393 Informs recipients nf IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch Identified as NAMCO Model 83CML should read 
SL3CML 

ENQELKEN, R H Region 5, San Francisco, Office of the Director 
79/02/27 lp 


7903140583 States that IE Bulletin 79-01, "Environ Qualification of 
Class IE Equipment (correction) 11 was issued to listed 
licensee* in Region 5 

* Region 5, San Francisco, Office of the Directqr 79/02/27 Lp 


7903150067 Forward* IE Bulletin 79-02, "Pipe Support Base Plate Design 
U*lng Concrete Expansion Anchor Bolts " 

ENQELKEN, R H Region 9, Ben Francisco, Office of the Director 
77/03/08 lp 


7903190016 Forwards IE Bulletin 79-03, "Longitudinal Weld Defect* In 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 8< Engraving Co " 

E-NGELKEN, R H Region 9, Ban Francisco, Office of the Director 
79/03/12 Ip 


7903210414 Forwards IE Circular 79-04, "Loose Locking Nut on Llmltorqul 
Valve Operators " 

ENGELKENiR H Region 9, Ban Francisco, Office of the Director 
77/03/16 ip 


7903260321 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductor* 11 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/03/20 ip 


7903160224 Forwards "Radiation Exposure, Environ Protection, Ef fluent l 
Waste Disposal, » 1978 Annual Rept 

WALBRIDGE, W C Sacramento Municipal Utility District 79/03/06 

2pp 


79031 6023 & "Radiation Exposure, Environ Protec tion, Effluent l« Walt* 
Disposal, 14 1778 Annual Rept 

* Sacramento Municipal Utility District 70/12/31 102pp 


7903130279 Forward* monthly operating rept for Feb 1979 

RODRIGUEZ, R J Sacramento Municipal Utility District 79/03/07 

lp 


7903130281 Monthly operating rept for Feb 1979 

COLOMBO i R W. Sacramento Municipal Utility District 79/82/20 

6pp 


7903130402 Forwards LER 79-002/03L-0 

WALBRIDGE.W C. flacramento Municipal Utility District. 79/03/06 

lp 


7903130407 LER 79-002/03L-0 on 790205 while performing a periodic 
maint, redundant unit A-300C failed to start Caused by 
improperly set overewrrent relay, Relay reset & unit tested U 
declared operable 

COLOMBO, R W Sacramento Municipal Utility District 79/03/06 
lp 
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DOCKET 90-310 Arkansas Nuclear One. Unit 1 


7903020362 Forwards compensatory measures to be followed prior to 
Implementation of contingency plan if facility security sys 
is not operable by 770223 Plan withheld (ref 10CFR3 7901 
RUETERi D A Arkansas Power & Light Co 79/03/15 lp 


7903060131 Forwards proposed fire protection Tech Spec changes t, check 
for Class II amend fee Changes add heat/smok* detectors b 
addl sprinkler sys icnes 

CAVANAUGH/ W Ai kansas Power b Light Co 79/02/23 Spp 


7903230039 Forwards Federal Register notice amending 10CFR73 99/ 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage/" to 
defer employee pat-down searches until 790001 

DENTON/ H R Office of Nuclear Reactor Regulation 79/05/23 lp 


7903230209 Acl receipt of 790201 b 790216 submittals re security ays 
Contingency measures are acceptable per 10CFR90 54(g) 

REID/ R W Operating Reactors Branch 4 STQLZ. J F Light 

Water Reactors Branch 1 79/02/23 Ip 


7903270009 Forwards request For addl info re proposed fire protection 
mods Suggests changes to meet acceptance criteria 
REIDjR W Operating Reactors Branch 4 79/03/09 Spp 


7903130312 Supersedes info in 790110 ltr re fire protection Util will 
now bB able to provide emergency power source for all fire 
detectors at Unit 1 

REUTER / D A Arkansas Power S, Light Co 79/03/07 lp 


7903210232 Forwards proposed fire test of cable penetration fire stops 
installed in metal lath t* plaster walls Tasted penetrations 
will represent "worst case" conditions Requests NRC review 
fc comment as soon as possible W/oversiied drawing 
RUETERi D A Arkansas Power & Light Co 79/03/09 42pp 


7903250237 Believes NRC proposed firo protection tests & logic mods are 
unnecessary Implementation of logic mods impossible during 
790330 refueling outage Requests notification by 790356 If 
sys installation basis is insufficient 

RUETERi D A Arkansas Power b Light Co 79/03/19 4pp 


7903230156 In response to 790309 request for addl info re fire 
protection/ forwards 650030 lab rept "Protec towi re Heat 
Sensitive Cable (Line Type Thermostat)," 

TRIMBLE, 0 C Arkansas Power 6 Light Co 79/03/20 7pp 


7903270400 Forwards safeguards contingency plan submitted as App A to 
Industrial security plan, w/rovisions made to table of 
contents b Section 0 Enel withheld (ref 10CFR2 790) 

TRIMBLE, D C Arkansas Power & Light Cfl 79/03/23 lp 


7903200363 Forwards Endorsement 36 to NELIA Policy NF-210 b Endorsement 
32 to MALEU Policy MF-74 

RUETER, 0 A Arkansas Power b Light Co 79/03/19 3pp 


7903140222 Forwards revised versions Entry-Control Sy* Handbook, 
0AND77-iO33f Intrusion Detection 8ys Hand book » DAND76-0S54i b 
Barrier Penetration Database. NUREG/CR-01B1 W/e one 1 
MILLER, J R Division of Operating Reactors 79/01/09 2pp 


7703120539 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

ORIMEBrB K Assistant Director for Engineers b Project* 
79/01/18 4pp 


7903070193 Forwards revised pages to correct omission in 70iU3 
revisions to Amend 37 to DPR-91 b Amend 9 to NPF-6 W/encl 
revised environ surveillance organization charts 
ifiTOLZ/J F Light Water Reactors Branch 1 REID/K W 

Operating Reactors Branch 4 79/01/31, 4pp 


7903070135 Requests addl info within 10 day* re requested changes to 
Tech Specs Info includes description of QA program/ analysis 
of moderator dilution accident L computation basis for 
revision of flux/flow 

REID/ R. W Operating Reactors Branch 4 79/02/06, Spp 


7903060438 Forwards proposed Tech Bpec U environ Tech Spec changes rr 
reassignment of W Cavanaugh He will continue to serve as 
officer of util W/encl Class II, amend fee 
PETTUrA P Arkansas Power b Light Co 79/02/12, ilpp 


790-3090249 Requests that util explain basis for concluding that 
electrical design of facility is acceptable in its present 
conf iguretion 

LAINASf 0, Plant Systems Branch 79/02/13, 3pp 


7903000150 Forwards agenda for 790227 meeting w/AR Power h Light Co to 
discuss Units 162 electrical power sy s, parti cularly a« 
applicable to Functioning of Startup Transformer 2 
VISAING, Q 0 Operating Reactors Branch 4 79/02/14 3pp 


7903280024 Forwards Amends 40 b B to Licenses DPR-51 h NPF-6. 
■respectively. L notice of issuance L availability 
RE1D.R W Operating Reactors Branch 4 STQLZ. U F, Light 

Water Reactors Branch 1 79/02/23 3p p 


7903280032 Amends 40 b Q to Licenses DPfl-51 U NPF-6. rasp actively, 
incorporating physical security plans into license 
REID. R U Operating Reactors Branch A 79/02/23 4pp 


79032B0096 Notice of issuance S* availability of Amends 40 & B to 
License* DPR-51 6 NPF-6. respectively 

FA1RT1LE, M B Operating Reactors Branch 4 79/02/23 2pp. 


7903130404 Submits responses re startup testing requested by NRC 
790109 6 790118 telcons b 790206 1 tr. Currant schedule 
calls for refueling shutdown to begin 790323 Requests 
issuance of Cycle A Tech Specs 

RUETER, D A Arkansas Power 6 Light Co 79/05/27 Bpp 


7903210377 Responds to 701027 U 790103 ltr* re proposed mods to 
mitigate small break LOCA. assuming loss of offsite power & 
failure of one engineered safeguards bus NRC finds mods 
acceptable 

RE1D.R W Operating Reactors Branch A 79/03/01 ,3pp 


7903160322 Discussos reason* for Class IV fee for 780719 cask handling 
amend application NRC retains original determination L 
requests add 1 *8.300 within 15 days 

MILLER. W Q License Fee Management Branch 79/03/05 2pp 


7903200251 Forwards change* to Tech Spec# re radiological effluent 
monitoring Requests delay of implementation for 90 days 
Offsite Dose Calculation Manual will be submitted 790401 W/ 

Class lit amend fee 

CAVANAUGH. W Arkansas Power 6 Light Co 79/03/09 &Spp 


790-3190241 Provides answers to question* raised at 790227 meeting -L 
documents info presented re calculation analysis of min 
voltage levels 6 offsite electric power sy* 

REUTER, D A Arkansas Power 6 Light Co 79/03/13 14pp 


7903200471 Forwards addl supp 1 L supporting documentation for 790119 
submittal of Tech Bpec change re steam generator tube 
surveillance Proposes critical tube# he excluded from 
sampling 6 in*p intervals be independent for each group 
RUETER, D A Arkansas Power 6 Light Co 79/03/13 2pp 


7903300314 Authorizes refund of Class III amend fee Commission he* 
determined that refund is In order since 790110 requests are 
5 u p p 1 to 771019 application which Is under tbvIsu 
MILLER, WO License Fee Management Branch. 79/03/14. lp 


7903220220 Respond# to 7B0202 request & submits addl info r« reactor 
cavity annuals seal ring Proposes installing permanent 
fix to prevent seal ring from becoming a missile no later 
then Fall 1900 No interim storage area found 
RUETER, D A Arkansas Power & Light Co, 79/03/16, 2pp 


7903280203 Disagrees w/NRC assessment of amend fee as Class IV rather 
than Class HI, but will remit addl *9, 300, concurrent w/plans 
U schedule* for future handling of NAC-1 cask 
TRIMBLE, D C Arkansas Power l< Light Co 79/03/22 lp 


7903220310 Forwards JE Imp Rept 50-313/70-22 fc 30-369/78-29 on 
701210-7901 J4 L notice of violation 

MAD8EN, Q L Region A, Dallas, Reactor Operations Nuclear Support 

Branch 79/01/30 Spp 


7903220312 Notice of violation from Insp on 781.210-7901 J 4, 

* Region 4, Dallas, Reactor Operations Nuclear Support Branch. 
79/01/30 lOpp 


7903220320 IE Insp Rept 50-313/78-22 L 30-360/78-29 on 701218-790114. 
Nancomp 1 ianc* noteiiinofc ma intai ning jumper fc bypest log, 
proper cloeure of fire doors, limiting condition for entering 
Mode 2 from Mode 3 it not following procedure* 

PE8TERMAN, T F , BPYTER, N C. , MADSEN, 0 L Region 4. Dellas, 

Reactor Construction L Engineering Support Branch. 79/01/30. 

10pp. 


7903090360 Ack receipt of 790126 ltr informing NRC of -step* taken to 
correct violations noted in IE Insp Reptt 50-313/70-21 * 

50-360/70-20 

MADSEN, G L. Region 4, Dallas* Reactor Operation* Nuclsar Support 

Branch. 79/02/07. lp ' 
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DOCKET 50-3 1 3 Arkansas Nuclear One. Unit 1 


7903090373 Respond* to NRC 790103 1 tT re violation* noted in IE Insp 
Rrpti 30 -3 1 3/78-2 1 L 50-368/70-20 Corrective action* 
appropriate personnel have been verbally reinstructed in 
proper method for changing procedure from manual 
WILLIAMS- D H Arkansas Power b Light Co 79/01/26 2pp 


7903080413 Forward* IE Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

SEYFRITiK V Region 4. Dallas, Office of the Director 77/02/16 
IP 


7903090031 Informs recipient* of IE Bulletin 79-01. "Environ 
Qualification of Class IE Fqu i p ment, " dfcd 790200. that valve 
limit switch identified at NAMCO Model B3CML should read 
SL3CML 

SEYFRIT. K V Region 4> Dallas. Office of the Director 79/02/27 
IP 


79 Q 3 CB 0173 Forwards mad to "Review b Acceptance of Spent Fuel Btoi-ej* 
8, Handling Application" provided on 7B0414 Involves pages 
IV-5 ii IU-6 w/modifird rationale 4. corrections 
CRIMES, B K Assistant Director for Engineers b Projects 

79/01/18 4pp 


7903140263 In response to NRC 790103 1 tr, forward s Tech Spec changes 
reflecting evaluation of postulated fuel handling accident 
inside containment 

D IS BROW. R E Indiana b Michigan Power Co 79/03/07 4pp 


7903300516 Forwards safety evaluation of potential for steam generator 
water hammer at plant 

SCHWENCER.A Operating Reactors Branch 1 79/03/14 2pp 


7903300319 Safety evaluation accepting design of feedwatei tinet 6 
feedwater ring & administrative control on steam generator 
water rise rata Concludes design is adequate to reduce 
potential for water hammer 

■* Operating Reactors Branch 1 79/01/31 IQpp 


7703010301 Forward* semiannual radioactive effluent rept for third b 
fourth quarters of 1970 

RUETERi D A Arkansas Power b Light Co 79/02/23 13pp. 


7903190232 Forwards monthly operating rept for Feb 1979 
RUETER.D A Arkansas Power S< Light Co 79/03/03 lp 


7903190230 Monthly operating rept for Feb 1979 

BHJVELY, C N Arkansas Power b Light Co 79/03/00 5pp 


7903270461 Requests revisions to rod position indicator Tech Specs to 
remove references to part length control rods & change 
reporting requirements U/e nel add! details & revised Tech 
Spec pages 

DI6BR0W, R E Indiana b Michigan Power Co 79/03/19 I6pp 


7903070407 Forwards IE Insp Repts 50-313/70-32 fc 5O-3J6/70-3O on 
781212-13 No noncompliance noted 

DAVIS. A B Region 3, Chicago# Fuel Facility b Materials Eafity 

Branch 79/01/13 2pp 


7703130372 Forwards LER 79-Q02/01T-0 

RUETER i D A Arkansas Powir b Light Co 79/03/03 2pp 


79031303 /J LER 79-002/01T-0 on 770203 during star t up. nuc 1 ear 
Instrumentation was not calibr as required by Tech Spec 4 1 j 
T able < 1-1 Caused hy personnel error Occurrence discussed 
w/shif l 

SHIVELY, C N Arkansas Power b Light Co 79/03/05 4 p p 


7903270412 Forwards Non-Routine Rept 50-313/79-01 

REUTER. D A Arkansas Power & Light Co 77/03/J6 ip 


7903270417 Kin-Routine Rept 50-313/79-01 on 790216 temp differential 
across condenser exceeded Tech Spec limit Caused by 
excessive fish impingement on water Intake screen Isolation 
valves being cycled to wash off debris 
* Arkansas Power & Light Co. 77/03/16 2pp. 


7903070492 IE Insp Repts 50-313/78-32 b 50-316/70-30 on 701212-13 Ha 
noncompliance noted Major areas inspected routine 
confirmatory measurements insp, including discussion of 
results from previous special sample collection 
GREER, R J, , ESS TO, T H Region 3, Chicago. Fuel Facility l 

Material* Safety Branch 79/01/10 7pp 


77030S0486 Forwards IE Insp Repts 50-313/78-36 b 50-316/78-37 on 
701107-09,13-17.20-22,27-30 b I20l,04-OB No nontomp 1 lane b 
noted 

FtQRELLI. 0 Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/15 2p p 


770308047 J IE Insp Rept* 50-313/78-36 b 50-316/78-37 on 701107-09. 
12-17,20-22.27-30 & 1201,04-00 Nb noncompliance noted Major 
areas inspected observation of surveillance calibrations, 
maint activities St review of operations 

BAKER, K R . WARWICK. R F Region 3, Chicago, Office of the 
Director 79/01/00 Upp 


DOCKET 30-313 Donald C Cook Nuclear Power Plant. Unit I 


7903230035 Forward* Federal Register notice amending 10CFR73 35. 
"Requirement* for Physical Protection of Licensed Activities 
In Nuclear Power Reactor* Against Industrial Sabotage,*' to 
defer employee pat-dawn searches until 79OB01 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903300399 Forwards amended physical security plan Plait withheld 
<f*f 10CFR2 7901 

DOLAN. J, E Indiana fc Michigan Power Co 79/03/23 2pp 


7903300267 Forwards modified amended physical security plan Plan 
withheld (ref 10CFF2 790) 

DOLAN, J, E Indiana fe Michigan Power Co 79/03/26 2pp 


7903270373 in response to 790120 ltr, forwarding info on spent fuel 
storage at six existing nuclear power plant* near Late 
Michigan a* of 701231 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/0B 6pp. 


7903270397 Request* info re spent nuclear fuel storage at til existing 
nuclear plants near Lake Michigan 
SCHAEFER* U Affiliation Unknown 79/01/20 2pp 


7903090263 Forwards MAELU Endorsement 2 to Binder XB-43 U Endorsement 3 
to Binder XB-64 

DDL AN, J E. Indiana b Michigan Power Co 79/03/01 6pp 


7903190110 Forwards 16 Insp Repts 50-315/70-38 b 30-316/70-39 on 
701211-15,10-22 & 31 b notice of violation 

FI OR ELL 1 1 G Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/01/26 2 Pf 


7903190116 Notice of violation from insp on 701211-13,18-22 b 31 
* Region, 3. Chicago, Reactor Operations Nuclear Support Atari th 

79/01/26 lp 


7903130352 Forwards IE Insp Repts 50-315/70-38 U 50-316/70-37 on 
781211-15,18-32 b 31 b notice of violation 

FlDRELLIrQ Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/01 2pp 


7903150355 Notice of violation from insp on 701211-15,18-22 b 3k, 
* Region 3, Chicago, Office of the Director 79/01/26 lp 


7903150357 IE Insp Repts 30-315/78-30 b 50-316/78-39 on 701811-1*, 10-H 
4c 31- Noncamp 1 lance noted high radiation area gates were 
found unlocked & maint of log* was found ineffectual in 
producing corrective action 

BAKER, K Ft . WARWICK, R F Region 3, Chicago, Office of the 
Director 79/01/26 6pp 


7903060636 Ack receipt of 781221 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-315/78-27 b 
50-316/7B-31 

FIDRELLI, 0 Region 3, Chicago. Reactor Operations Nuclear gup f o f t 

Branch, 79/02/06 lp 


7903200337 In response to 700925 ltr. summsri is* info re pressuriftr 
heatup rat* Tech Epee Inconsistency Reactor coolant sy* temp 
rate limited to 60 F per hour, due to design Df Me itingh ouse 
PHR, Appropriate util* have M&ri notified 
ANDERSON, T.M Wes tinghause Electric Ccrp 78/10/2 7 3pp 


7903060639 Responds to NRC 701109 ltr re violations noted in IE ln«P 
Repts 30-315/70-27 fc 50-316/70-31 Corrective action* new 
policy instituted for blocking alarms A meeting w/personnel 
to prepare condition rept* 

DOLAN, J. E American Electric Power Co,, Inc 78/12/21 3fP 


7903140228 Forwards revised v*T«ions Entry-Control 3<j* Handbook. 
SAND77-1033) Intrusion Detection 8ya Handbook, BAND76-0554) t< 
Barrier Penetration Database, NDREO/CR-Ojej W/o end 
MILLER, J. R- Division of Operating Reactors 79/01/09 2pp. 


7903130039 Forward* IE Insp Rept* 30-315/78-37 b 50-316/70-30 on 
701210-20 No noncomp 1 lane e noted 

FIORELLI, 0, Region 3, Chicago, Reactor Operations Nuclear flupjorl 

Branch 79/OE/O0 2pp 
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DOCKET 30-313 Donald C Cook Nuclear Power Plant* Unit l 


7903130062 IE I nip Rept* 30-313/70-37 it 50-316/70-38 «n 7B1218-20 No 
noncomp llance noted Major areas inspected telibr & 
surveillance of safety-related component** implerrventati on 
of ASHE Code XI & pump & valve test program 

REYES* L A . MCGREGOR* L Q * STREETER. J F Region 3. Chicago. 

Reactor Operations Nuclear Support Branch 79/01/29 6pp 


7903050291 Forwards LERs 7B-069/03L-Q 8« 79-003 /03L-0 

SMALLER* D V Indiana t Michigan Power Co 79/02/27 lp 


7903030296 LER 7B-069/03L-0 on 7B1010 axial flux difference monitoring 
alarm point discovered set above Tech Spec max Caused by 
raising of alarm trip point during pr eoperational test 
Failure to retuin to required value at end 

0EILMAN. T P Indiana & Michigan Power Co 79/02/27 ?pp 


7903050302 LER 79-0O3/03L-0 nn 790120 during review of completed 
surveillance tests* di sc overed that test an solid state 
protection sy* train A exceed 1-h limit imposed btf Tech 
Specs Caused by technician overlooking t-h limit 
HEILMAN* T P Indiana it Michigan Power Co 79/02/27 ip 


7903060231 Forwards LER 79-004/03L-0 

SMALLER* D V Indiana fc Michigan Power Co 79/02/28 lp 


7903060237 LER 79-004/03L-Q on 790206 both doors o-f containment airlock 
were inadvertently opened Caused by interlock cable being 
too loose to operate lacking mechanism Tension was adjusted 
& Interlock then tested satisfactorily 

LEASE* R S Indiana & Michigan Power Co 79/02/28 Ip 


7903130357 Forwards LER* 79-005/03L-0 8c 79-006/03L-0 

SMALLER* D V. Indiana t< Michigan Power Co 79/03/07 lp 


7903220400 Forwards IE Jnsp Rcpts SO-315/79-Oi & 50-316/79-01 on 
790130-0201 No noncompliance noted 

DAVI9. A 0 Region 3. Chicago* Fuel Facility & Material* Safety 

Branch 79/02/15 2pp 


7903220402 IE Insp Ropts 50-31 S/79-01 it 50-316/79-01 oti 790130-0201 No 
noncompliance noted Major areas Inspected radiological 
environ protection program 

GREER* R J * EBSIG* T H Region 3* Chicago, Fuel Facility U 

Materials Safety Branch 79/02/13 4pp 


7903080349 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

KEPPLER. J G Region 3. Chicago, Office of the Director 79/02/16 
lp 


7903080352 Informs recipients of IE Bulletin 79-01* "Environ 
dua 1 i fi ceti an of Class IE Equipment*" dtd 790200* that valve 
limit switch identified as NAMCO Model B3CML should road 
SL3CML 

KEPPLER* d G Region 3* Chicago* Office of the Director 79/03/01. 
IP 


7903220357 Ac* receipt of 790216 Hr informing hIRC of steps taken to 
correct violations noted in IE Insp Repts 50-319/78-29 & 
30-316/70-27 

HIND*J A Region 3* Chicago* Safeguards Branch 79/03/07 lp 


7903220362 Responds to NRC 790129 ltr re violations noted in IE Insp 
Rept* 50-315/78-29 tt 30-316/70-27 Clarifies commitments made 
In 790206 telcon Details withheld (ref 10CFR2 79£» 

DOLAN* J E American Electric Power Co * Inc DOLAN ■ J E Indiana 

& Michigan Power Co 79/02/16 2pp 


7903150012 Forwards IK Bulletin 79-03* "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, JG Region 3* Chicago* Office of the Director 79/03/OB 
IP 


7903190535 Forwards IE Bulletin 79-03* "Longitudinal Weld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Majiufactursd by Youngstown Welding tr Engineering Co 

KEPPLER* J G Region 3* Chicago, Office of the Director 79/03/12 

ip 


7903130364 L£Fl 79-005/03L-0 on 780624 unit was operated w/po«ltive 
moderator temp coefficient for 3-h Caused by rod withdrawal 
it consequent Xb build up procedure being revised 
BE1LMAN. T p Indiana It Michigan Power Co 79/03/07 lp 


7903130360 LEft 79-0Q6/03L-0 on 790200 preosurtier relief tank diaphragm 
ruptured 1 * causing ice condenser inlet doors to be indicated 
open Caused by pressure surge In lower containment Unit 
shut down it doors closed 

CHA DWELL* H M Indiana 8< Michigan Power Cu 79/03/07 2p p 


7903190293 LER 79-007/03L-0 on 790218’ su c t I on valve of west centrifugal 
charging pump found closed Caused by mistaken closing 
following surveillance testing Incident is being reviewed 
CHADWELL* H M Indiana L Michigan Power Co 79/03/13 2pp 


7903190300 LER 79-00B/03L-0 on 790207 containment atmospheric air 
particulate & gaseous radiation monitoring sys pump was 
continuously tr ipp i ng. Caused by misalignment of pump bypass 
flow adjustments due to normal pump wear Flow rate adjusted 
BELLMAN* T P. Indiana it Michigan Power Co 79/03/13 if. 


7903190237 .Forward* LERs 79-00 7 /03L-0, 79-0 OB/0 3L~0 8* 79-009 /03L-0, 
8 HALLER* D V Indiana * Michigan Power Co 79/03/13 lp 


7903070361 Forwards "1970 Annual Operating Rept " 

SMALLER* 0 V Indiana & Michigan Power Co 79/03/01 2pp 


7903070364 "1970 Annual Operating Rept " 

BEOOR.fi D * BVENSSON, B A * SMALLER* D V Indiana & Michigan Power 
Co 78/12/31 ISpp 


7903090139 Forwards Dct-Dec 1970 monthly rept* re impingement of fish 
SHALLER* D V Indiana U Michigan Power Co 79/03/05 I6pp 


7903310042 Forward* monthly operating rept for Feb 1979 
* Indiana fc Michigan power Co 79/03/14 lp 


7903190316 LER 79-009/Q3L-0 on 790223. In Mode 1 both emergency diesel 
generators were inoperable on separate occasions Caused by 
"AD" diesel generator running in parallel it other emergency 
generator out for malnt Operating procedures revised 
LEASE, R 0 Indiana & Michigan Rouen Co 79/03/13 2pp 


7903290025 Forwards LEfts 79-0 iO/O3L-0r 79-01 1 /03L-0. 79-01 2/03 L-G * 
79-013/03L-0 

SMALLER* D V Indiana & Michigan Power Co 79/03/20 lp. 


7903290 029 LER 79-010/03L-0 on 790203: d 1 e * e 1 essential sve water check 
valves 1-E8N-111 * 1-ESW-1J4 did not function properly. 

Caused by excessive wear et split disc hinge points, Discs 
replaced it maintenance insp procedures revised. 

DROWN, M 6 Indiana it Michigan Power Co. 79/03/20 lp 


DOCKET 50-315 Donald C Cook Nuclear Rower Plant* Unit 1 


’7903210044 Monthly operating rept for Feb 1979 

OILLETT.W T Indiana it Michigan Power Co 79/03/01 6pp, 


7903290140 Forwards “Radioatti ve Effluent Release Rept* Jul-Dec 1970 11 
DI8BR0W, R E Indiana u Michigan Power Co 79/03/1? 2pp. 


790329014? "Radioactive Effluent Release Rept,Uul-Dee 1970 " 
* Indiana tt Michigan Power Co 78/12/31 95pp. 


7903020339 On 790226, Unit 1 CD Diesel was inoperable &. 1 AB Diesel 
itarted Field not established for 1 AB Diesel* causing it 
to be declared inoperable for seven minutes 
SMALLER, D V Indiana it Michigan Power Co 79/02/27. lp 


7903290033 LER 79-01 1 /03L-0 , on 790223 auxiliary feedwater discharge 
valve would not cloie from control room. Caused by loose 
connection in hot shutdown panel. Connect I on tightened J* 
correct valve operation verified, 

DEILMAN, T. P Indiana it Michigan Power Co. 79/03/2 0 lp.. 


7903290036 LER 79-Q13/03L-0 on 790226 containment air monitoT pump 
overheated Caused by warn rubber spider in Lovejoy 
L-1Q0 coupling Spider replaced & air sampler retested. 

DROWN, M 8. Indiana it Michigan Pouier Co. 79/03/20 lp. 


7903290039 LER 79-01 3/03L-0 on 790303 auxiliary feed valve FMO-212 
would not shut from control room Caused by broken wire in 
velvets motor operator Breakage is a result of vibration & 
use of solid conductor wire Wire replaced 
BROUN, M S Indiana L Michigan Powir Ca 79/03/20 lp 


7903090251 Confirms verbal rept to Inspector KR Dakar on 790226 CD 
diesel inopereb lei AB diesel started to meet surveillance 
requirement One AB diesel field was not estab 11 shad* cage 1 ng 
it to be inoperable seven minutes 

HENNIOAN* J M Indiana it Michigan Power Co 79/02/27 lp. 
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DOCKET 50-316 Donald C Cook Nuclear Power Plant, Unit 2 


7703230033 Forward* Federal Register notice amending J0CFR73 55, 
“Requ i r eroent* for Physical Protection of Licensed Activities 
In Nuclear Power Reactor* Against Industrial Sabotage*"* to 
defer employ** pat-down searches until 770301 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903300399 Forward* amended physical security plan Plan, withheld 
(rtf 10CFR2 790) 

DOLAN. J E Indiana & Michigan Power Cd 79/03/23 2pp 


7903300267 Forwards modified amended physical security plan Plan 
withheld (ref 10CFR3 790) 

DOLAN, J E Indiana & Michigan Power Co 79/03/26 ?pp 


7903270395 In response to 790120 1 tr. forward ing info an spent fuel 
storage at six existing nuclear power plants near Late 
Michigan as of 7B1231 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/00 6pp 


7903270397 Requests info re spent nuclear fuel storage at six existing 
nuclear plants near Lake Michigan 
SCHAEFER* s) Affiliation Unknown 79/01/20 2pp 


7703090263 Forwards MAELU Endorsement 2 to Binder XB-43 & Endorsement 3 
to Binder XU-64 

DOLAN, J E Indiana U Michigan Power Co 77/03/D 1 6pp 


7703280357 In response to 760925 1 tr, tumrnar i I e s Info re pressurizer 
heatup rate Tech Spec inconsistency Reactor coolant sy* temp 
rate limited to 60 F per hour. doe to design of Westinghouse 
PUR Appropriate utils have been notified 

ANDERSON. T M Meetinghouse Electric Corp 73/10/27 3pp 


7903140222 Forwards revised versions Entry-Control Sys Handbook, 
SAND77-l033f Intrusion Detection Sys Handbook, 9AND76-D5S4(- b 
Barrier Penetration Database, NUREO/Cft-DIBI W/o end 
MILLER i J R Division of Operating Reactors. 79/0J/09 2pp 


7903080173 Forwards mod to "Review 6 Acceptance of Spent Fuel Storage 
6 Handling Application" provided on 700414 Involves pages 
IV-5 & IV-6 w/modified rationale & correction# 

GRIMES. B K Assistant Director for Engineer* 6 Projects 
79/01 / IB 4pp 


7903270461 Requests revisions to rod position indicator Tech Spec# to 
remove references to part length control rods & change 
reporting requirements W/encl ad d 1 detail* & revised Tech 
Spec pages 

DI8BRDH. R E, Indiana S< Michigan Power Co. 79/03/19 J6pp 


7903070497 Forwards IE Insp Rept* 50-319/70-32 6 50-316/78-30 on 
761212-13 No none oftipl iance noted, 

DAVIS, A B Region 3* Chicago, Fuel Facility & Material t Safety 

Branch 79/01/15 2pp. 


7903070492 IE In*p Repts 50-315/70-32 It 90-316/78-30 Oh 761212-13 No 
none omplianc e noted Major areas inspected routine 
ednf ir<ft*toTy measurement# insp, ine 1 ud lng discussion of 
results fro#n previous special sample collection 
GREER, R J. , E8SKA T H Beglcn 3 , Chicago, Fuel Facility U 

Materials safety Branch. 79/OI/iO 7pp 


7903060466 Forwards IE Insp Rept* 30-315/78-36 fc 50-316/78-37 on 
781 1 07-J09. 13-17, HO-23, 27-30 U 1201*04-08 No none omp 1 iance 
noted 

FIORELLI.G Region 3. Chicago, Reactor Operations Nuclear Support 

Branch 79/01/13 -2pp 


7903080491 IE Insp Rept* 30-313/7B-36 & 50-316/70-37 on 781107-09, 
12-17, 20-22, 27-30 <« 1201*04-09 No none compliance noted Major 
areas inspected obiervetion of surveillance calibrat ions, 

A-aint activities h review of operations 

BAKER»K R r WARWICK, R F Region 3* Chicago, Office of the 
Director 79/01/08 ilpp. 


79Q3190UQ Forward* IE ln«p Rept* 50-315/78-39 St 50-316/78-39 on 
781211-19,18-22 & 31 6 notice of violation 

FIORELLli 0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/01/26 2pp 


7903190116 Notice of violation from insp on 701211-15*18-22 6 31 
* Region 3, Chicago, Reactor Operation* Nuclear Support Branch 
79/01/26 lp 


7903130352 Forwards IE Insp Rept* 50-313/78-38 6 50-316/78-39 on 
701211-15,18-22 «< 31 ?, notice of violation 

FI ORELL 1 , 0 Region 3, Chicago, Reactor Operations Nuclear 8j&porl 

Branch 79/02/01 2pp 


7903130355 Notice of violation from insp on 781211-15, 18-23 t, 3i 
* Region 3, Chicago, Office of the Director 79/01/26 Ip 


7903150359 IE Insp Repts 50-315/78-38 6 50-316/7B-3? on 78121M;, je-!2 
& 31 None opjp 1 lance noted high radiation area gates were 
found unlocked S< maint of logs was found ineffectual in 
producing corrective action 

BAKER, K R . WARWICK* R F Region 3. Chicago, Office of the 
Director 79/01/26 6pp 


790D060696 Ack receipt of 701221 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-315/78-27 fc 
50-316/78-31 

FIORELLI.Q Region 3, Chicago, Reactor Operations Nuclear Bupparl 

Branch 79/02/06 Jp 


7903040659 Responds to NRC 781109 Itr re violations noted in If Imp 
Rept* 50-315/78-27 6 50-316/78-31 Corrective actions new 

policy instituted for blocking alarms 6 meeting u/personne) 
to prepare condition repts 

DOLAN, J E American Electric Power Co , Inc 70/12/21 3pp 


7903130059 Forwards IE Insp Repts 50-315/78-37 It 30-316/78-30 on 
701218-20 Mo noncompliance noted 

FI0RELL1.0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/08 2pp 


7903130062 IE Insp Repts 50-315/7B-37 f< 50-316/70-38 on 781210*20 W* 
nencomp 1 ianc e noted Major areas inspected calibr & 
surveillance of safety-related comp bnen ts . imp 1 emen tat i on 
of A8ME Code XT & pump 6 valve test program 

REYES* L A * HCORECORiL 0 , STREETER* J F Region 3, Chicago, 

Reactor Operations Nuclear Support Branch 79/01/29 6pp 


7903220430 Forwards IE Insp Repts 30-313/79-01 St 50-316/79-01 Oh 
790130-0201 Mo none omp 1 iance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility it Materials Safity 

Branch 79/02/13 2pp 


7903220482 IE Insp Rept* 50-315/79-01 * 50-316/79-01 on 770130-0201 hi 
noncompl iance noted Major areas inspected radiological 
environ protection program 

GREER, R J,, ES8IG.TH Region 3, Chicago. Fuel Facility & 

Materials Safety Drench 79/02/13 4pp 


7903030349 Forwards IE Info Notice 79-04, "Degradation of EnjIliMrt# 
Safety Features " 

KEPPLER* -J 0 Region 3, Chicago, Office of the Director 79/03/15 
IP 


7903150240 Ack receipt of 790207 Itr informing NRC of steps taken t* 
correct violations noted in IE Insp Rept 50-316/78-39 
Informs that 790207 Itr attachment doe* npfc contain 
proprietary info 

HIND, J A Region 3, Chicago, Office of thi? Director 79/02/87 

2pp 


7903130242 Responds to 790U2 Itr re violations noted in IE Imp 
50-316/78-35 Requests info withheld (ref 10CFR2 790) 

TTLLlNOHASTi J. American Electric Power Co * Inc 79/02/07 3pp 


7903080332 Informs recipient* of IE Bulletin 79—01 * "Environ 
Qualification of Class |E Equipment," dtd 790208, that valve 
limit switch Identified a* NAM CO Model 83CML should read 
SL3CML 

KEFPLER.J 0 Region 3, Chicago, Office of the Director 79/03/01 
IP 


79D3220337 Ack receipt of 790216 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-315/78-29 & 
50-316/78-27. 

HIND, J A Region 3* Chicago, Safeguard* Branch 79/03/07, Ip 


7903220362 Responds to NRC 790129 Itr re violations noted in IE Jnip 
Rept* 50-315/78-29 U 30-316/70-27 Clarifies commitments made 
in 790206 t b J eon. Detail* withheld (ref 10CFR2 790) 

DOLAN, J E American Electric Power Co , Inc DOLAN* J E Indian* 
St Michigan Power Co. 79/02/16 2pp v 
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DOCKET 30-316 Donald C Cook Nuclear Pokier Plant, Unit 2 


7903130013 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Dolts ° 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/03/09 
IP 


7903190333 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co 11 
KEPPLERi J 0 Region 3* Chicago) Office of the Director 79/03/13 

lp 


7903210403 Forwards IE Circular 79-04, ''Loose Locking Nut on Limitorque 
Valve Operators " 

ENGELKEN, R H Region 5, San Franc iscoi Office of the Director 
79/03/16 lp 


7903070361 Forwards "1970 Annual Operating Rept " 

SHALLER, D V Indiana 8< Michigan Power Co 79/03/01 2pp 


7903070364 "1970 Annual Operating Rept " 

BEGORi R D . SVEN3S0N, B A , SHALLER, D 9 Indiana & Michigan Power 
Co 7B/12/31 15pp 


7903090139 Forwards Oct-Dec 1978 monthly repts re impingement of fish 
SHALLER, D V Indiana L Michigan Power ,Co 79/03/05 16 PP 


7903210212 Forwards monthly operating rept for Feb 1979 
SHALLER. D V Indiana fc Michigan Power Co 79/03/14 lp 


7903210214 Monthly operating rept for Feb 1979, 

GILLETTiW T Indiana it Michigan Power Co 79/03/01 7pp 


7903290140 Forwards "Radioactive Effluent Release Rept, Jul;-Dec 1970 rt 
DISDRDWjR E Indiana t Michigan Power Co 79/03/19 2pp 


7903290149 "Radioactive Effluent Release Rep t. JuJ -Dec 1978 " 
* Indiana It Michigan Power Co 78/12/31 95pp 


7903200307 Reviews nuclear plant fire protection rasp on s i b 1 1 i t let , 
including organ! lat Aon, f ire brigade treininj, control Of 
combustib lei, control of ignition sour c es , f i re fighting 
procedures St OA 

LUNDVALL, A E Baltimore Gas h Electric Co 79/03/22 4pp 


79030B 030B Forwards "Annual Rept 1973 ’’ 

GORE, <J W Baltimore Gas 6 Electric Co 79/03/06 Ip 


7903080311 "Annual Rapt 1978 " 

* Baltimore Oas t> Electric Co 79/03/06 3Spp 


7903280363 Ack receipt of 790119 ltr re credits from reduction in fee 
Requests crediting overpayment against f*B for DPR-69 due 
790518 It excess against DPR-53 due 790023 

SHOEMAKER, C L Baltimore Oas U Electric Co 79/03/22 lp 


7903060155 Forwards Endorsement 36 to Policy NF-216 for calendar year 
1979 

SHOEMAKER, C t. Baltimore Qae it Electric Co 79/03/01. 2pp 


790308 0243 Forwards amend of Condition 4, Endorsement 30, to MAELU Policy 
MF-76, effective 790101 

SHOEMAKER, C. L DaLtimuri* Gas U Electric Co 79/03/02. 2pp 


7903140222 Forwards revised versions Entry-Control By s Handbook, 
8AND77-1033I Intrusion Detection By s Hand bo o k, SAND76-0334f St 
Barrier Penetration Database, NUREO/CR-OI01 W/o one 1 
MILLER, J R Division of Operating Reactors 79/01/09 2pp 


7903120533 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

GRIME9, B K Assistant Director for Engineers & Projects 
79/01/10 4pp 


7903090412 Responds to 701113 request for changes in License DPR-33 & 
DPR-69 Forwards request for addl info r« proposed deletion 
of Condition 2 C. 3 re steam generator refill rate Also 
forward* SER re similar situation at Burry Power Station 
REID,R W Operating Reactors Branch 4 79/02/09 4pp, 


7903090146 Confirms 790224 verbal rept which informed NRC that safety 
valve on moisture separator rehoater lifted for no apparent 
reason, causing possible unmonitored release of radioactive 
steam Followup rept will be submitted by 790310 
SJHALLER, D V Indiana 6 Michigan Power Co 79/02/27 lp. 


7903140230 In response to 790227 rept AEO 79-OO1/O4X-0 re lifting of 
moisture separator raheater valve, forwards analysis of valve 
drain w/safety closed 

SHALLER, D V Indiana St Michigan Power Co 79/03/07 2pp 


7903190249 Forwards LER 79-007/03L-0 

SHALLER, D V Indiana & Michigan Power Co 79/03/13 lp 


7903190236 LER 79-007/03L-0 on 770213 during surveillance test on 
containment pressure set 3, high-high bistable trip point was 
found to exceed Tech Specs Caused by drifting bistable, 

Bistable, Westinghouse Model 63V-BC-0HEA-F, uias replaced 
RI8CHLING, J L Indiana It Michigan Power Co 79/03/13 2pp 


DOCKET 50-317 Calvert Cliffs Nuclear Power Plant, Unit 1 


7903030548 Ack receipt of 700911 LNQ contingency plan Requests addl 
Info for review W/questionneire 

REID, R W Operating Reactor* Branch 4 79/01/30 4pp 


7903130326 Notification of deficiencies in modified amended security 
plans Forward* NRC position re deficiencies Enel withheld 
<r«f 10CFR2 790) 

REID, R. W, Operating Reactors Branch 4 79/02/13, 2pp 


7903230033 Forwards Federal Register notice amending 10CFR73 35, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactor* Against Induitrial Sabotage, " to 
defer employee pat-down searches until 790B01 

DENTDN, H R Office of Nuclear Reactor Regulation, 79/02/23, lp. 


7903220343 Notification of 790314 meeting w/util to hear appeal of NRC 
physical search requirements implemented under modified 
amended security plan 

CONNER, E L Operating Reactors Branch 4. 79/03/07 lp 


7903260241 Forward* safeguards contingency plan Info withheld (ref 
10CFR2 790) 

EVANS, V R Baltimore Gas it Electric Co 79/03/19 lp. 


7903090410 Safety evaluation re water hammers in feedwater piping due 
to rapid steam c qnd* neat 1 on. Summer i 2 e-s preventive measures, 

* Office of Nuclear Reactor Regulation. 1 70/06/0 7 lOpp, 


7903050363 Notice of 790301 meeting in B e the * da. MD, to discuss Baltimore 
■Gas & Electric's LNQ contingency plan 

CONNER, E L Operating Reactors Branch 4 79/02/14 2pp 


7903210293 Forward* Amend 36 it 19 to DPR-33 *t DPR-69 rasp actively. £IA. 
notice of issuance & negative declaration 

REID, R W Operating Reactor* Branch 4 79/02/23 3pp 


7903210261 Amends 36 & 19 to DPR— S3 & DPR-69. reap ec 1 1 ve 1 y » t over lng plan 
to investigate physical & biological effects of condenser 
cooling water delta temp authorized by Environ Tech Specs 
REI D, R W Operating Reactor* Qranch 4, 79/02/23 Bpp 


7903210264 El A *upporting Amends 36 h 19 to DPtt-53 it DPR-69, 
respective 1 y 

REID. R U. Operating ReactoT* Dranch 4 79/02/23 Spp 


7903210260 Notice of Issuance of Amends 36 St 19 to DPft-53 Sc DPR-69, 
respectively, it negative declaration, 

FAIRTILE. N D Operating Reactor* Branch 4 79/02/23, 2pp. 


7903020333 Submits ltr forwarding proposed amend to operating license 
Proposed amend concerns Cycle 4 operation 
ABH, R F Baltimore Gas & Electric Co, 79/02/27. lp. 


7903020356 Forwards proposed amend to operating I Icenie. Prop ossd amend 
concerns Cycle 4 operation. 

LUNDVALL, A E Baltimore Oas & Electric Co 79/02/23 2pp. 


7903020357 Proposed amend to operating license concerning Cycle 4 
re fueling. Evaluated design St performance during fourth fuel 
cycle at full rated power -of 2,700 MWt, 

* Baltimore Gas 6 Electric Co. 79/02/23 lOOpp 


7903210031 Forwards Amend 37 to License DPR-33 St Amend 20 to DPR-69. 
security plan evaluation rept (withheld rtt f 10GFF2 790) Si 
notice of issuance 

REID, R W Operating Reactor* Branch 4 79/02/20, 3pp, 
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DOCKET 30-317 Calvert Cl iff * Nuclear Pou-bt Plants Unit 1 


7903210033 Amend 37 & 20 to Licenses DFR-53 t* DPR-69* Tbspec tive 1 y> 
IncoTp crating approved physical security plan 
REID. R W Operating Reactors Branch 4 79/02728 4pp 


7903210069 Notice of issuance of Amend 37 to License DPR-53 & Amend 20 
to DPtt-69 

REID* R H Operating Reactors Branch 4 79/02/28 2pp 


7903230195 Acfc 771223 response re util review of potential boron 
dilution Incidents FSAR analysis still represents most 
Uniting case Based on response) no further action is 
necessary 

REJD.-R W Operating Reactors Branch 4 79/03/01 2pp 


7903060331 Forwards CEN-1051D ) -P, "Rapt of Reconsti tutable~B4C Type 
Control Element Assembly Design for Use In BOLE Reactor 11 
Affidavit requesting proprietary handling end 
LUNDVALL, A E Baltimore Oas 6 Electric Co, 79/03/03 9pp 


79030004 46 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

GRIER. B H Region 1. Philadelphia. Office of the Director 

79/02/16 lp 


7903140012 Ack receipt of 790203 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 3O-317/70-3B & 
30-318/78-34 

DRIER) □ H Region 1. Philadelphia. Office of the Director 

79/02/23 lp 


7903140015 Rasp puds to NRC 790117 ltr re violations noted in IE Imp 
Repts 30-317/78-38 6 90-318/78-34 Corrective actions 
oversight of mg t controls sys improved to aid implementation 
of license requirements • 

LUNDVALL i A E Baltimore Qas 6 Electric Co 79/02/09 3pp 


7903140016 Forwards IE Insp Repts 90-317/78-38 it 9O-310/7B-34 on 
701212-19 It notice of violation 

DRIER* P H Region 1* Philadelphia. Office of the Director 
79/01/17 2pp 1 


7903000336 Forwards non-proprietary version of CEN-103(B l-NP, "Kept of 
Reconstitutatie B4C Typo Control Element Assembly Design for 
use In BG&E Reactor) 1 ’ Supp 1 to amend application 
LUND- V ALL i A E Baltimore 0*s tc Electric Co 79/03/05 lp 


7903140022 Notice of violation from insp on 701212-19 it mgt meeting 
790104 

* Region 1, Philadelphia. Office of the Director 79/01/17 
2pp 


7903080338 "Rept of Reconstitute U-B4C Type Control Element Assembly 
Design for Use in BG&E ReactoT." nonp r oprietary 
KEEFER. C B * ANT HON V. A J Combustion Engineering. Inc 
CEN-I05 ( D > -NP 79/02/0-1 10 pp 


7903140029 IE Insp Repts 30-317/7B-3B U 90-318/78-34 on 70121 2~fc5 
None crisp 1 i ante noted failure to comply w/Tech Spec 3 0 4. to 
Include or ref instructions from functional test or 
document functional acceptability 

CONTE. R J , Z IMMERMAN. R P . JOHNSON. D F Region 1. PhiladelpMi 
Office of the Director 79/01/09 24pp 


7903140440 Forwards final proposed version for Tech Spec changes re 
spare battery installation Proposed change is required prior 
to scheduled testing date of 790701 

ASH. R F Baltimore Gas & Electric Co, 79/03/12 Bpp 


7903160237 Forwards formal calculation supporting previously submitted 
abbreviated analysis demonstrating acceptable small break 
ECCB results w/o allowing credit for charging pump flow, dtd 
7902 I & 

LUNDVALL. A E Baltimore Oas !* Electric Co 79/03/13 l&pp 


79030B0910 Informs recipients of IE Bulletin 79-01. "Environ 
Dual If icat ion of Class IE Equipment." (ltd 790200, that valve 
limit twitch identified as NAMCQ Model S3CML should read 
SL3CML 

GRIER. B H Region 1. Ph i ladel ph i a, Office of the Director 
79/02/27 lp 


7903020342 Forward* "Semiannual Effluent Release Rept " 

LUNDVALL, A E Baltimore Oas 6 Electric Co 79/02/20 lp 


7903020344 "Semiannual Effluent Release Rapt. " suppl info 
« Baltimore Oas it Electric Co 79/02/28 120pp 


7903160234 Advises that 790313 ltr from util constitutes suppl info per 
previously submitted amend requestinu add! fee is required 
GORE, J M Baltimore Gas it Electric Co 79/03/13 lp 


7903210290 In response to 790209 re quest . f orwardt addl info on 
feedwater flow instability (steam generator water hammer) 
LUNDVALL. A E Baltimore Oas U Electric Co 79/03/15 19pp 


7903210011 Forwards monthly operating rept for Feb 1979 
HER BON, 8 D Baltimore Gas it Electric Co 79/03/15 lp 


7903210012 Monthly operating rept for Feb 1979 

HERD ON. 8 D Baltimore Oas & Electric Co 79/03/15 13pp. 


7903210300 Respond i to 7709D2 request for certain Info re water hammer 

Discusses possible mods to water hammer In feedwater sy* 7903050405 Forwards LER 79-Q01/01T-0 

LUNDVALL, A E. Baltimore Oas fe Electric Co. 77/U/14 4pp RUSSELL, L B Baltimore Oas & Electric Co, 79/02/23 lp 


7903220256 Forwards mark«d-up copy of radiological effluent Tech Spec* 
& outline of proposed contents of Offsite Dos* Calculation 
Manual Formal request for amend will be submitted by 790415 
LUNDVALL. A E. Baltimore Oas tc Electric Co 79/03/15 lJOpp 


7903130173 Forward* IE Insp Rept 50-317/78-39 it 5O-31B/70-35 on 
791219-21 No noncomp 1 iance noted 

BRUNNERjE J Region 1. Philadelphia, Reactor Operations Nuclear 

* Support Branch. 79/01/17 2pp 


7703130182 IE Insp Repts 50-317/70-39 & 30-31B/7B-35 on 781219-21 No 
noncoApliancs noted Major areas inspected licensee followup 
re IE Circular 76-08 & pTsvious insp findings 
JOHNSON, D. F , KEIhlG.fl R. Region 1. Fh i ladelph i*i Reactor 

Operation* Nuclear Bupport Branch 79/01/17. 4pj> 


7903140426 Forwards IE Insp Rspt* 50-317/79-01 & 30-310/79-01 on 
790115-19 No noncompliance noted. 

BRUNNER, E.J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/01 2pp 


7903140431 IE Insp Repts 50-317/79-01 & 50-31B/79-01 on 790US-I9 No 
noncamp lienee noted. Major area* inspected reactor 
operations, IE bulletins it circulars, review of monthly status 
repts, 

JOHN BON , D F, p FOLEY* T Region i. Philadelphia, Office of the 
Director KEIMlO, R. R Region 1, Philadelphia* Reactor 

Operations Nuclear Support Branch, 79/01/31 12pp 


7903050408 LER 79-Q01/01T-0 on 790209 found that license submltti) 
operation at 2.700 MWt failed to indicate credit for one 
charging pump was taken in smell break LQCA analysis 
Reanalysi* concluded that 2,700 MWt was safe level 
CARROLL, J T Baltimore Oes & Electric Co 79/02/23 Ip 


7903070304 Fot wards LER 79-004/03L-0 

RUSSELL. L, B Baltimore Gas & Electric Co 79/03/01 lp 


7903070312 LER 79-004/03L-0 on 790216 saltwater pump discharge chic 
valve failed to open when started Caused by foreign debris 
lodged against disc Valve will be monitored closely during 
future operation to ensure problem is eliminated 
DAVI8, S M , ROMNEY, K M Baltimore Oas it Electric Co 79/03/01 
ip 


7903090178 Forwards LER 79-005/03L-0 

RUSSELL, L,B Baltimore Oas & Electric Co 79/03/01 lp 


7903090102 LER 79-005/03L-0 on 790210 aiimuthal power tilt eiteHif 
Tech Spec max Caused by dropped control element assembly. 
Corrective action detailed in LER 79-003/03L-0 Unit 1 
CARROLL, J T, Baltimore Oas & Electric Co 79/03/01. lp 


7903210120 Forward* LER 79-007/04T-0 

RUSSELL, L B Baltimore Oas b Electric 'Co 79/03/14 lp 


7903050509 Forwards IE Info Notice 79-03. "Ltml torque Valva Geared 
Limit Switch Lubricant " 

GRIER, B. H Region 1, Philadelphia, Office of the Director 
79/02/09. lp. 
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7903090412 Responds to 701113 request for changes in License DPR-53 & 
DPR-69 Forwards request for adrfl Info re proposed deletion 
of Condition 2 C 3 re steam generator refill rate Also 
forward* SCR re similar situation at Burry Power Station 
REID, R U Operating Reactors Branch 4 79/02/09 4pp 


7903210134 LER 79-007/04T-0 on 790228 sulfuric acid wo* discharged onto 
ground via storm drain* near storage tank Caused bg pipe 
weld failure Spill isolated it container leak located t* 
welded 

EHERTS, R F Baltimore Ga* L Electric Co 79/03/14 2pp 


7903220210 Forwards LER 79-003/O3L-O 

RUSSELL. L B Baltimore Ga* tt Electric Co 79/03/19 lp 


7903220212 LER 79-003/03L-0 on 790218 control element assembly 44 
cropped to bottom of core tc could not be withdrawn Reactor 
power reduced to below 70’/ Caused bg loose connection on 
Terminal 21 of coil power programmer Connection tightened 
CARROLL, J T . KIERNICKI.M J Baltimore Gas tt Electric Co 
79/02/10 2pp 


7903290109 Forwards LER 79-006/03L-0 

RUSSELL. L B Baltimore Gas L Electric Co 79/03/22 lp 


7903290110 LER 79-006/03L-0 on 790304 reactor coolant sy* leak off plug 
CVC-313-CV was leaking Caused bg natural end life of valve 
packing Packing adjusted h leakoff line capped 

DAVIS. S M . ROMNEY, K M Baltimore Gas $» Electric Co 79/03/22 

ip 


DOCKET 50-318 CalvBrt Cliff* Nuclear Power Plant. Unit 2 


7903030340 Ack receipt of 700911 LNG contingeneg plan Requests add! 
info for review W/ques tionnaire 

REID. R W Operating Reactors Branch 4 79/01/30 4pp 


7903130326 Notification of deficiencies in modified amended security 
plans Forwards NRC position re deficiencies Enel withheld 
l ref 10CFR2 790) 

REID. R W Operating Reactors Dranch 4 79/02/13 2pp 


7903230035 Forwards Federal Register notice amending 10CFR73 S3. 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903220343 Notification of 790314 meeting w/util to hear appeal of NRC 
physical search requirement* implemented under modified 
amended security plan 

CONNER. E L Operating Reactors Branch 4 79/03/07 lp 


7903260241 Forwards safeguards contingency plan Info withheld (rsf 
10CFR2 790) 

EVANS. V R Baltimore Gas U Electric Co, 79/03/19 lp 


7903200307 Review* nuclear plant fire protection re spons i b i 1 i tl e *. 
including orgenl zatlon. f ire brigade training. c ontrol of 
« embus t lb 1 es. control of ignition source*. fire fighting 
procedures L 0A 

LUNDVALL. A E Baltimore Qa* L Electric Co 79/03/22 4pp 


7903000300 Forward* "Annual Rept 1978 " 

OOREi J M Baltimore Gas L Electric Co, 79/03/06 lp 


7903000311 '• Annual Rept 1970 " 

* Baltimore Gas it Electric Co 79/03/06, 32pp 


7903280365 Ack receipt of 790119 ltr re credits from reduction in fee 
Requests crediting overpayment against fee for DPR-69 due 
790318 & excess against DPR-53 due 790823 

SHOEMAKER. C L Baltimore Gas tt Electric Co 79/03/22 lp 


7903060135 Forwards Endorsement 36 to Policy NF-216 for calendar gear 
1979. 

aHOEMAKER.C L Baltimore Gas * Electric Co 79/03/01 2pp. 


7903080243 Forwards amend of Condition 4. End orsement 30. to MAELU Policy 
MF-76. effective 790101 

SHOEMAKER, C. L, Baltimore Oai tt Electric Co 79/03/02 2pp 


7903140222 Forward* revised versi on*: Entry-Control Bg* Handbook. 
SAND77-1033J Intrusion Detection Bya Handbook, 8AND76-0534> S. 
Barrier Penetration Database. NUREG/CR-OiQl W/o end 
MILLER, J R Division of Operating Reactor* 79/01/09 2pp 


7903120335 Forwards staff recommendations re general contents of 
Offsite Dose Calculation Manual to be submitted w/propo»ed 
radiological effluent Tech Specs 

GRIMES. B, K Assistant Director for Engineers «. Projects 
79/01/10 4pp 


7903030363 Notice of 790301 meeting in Bethesda. MB. to discuss Baltimore 
Gas it Electric's LNG contingency plan 

CONNER . E L Operating Reactors Branch 4 79/02/14 2pp. 


7903210233 Forwards Amend 36 6 19 to DPR-53 U DPR-69 respst tiv# 1 y* ETA. 
notice of issuance U negative declaration 

REID. R W Operating Reactors Branch 4 79/02/23 3pp 


7903210261 Amends 36 tt 19 to DPR-53 tc DPR-69. re* p tc t i ve 1 g. cover lng plan 
to investigate physical & biological effects of condenser 
cooling water delta temp authorized by Environ Tech Specs 
REID. R W Operating Reactors Branch 4. 79/02/23 Bpp 


7903210264 El A supporting Amends 36 tc 19 to DPR-53 L DPR-69, 
respectively 

REID, ft W Operating neactor* Branch 4 79/02/23 2pp. 


79032 10260 Notice of Issuance of Amends 36 it 19 to DPR-53 & DPR-69, 
respectively. t< negative declaration 

FAIRTILE. M 0 Operating Reactor* Branch 4 79/02/23 2pp, 


7903210051 Forwards Amend 37 to License DPR-53 tt Amend 20 to DPR-69, 
security plan evaluation rept (withheld re# 10CFR2 7901 tc 
notice of issuance 1 

REID.R H Operating Reactors Branch 4 79/02/28 3pp 


7903210035 Amend 37 It 20 to License* DPR-53 tc DPR-69, respectively. 
Incorporating approved physical security plan 
REID, R W Operating Reactor* Branch 4- 79/02/28 4pp. 


7903210069 Notice of Issuance of Amend 37 to License DPR-53 fc Amend 20 
to DPR-69, 

REID, R W Operating Reactors Branch 4 79/02/28 2pp 


7903000331 Forwards CEN-105I B> “P* " Rept of Recan* t i tuta b 1»-B4C Ttfpe 
Control Element Assembly Design for Dee In DOLE Reactor." 
Affidavit requesting proprietary handling end, 

LUNDVALL, A E flaltimor* Gas L Electric Co. 79/03/05 9pp. 


790308D336 Forward* n on-pr o pr i s targ version of CEN-105 ( Bl-NP, "Rept of 
Reconstituted* B4C Type Control Element Assembly Design for 
use in BQ8.E Reactor, 11 Oupp 1 to emend application. 

LUNDVALL i A. E Baltimore Gae tt Electric Co 79/03/05. Ip 


7903080330 "Rept of Reconsti tutab le-B4C Type Control Element Assembly 
Design for Use in BQ&E Reactor," nonproprietary. 

KEEFER, c. B , ANTHONY, A J Combustion Engineering* Inc 
CEN-109<B>-NP 79/02/01 10pp. 


7903140440 Forwards final proposed version for Tech Spec changes re 
spare battery insta 1 lation Proposed change is required prior 
to scheduled testing date of 790701. 

ASH.H F 0a 1 timers Gas * Electric Co 79/03/12. 8pp 


7903160237 Forwards formal calculation supporting previously submitted 
abbreviated analysis demonstrating acceptable small break 
ECC8 results w/a allowing credit for charging pump Plow.dtd 
790216 

LUNDVALL, A E. Baltimore Gas tc Electric Co 79/03/13. 15pp 


790321029a In response to 79020? request, forwards addl info on 
feedwater flow instability (steam generator water hammer!. 
LUNDVALL. A. E Baltimore Gas it Electric Co. 79/03/15. I9pp 


7903210300 Responds to 770902 request for certain info re water hamaer 
Discusses possible mods to water hammer in feedwater sys 
LUNDVALL, A E Baltimore Gas fc Electric Co 77/U/I4. 4pp. 


7903220256 Forward* marked-up copy of radiological effluent Tech Spec* 
4c outline of proposed contents of Offsite Dose Calculation 
Manual. Formal request for amend will be submitted by 790415. 

LUNDVALL. A E Baltimore Gas it Electric Cq, 79/03/15. HOpp. 


7903230195 Ack 771323 response re util review of potential boron 
dilution inc idents. F9AR analysis still represents most 
limiting case Based on response.no further action i* 
necetiary. 

REID, R W Operating Reactors Branch 4, 79/03/Ql 2pp 
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7903130173 Forward* IE Insp Rapt 50-317/78-39 tr 50-318/78-35 on 
791219-21 No nont-ompl lane r ootid 

BRUNNER, E J Rigion 1. Philad*lphia. Reactor Operation* Nuclear 

Support Branch 79/01/17 2pp 


7903130162 IE Insp Rept* 30-317/70-39 5< 50-318/78-35 on 701219-21 No 
none omp 1 lance noted Major area* inspected licensee followup 
re IE Circular 7B-08 It previous Insp fihdings 
JOHNSON, D F * KEIM10, R fl Region 1# Philadelphia, Reactor 

Operation* Nuclear Support Branch 79/01/17 4pp 


7903140426 Forward* IE Imp Repvi 50-317/79-01 It 50-31B/79-01 on 
790115-19 No noncamp 1 lane a noted 

BRUNNER* E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/01 2pp 


7903140431 IE insp Rept* 50-317/79-01 It 50-3IS/79-01 on 790115-1*7 No 
noncompl lance noted Major areas inspected reactor 
operation*. IE bulletins It e irculars, review of monthly status 
rept*> 

JOHNSON, D F * FOLEY, T Region 1, Philadelphia, Office of the 
Diractor KEIMIQ.R R Region 1, Philadelphia, Reactor 

Operation* Nuclear Support Branch 79/01 '31 12pp 


7903050509 Forward* IE Info Notice 79-03. "Limi torque Valve Geared 
Limit Switch Lubricant " 

GRIER* D H Region 1* Phi Ud elphia , Office of the Director 

79/02/09 lp 


7 9030804 4 6 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* *' 

GRIER, B H Jtegion E , Philadelphia, Office of the Director 
79/02/ l 6 lp. 


7903140012 Act receipt of 790205 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept* 50-317/70-38 & 

30-31B/ 78-34 

DRIER. B H Region 1. Philadelphia, Office of the Director 
79/02/23 lp 


7903140019 Responds to NRC 790117 ltr r# violations noted In IE Insp 
Rept* 50-3 1 7/7B-3B 8* 50-318/78-34 Corrective action*, 
oversight of mgt cantroli sys improved to aid implementation 
of license requirement* 

LUNDVALL, A E Baltimore Oa* & Electric Co 79/02/05. 3pp 


7903140018 Forward* IE In*p Rept* 5O-317/7B-30 & 50-310/78-34 on 
781212-15 l« notice of violation 

GRIER, B, H. Region 1, Philadelphia, Office of the Director. 
79/01/17 3pp 


7903140022 Notice of violation from Insp on 701212-15 & mpt meeting on 
790104 

e Region 1, Philadelphia, Office of the Director 79/01/17. 

2pp 


7903140025 IE Imp Rept* 50-317/78-39 fe 5O-31B/70-34 on 781212-15 
Noncompliance noted failure to comply w/Tech Spec 3 0 4. to 
Include or ref instructions from functional test or 
document functional acc aptabil i ty 

CONTE, fl J , ZIMMERMAN. R.F , JOHNSON, D F Region 1, Philadelphia, 
Office of the Director 79/01/09 24pp. 


7903080510 Inform* recipients of IE Bulletin 79-01, "Environ 
Qualification of Clas* IE Equipment," dtd 790200, that valve 
limit switch identified as NAMCO Model S3CML should read 
6L3CML 

DRIER, B, H Region 1* Philadelphia, Office of the Director. 
79/02/27 lp 


7903020342 Forwards “Semiannual Effluent Release Rept." 

LUNDVALL* A E. Baltimore Gas * Electric Co 79/02/SB lp 


7903020344 "Semiannual Effluent Release Rept," suppl info 
« Baltimore Oa* St Electric Co 79/02/28 120pp. 


7903210011 Forwards monthly operating rept for Feb 1979 
MERSDNrB D Baltimore Da* t* Elactrlr Co. 77/03/15. lp. 


7903210012 Monthly operating rept foT Feb 1979 

NERSON, B D Baltimore Gas fc Electric Co 79/03/15 I3pp 


7903090167 Forwards LER 79-007/03L-0 

RUSSELL, L D Baltimore Oas !< Electric Co 79/03/01 Ip 


7903090175 LER 79-007/Q3L-0 on 790212 snubber 2-B3D-2, 21 main stun 
isolation valve hydraulic supply sys. inoperable Caused by 
slightly bent piston rod Snubber replaced 

DAVIS, 8 M , MIERNICKI , M J Baltimore Oas & Electric Co 79/03/Q| 

2pp 


7903090230 Forward* LER 79-008/03L-0 

RUSSEL. L B Baltimore Oas L Electric Cn 79/03/01 lp 


7903090262 LER 79-OOB/03L-0 cm 790208 22D safety injection tank ]«.»| ^ 
pressure were below Tech Spec min due to fill valve not 
shutting tightly after being opened for drainage Tank 
refilled 6 valve successfully cycled several times 
CARROLL, J T Baltimore Oas 8c Electric Co 79/03/01 Ip 


7903090265 Forward* LER 79-006/03L-0 

RUSSELL* L R Baltimore Oas It Electric Co 79/03/01 Ip 


7903090260 LER 79-006/Q3L-0 on 790204 control element assembly moHct 
Inhibit failed to actuate within Tech Spec limits Caused by 
bad K2 relay on relay card Relay replaced L inhibit returned 
to sve 

DAVIBjS M . MIERNICKI , M J Baltimore Oas & Electric Co 79/03/01 
2pp 


7903290097 Forwards LER 77-0D9/03L-0 

RUSSELL, R B Baltimore Gas «< Electric Co 79/03/22 lp 


7903290 l 01 LER 79-009/03L-0 on 790226 sve water heat exchanger 
saltwater outlet throttle valve 21 failed to open on 
signal Cause unknown Valve will be repaired during nest 
outage 

CARROLL, J T , ROMNEY, M K Baltimore Oas L Electric Co 79/03/22 

IP 
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7903200374 Forward*. App C, "Licenie Safeguards Contingency Plan 
Enel withheld (ref 10CFR2 790) 

HERBEIN* J 0 Metropolitan Edison Co 79/03/15 lp 


7903070225 Confirm* 790221 telephone conference to settle issutl t&b* 
further heard* timing of hearing L submission of prepared 
test lmony. 

DUFLO, M E. Atomic Safety and Licensing Appeal Panel 79/02/06 Lp 


7903150200 I ntervenar * ' response per ALAB-309 in opposition to 
”de wlnimua" 1 theory Alleges theory ignore* issue of 
significant & substantial release* of radon-222 to environ 
Certificate of Sve and 

KEPFORD, C Affiliation Unknown 79/02/19. 37pp 


7903130431 Confirm* 790221 telcon re conference on 790309 Requiiti 
notification if 790404-06 is not suitable for evidentiary 
hearing 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/2! J> 


7903230297 Forward* response* to ALAB-309 Thirty-day period for 
response* to documents shall run from 790305 

BKRUTBKI, R M Atomic Safety and Licensing Appeal Panel 79/03/&L 
3pp 


7903160293 Extends until 790322 time within which NRC may dttenslni 
review ALA0-323 

CHILK, S. J Office of the Secretary of the Commission. 79/03/02 

ip 


7903160316 Confirm* 790404 evidentiary hearing* in Harrisburg, PA 
BKRUT8KI, R M Atomic Safety and Licensing Appeal Panel. 79/0-3/03 

2pp. 


7903210303 Order* further evidentiary hearing on aircraft crash 
probability l**ue In Harr i iburg, PA, on 790404 Parti** shall 
Inform ASLAB security force of name* of representatives, 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/03/07 Ij 
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7903090 140 Forwards Endorsement 39 to AN! Policy NF-22Q 
OERETV, H F GPU Service Corp 79/03/03 2pp 


7903090190 Forwards Endorsement 38 to ANI Policy NF-220 
GERETY, H F GPU Service Corp 79/03/05 2pp 


7903280263 Forwards Endorsement 32 to MAELU policy MF-73 
OERETY. H F GPU Service Corp 79/03/23 2pp 


7903210250 Forwards Amend 49 it 9 to Licenses DPR-50 L DPR-73 
respectively V notice of Issuance Security plan evaluation 
rept withheld <ref lOCrR2 790) 

VARGA, S A Light Water Reactor* Branch 4 REID, ft W 

Operating Reactors Branch 4 79/02/23 3pp 


7903210263 Amend 49 to License DPR-50 & Amend 9 to DPR-73, incorporating 
modified amended physical security plan into license. 

REID, ft W Operating Reactors Branch 4 79/02/23 4pp 


7903210265 Notice of issuance of Amend 49 to License DPR-50 & Amend 9 
to DPR-73 

FAIRTILE# M B Operating Reactors Branch 4 79/02/23 3pp 


7903090232 Discusses details of extension from 770315 to 790415 for 
submission of final draft "Radiological Effluent Tech Specs 
#<jt PWRs (> iNUREO-0472) 

HERBElNiJ 0 Metropolitan Edison Co 79/03/05 2pp 


7903270406 Forwards none omp 1 iance notification 79-01 re inadvertent 
transfer of oil !< grease from industrial waste treatment 
sys to industrial waste filter «y* 

TRQFFER, 0 J Metropolitan Edison Co 79/03/15 Spp 


7703290162 Forwards "Suppl Startup Rept '* Final rept will be submitted 
within 90 days 

HERBEIN, J 0 Metropolitan Edison Co 79/03/23 Ip 


7903290163 "Buppl Startup Rept " 

» Metropolitan Edison Co 79/03/83 47pp 


7903080091 Forwards IE insp Rept 50-320/7B-39 on 781220-29, No 
noncompl lance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/01/12 2pp 


7903080096 IE Insp Rept 50-320/7B-3? on 701220-29 No none amp 1 i anc e 
noted Major areas inspected transient test generator trip 
from 96’/ power L preliminary review of test data 
BETTENHAUSEN, L , MCNATTi T O , CAPHTON, D L Region 1# 

Philadelphia, Reactor Operation* Nuclear Support Branch 79/01/10. 

4pp 


7903130447 Forwards IE Insp Rept* 50-209/79-01 it 30-320/79-01 op 
7 901 OB** 1 1 No noncompl lance noted 

BRUNNER, E J Region 1* Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/01/29 2pp 


7903130430 IE In*P Repts 50-209/79-01 it 50-320/79-01 on 790108-11 No 
noncompliance noted Major areas inspected' sh i ft logs, 
records, fac 1 U ty tour during normal hours & plant operation* 
during backshift 

HAVERKAMP, D r Region 1, Philadelphia, Reactor Operation* 

flue 1 ear Support Branch KEIM1Q, R R Region 1* Philadelphia, 
Office of the Director 79/01/27 13pp 


79O32OO2B0 Forward* IE ln*p Rept 50-320/79-02 on 790130-31 No 
noncompliance noted 

BRUNNER, E J Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/02/07 2pp 


7903200293 IE In*p Rept 50-320/79-02 on 790130-31 No none omp 1 lane* 
noted Major area* inspected action on previous finding* *< 
compliance w/liceme regulation* 

HAVERKAMP, D R , KE1MI0,R R Region I, Philadelphia, Reactor 

Operation* Nuclear Support Branch 79/02/06 5pp 


7903060643 Forward* IE Info Notice 79-03, "Limitorciu* Velve Geared 
Limit Switch Lubricant 11 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/02/09 lp 


7903080126 Ack receipt of 790201 ltr informing NRC of «tep* taken to 
correct violation* noted in l£ In*p R*pt* 50-289/78-24 fc 
50-320/70-37 

BftUNNER,E J Region 1* Philadelphia, Reactor Operation* Nuclear 

fiuppor t Branch 79/02/13 lp 
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7903080143 Responds to NRC 7 90 i 05 ltr re violation noted in IE Imp 
Repts 50-289/70-24 8t 50-320/78-37 Corrective action* 
revision of valve test procedures & inservice insp tagging 
ay* will be expanded to include valves 
HERBEIN, J O Metropolitan Edison Co 79/02/01 3pp 


7903000146 Forward* IE Insp Rept* 50-289/70-24 L 50-320/7 0-37 Oh 
781212-14 & notice of violation 

BRUNNER, E J Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/01/05 Sip p 


7 '903003149 Notice of violation from insp on 781212-14 

* Region 1, Philadelphia, Reactor Operations Nuclear Support 
Branch 79/01/04 lp 


7903000152 IE Insp Repts 50-209/78-24 Sc 30-320/78-37 on 701212-14 
Noncompliance noted failure to implement surveillance 
procedure 

FOLEY, T , HI0GINS-, J C . CAPHTON. D L Region 1, Philadelphia, 

Reactor Construction It Engineering Support Branch 79/01/04 8pp 


7903000343 Ack receipt of 790130 ltr informing NRC of steps taken to 
correct violations noted in IE Insp f?Bpt S0-320/78-36 
GRIER, 8 H Region 1, Philadelphia, Office of the Dirttctor 
79/02/13 ip 


790-30B0346 Responds to NRC 790109 ltr re violation noted in IE Insp 
Rept 50-320/78-36 Corrective actions valve verification 
portion of procedure 2311-5 was performed !« personnel 
i n*trurted 

HERBEIN, J <J Metropolitan Edison Co 79/01/30 3pp. 


7903000547 Forwards IE Insp Repts 50-289/78-23 h 90-320/70-36 on 
781 204 -OB 6 12-14 & notice of violation 

BURNNER, E J, Region 1, Fh i lade 1 ph 1 a. Reactor Operation* Nuclear 

Support Branch 79/01/09 Spp 


790 3000956 Notice of violation from insp on 78I204-QB It 12-14 

» Region 1. Phi 1 adelph 1 a. Reactor Operation* Nuclear Support 
□ranch 79/01/05 lp 


79030B0562 IE Ir»*p Repts 90-209/ 7B-23 fa S0-320/7B-36 on 7B1204-0B t 
12-14. None om pi iance noted failure to perform surveillance of 
isolation valve* located inside containment (Unit 2 dnly) 

KEIM1G.R ft . HAVERKAMP, D R , JOHNSON, J ft Region i» 

Philadelphia, Reactor Operation* Nuclear Support Branch 79/01/09. 
lBpp 


7903140005 Ack receipt of 790201 ltr re«ponding to IE In*p Repts 
30-209/78-22 S< 50-320/70-33 Ltr will be withheld 
(ref 10CFR2 790) 

MARTIN, W. 0 Region 1, Philadelphia, Safeguard* Branch 79/02/13 

i?pp 


79O3O8O40S Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature*. *' 

GRIER, P H Region 1. Philadelphia, Office of the Director, 
79/02/16 2pp. 


7903200230 Forward* summary of combined mpt meeting 30-289/79-04 
8c 50-320/79-05, held 790209 in King of Prussia, PA 
OR IER, 0 H Region 1, Pfi 1 lad e I ph i a, Office of the Director 
79/02/26 2pp 


7903200243 Summery of combined mgt meeting 30-289/79-04 It 
50-320/77-05 held an 790209 to discus* IE Insp program* fc 
objective* & licensee's orga i nze t i on, mg t con trol», previous 
enforcement ac tioft* , operational status, plan* U program* 
HAVERKAMP, D R. Region 1. Philadelphia, Office of the Director 
79/02/22 3pp 


790308049? Inform* recipient* of IE Bulletin 79-01, "Environ 
Qualification of Clan IE Equipment. ” dtd 7702GB, that valve 
limit switch Identified at NAMCQ Model S3CML should read 
SL3CML 

GRIER, B H. Region 1, Philadelphia, Office of the Director. 
79/02/27 i p 


7903160220 Forward* monthly operating rept for Feb 1979 
HERBEIN, J. 0 Metropolitan Edison Co. 79/03/12 lp 


7903160223 Monthly operating rept for Feb 1979 

LENOEL.R A Metropolitan Edison Co. 79/03/09. 4pp 


7903060200 Forward* LER 79-009/03U-Q. 

HERBEIN, J 0. Metropolitan Edison Co 79/02/26 lp 
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DOCKET 90-320 Three MU* Island: Nuclear Station, Unit 2 

7903060204 LEW 79-OO9/03L-O an 790130 »utv e 1 l lane e required by Tech 
Specs for Mods 3 not perf -ormed after pumps tagged out Caused 
bi| lack of clarity in shutdown procedure shutdown procedure 
will be revised for clarification 

LENQEL, R A Metropolitan Edison Co 79/02/26 Ip 


7903060451 Forwards LER 79 - 01 0 / 0 1 T -0 

HERBEINiJ G Metropolitan Edison Co 79/02/26 Ip 


7903060462 LER 79-O10/Q1T-O on 790214 during Mode 1*0 concentration In 
boric add mi % tank eiceeded Tech Spec 1 imlt. Caused by 
personnel error 

LENOEL. ft A Metropolitan Edison Co 79/02/26 2pp 


7903070329 Forwards LER 79-007/03L-0 

HERBEIN, v! 0. Metropolitan Edison Co. 79/02/26 lp. 


7903070334 LEtt 79-C07/03L-0 on 790126 while in Mo i* 3. travelling water 
screens Inoperable due to buildup of debris causing high 
differential level across idle screen «ys Caused by 
procedural Inadequacy Procedural guidance established 
LEMOEL* R. A Metropolitan Edison Co 79/02/26 2pp. 


7903120211 Forwards LEft 7B-069/99X-0 

HEftQEINivJ G. Metropolitan Edison to 79/02/20 lp 


7903280313 Forwards LER 79-011 /03L-0 

LAWYER* L. L, Metropolitan Edison Co 79/03/20 lp. 


7903280319 LER 79-011/03L-0 on 790217 diesel generator DF-X-iB output 
power fluctuated until reversed power caused ft to trip. 

Unable to determine definite cause Suspect wiring connection 
tightened & voltage readings taken to ensure operability. 

BTAIR. J ft Metropolitan Edison Co 79/03/16 Ip 


7903300-285 Transcript of public briefing on 79032? In Wa sh ing t on* DC. re 
incident at facility Discussion of preliminary Info & NftC 
response to events 

HENDJUE. J.K , QJL INSKYj V i KENNEDY, R. T Commission 79/03/2?. 

43pp. 


DOCKET 90-321 Edwin I Hatch Nuclear Riant. Unit l 


7903150341 Denies 790130 request for delay In implementing security 
plan beyond 790223 date Suggests immediate tup pi to plan* 
describing compensatory measures for each I tarn requiring 
add 1 time for completion. 

STELLO* V. Office of Nuclear Reactor Regulation 77/02/21 2pp 


7903230033 Forwards Federal Register notice amending 1DCFR73 39, 
"Requirements for Phyiical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage*" to 
defer employee pat-efown searches until 790301 

DENTON, H R. Office of Nuclear Reactor Regulation 79/02/23 Ip 


7903200133 Forward* Amend 64 to License DPR-57 U Amind B to NPF-3 it 
notice of issuance It avai lability, 

IPPDL1TQ, T. A. Operating Reactors Branch 3 79/02/26. 3pp 


7903290034 Informs that safeguard contingency plan submittal will t»s 
delayed until 790330. due to revisions requested by NRG In 
790323 telcon 

EHRENSPEflGER. U Georgia power Co 79/03/23 lp 


,7903140222 Forwards revised versions Entry-Control Sys Handbook. 
8AND77-1033i Intrusion Detection Sys Handbook, SAND76-0354i & 
Barrier Penetration Da tabsse. NL/flEG/CR-0101 W/o end 
MILLER. 0 R Division of Operating Reactors 79/01/09 2pp 


7703090173 Forward* mod to ’'Review & Acceptance of Spent Fuel Stcnj* 
& Handling Application" provided on 780414 Involves pages 
IV-3 St IV-6 w/modified rationale St corrections 
ORIMESrB K Assistant Director for Engineers Sc Projects 

79/01/10 4pp 


7903010295 Forwards NEDO-2 i 003. "Mark I Containment Program, Dcuncojfttr 
Reduced Submergence. Functional Assessment Rept " 

SOBON. L J Qeneral Electric Co .Nuclear Energy Products Div 
79/02/01. ip 


7903010310 "Mark I Containment Program. Downcomer Reduced 9ubmetg*nci, 
Functional Assessment Rept " 

WO NO i K W General Electric Co .Nuclear Energy Produtts Div 

NEDD-21089 78/06/30 45pp 


7903020219 Notification of 790214-15 meeting In Bethesda.MD 
w/rapr e senta 1 1 ve of Mark I owners group to discuss 
implementation & resolution of Mark I long-term program b 
pool swell pressure lead definition techniques 

GJUMESjC Assistant Director for Engineers l* Project* 79/02/06 
IP 


7903150001 Forwards Amend 63 to DPR-37. safety evaluation & notice of 
issuance 

IPFOLlTO. T A Operating Reactors Branch 3 79/02/09 2pp 


7903130003 Amend 63 to DPR-57 deleting need for trip of high presiun 
coolant injection & reactor core isolated cooling steam line 
isolation valves upon high differential temp condition 
between inlet fc outlet ventilation of pump rooms 
IPPOLITO. T A Operating Reactors Branch 3 79/02/09 Bpp 


7903150004 SER supporting Amend 63 to DPR-37 

* Office of Nuclear Reactor Regulation 79/02/09 3pp 


79031S0007 Notice of Issuance l< availability of Amend 63 to DPR-57 
IPFCLITD.T A Operating Reactor* Branch 3 79/02/0? 2pp 


7903010061 Forwards safety evaluation of Interim assessment of 
inultip 1 r-consecut i ve safety relief valve actuations* 1* 
sample 1 tr, 

ETSENHUTiD G Assistant Director for System* 6 Projects 
79/02/15 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessments of MultlpU- 
Consecutive Safety Relief Valve Actuations In Mark I 
Containment Plant* " All plants are in conformance w/ 
acceptance criteria 

* Aisistant Director for Systems U Projects, 79/02/15 10ff 


7903160213 Forward* proprietary rept NEDE-23S45-P, "Mark I Con te ln*»nt 
Program, Suppression pool Swell Test Program, LDR Load Test- 
Generic Sensitivity W/affidavit for proprietary statu* 

Rept withheld (ref 10CFR2 790) 

9DD0N. L, J General Electric Co .Nuclear Energy product* Div 
79/02/26 3pp. 


790323DDU "8ER of Interim Assessments of MSIV Actuation* in Mark I 
Containment Plants *' 

* Assistant Director for Engineers & Projects 79/02/27 I2pf 


7903230083 Forward* safety evaluation rept on interim assessment* of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I BWR facilities 
is acceptable subj to corrective actions 

GRIME B, 3 H Division of Operating Reactors 79/02/27. Ip. 


7903120224 LER 7Q-069/99X-0 on 701202 reactor trip occurrad followed by 
safety injection ac tuation. due to overfeeding of steam 
generators Caused by main feedwater regulating valve being 
pinned open Procedures revised to prevent recurrence 
L ENGEL . It A Metropolitan Edison Co 79/02/20 2pp 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review List* meetings held & provides brief task-by-te»k 
summary. 

GABON, L J General Electric Co , Nuclear Energy Products Div- 

79/02/Sa 11 pp 
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bOCHCT SO-32S Edwin 1 Hatch Nuclear Plant, Unit 1 


7903200142 Notification of 790316 meeting w/Georgia Power In Dethesda, 
MDc to discuss licensee's submittal of Tech Specs on 
radiological effluents 

VERR£LLI,D M Operating Reactors Branch 3 79/02/28 2pp 


7903060252 In response to 790129 request, forward s add! info re 
processing of solid waste 

MHITMERi C F Georgia Power Co 79/03/01 4pp 


7903120459 Provides summary of 790213 meeting in OethPsda.MD w/ 
representatives of Mark I owner's group program committee to 
discuss generic Mark I program re safety relief valve loads 
u/encl attendees list & meeting handouts 
5U# T„ M Containment Systems Branch 79/03/01 I6pp 


7903200035 Requests fees for amends to DPR-S7 b NPF-9 

MILLER, U 0 License Fee Management Branch 79/03/01 lp 


7903200203 Torwards proposed staff position for Mark I long-term 
program implementation schedules 

E I SENHUT , D G Assistant Director for Systems b Projects 

79/03/01 4pp 


7903200304 Directs recipients to send end sample ltrs to BUR Mark I 
facilities i equesting schedules b commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices b licensing fees for long-term program 
0RIME9. B Assistant Director for Engineers & Projects 
79/03/01 0pp 


7903090170 Forwards reevaluation of containment leak rate test 
program b proposed changes to Tech Specs reflecting 
provisions of updated program 

WHITMERiC F Georgia Power Co 79/03/03 ?pp 


7903090103 "Containment Leak Rate Test Program" incorporating updated 
NRC positions 

* Georgia Power Co 79/03/03 50pp 


7903270100 Discusses statu* of Mark I containment long-term program 
Request* schedule showing time periods for installation of 
specific plant mods Discusses safety relief valvo discharge 
device installation b forwards staff evaluation 
BTELLO, V Division of Operating Reactors 79/03/12 17pp 


7903260229 Util believes NRC erred In requesting payment of *5,600 fee 
for proposed changes to Tech Spec# Forwards fee <♦ reserve* 
right to request an exemption b refund per 10CFH170 22 
WHITMERiC F Georgia Power Co 79/03/19 Ip 


7903270471 Forwards licensing application for third refueling Also 
forward* ropt NEDCI~24l75, Jan 1979, "Buppl Reload Licensing 
Rapt " 

WHITMER* C, F Georgia Power Co 79/03/22 lOpp 


7903270403 "Buppl Reload Licensing Bobmittal for Unit 1, Reload 3 " 
QALER,R,R , CNGEL, R C General Electric Co , Nuclear Energy 
Product* Div NEDO-24175 79/01/31 26pp 


7703050575 Responds to IE Bulletin 70-14, "Deterioration of Buna~N 
Component* in A9C0 Solenoids " Parts ordered b replacement 
will begin during spring outage for Unit 1 Unit 2 change-out 
has not been scheduled 

STAFFA# R K Georgia Power Co 79/02/05 2pp 


7703070509 Ac k receipt of 790126 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321 /7B-40 b 
50-366/70-49 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility b Material* 

Safety Branch 77/02/14 lp 


7903070314 Responds to NRC 790104 1 tr re violations noted in IE In*p 
Repts 50-32 1 /7B-40 b 50-366/70-49 Corrective action* aerial 
survey* scheduled for 1979 until soil stabl 1 iiatlon is 
documented 

8TAFFA, R W Georgia Power Co 79/01/26 Ip 


7903070317 Forward* IE Insp Repts 50-321/70-40 b 30-366/78-49 on 
701204-00 b notice of violation. 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility b Material* 

Safety Branch 79/01/04 2pp 


7903070319 Notice of violation from insp on 701204-00 

a Region 2, Atlanta, Fuel Facility b Material* Safety Branch 
79/01/04 lp 


7703070525 IE insp Repts 30-321/78-40 b 50-366/70-49 on 701204-00 
Noncompliance noted deficiencies in GA procedures b semi- 
annual surveys 

CUNNINGHAM, A L . HUFHAM, J U Region 2. Atlanta, Fuel Facility b 

Materials Safety Branch 79/01/02 4pp 


7903000533 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903150283 Ack receipt of 790215 1 tr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-321/79-01 b 
30-366/79-01 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility b Material* 

Safety Branch 79/02/26 lp 


7903130207 Respond* to NRC 790125 1 tr re violation* noted in IE Insp 
Rept* 30-321/79-01 b 30-366/79-01 Corrective actions closer 
checking of unlocked high radiation doors, callbr of neutron 
instruments & review of qualifications 
STAFFA, R W Georgia Power Co 79/02/15 3pp 


7903130289 Forwards IE Insp Repts 30-321/79-01 b 30-366/79-01 on 
790103-09 b notice of violation. 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility b Materials 

Safety Branch 79/01/23 2pp 


7903150292 Notice of violation from Insp on 790103-03 

* Region 2, Atlanta, Fuel Facility b Materials Safety Branch. 
79/01/23 2p p 


7903150297 IE Insp Rept 30-321/79-01 & 30-366/79-01 on 790103-05 
Noncompliance noted failure to keep entrance to high 
radiation area loc k ed, f a i Iut b to Label container# of 
radioactive matl b failure to callbr survey Instrument 
HOSEV, C M , GIBSDNi A, F Region 2, Atlanta, Fuel Facility b 

Materials Safety Branch 79/01/23 7pp 


7903120332 Ack receipt of 790202 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-321/70-43 b 
30-366/70-53 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/27 1 p 


7903120333 Respond* to NRC 790116 ltr re violation* noted In IE Insp 
Rept* 50-321/70-43 b. 30-366/78-33 Corrective a c t to ns; month 1 y 
reading# on prassuriied containment p enetration* were 
immediately performed 

STAFFA, R U Georgia Power Co 79/02/02 lp 


7903120387 Forward* IE Insp Repts 50-321/78-43 & 30-366/73-53 on 
781111-1213 b notice of violation 

LONG, F J Region 2, Atlanta, Reactor Operation* Nuclear Support 

□ranch 79/01/16 2pp 


7903120393 Notice of violation from Insp on 701111-1215 

« Region 2, Atlanta# Reactor Operations Nuclear Support Branch. 

79/01/16 ip 


7903120400 IE Insp fl*pfca 30-321/78-43 b 50-366/78-53 on 781111-1213 
Noncomp Manes n oted , f ai l lire to follow standing ardors 
DANCE, H C Region 2, Atlanta#' Reactor Operations Nuclear 

Support Branch 79/01/15 9pp 


79O3OBO270 Informs recipients of IE Bulletin 79-G1# "Environ 
Qualification of Class IE Equipment#" dtd 79O20B# that valve 
limit switch identified as NAMCO Modal B3CML should read 
BL3CML 

D 'REILLY# J P Region 2, Atlanta, Office of the Director 

79/02/20. 2pp 


7903130163 M* receipt of IE Insp Repts 50-321/79-02 b 30-366/79-02 
on 790114-16 No proprietary info. 

STAFFA, R. W Georgia Power Co 79/02/20, lp. 


7903130173 Forwards IE Insp Rept* 30-321/79-02 b 30-366/79-02 on 
790114-16 No noncompHenc* noted, 

KENNA, W B Region 2, Atlanta, Safeguards Branch. 79/02/06 

2pp 


7903 J 30170 IE Insp Rept* 30-321/79-02 U 50-366/79-02 on 790114-16. No 
noncomp 1 lane* noted. Major aria* Inspected: securi ty plan, 
physical berri er, 1 ight ing« access control b compensatory 
measure * , 

FUCHKO, J M 4 GILLESPIE, F.P Region 2# Atlanta, Safeguards 

Branch 79/02/06 4pp 
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DOCKET 30-3SI Edwin I Hatch Nuclear Plant. Unit 1 


7^703140320 Forward* JE Info Bulletin 79-02. "Pipe Support Base Plate 
Design* Using Concrete Expansion Anchor Bolts ” 

O'REILLY. J P Region a. Atlanta. Office- of the Director 

79/03/08 Spp 


7703210142 Fax-wards IE Bulletin 79-03. "Longitudinal Held Defects in 
A&ME 9A-312 Type 304 Stainless Steel Pipe Spools 
Manufac tured by Youngstown Welding t< Engineering Co ,J 
O'REILLYiJP Region 2# Atlanta. Office of the Director 
79/03/12 lp 


7703260072 Act receipt of 79030-6 ltr informing NRC of steps taken to 
correct violation noted in IE In*p Rept* 30-321/78-34 6 
30-366/76-42 

SUTHERLAND# J T Region E. Atlanta. Fuel Facility b Materials 

Safety Branch 79/03/14 lp 


7903260076 Responds to NRC 790306 ltr re violation noted in J£ tnsp 
Rept s 30-331/78-34 * 50-366/7B-42, Correc t i ve actions 
r«*urv*y will be conducted w/calibrated instruments, 
instruments will henceforth be checked before use 
STAFFA.R W Georgia Power Co 79/03/06 Ip 


>703270339 Ac k receipt of 790307 ltr informing NRC of steps taken to 
correct violation* noted in IE In*p Repts 50-321/79-03 & 

30- 366/79-03 

LEWIS. R C Region 3 j Atlanta# Reactor Operation* Nuclear Support 

Branch 79/03/14 lp 


7903270348 Respond* to NRC 790215 ltr re violations noted in IE ln»p 
Rept 30-321/79-03 b 90-366/79-03 Corrective actions revision 
of plant procedure to require proper notification -of 
personnel re drywell sump leakage 
STAFFA, R W Georgia Power Co 79/03/07 ip 


7903270333 Forwards IE Insp Rept-* 50-321/79-03 4 30-366/79-03 on 
790I0B-12 & notice of violation, 

LEWIS. R C Region 3. Atlanta. Reactor Operations Nuclear 

Support Branch 79/02/15 2pp 


7*703270560 Notice of violation from insp on 790109-12 

LEWIS# R, C Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 79/02/14- lp 


7903270S66 IE Insp Repts 50-321/79-03 6 50-366/79-03 on 790108-12 
None amp I lance noted failure to follow procedure* 

* Region 2, Atlanta. Office of the Director 79/02/14 Jlpp 


7903210593 Forwards IE Circular 79-04, "Loose Locking Nut on Llmi tor que 
V-alVe Operators 11 

O'REILLY# J P Region 2. Atlanta. Office of the Director 
7 9/03/16 2pp. 


>«?03050341 "Annual Operating Rept for 1970 " 
HANRY, H Georgia Power Co 79/02/23 57pp 


7903120313 Forwards "Semiannual Rspt Plant Radioactive Effluent 
Releases. " for July-Dee 1978 
KANftY. M Georgia Power Co. 79/02/23 Ip, 


7903120318 "Semiannual Rept Plant Radioactive Effluent Rel 
July-Dee 1973 

HANRY. M Georgia Power Cd- 79/02/28 S7pf 


7*703140280 Forwards monthly operating rept for Fab 1979. 
MANRY.iM Georgia Power Co 79/03/09 lp 


7*903140284 Monthly operating rept for Feb 1979 
WILSON. B Georgia Power Co 79/03/03 11 pp 


7'70ZJ2Q0400 Notifies NRC that sampling frequency for entrainment 
monitoring b impingement monitoring has been changed from 
uioakly to monthly, affective 790301 W/enel sections of 
Environ Program Description Document 
WHITHER# C F. Ge ora<- -- * “ V03/13 3pp, 


7903270352 LER 79-017/03L -0 on 790227 variations occurred in HPC t 
turbine speed during normal operation while attempting tost 
of HPC I pump rate flow Caused by turbine control loop 
failure Controls recalibrated 6 actuator replaced 
NIK.fl T Georgia Power Co 77/03/14 lp 


7903300269 Forwards LER 79-O10/O3L-O 

HANRY# M Georgia Power Co 79/03/23 lp 


7903300274 LER 79-O10/O3L-O on 790310 plant sve water not valved in U 
IB diesel generator Caused by plant sve water maint 
procedure HNP-2-6200 not specifying correct valve alignment 
Temporary procedure change made 
BAXLEY. 8 X Georgia Power Co 79/03/23 lp 


790 330023 B Forwards LER 79-014/03L-0 

HANRY, M Georgia Power Co 79/03/26 lp 


7903300247 LER 79-O19/03L-O on 790313 five input summer G31-K604 out gf 
tolerance for over 2 hours Caused by leaky transistor 
Transistor replaced 6 instrument calibrated satisfactorily 
NJX.R T Georgia Power Co 79/03/26 lp 


7903300230 Forwards LER 79-0I7/03L-1 

HANRY. M Georgia Power Co 79/03/26 Ip 


7903200235 LER 79-01 7/03L-1 on 790227 variations in speed of HPCt 
turbine occurred during test Caused by turbine control loop 
failure Controls calibrated 6 actuator determined to be 
inoperable Act-uator was replaced 
NIX# R T Georgia Power Co 79/03/26 Ip 


DOCKET 50-322 Sftoreham Nuclear Power Station 


7903050284 Forwards Shorehem-unique response to NRC questions re pool 
swell height Response establishes max pool swell height 
Response* withheld <ref 10CFR2 790) 

NCVARRO.J P Long Island Lighting Co 79/02/16 lp 


79Q315CU13 Informs that util is required to provide an Offsite Dos* 
Calculation Manual w/proposed Tech Spec* Forwards NRC 
recommendations for manual's general contents 
VARGA. 3 A Light Water Reactor* Branch 4 79/02/16 7pp 


7903160012 Discusses two issues re vibratory load*, per revaluation of 
equipment qua! i f i ca t i on for seismic b hydrodynemit loads 
Forwards request for addl info 

BOYD.R 9 Division of Project Management 79/02/23 7pp 


7903070265 Submits clarification op applicable code edition utiliitd 
for installation of piping It related components Invoked 
newer version* of A5ME Code editions, addenda b code cases 
per provisions of Section NA-1140 of ASME III Code 
NQVARRO, J F Lang Island Lighting Co 79/02/28 3pp 


7903120238 Responds to 790126 request for addl info b end summary of 
positions re Hark II issue* & current status of outstanding 
lead plant load acceptance criteria Overall Mark II generic 
acceptance criteria position was submitted 781218 
NOVARftD, J. P Long Island Lighting Co 79/03/09 8pp 


7903270043 Notification of 790319 meeting w/Mark II lead plant* to 
discus* mfchanieal & equipment quel i f ication Meeting 
cancelled 

PELTIER. 1 A Light Water Reactors Branch l 79/03/00 4pp 


7903230009 Notification of 790321 meeting in Los Gatos# CA w/ 
representative * from Mark II owners group to discus* Mark II 
LQGA k safety relief valve pool dynamic load*. 

ANDERSON, C J Containment Systems Branch 79/03/12 12pp 


7903200440 Notification of 790313 meeting w/Mark II lead plants in 
Be thesda# MD# to discuss mechanical & electrical equipment 
qual l Pica t i on 

PELTIER. 1 A Light Water Reactors Branch 1, 79/03/13 4pp 


7903390312 Request* addl info re capability of nuclear steam supply 
*ys to respond to postulated ATW9 transients W/ltr to major 
vendor* requesting info & forwarding NUREG-0460, Vol 3 W/o 
•ncl 

VASSALLD. D B Assistant Director for Light Water Reactor* 
79/03/ IS 3pp 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Hark II “ 
SOHON, L J, General Electric Co .Nuclear Energy Product* Dlv 
79/03/16 Ip 
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DOCKET 50-322 Shareham Nuclear Power Station 


7903210057 “Asymmetric LOCA Bubble Pool boundary Load For Mark II ,J 
VPPAL. I 8 General Electric Co iNuclear Energy Products IHv 
79/03/16 12p p { 


7903270466 Proposes discontinuation of Wading River fish k benthos 
sampling program since river is not unique or unusual 
ecosystem Forwards program data & analysis foT Jan 1977- 
June 1978 

NOVARRQ* J P Long Island Lighting Co 79/03/19 17pp 


7903230164 Resubmits seismic qua 1 i f i c at i an info to Include 
effects of vibratory hydrodynamic loads Scenario for cold 
shutdown & summat y of equipment listing end 
NOVARRQ* J P Long Island Lighting Co 79/03/20 22pp 


7903230166 "Qua 1 i f i ca t i on Summary of Equipment " 
* Stone U Webster* Inc 79/03/20 450pp 


79032802BB Forwards "Vent Clearing Pool Ooundary Loads for Mark II 
Plants* " presenting alternative load spec based on 
conservative application of 4T test data* rep lac ing spec 
identified in NUREG-0487 

SO BON, L J General Electric Co 79/03/20 6pp 


7703290005 Forwards proprietary copies of alternate load spec Info 
document applicable to wetwell walls* to replace info in 
NUREG-04B7 End withheld (ref 10CFR2 7901 W/affidavit 
SOB ON* L J General Electric Co * Nuclear Energy Products Div 
79/03/20 5pp 


7903150379 Forwards addl info re SER open items 2* 9 S* 20 6 confirmatory 
Issues 1*13*16 & 17 Submittal on 790313 will provide addl 
info re items 3 it Q Also forwards addl info re reactor 
rec irculation pump seal integrity 

NOVARRO, J P Long Island Lighting Co 79/03/13 34pp 


7703270313 Forwards safeguards contingency plan, to be withheld (ref 
10CFR2 790) W/affidavit 

NOVARRO* J P Long Island Lighting Co 79/03/23 2pp 


7903090343 Forwards US Court of Appeals orders d t d 781129 6 761109 
Bho-peham appeal is being held in abeyance pending issuance 
of final fuel cycle rule by NRC 
HOEFLING, R X Branch 4 79/01/31 2pp 


7903090331 Denies petitioner's Class 9 accident contention Holds in 
abeyance remainder of petition pending issuance of final 
fuel cycle rule 

FISHER * Q A U 8 Court of Appeals for District of Columbia 
Circuit 78/11/29 2p p 
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7903210318 Responds to applicant's motion for summary disposition 
Requests ASLB order re intervener 's earlier motion for 
protective order Certificate of Svc enc I 
LIKE* I Suffolk County ■ HY 79/02/22 2p p 


7903220397 Applicant's reply to Suffolk County's 790207 motion for 
.protective order Urges denial of motion as unfounded U 
urges that motion for summary -disposition be granted 
Certificate of Svc end 

WH I TTEMORE,* F C Hunton it William* 79/02/22 5pp 


7903220394 Requests that if discovery is still des i red , Suff ol k County 
should execute agreement re disclosure -of confidential info 
WHITTEMQRE* F C Hunton !< Williams 79/02/23 2pp 


79032i0309 Order re applicant's motion for summary disposition of 
second group of contentions of Suffolk County, NY ABLB order 
re first group of contentions similarly applies to this 
mot i on 

BOWERS* E 8 Atomic Safety and Licensing Board Panel 79/O3/0B 

2pp 


7903220186 Order re NRC 'a 790112 motion to compel Denies 

Suffolk County's request for protective order Directs County 
to respond to certain NRC interrogatories 

DOWERS* E 3 Atomic Safety ‘and Licensing Board Panel 79/03/09 

7pp 


7903020394 Requests info on evacuation plans for Suffolk County 
resident* in case of accident at any of 5 nearby nuclear 
plants Expresses concern re safety of inhabitants within 
prescribed |J em*r-y ency planning zona " 

ARM* Q Affiliation Unknown 79/01/03 3pp 


7903O5-Q14B Ccr fci fica-te of Svc of Amend 31 to- license application 
MORIN* J P Long Island Lighting Co 79/02/27, lp 


7903050249 Requests copies of Long Island Lighting Co'b response to NRC 
790J23 request for addl financial info 
LIKE, r RelUy, Like U Schneider 79/01/29 lp 


7903010034 Ack receipt of 790105 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 30-322/78-16 
CARLSON, R T Region 1* Philadelphia, Reactor Construction 6 

Engineering Support Branch 79/01/23 lp. 


7903010036 Respond* to NRC 7B1129 ltr re violations noted in IE Imp 
Rept 50-322/78-16 Corrective act ion: r*ln»P of manual 
shielded metal arc welds 6 protective coverings on 
iwi tchgear 

WOFFORD, A W Long Island Lighting Co 79/01/05 3pp 


7903090350 Finds petition re Class 9 accidents to he w/o merit 6 
petition claiming NRC failed to give adequate consideration 
to incremental effect of facility re nuclear fuel cycle to 
have merit Remands case to NRC for further consideration 
FISHER, G A US Court of Appeals for District of Columbia 
Circuit 76/11/09 2 pp, 


7903090111 Requests views re discovery of confidential document* J< 
whether* in light of recant protective order in another 
proceeding! access may be had w/o application to A3LD 
LIKE* I Reilly* Like 6 Schneider 79/02/06 2pp 


7903140424 Responds to NRC motions to compel responsive answers tt for 
protective order Responses dtd 701130 are adequate* 
especially at this stage Related correspondence & 

Certificate of 9vc end 

LIKE. I Suffolk County* NY 79/02/07 Qpp 


7903140429 Opposes applicant's 781210 request for summary disposfcion 
of County'* contentions 4a(vii>* (x)i 7a(li Hi >. (vi)-Wli)> 
12a(viill fc 14 Moves for protective order Summary 
disposition is premature Certificate of Svc end, 

LIKE. I Suffolk County* NY 79/02/07 0pp 


7903210219 Notes that 8AND77-1927 contains potentially relevant info re 
issue of spent nuclear fuel sabotage. Forward % copy of 790122 
unclassified transmittal memo Will forward staff assessment 
of info when available 

HOEFLING* R K Branch 4 79/02/07 2pp 


7903120434 Responds to 790129 ltr requesting info Inform* that info in 
amend to FBAR will be sent to all' parties in proceeding whan 
ava liable 

HQEFL ING* R K Branch 4 79/02/14 Ip 


7903010041 Forwards IE Imp Rept 50-322/78-16 or 70JO24-27 & notice of 
violation * 

CARL6QN* R T Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 7B/11/29, 2pp, 


7903010043 Notice of violation from insp on 781024-27 

4 Region 1, Philadelphia. Office of the Director 70/11/22 
2PP 


7903010048 IE Insp Rept 30-322/70-16 on 781024-27. None nmpl lane* noted 
nonconforming shop weld* on polar crane & failure to 
maintain switchgear cleanliness, 

TOTH* A D , DURR. J P * MCOAUQHY* R W Region 1* Philadelphia! 

Reactor Construction 6 Engineering Support Branch 70/11/22 
I6pp 


7903140027 Forwards IE Imp Rept 30-322/79-01 on 790109-12 No 
noncompliance noted 

BRUNNER. E J, Region I* Ph i lad e Iph la* Reactor Operations Nuclear 

Support Branch, 79/01/26 2pp 


7903140033 IE Insp Rapt 30 “3 22/ 7 9- 01 on 790109-12. No noncompliance 
noted, Major areas inspected preepera Lionel test program 
review* implementation it plant tour Attended onsite NRC 
caseload forecast panel meeting 

DR IOOSf C E , MCCABE, E C Region 1, Philadelphia* Reactor 

Operations Nuclear Support Branch TOTH. A Ragion 1 j 
P hiladelphia* Office of the Director 79/01/20 4pp 


7903030336 Forwards IE info Notice 79-03* "Llmi torque Valve Caere-d 
Limit Switch Lubricant, 1 ' 

GRIER. B H. Region 1* Philadelphia* Office of the Director. 
79/02/09 lp 


7903080410 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features. " 

GRIER. B H Region 1* Philadelphia* Office of the Director. 
79/02/16. 2pp 
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7903090456: Inform* recipients of IE Bulletin 79-01, ‘■Environ 
Quel if 1 cation of Class IE Equi pment, “ dtd 790209, that valve 
Unit switch identified a* NAM CO Model 83CML thould read 
BU3CML 

ORlEfi, B H Region 1. Ph iiad • Iphia, Office of the Director 
79/02/27 ip 


790329-0016 Forward* preservice imp program procedure* B0AO467 Revision 
4 1 BOA 0470 Revision 1, 0OAO4BO Revision 1.B0A0474 Revision 1, 

00 AO 4 67 Rev i son* 3 b 4 

NOVAS RQ, J P Long Island Lighting Co 79/03/13 lp 


7903290017 "Ultraionic Elimination Procedure* for Cloture Head it Flange 
Uelds 

* Long Island Lighting Co 70/10/30 26pp 


79-0327O2B6 In order to complete scheduled mod*, requests extension of 
completion date of const permit CPPR-39 to 790630 f< 
completion date of const permit CPFR-69 to B00229 
CRANE. P A Pacific Qas U Electric Co 79/03/21 2 pp 


7903060433 Due to delag* in mfg. fire dampers cannot be installed before 
plant operation Area adjacent to switchgear room u/ 
ventilation ducts is posted "No Storage” & will bo insp 
daily 

CRANE. P A Pacific Qas l< Electric Co 79/02/26 lp 


7903190320 Forwards emergency operating procedure DP-4i OP-5, ?< QP-)5 
w/rewritten warnings re possibility of ATWS event & 
instructions for operator action* to mitigate ATWB affects 
CRANEpP A Pacific Qas L Electric Co 79/03/09 ip 


7903290018 "Automated Ultrasonic Examination Procedures for Reactor 
Vessel Nofxle Weld* ” 

* Long Island Lighting Co 7B/11/0-3 33pp 


7903290020 "Automated Ultrasonic Examination Procedures for Reactor 
Vessel Welds r 

« Long Island Lighting Co 70/11/03 29pp 


7903290021 "Ultrasonic Examination Procedure* for Closure Head it Flange 
Welds " 

* Long Island Lighting Co 78/10/30 26pp 


7903200310 Aek receipt of 701127 Ifcr & interim rept re safety relief 
valve tys -design deficiency NftC will evaluate rept 
CARL&QN, R T Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 79/01/26 lp 


7903200322 Updates status of corrective actions re deficiency in design 
of safety relief valve ays Safety relief valve load 
assessment will be completed in March 1979, final rept will 
be submitted by 790901 

NOVARRO.J P Long Island Lighting Co 70/11/27 2pp 


DOCKET 30-323 Diablo Canyon Nuclear Power Plant, Unit 2 


7903030350 Forward* responses to Questions 220 1 through 220 6 from NRC 
700723 ltr Requests certain data be withheld 
Iref 10CFR2 790) 

CRANE, P A Pacific Gas Sc Electric Co 7B/12/27 40pp 


7903050303 Forward? addl mail ra fault current protection for 
containment electrical penetration* in response to NRC 
701010 ltr 

CRANE. P. A Pacific Gas L Electric Co 79/02/26 123pp 


7903130333 Forward* info re tests of molded circuit breaker*, 
ventilation control logic cabinet fan cooler controller*, 
to permit continuation of Teview of seismic reteiting of 
Class IE electrical equipment 

CRANE, P. A Pacific Os* & Electric Co 79/03/01 Bpp 


7903270592 Forwards NUREG-0323, "Summary of Operating Experience 
w/Rs-clrcu lating Steam Generators , u which focuss* on recent 
problems w/d«gTarfat ion Believes continued plant operation 
doe* not constitute undue risk 

E3BENHUT, D 9 Assistant Director for System* & Project* 
79/03/02. 3pp 


7903190323 Emergency operating procedure* OP-4, OP-3 & OP -15 covering 
loss -of electlcal power, reactor trip St loss of feedwater 
f low 

ft Pacific Oas L Electric Co 79/03/02 llpp 


7903290104 Forwards safeguards contingency plan Withheld 
< ref 10CFR2 790> 

CRANE, P A Pacific Oas 8 t Electric Co 79/03/23 ip 


7903070440 Forwards joint interveners' request for directed 
certification, wfitch was not served on ASLAB chairman it 
members by 701231 filing detB 
BTEELE.M Fie i scha ker, D 6 79/01/03 lp 


7903070446 Addl typographical correction to 790104 joint intervenin' 
request for directed certification 
FLEJBCNAKER. D S Flei schaker, D 8 79/01/03 lp 


7903140619 Expresses concerns for earthquake 6 waste disposal ppabirai 
Feels sufficient safeguards are lacking 
LEE, D Affiliation Unknown 79/01/06 2 pp 


7903140623 Believes granting license would increase cancer 8 t deforalty 
cases Points to lack of solution to nuclear waste problem 
Urges return to simpler life of conservation h safe use of 
energy 

ADA M3, E Affiliation Unknown 79/02/07 lp 


7903140627 Relieve* health L safety of CA will be endangered if litinti 
is granted Notes numerous mishaps in nuclear Industry 
Opposes granting of license 

OPALACH, D Affiliation Unknown 79/02/09 lp 


7903140629 Expresses concern for location of plant on Hosgri earthquili 
fault Doe* not consider this prudent. Urges Board to 
demonstrate responsibility to public health h safety by 
closing plant 

CHAR LICK, J Affiliation Unknown 79/02/07 lp 


79Q30305-B7 Correct* suppl to joint intervenors' request for directid 
certification, delivered to Board 790110 Changes last 
sentence, 

FLE ISC MAKER, D 8 Flelscheker, D S 79/01/13 lp. 


7903090033 Forward* proposed subpoenas for M Trifunac *< E Luca as pit 
ALAD-319 Certificate of Svc end. 

FLEIBCKAKER, D S Flelschaker, D 8 PHILLIPS, J R , KR 1ST0VICH. 8 , 
Center for Law In the Public Interest 79/01/26 3pp 


7903130309 Responds to questions from NRC re natural circulation boron 
mixing test procedure, confirmation of fire water tank piping 
design cr 1 teria, faul t current protection for containment, it 
electrical penetrations 

CRANE, P, A, Pacific Oas & Electric Co 79/03/07 Spp 


7903160243 Forward* Addendum 2 to Wyle Lab t«*t rept 
of Bafety-Helated Electrical Equipment " Request* 
acknowledgment of receipt, 

CRANE, P A Pacific Get it Electric Co 79/03/09 


"Seismic Testing 


lp, 


7903090 1 36 Request* Issuance of subpoena to C Hall for testimony re 
seismic Issues Proposed subpoena b Certificate of Svc end 
FLEI 8 NAKER.D 3 Fleischaker, D B PHILLIPS, J R , KRIBTOVICH.S 
Center for Law in the Public Interest 79/01/30 3 pp 


7903050004 Opposes commissioning of facility Insists it must be able le 
withstand max earthquake at sit* Suggests evaluation of 
non-nuclear alternative Doubts need for extra generating 
capacity, 

BOWMAN, D M. Affiliation Unknown. 79/02/01 lp 


7903160245 Addendum 2 to Wyle Lab test rept "Seismic Testing of Bafetu- 
Related Electrical Equipment 11 

GOAD, L F, , BHIPWAYiQ n A, *~ “ '“'■ctric c* 


7903030005 Want* facility stopped now Find* it dangerous 
BURGESS. D Affiliation Unknown 79/02/01 lp 


'903050006 Urge* facility be denied operating license 
FERN, S Affiliation Unknown 79/02/03 lp 


'903030000 UTges denial of license to fad 11 ty, since it is built en s 
fault line in an area prone to tremors 
HARROW, 0 Affiliation Unknown 79/01/27 lp 
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79-03030009 Believes fission power is a mistake Operating permit should 
have been obtained prior to const Forwards own statement on 
participation in 780806 demonstration against facility Cites 
Nuremberg principle 

DENNEEN, W Affiliation Unknown 79/02/13 3pp 


7903030236 Forwards consultant's rept re impact force on Puel assembly 
spacer grids, caused by asymmetric loads during blowdown 
following a LOCA Grids may be more sensitive to core plant 
motion than originally believed 
GODDARD* R J Branch 2 7B/09/19 3pp 
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7903260082 IE Imp Rept S0-323/7B-17 on 78121 0-21 No none omp 1 i anc e 
noted Major areas Inspected previous inap f i nd i ng s . em«rg enty 
p roc edur es, rad 1 a t ten protection a taf f ing, r esp 1 rator y 
concerns. 10CFR SNM license requirement* 

NORTH. H S . FISH.R F . BOOK- H E Region 5. San Francisco. Fuel 

Facility & Materials Safety Branch 79/02/21 6pp 


7903140363 Inform* recipients of IE Bulletin 79-QJ i “Environ 
Qua l if icat ion of Class IE equipment.' 1 dtd 790200. that valve 
limit switch identified as NAM CO Model S3CML should read 
SL3CML 

ENGEL KEN. R H Region 5. San Francisco. Office of the Director 
79/02/27 ip 


7903 1 40342 Corrects typographical erroT in 790202 answer* tn NRC first 
set of suppl interrogatories 

HE18S.R L Pacific Gas fc Electric Co 79/02/06 lp 


7903300972 Requests qualification of test data be established to NRC 
satisfaction prior to first refueling outage re environ 
qualification of power cable 

CRANE* P A Pacific Gas & Electric Co 79/02/19 Ip 


7903220203 Urges plant not be opened. based an seismic evidence & recent 
criticism of Rasmussen Rept 

CAMPBELL. T Affiliation Unknown 79/02/23 lp 


7903220222 Urges that Diablo Canyon not be opened fc that const 
be stopped at San Ortofre 

BYERS. A Affiliation Unknown 79/02/22 ip 


7903220240 Opposes opening of plant because of seismic & waste disposal 
problems 

HOLLINGBHEAD. S Aff il i at i on Unknown 79/03/07 Ip 


7903220232 Opposes opening of plant because of risks including natural 
d i sas ter. sabotage & waste disposal 
KOENIG . J Affiliation Unknown 79/02/26 lp 


7903220234 Urges NRC stop plant const 

GROSSMAN, J Affiliation Unknown 79/02/20 lp 


7903220239 Requests NRC stop opening of Diablo Canyon & stop constr 
at San Qnofre on basis of unresolved safety question* 

OLSEN, P Affiliation Unknown 79/02/23 lp 


7903140421 Requests prompt submittal of NRC documentation on ATUS so 
generic safety issue may be resolved 

DOWERS, E 8 Atomic Safety and Licensing Ooard Panel 79/02/26 
2PP 


79Q319095B Forwards NRC motion to receive affidavits of DP Allison i 
AC Thadani re status of ATWS * NUREG-0460* Vo 1 3, into 
evidence Related document* end Completes NRC submittal re 
generic items 

KETCHEN.E 0 Qranch 4 79/03/02 2pp 


7703190964 Motion to receive affidavit of DP Allison U AC Thadani re 
status of ATW3, b NURCG-0460, Vol 3. into evidence Affidavit It 
NUREG end 

KETCHEN, E G Branch 4 79/03/02 10pp 


7903140903 States that IE Bulletin 79-01, “Environ Qualification of 
Class IE Equipment <corr action ) “ was issued to listed 
licensees in Reg ion 9 

a Region 3, Ban Francisco, Office of the Director 79/02/27 lp 


7903150063 Forwards IE Bulletin 79-02, “Pipe Support Base Plate Design 
Using Concrete Espansion Anchor Dolts " 

ENGELKEN, R H Region 5, Saji Francisco. Office of tha Director 
79/03/00 ip 


7903190406 Forwards IE Bulletin 79-03. “Longitudinal Weld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

ENGELKEN. R H Region 3. San Francisco, Office of the Director 
79/03/12 lp 


7903260317 Forwards IE Circular 79-05, “Moisture Leakage in Stranded 
Wire Conductor* " 

ENGELKEN, R H Region 3, San Francisco, Office of the Director 

79/03/20 I p 


7903050244 Informs of mafcl test results one length of iron failed bend 
test €< supplier removed from approved list W/o end 
CRANE, P A Pacific Oa» * Electric Co 79/01/31 lp 


7903220039 During flushing of piping »ys. facility cantTol tank was 
inadvertently overpressur t zed Forwards program to be 
followed if insp reveals vessel integrity indications 
unacceptable to ASME Code 

CRANE, P A Pacific Gas & Electric Co 79/02/09 2pp 


7903090070 Ac k receipt of 790131 1 tT which provided a final rept par 
10CFR5O 33(e) re motl c er t i f ica ti on s 

ENGELKEN, R H Region 5, 0an Francisco, Office of the Director 
79/02/12 lp 


7903070002 Transcript of 790212 hearing in Avila Beach, CA Pp 9266-9377 
& 937B-9462 (in-camera tetiion net Included) 

BOWERS, E . MARTIN, W □ , BRIGHT, 0 O Atomic Safety and Licensing 
Board Panel /9/02/12 I12pp 


7903060008 Transcript of 790213 hearing in Avila Beach, CA Pp 9463-9717. 
DQUER8, E , MARTIN, W E , BRIGHT. 0 □ Atomic Safety and Licensing 
Board Panel. 79/02/13 233pp 


7903070006 Transcript of 790214 hearing in Avila Beach, CA Pp 9710-9939 
DOWERS, E ( , MARTIN, W E , BRIGHT, O O Atomic Safety and Licencing 
Board Panel 79/02/14 222pp 


7903190541 Moves that ASLB receive NRC radon testimony, inc lud ing 
Parkin* record, into evidence Perkins record Certificate of 
8vc encl 

KETCHEN, E 0 Branch 4 79/03/03 900pp 


/9O3O0O323 Tramcrlpt of 790213 hearing in Avila Beach, CA Pp 9,940- 

10 , 102 . 

BOWENS, E S r MARTIN, W E , DR IGHTY, G. 0 Atomic Safety and Licensing 
Board Panel 79/02/15 240pp 


7903190064 Forwards IE Insp Rept* 30-275/79-01 * 30-323/79-01 on 
790122-0201 No noncomp 1 i anc e noted 

SPENCER. G 0 Region 3, San Francisco. Reactor Construction * 

Engineering Support Branch 79/02/09 2pp 


7903190071 IE Insp Repts 5Q-273//9-01 k 90-323/79-01 on 790122-0201 
tioncompl lance noted Major area* inspected license action an 
previous find ing*, elec trical h instrumentation work 
observation & record review of seismic trip sys 

KIR8CH, D F , HUTSON, T W , HAYNES, R C Region 3, San Francisco 

Re-actor Construction It Engineering Support Branch 79/02/08 
UPP 


7903190910 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* " 

ENGELKEN, R H Region 9, San .Franc i*co, Office of the Director 
79/02/16 Ip 


7903260064 Forward* IE Insp Rept 30-323/78-17 on 701210-21 No 
noncomp 1 lance noted 

BOOK, H E Region 9, Qan Francisco, Fuel Facility tc Materials 

Safety Branch 79/02/21 2pp 
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DOCKET 50-024 Brunswick 5 team Electric Plant, Unit 2 


7903140030 Notification of 790309 meeting w/Carolino Power h Light Co 
in 8* theida . MD re itatu* of firs protection mod *, inc 1 ud ing 
design detail it imp 1 ©mentation schedule for facility. 

HAHN ON i J N Operating Reactor* Branch 3 79/03/01 Ip 


7903000323 Requests amend to Licenses DPR-62 t* DPft-71 re fire 
protection plan Class I £ I I amend fee inc 1 
UTLEY, E E Carolina Power S« Light Co 79/03/04 3PP 


7903190243 Forwards info re status of fire protection mod requested by 
HRC for issuance of reload License amend for startup 
Provides review of nods that will 4 will not be completed 
prior to startup h modified Tech Spec pages 
MCDUFFIE) h A Carolina Power 4 Light Co 79/03/15 I02pp 


7903280294 Forwards addl clarifying info re acceptance tests on remote 
shutdown mods 4 loading dock fire doors 
UTLEY, E E. Carolina Power U Light Co 79/03/22 3pp 


7903270501 Forwards contingency plans, to be withheld (ref 10CFR2 790) 
UTLEY, E E Carolina Power U Light Co 79/03/23 2pp 


7903140222 Forwards revised versions Entry-Control Sys Handbook. 
SAND77-1033J Intrusion Detection Sys Handbook, 8AND76-0554i 4 
Barrier Penetration Database. NllREG/CR-OlGl W/o end 
MILLER, J R Division of Operating Reactors 79/01/09 2pp 


7903030173 Forwards mad to “Review 4 Acceptance of Spent Fuel Storage 
4 Handling Application" provided on 7S0414 Involve* pages 
IV-S 4« IV-6 w/modified rationale 4 corrections 
GRJNEB# B K Assistant Director for Engineers 4 Projects 
79/01/10 4pp 


7903010295 Forwards NEDD-21S05, "Mark I Containment Program. Downc oner 
Reduced Eubmergenc e , Func t i ona 1 Assessment Rept " 

SDBGN, L J General Electric Co ,NucIe*T Energy Product* Div 
79/02/01 lp 


7903200036 Forwards Amend 21 to License DPR-71, Amend 45 to DFR-62 
notice of issuance 4 availability 

IPPOLITD, T A Operating Reactors Branch 3 79/02/23 3pp 


7903200040 Amend 21 to License DPR-71 4 Amend 45 to DPR-62 
incorporating current physical security plan Into license 
IPP0L17D, T A Operating Reactors Branch 3 79/02/23 4pp 


7903200042 Notice of issuance of Amend 21 4 45 to Licenses DPR-7 
DPR -62, respectively 

IPPDLITO, T A Operating Reactors Branch 3 79/02/23 Sp-p 


7903140213 Forwards proprietary rept NEDE-23545-P, "Mark I Contalna 
Program, Suppre* i i on Pool Ewell Test Program, LDR Load Test- 
Generic Sensitivity " W/affidsvit for proprietary statu* 

Rept withheld (ref 10CFR2 790) 

8QB0N. L J General Electric Co .Nuclear Energy Product* Div 
79/02/24 5pp 


7903220302 Forward* request for addl info for suppl to fire protet 
SER re Amends 11 4 37 to Licenses DPR-71 4 DPR-42, 
respectively Heeds to resolve question* prior to return to 
poorer operation after refurling outages 

IPPCLITO, T A Operating Reactors Branch 3 79/02/2 7 5pp 


7903230011 " SER of Interim Assessments of MS1V Actuations iti ftark 
Containment Plants " 

* Assistant Director Far Engineers 4 Projects 79/02/27 I 


7903230093 Forward* safety evaluation rapt on interim assessments 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark 1 BWR facilities 
is acceptable subj to corrective actions 

GRIMES. 0 H Division of Operating Reactors 79/02/27 Ip 


7903070256 Forwards Jan 1979 Mark I containment program activity 
review List* nestings held 4 provides brief ta*k-by-task 
summary 

80BQN, L J General Electric Co .Nuclear Energy Products Div 
79/02/23, Ltpp 


7903010310 "Mark I Containment Program, Downc omer Reduced Submergence, 
Functional Assessment Rept " 

HQNOcK H General Electric Co ^Nuclear Energy Products Div 
NEDO-21833. 70/04/30 45pp 


7903020216 Notification of 790214-15 meeting in Oethesda,MD, 
w/representative of Mark I owners group to discus* 
implementation & resolution of Mark I long-term program 4 
pool swell pressure load definition techniques 

ORIMES^C Assistant Director for Engineers 4 Projects 79/02/04 

If 


7903120012 Requests proposed change to Tech Specs deleting option "or 
take the action required by Table 3 3 1-1 (and 3 3 2-11“ in 
Spec 3 3 I, to prevent improper actions in event of 
inoperable channels 

IPFOLITO, T A Operating Reactors Branch 3 79/02/12 i7pp 


7903000526 Forwards Amend 20 to DFR-71 4 AmBnd 44 to EJPR-62, safety 
•valuation 4 notice of issuance 

IPPOLITDiT A Operating fteactots Branch 3 79/02/14 2pp 


7903000530 Amend 20 to DFR-71 changing Tech Spec* re containment 
atmosphere control standby gas treatment sys 

IPFOLITO, T A Operating Reactors Branch 3 79/02/14 Spp 


7903080534 Amend 44 to DPR-62 changing Tech Specs ra conta injnenfc 
atmosphere -control standby gas treatment sys 

IPP0L1TQ, T- A Operating Reactors Branch 3 79/02/14 5pp. 


7903080538 Safety evaluation supporting Amends 20 4 44 to Licenses 
DPR-71 4 65, respectively 

* Office of Nuclear Reactor Regulation 79/02/14 3pp 


7903000540 Notice of issuance of Amend 20 to DPR-71 4 Amend 44 to 
DPR -62 operating licenses 

IPPDLlTO, T A Operating Reactors Branch 3 79/02/14 2pp 


7903010061 Forward* safety evaluation of interin assessment of 
multiple-consecutive safety relief valv* actuation*. 6 
sample 1 1 r 

EISENHUTi D Q. Assistant Director for Systems 4 Projects 
79/05/15 5pp. 


7903010070 "Safety Evaluation Rept of Interim Assessments of Kultlpl 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants. " Ail plants are in conformance w/ 
acceptance rpi^»' 1 ' 


7903120459 Provides summary Of 790213 meeting in Bethe*da,MD w/ 
representatives of Mark I owner's group program committee to 
discuss generic {lark I program re safety relief valve load* 
W/ancl attendee* list & meeting handouts 
8J,T M Containment Systems Branch 79/03/01 !6pp 


7903200203 Forwards pinpased staff position for Mark I long-term 
program implementation schedules 

EISENHUTfD G Assistant Director for Systems Sc Projects 
79/03/01 4pp. 


7903200304 Directs recipients to send end sample Itrs to BUR W 
facilities requesting schedules 4 commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices 6 licensing Pees for long-term program 
GRIMES, B Assist-ant Director for Engineer* 6 Projects 

79/03/01 Bpp 


7903080306 Forwards suppl info re onsite emergency power sys degr 
grid voltage mods 

UTLEY, E E Carolina Power 4 Light Co 79/03/06 16pp 


7903270090 Discusses status of Mark I containment long-term progr 
Requests schedule showing time periods for installation of 
specific plant muds Discusses safety relief valve discharge 
device installation 8< forward* staff evaluation 
STELLO, U Division of Operating Reactors 79/03/12 I7pp 


7903190205 Responds to 781221 request for addl info re startup ph 
test* Describe* test to be performed following refueling 
outages 

UTLEY, E E Carolina Power & Light Co 79/03/16 7pp 


7903230174 Forwards WEDO-24 179, "Supp 1 Reload Licensing Submittal, 
Revision I. 

UTLEY, E E Carolina Power *< Light Co 79/03/21 Bpp 


7903230170 "Suppl Reload Licensing Bubmi ttal. Reload 2 
(Recirculation Pump Trip Feature)," Revision 1 
EftVJN, A M . BRUGGE, R 0, Carolina Power L Light Co N£DEJ-E4fc 
79/03/01 44pp 


7902280090 Forwards IE Info Notice 79-01, "Bergen-Paterson Hydrat 
Shock * Sway Arrestors (HBSA) " 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/02/05 3p p 


ojeda 79/02/13 JOpp 
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DOCKETED SERIES 

DOCKET 50-324 Brunswick Steam Electric Plant. Unit 2 7903190184 L 


.Efl 79-0O9/O3L-D on 790207 Be r gen-Pat e rson snubber 
2E41-61SS99 had 1 atu fluid level Caused by leaking seal Seal 
was replaced 

TOLLISDN, A C Carolina Power It Light Co 79/03/OB 2pp 


7903200430 Forwards LER 79-007/01 T-0 
FURR. 3 J Carolina Power it Light Co 


79/03713 


*P 


7903200444 LER 79-007/D1T-0 on 790227 during reactor annulus 
pressuriiation analysis. pipe whip restraint in each unit did 
not conform Caused by improper design of restraint Architect 
U owner will design aridl restraint 

TOLL ISON. A C Carolina Power 6 Light Co 79/03/13 Ip 


7903230147 Forwards LER 79-O12/03L-0 
FURR, 0 if Carolina Power i< Light Co 


IP 


7903050393 Responds to IE Bulletin 7B-14, "Deterioration of Buna-N 
Components in ASCO Solenoid " Seven year recommended life 
for presently mservice Buna-N matl investigated Schedule 
for replacement of all Buna-N components developed 
UTLEY, £ E Carolina Power t< Light Co 79/02/02 3pp 


7903200171 Forwards IE insp Rept 50-324/79-03 on 790116-19 
No noncomp 1 lance noted 

KENNA.W B Region 2, Atlanta. Safeguard^ Branch 79/02/12 2pp 


7903200177 IE Insp Rept 50-324//9-03 on 790116-19 No noncompliance 
noted Major areas inspected facility organ i z a 1 1 on. sh i p p ing & 
receiving, storage h internal control, inventory . records. rept 
U mg t of matl control sys 

HODGES. J W . WILLIAMS. G H Region 2. Atlanta. Safeguards 

Branch 79/02/05 3pp 


79032B0053 Forwards IE insp Rept* 50-324/79-01 & 50-325/79-01 on 
790109-12 No noncompliance noted 

LEUI8.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/14 2pp 


7903280059 IE Insp Repts 30-324/79-01 b 50-325/79-01 on 790109-12 Ho 
noncompliance noted Major areas inspected refuel shutdown 
planning, annua 1 emergency plan drill. plant touT.LER review. 

IE circular & bulletin review 

RILEY. D W , DYER. J A , DANCE, H C Region 2. Atlanta, Reactor 

Operations Nuclear Support Branch 79/02/14 4pp 


79030B0539 Forwards IC Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


79030B0256 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 63CML should read 
EL3CML 

O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/02/20 2pp 


7903140465 forwards IF Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

D 'REILLY, J P Region 2. Atlanta, Office of the Director 
79/O3/0B 2pp 


7903210119 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding it Engineering Co " 

O'REILLYid P Region 2, Atlanta, Office of the Director 
79/03/12 2pf 


7703210568 Forwards IE Circular 79-04, "Loose Locking Nut on Limi torque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903090204 Forwards "Semiannual tnvil on *< Effluent Rept" for Jul-Dec 
1970 

FURR, B J Carolina Power & Light Co 79/03/01 lp 


7903090207 "Semiannual Environ it Effluent Rept" for Jul-Dec 1979 
* Carolina Power it Light Co 70/12/31 lUpp 


7903190297 Forwards monthly operating rept for F“eb 1979 
FURR, B J Carolina Power it Light Co 79/03/09 lp 


7903190269 Monthly operating rept for Feb 1979 

WJLLIB, E Carolina Power it Light Co 79/03/01 9pp 


7903070308 Forwards LER 79-003/03L-0 

FURR, B J Carolina Power 6 Light Co 79/02/27 Ip 


7903070313 LER 79-G03/Q3L-0 an 790130 reactor scrammed on average power 
range monitor high flux Caused by stem-disc separating, 
causing a momentary pressure spike Repairs to appropriate 
valve utill be made 

TOLL 1 BON, A C Carolina Power & Light Co 79/02/27 Ip 


7903200167 Reportable event on 790227 feedwater pipe whip restraint was 
installed incorrectly on Line A Condition should not cause 
damage to drywell liner Measures for a permanent solution 
are being investigated 

T0LL380N.A C Carolina Power & Light Co 79/02/27 2pp, 


79031 901 01 Forwards LER 79-009/03L-0 
FURRfB. J Carolina Power & Light Ca 


7903230179 LER 79-012/D3L-D on 790219 Bnubbar 2-El 1 -B9BS480 was fully 
extended Caused by loose pipe clamp Snubber & clamp wore 
repositioned & bolted into place 

TDLLISON.A C Caroline Power t, Light Co 79/03/13 lp 


7903270451 LER 79-013/03L-0 on 790220 after m» i n t , C a 1 i br on suppression 
pool level transmitter CAC-LT-2601 found to- be 1/2 inch 
below sppe Caused by transmitter being out of calibr 
Instrument recalibr 

TQLLISDN,A C Carolina Power 6 Light Co 79/03/21 2pp 


7903270532 LER 78-072/O3X-O on 781101 during rod block monitor periodic 
testrChannel A found out of calibr Caused by setpoint drift 
Monitor reeal i br 

« Carolina Power U Light Co 79/03/21 Ip 


7903230035 Forwards Federal Register notice amending 10CFR73 53i 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat-dawn scorches until 790301 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903060330 Responds to 790221 request for addl design details re fire 
protection mods per E3ER Section 3 1 Forwards info on fire 
retardant coating, remote shutdown, barr i ere, communications, 
battery room cables fc water damage protection. 

UTLEY, E E Carolina Power it Light Co. 79/03/01 9pp 


7903160030 Notification of 790309 meeting w/Carolina Power V Light Co 
in Oethesda.HD re status of fire protection mod s» Inc 1 ud ipg 
design detail it implementation schedule for facility 
HANNON. J N Operating Reactors Branch 3 79/03/01 lp 


7903080213 Identifies mod %, disc ussed in NRC fire protection SER» that 
will not be completed by 79040B startup date Provides 
reasons for delays & projected completion dates W/encl mods 
lists 

UTLEV^EE. Carolina Power fc Light Co 79/03/07 0pp, 


7903190263 Forwards info t« status of fire protection mod requested by 
NRC for issuance of reload license amend for startup 
Provides review of mods that will b will not be completed 
prior to startup U modified Tech Spec pages 
MCDUFFIE, M A Carolina Power L Light Co 79/03/15, 102pp 


7903200286 Forwards addl clarifying info re acceptance tests on remote 
shutdown mods i, loading dock fire doors 
UTLEY, E E Carolina Power & Light Co 79/03/22 3pp, 


7903270444 Forwards LER 79-013/031.-0 

FURR, B J Carolina Power * Light Co 79/03/21 lp 


790327052B Forwards LER 7B-072/03X-0 

Fi/RR.B J Carolina Power it Light Co 79/03/21, lp 


DOCKET 50-325 Brunswick Steam Electric Plant, Unit l 


7903070375 Certain required info re fire protection found to be 
missing NRC must review design details in order to judge 
acceptability U resolve discrepancies prior to returning 
facility to p ouJDr operation after 1979 refueling outages, 
IPPOLITO, T A Operating Reactors Branch 3 79/02/21 3pp 


7903080320 Requests amend to Licenses DPR-62 * DPR-71 re fire 
protection plan, Class I tr II amend fee end, 

UTLEY, E E Carolina Power * Light C o- 79/03/06 3PP 


79/03/00 lp 
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DOCKET 30-329 Brunswick 'Steam Electric Plant* Unit I 


790327-0501 Forward* contingency plans* to be withheld (ref JQCFR2 790) 
UTLEY, E E Carolina Power * Light Co 79/03/23 2pp 


9903140222 Forward* revised version* Entr u -Cantro 1 Sys Handbook, 
8AND77-1033* Intrus ion Detection Sys Han d b a ok* BAND76-0554J t 
Barrier Penetration Database* NUREC/CR-0161 W/o end 
MILLER* J R Division q ) Operating Reactors 79/01/09 2pp 


7903080173 Forwards mod to "Review U Acceptance of Spent Fuel Storage 
t* Handling Application" provided on 7Q04J4 Involves pages 
IV-5 & IV-6 ui/modafied rationale 6 correction* 

GRIMES, 8 K Assistant Director for Engineers & Projects 
79/01/18 4pp 


7903010295 Forwards NEDO-21BB5, "Hark I Containment Pr o gram. Downcomer 
Reduced Submerg ence* Functional Assessment f?e?t '* 

SOBDN, L . J General Electric Co .Nuclear Energy Products Div 
79/02/01 Ip 


7903010310 "Hark I Containment Program, Dawn ecru er Reduced Submergence, 
Functional Assessment Rept " 

WONO* K W General Electric Co , Nuclear Energy Products Oiv 
NEDQ-2 1699 73/06/30 45pp 


7903020218 Notification of 790214-15 meeting in Betheida.MD, 
w/rapr esentafcive of Mari l owners group to discuss 
implementation & resolution of Mark 1 long-tern program & 
pool swell pressure loa-d definition techniques 

OR IKES, C Assistant Director for Engineers t Projects 79/02/0 6 

IP 


7903120012 Requests proposed change to Tech 8pec* deleting option "or 
take the action required by Tab l e 3 3 1-1 land 3,3 2-1)*' in 
Spec 3 3 i»to prevent improper action* in event of 
inoperable channel* 

IPPDLlTOi T A Operating Reactors Branch 3 79/02/12 I7pp 


7903080526 Forward* Amend 20 to DPR-71 h Amend 44 to DPR-62, saf b ty 
evaluation b notice of issuance 

IPPOUTOrT A Operating Reactor* Branch 3 79/02/14 2pp 


7903080530 Amend 20 to DPR-71 changing Tech Spec* re containment 
atmosphere control standby gas treatment ays 

IPPOLITO, T A Operating Reactor* Branch 3 79/02/14 5pp 


7903080534 Amend 44 to DPR-62 changing Tech Specs re containment 
atmosphere control standby gai treatment sys 

IPFCL 1TQ, T A Operating Reactor* Branch 3 79/02/14 5pp 


79030B053B Safety evaluation supporting Abends 20 4< 44 to Licenses 
DPR-71 fa 62, respectively 

« Office of Nuclear Raattor Regulation 79/02/14 3pp. 


7903000340 Notice of issuance of Amend 20 to DPR-7! h Amend 44 to 
DPR-62 operating licenses 

IPPOLITO, T. A Operating Reactors Branch 3 79/02/14 ?pp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations. ?< 
sample Itr 

ElBEtfHUT'D 0 Assittant Director for System* L Projects 
79/02/15. 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessment* of Multiple- 
Ccmsscutive Safety Relief Valve Actuations in Mark I 
Containment Plants v All plants are in conformance w/ 
acceptance criteria 

* Assistant Director for Systems 6 Project*. 79/02/15 tOpp 


7903200036 Forwards Amend 21 to License DPR-71* Amend 45 to DPR-62 it 
notice of issuance U availability 

IPPOLITO, T A Operating Reactors Branch 3 79/02/23 3pp 


7903200040 Amend 21 to License DPR-71 & Amend 43 ta DPJt-62 
incorporating current physical security plan into license 
IPPOLITO, T A Operating Reactor* Branch 3 79/02/23 4pp 


7903200042 Notice of issuance of Amend 21 & 45 to Licenses DPR-71 fc 
DPR “62* respectively 

IPPOLITO* T A Operating Reactor* Branch 3 79/02/23 2pp 


7903160213 Forwards proprietary rept NEDE-23543-P, "Mark 1 Containment 
program* Suppression Pool 8w»ll Test ProgramiLDR Load Test- 
Oeneric Sensitivity " WTePfidavit for proprietary status 
Rept withheld «ref 10CFR2 790) 

90BQN, L J General Electric Co j N uclear Energy Products Div 
79/02/26 5pp 


7903320302 Forwards request for addl info for suppl to fire protectJc-n 
SER re Amends |i tr 37 to Licenses DPR-7i It DPR-62, 
respectively Needs to resolve questions prior to return to 
powfr operation after tefueling outages 

IPPOLITO, T A Operating Reactors Branch 3 79/02/27 3pp 


7903230011 "SEA of Interim Assessments of MBJV Actuations in Mark l 
Containment Plants 14 

* Assistant Director for Engineers It Projects 7 9/02/27 I ?p p 


7953230063 Forwards safety evaluation rept on interim assessment* of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Hark 1 BUR facilities 
Is acceptable subj to corrective action* 

GRIHES.B K Division of Operating Reactors 79/02/27 ip 


7903070256 Forwards Jan 1979 Hark I containment program activity 
review Lists meetings held l< provides brief task-by- tas & 
summary 

BOB OR i L J General Electric Co iNuclear Energy Products Div 

79/02/28 llpp 

7903 1204 5 9 Provides summary of 790213 meeting m Bethesda. liD w/ 
representatives of Mark I owner's group pi ogram committee to 
discuss generic Hark I pi og ram re safety relief valve load* 
W/enc I attendees list t* meeting handouts 

SU# T M Containment Systems Branch 79/03/01 I6pp 


7903200263 Forwards pi oposed staff position for Mark I long-term 
program implementation schedules 

EI5EMHUT.D G Assistant Director for 9ystems ?< Projects 

79/53/01 4pp 


7903200304 Dtiects veclpient* to send end sample ltrs to BWfl Mark f 
facilities- requesting schedules l« commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices 6 licensing fees for long-term program 
GRIMES, B Assistant Director for Engineers & Projects 

79/03/01 Bpp 


7903080306 Forward* suppl info re onsite emergency powfiT degraded 

grid voi tag? mod* 

UTLEY i E E -Carolina Mower & Light Co 79/03/06 16pp 


7903270-095 Discusses status of Hark I containment long-term jiragram 
Request* schedule showing time periods for installation of 
specific plant mods Discusses safety relief valve discharge 
device installation & forwards staff evaluation 
S TELCO, V Division af Operating Reactors 79/03/12 17pp 


7903190205 Responds to 791221 request for addl info re startup phyilti 
testa Describes test to be performed following refueling 
outage* 

UTLEY* E E Carolina Power & Light Co 79/03/16 7pp 


7903130003 Forwards IE Insp Rept 50-325/79-04 on 790115-19 No 
noncomplianc e noted 

HU R PHY i C E Region 2, Atlanta. Reactor Construction it DiglfiMfln 

Support Branch 79/02/01 2pp 


79031 3D007 IE In*p Rept 50-325/79-04 on 790115-19 No n one Ofnp 1 i amt* 
noted Major areas inspected ultrasonic insp of reactor 
recirculation inlet nozzle- safe-ends & stainless steel core 
spray piping 

BLAKE, J J Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch CONLON, T E Region 2, Atlanta. 
Office of the Director 79/02/01 3pp 


7902200095 Forwards IE Info Notice 79-01, "Pergen-Paterson Hydraulic 
Shock U Sway Arrestors iHS8A> " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/02 Spp 


7903050593 Responds to IF Bulletin 78-14, "Deterioration of Duna-M 
Components in ASCO Solenoid 11 Seven year recommended life 
for preienfcly imervice Buna-N matl investigated Schedule 
for replacement of all Buna-N components developed 
UTLEY, C E Carolina power It Light Co 79/02/02 3pp 


7903200053 Forwards IE Insp Rept* 50-324/79-01 & 50-325/79-01 on 
790109-12 No noitcoiupJiance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Supper' 

Branch 79/52/14 2pp, 


7903280059 IE Insp Rapt* 50-324/79-01 L 50-3P5/79-0J on 790109-12 N< 
noncompliance noted Major areas inspected refuel shutdown 
p lann ing, annual emergency plen drill, plant tourrLER review, 

IE circular It bulletin review 

RILE Yr B W * DYER, J A , DANCE, H C, Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch 79/02/14 4pp 



DOCKETED SERIES 


DOCKET BO-325 Brunswick Steam Electric Plant. Unit i 


7903080539 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features “ 

□ '.REILLY, J P Region 2. Atlanta. Office of the Director 
79/02/ 16 2p p 


7903080296 Informs recipients of IE Bulletin 79-01. "Environ 
Qual i f icati on of Clast IE Equipment." dtd 790208. that valve 
limit switch identified as NAMCO Model B3CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/02/28 2pp 


7903140469 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/0B 2pp 


7903210119 Forwards IE Bulletin 79-03, "Longitudinal Held Defects in 
ASHE SA-312 Typo 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding ?< Engineering Co " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/12 2pp 


7903210560 Forwards IE Circular 79-04. "Loose Locking Nut on Llmitorque 
Valve Operators " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/03/16 2pp 


7903090204 Forwards "Semiannual Environ t, Effluent Rept” for JuI-Dbc 
I97B 

FURR. B J Carolina Power & Light Co 79/03/01 Ip 


7903090207 "Semiannual Environ I< Effluent Rept" for Jul-Dec 1978 
* Carolina Power tt Light Co 70/12/31 llipp 


7903090214 Forwards "Annual Operating Rept 1978 " 

FURR, D J Caiolina Power 6 Light Co 79/03/01 lp 


7903090217 "Annual Operating Rept 1978 " 

* Carolina Power b Light Co 78/J2/3I 7lpp 


7903190257 Forwards monthly operating rept for Feb 1979 
FURR.B J Carolina Power b Light Co 79/03/09 lp 


7903190267 Monthly operating rept for Feb 1977 

WTLLIS.E Carolina Power t< Light Co 77/03/01 9pp 
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7903120214 Forwards response fen Items 11-13 of NRC 790119 request for 
addl info Responses will be included in Amend 61 to FSAR 
Loose parts monitoring sys will be installed during 790430 
refueling outage 

GILLELAND. J E Tennessee Valley Authority 79/03/06 iopp 


79031S035B In response to 7012OB request* forward* qualification data on 
Limitorque valve operators Documentation of submittal of 
this info will be included in Amend 6l to FSAR 
G1LLELAND.J E Tennessee Valley Authority 79/03/07 Ip 


7903130302 Forwards proposed environ Tech Specs to facility operating 
1 i cense 

OJLLELAND, J E Tennetiao Valley Authority 79/03/09 15pp 


7903160241 Forwards draft radiological effluent Tech Spec modified to 
reflect plant design Explains reasons for nut addressing 
wasto solidification or Offsite Dose Calculation Manual 
GILLELAND, J E Tennessee Valley Authority 79/03/12 8&pp 


7903210023 Forwards revised response to Question 2 of 700920 request 
for addl info re monitoring requirements of reactor cooling 
*ys trip test 

0 1 LLELAND, J E Tennessee Valley Authority 79/03/16 Sp p 


790329015B Forwards responses to Questions 3 & 10 of 790119 request 
for addl info 

0 ILLEL AND, J E Tennessee Valley Authority 79/03/23 4pp 


7903270063 Forwards GER <MJRE0-0011) 

VARGA, 5 A Light Water Reactors Bvanch 4 79/03/14 2pp 


7903270066 Notice of availability of QER < NUREC-00 1 1 ) 

VARGA, 8 A Light Water Reactors Branch 4. 79/03/14 lp 


7903270071 SER for facility 

* Office of Nuclear Reactor Regulation NUREO-OOII 79/03/14 
300pp Available at MTIS 


7903080167 Notification of meeting on 790212 to discuss facility fire 
protection 

SILVER* H Light Water Reactors Drench 4 79/02/06 3pp 


7903150253 Forward* Revision 3 of response* to NRC questions r* fire 
protection review Answer* open items from preliminary 
evaluations Figures b oversized drawings to suppl responses 
enc I 

OILLELAND.J E Tennessee Valley Authority 79/03/00 lOQpp, 


7903200167 Repot table event on 790P27 feedwater pipe whip restraint was 
Installed incorrectly on Line A Condition should not cause 
damage to drywell liner Measures for a permanent solution 
are being investigated 

TOLL I SON. A C Carolina Power b Light Co 79/02/27 2pp 


DOCKET 50-326 UniY of California at Irvine Res Reactor 


7903130014 Forwards IE Insp Rept 50-326/79-01 on 790207-00 No 
noncamp J lance noted Insp Rept withheld <ref 10CFR2 790) 
NORDERHAUG, L R Region 9, Ban Francisco. Safeguards Branch 

79/02/20 lp 


7903260242 Forwards safeguards contingency plans Plans withheld 


l ref 10CFR2 790> 

0 1 LLELAND, J E Tennessee Valley Authority 

7903160170 Forward* "Annual Rept 197G " 

0 1 LLELAND, J E Tennessee ValUy Authority 

7903160217 "Annual Rept 1978 " 

* Tennessee Valley Authority 79/03/16 


7903050235 Forwards Amend 60 to facility FSAR 
0 1 LLELAND, J E Tennessee Valley Authority, 


79/03/21 lp 

79/03/16 lp. 

42pp 

79/03/02, lp 


79O327O380 Submits annual rept for TRIGA reactor for Jul 1977-June 
1976 Because rept i* late, inc ludos matl related to unloading 
b reloading of reactor from Dct t< Nov 1978 
MILLER, 0 E California, Univ of, Irvine 79/03/21 Ip 


7903270389 Annual rept for Jul 1977-June 1978 

MILLER* 0 E, California. Univ. of, Irvine. 78/06/30 40pp 


7903050259 Amend 60 to FSAR Contains revision* to Chapter* 3, 5, 6 It 7, 
response* to NRC que* t i an*, f urth er documentation of 
previously transmitted item** mi ice 1 1 aneoue FBAR text 
change* b instruction* 

a Tennessee Valley Authority 79/03/02 212pp 


7903210342 Forward* affidavit certifying that copies of Amend 60 to 
FSAR were *erved on 790314, 

MILLS, L M Tennessee Valley Authority. 79/03/14 2pp 


DOCKET 90-327 Sequoyah Nuclear Plant* Unit 1 


7903140142 Forwards recommendations for general contents of Offsite 
Dote Calculation Manual, required to be submitted ui/proposed 
Tech Specs Implementing 1OCFR50 36a 

VARGA* S A Light Water Reactors Branch 4 79/02/16 7pp 


7903070356 Documents 790220 conversat i on in Atlanta*GA Forward* 
responses to questions & requests changes in draft Natl 
Pollution Discharge Elimination By* Permit TN0024490 prior 
to public notice 

MOORE* H 0 Tennessee Valley Authority. 79/02/28 4pp 


7903060422 In response to 790109 Ur* forwards requested info re piping 
sy* support base plates, 

01 LLELAND* V E Tennessee Valley Authority 79/03/02 SOpp 
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DOCKETED SERIES 


DOCKET 90-327 Bequoyah Nuclear Plant, limit 1 


79D3070 J 03 Forwards IE Insp Rapt 50-327/79-01 on 790102-05 No 
no-nccmp 1 iance noted 

MURPHY # C E Region 2* Atlanta# Reactor Construction it Engineering 

Support Branch 79/01/15 2pp 


7903070053 Forwards IE Insp Kept SO-337/7B-45 on 701237-29 No 
noncQmp 1 1 ance noted 

LDNOf F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/10 2pp 


7903070057 IE Insp Rept 50-327/76-43 on 731227-29 Ho non c amp J i anc e 
rated Major areas inspected ice loading ac tivi t i es# comp 1 eted 
pr eoperationa 1 tB«t procedures; resolution of previous 
insp items 6 facility tour 

DONAT, T J * BELIBUEj Q, A . DANCE, H C Region 2, Atlanta. Reactor 

Operations Nuclear Support Branch 79/01/17 8pp 

770307 01 73 Forwards IE Insp Rept 50-337/73-39 an 701205-03* 1 1-15 $< 
18-19 No non-compliance noted 

LONQ,F J Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/01/19 2pp 


7703070177 IE Insp Rept 50-327/70-39 on 7012O5-OB* 1 i-1 5 6 18-19 No 
none omp 1 lance noted Major areas inspected procedures U 
activities necessary to implement operational GA program 
MCDONALD* *J A . ASHEHDEW, H C , KELLOGG, P J Region 2. Atlanta, 

Reactor Operations Nuclear Support Branch 7?/0i/l9 41pp 


7903130206 Forwards IE Insp Rept 50-327/79-02 on 790103-03 Ho 
noncomp 1 lance noted 

LONG# F J Region I# Philadelphia# Reactor Operation* Nuclear 

Support Branch 79/01/25 2pp 


790-3130214 IE Insp Rept 50-327/79-02 on 790103-05 Hu none amp liar c e 
noted, Major areas Inspected witnessing pre opera t i onal teat 
TVA-I3B (21 j review of applicant response to previous items 
& plant tour 

DONAT* T J # MARTIN, fl D Region 2# Atlanta# Reactor Operation* 

Nuclear Support Branch 77/01/24 5pp 


7903140S09 Forwards IE Insp Repts 50-327/79-04 * 50-323/79-02 on 
790116-19 Wu non comp I lance noted 

MURPHY* C E Region 2* Atlanta* Reactor Construction it Engineering 

Support Branch 77/02/05 2pp 


7703140310 IE insp Rept* 50-327/79-04 tc 30-320/79-02 cm 7901 16-1? No 
noiKoinpHan.ce noted Major «T»as inspected safety-related 
pipe support & restraint sysj progress of installation of 
safety-related major mechanical components 
VALLIBHiE J * BRYANT. J C Region 2, Atlanta Reactor 

Construction & Engineering Support Branch 79/02/02 3pp 


7903140492 Forwards IE Insp Rept* 50-327/79-03 6 50-323/79-01 on 
790115-17 No nnneomp lianc e noted 

MURPHY* <3 E Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch 79/02/06 2pp 


7903140499 Ig Insp Rept* 90-P27//9-03 6 50-32S/79-D1 on 790113-17 No 
none amp 1 lane » noted Major area* inspected reactor coolant 
presture boundary piping activities h recordsi i a f ety-re 1 ated 
piping activities l* records* househeep i ng 6 genera) const 
CROWLEY, B F # CON LON* T- E Region 2, Atlanta, Reactor 

Construction 6 Engineering Support Branch 79/02/05 6p p 


7902210164 Forward* IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plant* for which no action is required 

O'REfLLY.J P Region 2, Atlanta* Office of the Director 
79/02/05 2pp 


7903210039 Forwards IE Insp Rept 50-327/79-06 on 790116-19 No 
naneomplianca noted 

MURPHY, C £ Region 2, Atlanta* Reactor Construction 6 Engineering 

Bupport Branch. 79/02/09 2pp 


7903210043 IE Insp Rept 30-327/79-06 on 790116-19 No none omp 1 lane e 
noted Major areas inspected preeervice insp pregram* 
procedures, wor k activities it records 

VANDOORN. p K * CONLQN, T E Region 2, Atlanta, Reactor 

Construction & -Engineering Support Btaneh 79/02/09 3pp 


7903020376 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director. 

79/02/16 2pp 


7703000300 Inform* recipients of IE Bulletin 79-01, "Environ 
Quail# Icatian of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CML 

□ 'REILLY, J P Region 2, Atlanta# Office of the Director 
79/02/28 2pp 


7903 1 40532 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

0 'REILLY* J P Region 2# Atlanta, Office of the Director 

79/03/00 2pp 

7903200014 Ack receipt of 790129 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-327/78-41 
MURPHY, C t Region 2# Atlanta# Reactor Construction V Engineering 

Support Branch 79/03/09, 2pp 


7903200018 Responds to NRC 790105 Itr ro violations noted in lb Jn»p 
Rept 50-327/70-41 Corrective actions daily calibr nn 
equipment Zt ultrasonic test instrument recalibr 
GILL ELAND, J E Tennessee Valley Authority 79/01/29 3pp 


7903200023 Forward s rE Insp Rept 90-327/70-41 on 781211,13-15 h nutice 
□f violation 

MURPHY, C E Region 2, Atlanta# Reactor Construction it 

Engineering Support Branch 79/01/05 2pp 


7703200031 Notice of violation from insp on 781211,13-15 

* Region 2# Atlanta. Office of the Director 79/01/03 Lp 


7903200036 IE Insp Rept 30-327/70-41 on 701211,13-15 Noncomp I lance 
noted ultrasonic test procedure failed to provide for daily 
calibr & failuie to follow procedural instrument calibr 
requirements 

VAND0DRN, P K Region 2, Atlanta, Office of the Director 

iONLON, T E Region 2# Atlanta, Reactor Construction 6 

Engineering Support Branch 79/01/03 5pp 


7903210007 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME EA-312 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Holding 6 Engineering Co " 

O'REILLY, J P Region 2# Atlanta, Office of the Director 

79/03/12 2pp 


7903220028 Forwards IE Circular 79-04, "loose Locking Nut on Llmltorqua 
Valve Operator* 14 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


7903200146 Telcon rept TVA notified resident inspector of design 
problem in essential raw cooling water piping Break in Class 
H piping would result in excessive loss of water not 
considered in siring pump capacity 
# Tennessee Valley Authority 79/D1/29 lp 


7903220236 Submits final ropfc on deficiency 6 corrective action* re 
heating & ventilating ductwork hangers 

QILLELAND.J E Tennessee Valley Authority 79/01/29 2pp 


7903200151 Teicon Rept Dynalco Type RT 2429 raiay tachometers pureh««H 
about 1971 have failed on one Unit 1 & two Unit 2 diesel 
generators .Zener diodes in power supply have shown evidence 
of overheating prior to failure 
* Tennessee Valley Authority 79/01/30 Ip 


7903220100 Submits first interim rept on deficiency 6 corrective 
action* re metal shavings in valve operators 
GILLELAND.J E Tennessee Valley Authority 79/02/01 2pp 


7903200072 Final rept submitted 790104 for const deficiency reported on 
760720 Incorrectly stated corrective actions re installation 
of thin steel plates Plates have not been infital ledj wi 1 1 be 
installed by 790215 

QILLELAND.J E. Tennessee Valley Authority 79/02/OS Ip 


7903200I63 Te 1 con rept TVA notified Region II that movement of steel 
containment vessel lines was overlooked in design of small 
line supports Small linos are being reanalyzed it supports 
will be redesigned per analysis 
* Tennessee Valley Authority 79/02/05, ip 


DOCKET &0-32B Sequoyah Nuclear Plant, Unit 2 


7903140142 Forwards recommendations for general contents of Offsll* 
Dose Calculation Manual* required to be submitted u/proposed 
Tech Specs implementing 10CFR50 36a 

VARQA.0 A Light Water Reactors Branch 4 79/02/16 7pp 
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DOCKETED SERIES 


DOCKET 50-328 Sequoyah Nuclear Plant. Unit 2 


7903070356 Documents 790220 conversation in Atlanta* GA Forwards 
responses to questions 6 requests changes in draft Natl 
Pollution Discharge Elimination Sys Permit TN0024450 prior 
to public notice 

MOORE, H G Tennessee Valley Authority 79/02/28 4pp 


7903060422 In response to 790109 ltr, forwards requested info re piping 
sys support base plates 

QILLEi-AND. J E Tennessee Valley Authority 79/03/02 50pp 


7903120214 Forwards response to Items 11-15 of NRC 790119 request for 
addl info Responses will be included in Amend 61 to FSAR: 

Loose parts monitoring sys will be installed during 790430 
refurling outage 

G1LLELAND. J E Tennessee Valley Authority 79/03/06 1 Op p 


79031 50358 In response to 781208 request. forwards qualification data on 
Liroi torque valve operators Documentat ion of submittal of 
this info will be included in Amend 61 to FSAR 
OILLELAND, J E Tennessee Valley Authority 79/03/07 ip 


7903150302 Forwards pi oposed environ Tech Specs tn facility operating 
lie ense 

OILLELAND. J E Tennessee Valley Authority 79/03/09 15pp 


79031 6024 1 Forwards draft radiological effluent Tech Spec modified to 
reflect plant design Explains reasons for not addressing 
waste solidification or Offsite Dose Calculation Manual 
QXLl ELAND. J E Tennessee Valley Authority 79/03/12 6Spp 


7903210023 Forwards revised response to Question 2 of 780920 request 
for addl info re monitoring requirements of reactor cooling 
sys trip test 

OILLELAND. J E Tennessee Valley Authority 79/03/16 Spp 


79032901 58 Forwards responses to Questions 3 U 10 of 790119 request 
for addl info 

QlLt-ELAND, J E Tennessee Valley Authority 79/03/23 4pp 


7903270063 Forwards 9ER (NUREG-QOl 1 > 

VARGA. S A Light Water Reactors Branch 4 79/03/14 2pp 


7<?O3270066 Notice of availability of SER CNUFiEG-OOl t > 

VARGA. 6 A Light Water Reactors Branch 4 79/03/14 lp 


7903270071 SER for facility 

fr Office of Nuclear Reactor Regulation NUREG-OQU 79/03/14 
300 PP Available at NTIS 


79030B0167 Notification of meeting on 790212 to discus* facility fire 
protection 

SILVER, H Light Water Reactors Branch 4 79/02/06 3pp 


7903150235 Forwards Revision 3 of responses to NRC question* re fire 
protection reviow Answers open items from preliminary 
•valuations Figure* oversiied drawings to suppl responses 
•nc 1 

OILLELAND, J E Tennessee Valley Authority 79/03/08 lOOpp 


7903260242 Forwards safeguards contingency plans Plans withheld 
( ref 10CFR2 7901 

OILLELAND, J E Tennessee Valley Authority 79/03/21 lp 


7903160170 Forwards "Annual Rept 197B " 

OILLELAND, J E Tennessee Valley Authority 79/03/16 lp 


7903160217 "Annual Rept 1978 " 

<* Tennessee Valley Authority 79/03/16 42pp 


7903030235 Forwards Amend 60 to facility FSAR 

OILLELAND, J E Tennessee Valley Authority 79/03/02 lp 


79 0 3050239 Amend 60 to FSAR Contains revisions to Chapters 3.3.6 b 7. 
responses to NRC quest 1 on*. furth er documentation of 
previously transmitted items»miscel laneous FSAR text 
changes it Instructions 

* Tennessee Valley Authority 79/03/02 212pp 

7903210342 Forwards affidavit certifying that copies of Amend 60 to 
FSAR were served on 790314, 

HILLS. L H Tennessee Valley Authority 79/03/14 2p p 


7903820190 Responds to NRC 76b208 1 tr re violations noted in IE Inep 
Rept# 50-327/77-30 U 30-328/77-21 Corrective actions 
lighting transformer support redes igned, analy i ed L 
in* tilled 

OILLELAND, JE Tennessee Valley Authority 79/01/09 2p 


7903010049 Forward* IE In*P flepts 30-327/70-44 & 50-320/70-29 on 
791218-22 No noncompliance noted 

SUTHERLAND, J T Region 2. Atlanta. Fuel Facility h Materials 

Safety Branch 79/01/11 2pp 


7903010030 IE Insp Rept 50-327 /7B-44 U 50-328/78-29 on 781210-22 No 
noncompl lance noted Major areas inspected status of 
preoperational testing for raduaite *ya & statu* of 
radiation protection program 

JACKSON* L L * GIBSON, A F Region 2. Atlanta, Fuel Facility St 

Materials Safety Branch 79/01/10 4pp 


7903140505 Forwards IE Infp Rept* 50-327/79-04 U 30-328/79-02 on 
790116-19 No noncompliance noted 

MURPHY. C E Region 2* Atlanta. Reactor Construction It Engineering 

Support Branch 79/02/05 2pp. 


7903140310 IE Insp Rept* 50-327/79-04 fc 30-320/79-02 cn 7901 16-19 No 
noncomp 1 iance noted Major area* inspected safety-related 
pipe support & restraint sy&tprogr*** of installation of 
safety-related major mechanical component* 

VALL16H. E J , BRYANT . J C Region 2. Atlanta, Reactor 

Construction St Engineering Support Branch 79/02/02 3p p 


7903140492 Forwards TE Ins-p Repts 30-327/79-03 & 50-320/79-01 on 
790115-17 No noncompliance noted 

MURPHY, C E Region 2. Atlanta, Reactor Con a true t 1 on t< Engineering 

Support Branch 79/02/06 2pp 


7903140499 IE Insp Repts 30-327/79-03 5 30-328/79-01 on 790115-17 No 
noncompliance noted Major area* inspected reactor coolant 
pressure boundary piping activities & records! ««f e ty-r« 1 ated 
piping activities t* ret ordu house keep i ng 6 general const 
CROWLEY. B R , CDNLDN, T E Region 2, Atlanta, Reactor 

Construction t< Engineering Support Branch. 79/02/03 6pp 


7902210164 Forwards TF Bulletin 79-01. "Environ Qua 1 if lea tion, of Class 
IE Equipment " W/llst qf 11 systematic evaluation program 
plants for which no action Is required 

0 'REILLYi J P Region St Atlanta, Office of the Director 
79/02/DB 2pp 


7903080300 Inform* recipients of IE Bulletin 79-01. "Environ 
Qual i f ication of Class IE Equipment." dtd 79020B, that valve 
limit switch identified a* NAMCO Model 03CML should read 
8L3CML 

0 'REILLY. J P Region 2, Atlanta, Office of th* Director. 

79/02/20 2pp 


7903140352 Forwards IE Info Bulletin 79-02. "Pipe Bupport Base Plats 
Designs Uaing Concrete Expansion Anchor Dolt# M 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/03/08 2pp 


79032 1 0087 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Welding b Engineering Co " 

□'REILLY, J P Region 2< Atlanta, Office of the Director 
79/03/12 2pp 


7903220020 Forward* IE Circular 79-04, "Loose Locking Nut on Umltorque 
Valve Operators , M 

O'REILLY, J P Region 2, Atlanta, Office of the Director, 

79/03/16 2pp 


7903200146 Telcon rept TVA notified resident inspector of design 
problem in essential raw cooling water piping. Break in Class 
H piping would result in excessive loss of water not 
considered in tiling pump capacity, 
a Tennessee Valley Authority 79/01/29 lp 


7903220236 Submit* final rept on deficiency & corrective actions re 
heating b ventilating ductwork hangers 

OILLELAND, J E Tennessee Valley Authority. 79/01/29, 2pp. 


7903200151 Telcon Rept Dynalco Type RT 2429 relay tachometers purchased 
about 1971 have failed on one l/nlt l & two Unit 2 diesel 
generators Zener diodes in power supply have shown evidence 
of overheating prior to failure, 

♦ Tennessee Valley Authority. 79/01/30 lp. 


7903220108 Submits first interim rept on deficiency (c corrective 
action* re metal shavings In valve operators 
OILLELAND, J E Tennessee Valley Authority. 79/02/01. 2pp 


7 903200072 Final rept submitted 790104 for const deficiency reported on 
780720 incorrectly stated corrective actions re installation 
of thin steel plates Plates have not been insta 1 1 edi ull 1 be 
installed by 790215. 

OILLELAND, J E Tenrbsse* Valley Authority 79/02/05 lp 
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DOCKET 50-328 Sequoyah. Nuchar Plant* Unit 2 


7903300163 Tslcon rept TVA notified Region II that movement of steel 
containment vessel lines bias overlooked in design of small 
line supports Small lines are being reanalyied 6 supports 
Will be redesigned per analysis 
* Tennessee Valley Authority 79/02/05 Ip 


DOCKET 50-329 Kid land Plant. Unit 1 


7903070074 Notification of 790222 meeting in Befchesda, MD. to discuss 
Itajns resulting from NRC safety review of F SAP 
HOOD. D Light Water Reactors Branch 4 79/02/06 3pp 


7903190133 Requests by util to withdraw info submitted per NRC request 
have not been granted Info submitted in response to requests 
231 10 4 231 13 to be placed in PORicopies of responses 
me 1 

VARGA > 9 A Light Water Reactors Branch 4 79/02/19 3pp 


7903140480 Inform* that util i* required to provide an Offsite Dose 
Calculation Manual w/proposed Tech Specs Forwards NRC 
recommendations for general contents of manual 
VARGA, 8 A Light Water Reactors Branch 4 79/02/16 7pp 


7903 1 301 15 Confirms plans for 790223 meeting in Glen Ellyn, IL to 
discus* circumstances re settlement of diesel generator bldg 
l plant area f i 1 1 

KEPTLERj J G Region 3. Chicago, Office of the Director 79/02/20 

IP 


7903080137 Summary of 780116 meeting ri cask drop containment sump 
models tests 4 steam line break analytical techniques Lists 
of attendees, handouts & vieugrapbs attached 

HOODiD S Light Water Reactors Branch 4 79/02/22 30pp 


79031 SOOOB Summery of 790117 meeting w/Con turners Power Co. Bechtel 
Anociates & S4W re changes to facility designs which have 
occurred since issuance of const permits, 4 conformance to 
rig guides on OA during operations phase 

HOOD, D S. Light Water Reactors Branch 4 79/0-2/27 2lpp 


7903070230 Forwards aquatic ecology monitoring activities for 
preoperat 1 anal 4 operation assessments of Tlttabjuassee 
River Request* NRC to confirm, adequacy of program 
HOWELL, 3. H Consumers Power Co 79/02/28 7pp 


7903270052 Notification -of 790306 site visit to observe preloading 
program Pot consolidation of backfill beneath diesel 
generator bldg 

HOOD, D Light Water Reactors Branch 4 79/02/28 % p 


7903080301 Forwards 790209 aquatic ecology assessment scope statement 
for Ti t tabawassee River 6 790220 ltr to UH Regan re aquatic 
ecology monitoring program 

LATVA3TIS, P IL Consumers Power Co 79/03/01 26pp 


7903260192 Forward* Round One requests for addl info by 790501 re 
proposed Initial test program W/nncl erratta sheet for 
previous requests 

VARGA, 8 A LiyHt Water Reactors Branch 4 79/03/01 I7pp 


7903120259 Forwards Certificate of 6vc of Amend 58 to util's license 
application upon Chatterton.Ranck, Oue taf son 4 Argonne Natl 
Lab 

BACDNi J L Consumers Power Co 79/0 3/06 2pp 


7903200134 Forward* oversiied suppl ref drawings (Piping Isometric. 
Controlled Copy 1 & Piping 4 Instrument Controlled Copy 7), 
per Reg Guide t 70, Revision 2 These drawings replace all 


7903300019 Forwards revised distribution list for Environ Rept suppl & 
amend 

DUNCAN* M Division ef Site Safety 4 Environmental Analysis 
79/03/ 13 5p p 


7903020196 Settlement 4 termination of special proceeding Since 
Comptroller General held that NRC was not responsible for 
investigative fjes, considerj issue settled W/supportlng 
doc umenta 1 1 on 

EILPEftlN.BF Office of the General Counsel 79/01/13 12pp 


7903160290 Informs of Consumers Power's new long-term forecast Of 
electric demand New forecast predicts average compound 
Increases in power peak demand df 3 AY. annually for 1979-&S 
U 3 27. annually for 1979-92 

011138,8 E I sham* Lincoln 4 Beale 79/02/15 3pp 


79-03260014 No objection to granting Consumer Power Co's motion 
CHERRY. H M Cherry, Myron H 79/02/15 lp 


7903200097 Forwards descriptions of const deficiencies per 
10CFR50 35 i e 1 since notice of hearing for operating license 
proceeding was issued on 781012 

Q1E0S. H E I sham. Lincoln 4 Beale 79/02/19 lp 


7903090119 Addendum to NRC 790202 order Strikes seven order* 4 menoi 
from the re-cord 4 dismisses w/pr* judice charges contained 
therein 

CKILK, S J Office of the Secretary of the Commission 79/02/21 

2pp 


7903300598 Notification of 790403 meeting w/uttl in Dethe sda, MD, to 
■discuss status of safety 4 environ review schedule for 
facility 

HOOD* D S Light Water Reactors Branch 4 79/03/23 2pp 


7903090229 Forwards '’1978 Annual Rept ,J 

PERRY, P Consumers Power Co 79/03/05 lp 


790309023 J "1978 Annual Rept - J 

* Consumers Power Co 78/12/31 40pp 


7903010302 Forwards Amend 39 to application for const permit* as 
Revision 19 to FSAR, 4 new suppl leference drawing* on 
piping isometri cs, p i ping U instrument diagrams 
HOWELL. S H Consumers Power Co 79/02/26 2pp 


7903010304 Revision 18 to FSAR.Vols I 4 2 
■* Consumers PbweT Co 79/02/26 l,400pp 


7903200369 Forwards FSAR page 3 0-52a, or ig i na Jl y submitted via Revision 
B 4 deleted tfue to Revision 14 instruction sheet error 
HOWELL, S D Consumer* Power Co 79/03/08 2pp 


7903010256 Recommend* water quality parameters for pre- 4 post- 
operational monitoring in Ti ttabawassee River Requests 
approval of water quality monitoring program Lists water 
quality monitoring procedures to be employed 
LATVAITIS, P D Consumer* Power Co, 79/02/21 4pp 


790301035 1 Forward* IE fnsp Repts 50-329/76-15 4 50-330/78-15 bn 
781 i 01-03 V notice -of violation 

HEI6HHAN.R F Region 3. Chicago* Reactor Construction 4 

Engineering Support Branch 78/12/20 2pp 


7903010357 Notice of violation from insp on 701101-03 

« Region 3, Chicago, Office of the Director 78/12/27 lj> 


7903010361 IE Insp Repts 50-329/7B-1 3 4 50-330/78-15 on 761101-03 
Non compliance noted inadequate control of welding 

WESCOTT, H tt , NA1IXLK R . HAYES, D W Region 3, Chicago, Reactor 

Construction- 4 Engineering Support Branch 78/12/27* 17pp 


7903020267 Forward* IE Insp Repts 50-329/70-17 4 50-330/78-17 pn 
701 1 07-07 4 notice pf violation 

HEI8HMAN, ft F Region 3, Chicago, Reactor Construction 4 

Engineering Support Branch 79/01/06 2pp 


7903020260 Notice of violation from insp on 781107-09 

« Region. 3, Chicago, Office of the Director 78/12/26 lp 


7903020270 IE Insp Rept* 50-329/78-17 4 50-330/70-17 on 701107-09 
Noncompl lance noted failure to follow instructions re 
personnel airlock repair welding 

VANDELi T E , HANSEN, W A . HAYES, D W Region 3, Chicago, Office 
‘ he Director 78/12/26 4pp 



DOCKETED SERIES 


DOCKET 50-329 Midland Plant. Unit 1 


7 Y 03 J 30379 Forwards IF Insp Repts 50-329/70-19 l« 30-330/70-19 orv 
791213-14 No noncomp 1 lane 0 noted 

HEISHMAN, R F Region 3, Chicago. Reactor Construction h 

Engineering Support Branch 79/01/29 2pp 


7703130391 IE Insp Repts 50-327//8-19 l< 50-330/70-19 on 781213-14 No 
noncomp 1 »ance noted Major areas Inspected installation of 
safety-related hangers fi. restraints including review of 
specs, drawings. *< QC procedures 

VIN, I T , DANIELSON. 0 H Region 3. Chicago, Reactor 

Construction !< Engineering Support Branch 79/01/26 7p p 


7903060586 Atk receipt of 790119 Itr informing NRC of steps token to 
correct violations noted in Insp Repts 50-329/7B-03 & 

30-330/78-03 

HEISHMAN, R F Region 3, Chicago. Reactor Construction It 

Engineering Suppoi t Branch 79/02/00 Ip 


7903130030 Forwards IE Insp Repts 50-329/70-21 8, 50-330/70-21 on 
701002-31 No nancomp 1 ianc e noted 

HEISHMAN, R F Region 3, Chicago. Reactor Construction S< 

Engineering Support Branch 79/02/00 2pp 


7703130056 IE Insp Repts 50-329/ /8-21 i 90-330/70-21 on 701002-31 No 
noncomp 1 lance noted Major areas inspected site condition, 
seismic qualification of battery rac ks, schedu 1 ing analysis, 
reactor coolant pipe restraints. U electrical equipment 
COOK. R J . HAYES, D W Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/01/30 6pp 


790-3000393 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/02/16 
Ip 


7903130231 Ac* receipt of 790207 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-329/70-17 & 

50-330/70-17 

FIORELLIiO Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 79/02/27 ip 
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7903270394 Forwards nonconformance rapts for Feb 1977 sn accordance 
u/condition of ALA0-1C6 memo l< order dtd 730326 & Amend I 
of const permit Includes nonconformance repts front Bechtel, 

B&U & Bechtel quality action requests 

HOWELL. S D Consumers Power Co 79/03/25 20Qpp 


7902030127 Final i ept informing of comp 1 et ion. ap prova 1 & relsaie of 
repair design to reactor coolant pump motor flanges Design 
deficiency resolved and is now in compliance with stds 
HOWELL, S H Consumers Power Co 79/01/31 Ip 


7903060503 Ac k receipt of 790126 interim deficiency rapt re heater 
wiring control room air filtering units 

HEJSMAN,R F Region 3. Chicago. Reactor Construction & 

Engineering Support Branch 79/02/00 lp 


7903030230 Ack receipt of 790131 final rept re Class IE station 
battery Will complete review & inform util of conclusions 
during future insp 

FI0RELL1.Q Region 3, Chicago. Reactor Construction & Engineering 

Support Branch 79/02/15 ip 


7903060360 Ack receipt of 790201 interim rept re reactor bldg spray 
piping supports 

Ft DR ELL I, 0 Region 3, Chicago. Reactor Operations Nuclear Support 

Branch 79/02/15 ip 


79031 20359 Ac k receipt of 790131 final rept re reactor coolant pump 
motor flanges Will complete review during future insp 

FIORELLI. 0 Region 3, Chicago. Reactor Construction Engineering 

Support Branch 77/02/iS lp 


7903300346 Forwards two interim repts omitted from 79D219 Itr which 
should have been submitted by util to NRC 
QIBB0.ME Isham. Lincoln & Beale 79/02/20 14pp. 


7903200009 Ack receipt of 790223 interim rept re settlement of diesel 
generator foundations & bldg Will review final rept upon 
receipt 

FIDRELLI.0 Regions, Chicago, Office of the Director 79/03/05 

lp 


7903130244 Responds to NRC 790103 Itr re violations noted in IE Insp 
Repts 50-327/70-17 i 50-330/70-17 Corrective actions 
nonconforming welds will be corrected by vendor by 790330 
W/encl vendor documentation 

HOWELL, 3 H Consumers Power Co 79/02/07 20pp 


7903300313 Forwards IE Insp Repts 50-329/79-01 & 50-330/79-01 on 
790206-00 No noncompliance noted 

F I ORELL 1 , 0 Region 3. Chicago. Reactor Construction 4< Engineering 

Support Branch 79/02/20 2pp 


7903300310 IE Insp Repts 50-329//9-01 * 50-330/79-01 on 790206-00 No 
noncomp 1 lance noted Major areas Inspected installation of 
sa f sty-related hangers & restraints including review of 
drawings It QC procedures 

Y I N, LL T Region 3, Chicago, Office of the Director 
DANIELSON. D H Region 3, Chicago. Reactor Construction & 

Engineering Support Branch 79/02/16 3pp 


7903130313 Forwards Interim Rept 2 on status of component qualification 
test documentation re-review 

HOWELL. 8 H Consumers Fouler Co 79/03/09 Ip 


7703130331 Interim Rept 2 an seismic fit environ -component qualification, 
giving status of corrective action in process W/ 

"Qua 1 i f i cation Status R e p t, R e vl * i on 5 " 

* Consumers Power Co 79/02/22 3Bpp 


7903130387 Forwards final deficiency rept re air filtering units 
HOWELL. 0 H Consumers Power Co 79/03/09 Ip 


7903130394 Final rept on deficient air filtering units 0VH-7BA it B W 
0VM-94A It B Vendor notified util of improper control wiring 
Wiring will be replaced h drawing will b* revised 
a Comumers Power Co 79/02/00 2jpp 


7903000336 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 03CML should read 
BL3CML 

KEFFLER.J 0 Region 3, Chicago, Office of the Director 79/03/01 

lp 


7903220340 Ack receipt of 790201 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-329/70-15 & 

50-330/70-15 

F10RELL1, 0 Region 3, Chicago, Reactor Construction i Engineering 

Support Branch 79/03/07 lp 


7903220340 Responds to NRC 781228 Itr re violation noted In IE Insp 
Rept 50-329/78-15 «< 50-330/70-15 Corrective actions 
corrective action rept written for welds & welded studs 
found to be in conformance 

HOWELL. 8 H Consumers Power Co 79/02/01 4pp 


7903JS0029 Forwards IC Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts 11 

KEPPLEfti J G Region 3, Chicago. Office of the Director 79/03/00 
Ip. 


7903190549 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
ASMS SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding' it Engineering Co n 
KEFPL.ER, vl 0 Region 3, Chicago, Office of the Director 79/03/12 
lp 


7903150336 Submits final deficiency rapt of small break analysis U HP! 
cross-connect modification effect Ofi<W 790226. concurrence Itr 
end 

HOWELL, 8 H Consumers Power Co 79/03/12 3pp 


7903210034 Notification of decision not to pursue complete engineering 
evaluation to define plant response to pressurixer heater 
unavailability during plant hot shutdown 
HCIWELL, 0 H Consumers Power Co. 79/03/16 2pp 


7903210133 Provides Interim deficiency rept re reactor bldg 
spray piping supports meeting ASHE allowable stress space. 
Notification that either interim or final rept will be sent 
by 790501 

HOWELL, S. H Consumers Power Co 79/03/16 lp. 


7903230150 Interim ITT Qrlnnrll rept indicates that six anchors are 
within ASME Section III Code requirement* re allowable 
stress. Addl rept. either interim or final, will be sent on or 
before 790501 

HOWELL, 0 H, Consumers Power Co 79/03/16 lp. 


DOCKET 50-330 Midland Plant, Unit 2 


7903070074 Notification of 790222 (nesting in Be thesde, MD, tc discuss 
items resulting from NRC safety review of F9AR 
HOOD, D Light Water Reactors Branch 4 79/02/06 3pp 


7903010300 Monthly nonconformance rept far Jan J979 
HOWELL, 0 H Consumers Power Co 79/02/22 40Opp 



120 DOCKETED SERIES 

DOCKET 50-330 Midland Plant* Unit 2 7903160290 Informs of Consumers Power's new long-term Forecast of 

~ electric demand New forecast predicts average compound 


7903190135 Requests t y util to withdraw irtfo submitted per NRC request 
have not been granted Info submitted in response to requests 
231 10 & 231 13 to be placed in PDRjcopias of responses 
rnc 1 

VARGA.Q A Light Water Reactors Dranch A 79/02/15 3pp 

79031404BO Informs that util is required to provide an Offsite Dose 
Calculation Manual ^/proposed Tech Spec* Forwards NRC 
recommendations for general contents of manual 
VARGA, S A Light Water Reactors Branch A 79/02/16 7pp 


79031301 IS Confirms plans for 790223 meeting in Glen Ellyn. IL to 
discuss circumstances re settlement of diesel generator bldg 
b plant area fi 1 1 

XEPPLEFLJ Q Region 3, Chicago* Office of the Director 79/02/20 

»P 


7903030137 Summary of 730116 meeting re cask drop containment sump 
models tests h steam line break analytical techniques Lists 
of attendees* handouts 6 viewgraphs attached 

HOOD, Q S Light Water Reactors Branch 4 79/02/22 30pp 


7903130000 Summary of 790117 meeting u/C onsumeT s Power Co, Oechtel 
Associates b BbW re changes to facility designs which have 
occurred since issuance of const permits, ?< conformance to 
reg guides on QA during operations phase 

HOODiD S Light Water Reactors Branch 4. 79/02/27 2 lpp 


7903070230 Forward* aquatic ecology monitoring activities for 
preopirati onal b operation assessments of Ti t tab awa* t e e 
River Requests NRC to confirm adequacy of program 
HOWELL, S H Consumers Power Co 79/02/2B 7pp 


7903270032 Notification of 79-0306 site visit to observe preluadlng 
program for consolidation of backfill beneath -diesel 
generator bldg 

HOOD, D Light Water Reactors Branch 4 79/02/2B 3pp 


79030B-&30L Forwards 790207 aquatic ecology assessment scape statement 
for Tittabawasseo River £> 790228 ltr to WH Regan re aquatic 
ecology monitoring program 

LATVAIT1S, P D Consumers Power Co 79/03/01 26pp 


7903260192 Forward* Round One requests for add 1 info by 790501 re 
proposed initial t-est program W/encl a-rratta sheet for 
previous requests 

VAROAiS A Light Water Reactors Branch 4 79/03/01 17pp 


7903120259 Forwards Certificate of Svc of Amend 50 to util's license 
application upon Chatterton. Ranck, Gustafson & Argtmn* Natl 
Lab 

BACON, J L Consumer* Power Co 79/03/06 2 pp 


7903200184 Forward* ovtTSiied *uppl ref drawings (Piping Isometric, 
Controlled Copy I V Piping & Instrument Controlled Copy 7). 
per Reg Guide 1 70, Revision 2 These drawings replace all 
previous submittals 

HOWELL, B H Consumer* Power Co 79/03/09 l2Spp 


7903020334 Forward* Amend 60 to util application for const permit* b 
operating license* including Revision 6 to Environ Rept 
HOWELL, S H Consumer* Power Co 79/02/27 2pp 


7903020355 Revision 6 to Environ Rept containing updated matl as 
detailed in application page 
» Consumer* Power Co 79/02/27 3 Bpp 


7903190131 Forward* revised distribution liat for Environ Rapt luppl* 6 
•mtnd, r«p lac ing all previous ones sent 

DUNCAN, M Environmental Project Branch 2 79/03/05 5 pp 


79031202&B Forwards affidavit of svc of Amend 60 to Environ Rept 
DAOUD, L Consumers Power Co 79/0-3/06 4 pj> 


^aaend 019 F ° rw * rd% r#vls,,} distribution list f*T Environ Rept suppl S, 
79/03/13 5 pp Vi * ien 0t 9ife * * Environment* 1 Analysis 


7903020196 Settlement L termination of special proceeding. Since 
Comptroller General held that NRC was not responsible for 
Investigative fees, considers Issue settled W/suppor t Ino 
documentation 

EILPERIN, S F Office of the General Counsel 79/01/10 12pp 


increases in power peak demand of 3 4X annually for 1979-GB 
«t 3 27. annually for 1979-92 

OIOUS.M E J sham, Lincoln & Beale 79/02/13 2 pp 


7903260014 No objection to granting Consumer Power Co's motion 
CHERRY, M M Cherry. Myron H 79/02/15 lp 


7903200097 Forwards descriptions of const deficiencies per 
IOCFR50 55(e) since notice of hearing for operating license 
proceeding was issued on 701012 

GIBBS, ME Isham, Lincoln 6 Beale 79/02/19 ip 


7903300398 Notification of 790403 meeting w/util in Beth esda, HD, t? 
discus* status of safety & environ review schedule for 
fac i 1 i ty 

HOOD, D S Light Water Reactors Branch 4 79/03/23 2 pp 


7903090229 Forwards "1978 Annual Rept " 

PERRY, P Consumers Power Co 79/03/05 lp 


7903090231 "197B Annual Rept " 

• Consumers Power Co 70/12/31 40pp 


7903010302 Forwards Amend 59 to application for const permits *i 
Revision IB to FSAR, & new suppl reference drawings on 
piping isometrics, piping 6 instrument diagrams 
HOWELL, 8 H Consumer* Power Co 79/02/26 2 pp 


7903010-304 Revision 10 to FSAR.VoU 1 6 2 
* Consumers Power Co 79/02/26 l,400pp 


7903010256 Recommends water quality parameters for pre- & post- 
operational monitoring in Ti ttabawassoe River Requests 
approval of water quality monitoring program Lists water 
quality monitoring procedures to be employed 
LATVAIT I Si P D Consumers Power Co 79/02/21 4 pp 


79030103 31 Forwards IE Insp Rept* 90-329/70-13 *< 50-330/70-19 on 
701101-03 L notice of violation 

HEISHMAN.R F Region 3, Chicago, Reactor Construction «, 

Engineering Support Qranch 70/12/20 2 pp 


7903010337 Notice of violation from insp on 781101-03 

* Reg i an 3, Chicago, Office of the Director 79/12/27 


7903020267 Forwards IE Insp Repts 50-329/78-17 it 90-330/70-1/ on 
791107-09 L notice of violation 

HEIShMANrR F Region 3, Chicago, Reactor Construction 6 

Engineering Support Branch 79/01/06 2pp 


7903020260 Notice of violation from insp on 791107-09 

* Region 3, Chicago, Office of the Director 70/12/26 lp 


7903020270 IE Insp Rept* 50-329/78-17 6 S0-330/7Q-17 on 701107-09 
Noncompl lance noted failure to follow instructions re 
personnel airlock repair welding 

VANDEL, T E , HANSEN. W A , HAYES, D W Region 3. Chicago, Of Hit 
of the Director 7B/12/26 4pp 


7903130379 Forward* IE Insp Repts 50-329/78-1? «< 50-330/70-19 on 
701213-J4 No noncompliance noted 

HEISHKANi R F Region 3, Chicago, Reactor Construction k 

Engineering 3upport Branch 79/01/29 2 pp 


7903130391 IE Insp Repfcs 50-329/70-19 & 50-330/70-19 on 701313*14 Ms 
noucompl iance noted Major areas inspected installation of 
safety-related hangers & restraints including review of 
specs, draui rtg s, It QC procedures 

YIN, l T , DANIELSON, D H Region 3, Chicago, Reactor 

Construction it Engineering Support Branch 79/01/26 7 pp 


79030605B6 Ack receipt of 79011? 1 tr informing NRC of steps taken to 
correct violations noted in Insp Repts 50-329/70-03 6 
50-330/78-03 

HEISHMAN.R F Region 3, Chicago, Reactor Construction U 

Engineering Support Branch 79/02/00 lp 


7903130090 Forward* IE Insp Repts 90-329/78-21 it 50-330/70-21 Oft 
701002-31 No noncompl iance noted 

HEI 8 HMAN 1 R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/02/08 2 pp 
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DOCKET 50-330 Midland Plant* Unit 2 


7903130056 IE I nap Repts 50-329/70-21 *< 50-330/78-21 on 781002-31 No 
noncompliance noted Major areas inspected site condition* 
seismic qualification of battery rac ks, schedul ing analysis, 
reactor coolant pipe restraints* & electrical equipment 
COOK.f? J , HAYES, D W Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/01/30 App 


DOCKETED SERIES 

79030B0560 Ack receipt of 790201 interim rept re reactor bldg spray 
piping supports » r v 

0 

79/02/ IS lp 


7903050303 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER, J 0 Region 3, Chicago* Office of th-e Director 79/02/16 


7903130231 Ack iBcoipt of 790207 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-329/70-17 4 
50-330/70-17 

FTORELLI , 0 Region 3. Chicago* Reactor Construction *< Engineering 

Support Branch 79/02/27 ip 9 

7903130244 Responds to NRC 790103 ltr re violations noted in IE Insp 
Repts 50 329/70-17 & 50-330/78-17 Corrective actions 
nonconforming welds will be corrected by vendor by 790330 
U/encl vendor documentation 

HOWELL. S H Consumers Power Co 79/02/07 20pp 

7903300313 Forwards IE Insp Repts 50-329/79-01 fc 50-330/79-01 on 
790204-00 No noncompliance noted 

F IORELLI , G Region 3, Chicago. Reactor Construction 6 Engineering 

Support Branch 79/02/20 2pp 9 

790330031 0 IE Insp Repts 50-329/79-01 *< 50-330/79-01 on 790204-00 No 
noncompliance noted Major areas inspected ins tal lat i on of 
safety-related hangers it restraints including review of 
drawings & QC procedures 

YIN,LL T Region 3, Chicago, Office of the Director 
DANIELSON, D H Region 3* Chicago* Reactor Construction & 

Engineering Support Branch 79/02/14 5pp 


nI?? e K LI ‘2 a ,«.w.2 e9lon 3 ‘ CMcas °' Reactor Operation* Nuclear Support 
ur-aficn 79/03/19 lp 


7903120559 Ack receipt of 790131 final rept re reactor coolant pump 
motor flanges Will complete review during future insp 
FIORELLIpG Region 3, Chicago* Reactor Construction & Engineering 

Support Branch 79/02/15 Ip 9 

7903300546 Forwards two interim repts omitted from 790219 ItT which 
should have been submitted by util to NRC 
GIBBB, M E I ah am, Lincoln 6 Beale 79/02/20 14pp 

7903200089 Ack receipt of 790223 interim rept re settlement of diesel 
generator foundations 6 bldg Will review final rept upon 
receipt 

FIORELL I * 0 Region 3, Chicago, Office of the Director 

ip 


79/03/05 


7903130315 Forwards Interim Rept 2 on statu* of component qualification 
test documentation re-review 
HOWELL, S H Consumers Power Co 


79/03/09 


Ip 


7903130331 Interim Ropt 2 on seismic & environ component qualification, 
giving status of corrective action in process. W/ 

"Qual i Pleat i on 8tatus Rep t, Revia i on 5 '< 

* Consumers Power Co 79/02/22 30pp 

79 ^™ 1 .2,°? 0 2 Forwards final deficiency rept re air filtering units 
HOWELL, 9 H Consumer* Power Co 79/03/09 kp 

79 S^i 3 2?? 4 . F i ral VBpt deficient air filtering units 0VM-78A l 8 fe 
QVM-94A D Vendor notified util of improper control wiring. 

Wiring will be replaced £< drawing will be revised. 

* Consumers Power Co 79/02/0B. 2pp 


7903080396 Informs recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment*" dtd 790208, that valve 
limit switch identified as NAMCO Model 63CML should read 
SL3CML 

KEPPLER, J G Region 3* Chicago, Office of the Director 

IP 


79/03/01 


7903150336 Submits final deficiency rept of small break analyst* It HPI 
cross-connect modification epfect.BItU 790226 concurrence ltr 
enc 1 

HOWELL* 8 H Consumers Power Co 79/03/12 3p p 


7903220340 Ack receipt of 790201 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-329/70-15 U 
30-330/70-15 

F10RELLI.G Region 3, Chicago* Reactor Construction U Engineering 

Support Branch 79/03/07 lp * 


7903220340 Responds to NRC 701220 ltr re violation noted in IE 
«»pt 50-329/78-15 & 50-330/78-15 Corrective actions 
corrective action rept written far weld* & welded studs 
found to bo in conformance 

HOWELL* B H Consumers Power Co 79/02/01 4pp 


Insp 


7903190029 Forwards IE Bulletin 79-02, “Pipo Support 
U&irg Concrete Expansion Anchor Bolts “ 

KEPPLER, J 0 Region 3, Chicago* Office of the Di 
lp 


Base P 1 ate Designs 
rector. 79/03/00 


7903210034 Notification of decision not to pursue complete engineering 
evaluation to define plant response to pressuriier heater 
unavailability during plant hot shutdown 
HOWELL, 6 H Consumers Power Co 79/03/16 2pp 


7903210133 Provides interim deficiency rept re reactor bldg 
spray piping support* meeting ASME allowable stress specs 
Notification that either interim or final rept will be sent 
by 790501, 

HOWELL, S H Consumers Power Co 79/03/16 lp 


7903230138 Interim ITT CTinnell rept indicates 
within A8ME Section III Code requirements r* 
stress Ad d 1 rept, either interim or final.wil 
before 790501 

HOWELL, B H Consumers Power Co 79/03/16 


that six anchors ere 
al lowab 1 a 
be sent on or 

ip 


77 ?2i2°2f^ 0rwardfi IE Bulletin 79-03, "Longitudinal Weld Defects in 
A9ME 0A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co u 
KEPPLER, J 0 Region 3* Chicago* Office of the Director 79/03/12 

Ip 


7903010308 
HOWELL, S 


Monthly nonconformance rept for Jan 
H Consumers Power Co 79/02/22 


1979 

400p p 


DOCKET 50-331 Duane Arnold Energy Center 


7903230035 Forwards Federal Register notice amending 10CFR73 55, 
^Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage, " to 
deFer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 Ip. 


7903270394 Forward* nonconformance repts for Feb 1979 in accordance 
w/condition of ALAB-106 memo & order dtd 730326 U Amend l 
of const permit Includes nonconf ormance repts from Bechtel, 

BfcW it Bechtel quality action requests 

HOWELL* S D Consumers Power Co 79/03/25 200pp 


7902050127 Final rapt Informing of comp lotion, approval release of 
Ttpalr design to reactor coolant pump motor flanges Design 
deficiency resolved and is now in compliance with st<fs 
HOWELL, 8 H Consumers Power Co 79/01/31 lp 


7903060583 Ack receipt of 790126 interim deficiency rept re heater 
wiring control room air Filtering units 

HGI3MAN.R P Region 3* Chicago, Reactor Construction It 

Engineering Support Branch 79/02/00 ip 


7903000220 Ack receipt of 790131 final rept to Class IE station 
battery Will complete review ?t inform util of conclusions 
during future Insp 

FlORELLIjQ, Region 3* Chicago, Reactor Construction & Engineering 

«-'«hnrt Branch 79/02/i 3 lp 


7903120280 Forwards facility security project schedul t. Enel withheld 
(ref 10CFR2 790) 

LJU, L. Iowa Electric Light & Power Co 79/03/05 Ip 


7903190244 Forwards info re compensatory measures during implementation 
of security pro j ect, rep 1 acing info submitted on 7901 19. Enc 1 
withheld <ref I0CFR2 790) 

LIU.L T owa Electric Light 6 Power Co 79/03/09. lp 


7903200386 Anticipate* submitting fire hater* analysis by 790430 
LIU, L Iowa Electric Light 6 Power Co 79/03/14. lp. 


7903270335 Submits Chapter 8 of modified security plan Enel withheld 
(ref 10CFR2, 790 ) , 

LEU, L Towa Electric Light 6 Power Co. 79/03/19 ip 


7903 J 50260 Forwards Endorsement 40 to NEC I A Policy NF-214 U Endorsement 
33 to MAELU Policy MF-72 for c a Lender year 1979, 

L0WEN8TEIN*R Lowan s t » i n, Newman* R i L s, Aral rad It Toll 79/03/12 

3pp. 
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7^03140222 Forward* revised versions Entry-Con t rol Sy* Handbook, 
SANQ77- 1033* Intrusion Detection Sy* Handbook, SAND76-0534 i 6 
Barrier Penetration Da fcaba** , NUREO/Cfl-QIQI W/o end 
MILLER, J R Division of Operating Reactors 79/01/09 2pp 


7903080173 Forward* mod to "Review h Acceptance of Spent Fuel Storage 
& Handling Application" provided on 7904i4 Involves pages 
P/-3 & 1V-6 u/mod i #i*d rationale & corrections 
CRIMES. B K Assistant Director for Engineers L Project* 

79/01/18 4pp. 


7903010293 Forward* NEDO-21003. "Mark I Containment Program, Downcomer 
Reduced 8ubmerg«nce, Ftmc tionol Assessment Rept ” 

SO-OON. L J General Electric Co , Nuclear Energy Products Div 
79/02/01. Ip 


7903010310 "Mark I Containment Program, Downcomer Reduced Submergence. 
Functional Assessment Rept " 

UDMOr K tl General Electric Co , Nuclear Energy Products Div 
NEDO-2IB05 70/06/30 43pp 


7903020218 Notification of 790214-13 meBting in Bsthesd*. MD, 
w/re present a tlve of Mark I owner* group to. discuss 
implementation l< resolution of Mark I long-term program fc 
pool swell pressure load definition technique* 

ORIMES, C Assistant Director for Engineers & Projects 79/02/06 

IP 


7903030120 Forwards planned actions re implementation of personnel 
search r equit events as outlined in 0ft of Nuclear Reactor 
Regulation staff position Enel withheld (ref 10CFR2 790> 

KEPPLER, J G Region 3. Chicago* Office of th.* Director 79/02/00 
IP 


7903160277 Confirms teleeon of 790202 r# obstruction to the flushing 
action within recirculation line inlst thermal sleeve fc 
noitle annulus 

LIUiL, Iowa Electric tight h Power Co 79/02/09 Ip 


7903140337 Unique Rept 70-1 on 731113 during insp of HPC I tur b 1 ne, two 
reversing chamber* were found w/ieeticn* broken U missing, 
three w/crack indication* 1* two retaining cap screws w/heads 
missing Cause undetermined All parte replaced 
HAMMOND, E. L Iowa Electric Light 6 Power Co 74/02/12 3pp 


7903010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations, |< 
sample ltr 

EISENHlfTi D O Assistant Director for Systems & Projects 
79/02/19 2pp 


7703010070 "Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plans " AH plants are irt conformance w/ 
acceptance criteria 

* Assistant Director for System* U Projects 79/02/iS, 10pp. 


7903130416 Summer lies meeting w/vtil re NRC review L 
evaluation, suitabi lity of safe-end repair welds U 
removal 6 consequences of shield lead plug & carbon steel 
fragment* in facility primary ays 

IPP0LITO, T A Operating Reactors Branch 3 79/02/15 4pp 


7903160213 Forwards proprietary rept NEDE-a3&43-P, "'Mark I Containment 
Program, Suppression Pool Swell Te*t Program, LDR Load Test- 
Generic Sensitivity " H/affidavit for proprietary *tatu* 

Rapt withheld (ref 10CFR2 7901. 

SOHON,L J General Electric Co .Nuclear Energy Products DiV 
79/02/26 5pp. 


7903230011 "8ER of Interim Assessments of MaiU Actuation* in Mark 1 
Containment Plants " 

* Asiistant Director for Engineers &■ Project* 79/02/27 lspp 


7903230083 Forward* safety evaluation reft on Interim assessment* of 
multiple-consecutive safety relief valve actuations 
Conclude* that continued operation of Mark I QWR facilities 
is acceptable subj- to corrective actions 

Ormsp« n n ** * * sc tors 79/03/27 if 


7903190060 Responds to 790223 ltr Approves two requested changes re 
plus or minus two months tolerance to required March 1 
completion date for annual Operator Requol i f i c at i on Program, 
act Wi tlss 

COLLINS, P F Operator Licensing Branch 79/02/20 ip 


7903070269 Forward* supp 1 to util's 790232 submi t ta 1 , one 1 errata & afdl 
info requested by NRC re lead smear supporting tests 
HU. L Iowa Electric Light *< Power Co 79/03/01 9pp 


7903090370 In response to 790125 ltr requesting all info re HPC I 
failure* at fac i 1 i ty, ad vi ses that event is discussed m 
LER 76-25 dtd 780721 IE Insp Rept 50-331/70-16, both 
available in PDR t LPDfl 

FELTON, J M Division of Rules and Records 79/03/01 lp 


7903120459 Provides summary of 790213 meeting in Oethesda,MD ui/ 
representatives of Mark I owner's gi oup program committee to 
discuss generic Mark I program re safety relief valve loads 
W/encl attendees list & meeting handouts 
SU, T M Containment Systems Qranch 79/03/0i I6pp 


7903200283 Forwards proposed staff position for Mark 1 long-term 
program implementation schedules 

EI8ENHUT.D G Assistant Director for Systems t< Project* 

79/03/01 4 p p 


7903200304 Directs recipients to lend end sample ltr* to OWR Marl 1 
facilities requesting schedule* S, commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices 6 licensing fees for long-term program 
GRIMES, B Assistant Director for Engineers t* Projects 

79/03/01 0pp 


7903200443 Exempts operating OWR facilities w/Mark I containment design 
from General Design Criterion 50, while long-term program is 
conducted Forwards sample ] trs to be sent to Mark 1 
licensee* setting forth requirements for schedules 
GRIMES, D Division of Operating Reactors 79/03/Ot 22pp 


7903090211 Forwards add! info re recirculation inlet safe-end repair 
program 

LIU, L Iowa Electric Light «< Power Co 79/03/03 9pp 


7903140300 Confirms 790305 conversation re containment purge & vent 
valve* Util will restrict valve opening position so valve 
can close against design basis accident conditions 
LIU, L Iowa Electric Light k Power Ca 79/03/03 Ip 


7903200235 Informs of telcon w/Gary Wallin of Citizens United for 
Responsible Energy in response to request to augment 
inservic* insp of modified *afe-end* 

STELLO, V Division of Operating Reactors 79/03/05 lp 


7903230037 Discusses i evolution of issues re repair activities of eight 
recirculation sys inlet noitle safe-ends Resolution of items 
L NRC position re plant startup provided to L Root & 

H Rehrauer In 790303 telcon 

KEPPLERi J G. Region 3, Chicago, Office of thB Director 79/03/06 


7903200304 Intends to submit revised effluent 6 environ Tech Specs fit 
Offsite Dose Calculation Manual by 790430 
LIU.L Iowa Electric Light * Power Co 79/03/19 Ip 


79032 i 0293 Clarifies issues re repairs of eight recirculation *y» inUt 
noiite safe-end* Items requiring resolution finding that 
test don* in con formancei hydrostatic test completion audi t 
of safe-end repair program & adequacy of repair welds 
KEFFLER, J, G Region 3» Chicago, Office of the Director 79/0J/16 

2pp 


7903070474 Forwards IE Insp Rept 50-331/78-30 on 78ill4-i7 * 1806-00 * 
notice of violation 

FI OR ELL I. G Region 3, Chicago, Reactor Operations Nuclear Support 

Branch , 79/01/18 2pp 


7903070477 Notice of violation from insp on 781115-17 & 1206-GB 

* Region 3* Chicago, Reactor Operations Nuclear Support Branch 
79/01/17. lp 


7903070479 IE Insp Rept 50-331/78-30 on 7BU 14-17 «< 1206-00 
None omp 1 tar c e noted failure to follow procedures during pipe 
repair related activities 

JACK I M, I N , SHAFER. U D . KNOP, R C Region 3. Chicago, Reactor 

Operations Nuclear Support Branch 79/01/17 6pp 
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7903090036 Forwards IE Insp Kept 30-331/70-33 Dn 701112-16 it 21-22 U 
notice of violation 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 79/01/22 

2PP 


7903090050 Notice of violation from insp on 701112-16,21-22 

• Region 3, Chicago, Reactor Construction L Engineering Support 

Branch 79/01/18 5pp 


7903090061 IE Insp Kept SO'331/70-33 on 701112-16.21-22 Nontomp 1 i ance 
noted involving contiol of special processes V ealibr 
control 

FOSTER, J C . NORCLIUS.C £ , DANIELSON, D H Region 3, Chicago. 

Reactor Construction *< Engineering Support Branch 79/01/18 
24pp 


7903130119 Forwards IF Insp Rept 50-331/78-3J on 701123-30 No 
none omp t lane e noted 

HE] 5 Mil AN R F Region 3, Chicago, Reactor Construction !< 

Engineering Support Branch 79/01/26 2pp 


7903130127 IE Insp Rept 50 331/70-31 on 791125-30 No none o rdp lianc e 
noted Major areas inspected review of corrective action 
to comply w/immed late action lti dtd 701117 re replacement 
of recirculation noule safe-ends 

KEY. U J . HARRISON. J , DANIELSON, D H Region 3. Chicago. 

Reactor Construction K Engineering Support Branch 79/01/26 7pp 


79Q3060472 Responds to IC Bulletin 70-14, “Deterioration of Buna-N 
Components in ASCO Solenoids " Schedules replacement of 
parts at 5-year intervals during refueling outage 
WALLACE. J A Iowa Eioctilc Light t Power Co 79/02/02 2pp 


7903140100 Responds, to NRC 1 tr re violation noted in IE Insp Rapt 
50-33 1/7B-3Q Corrective actions personnel reinstructed on 
operation of plant systems & equipment under subnormal 
c ondit i ons 

WALLACE, J A Iowa Electric Light it Power Co 79/02/09 2pp 


7903000360 Informs recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equi pmen fc< 11 dtd 790203, that valve 
limit switch identified as NAMCD Model Q3CML should read 
SL3CML 

KEPPLER, J 0 Region 3, Chicagn, Office of the Director 79/03/01 
1 P 


7903140379 Remits feo of *4.000 for Tech Spec changes re augmented 
inservice insp of modified safe-ends of eight recirculation 
sys inlet lines, as contained in Itrs dtd 790222.790301 & 

790303 W/d end 

LIU, L Iowa Electric Light & Power Op 79/03/05 Jp 


7903270646 Responds to 791129 Itr requesting NRC suspend Iowa 
Electric Light it Power Co license pending mod to include 
augmented inservice insp program Agrees program is needed 
Forwards amended Tech Specs It suppl <natl W/o end 

DENTON* 41 R Office of Nuclear Reactor Regulation 79/03/03 2pp 


7903270007 Rept of 790305 telcon during which K Moyer committed util to 
Immediately follow 701013 interim tnservlte insp program 
until final program is incor poraterf into Tech Specs 
1PPOLITO, T A Operating Reactors Branch 3 79/03/06 Ip 


7903130039 Forwards IE Bulletin 79-02, "Ripe Support Base Plate Designs 
Using Concrete Expansion Anchor Dolts " 

KEPPLER. J G Region 3. Chicago, Office of the Director 79/03/00, 

Ip 


7903150171 Forwards lb Insp Rept 30-331/79-01 on 790109-11 No 
nancontp 1 1 anc« noted 

HEISHMAN.R F Region 3, Chicago, Reactor Construction S, 

Engineering Support Branch 79/02/07 2pp 


7903150173 IE Insp Rept 50-331/79-01 on 790109-11 No noncomp 1 ianc e 
noted Major areas inspected followup activities relative to 
qualification of electrical cable splices 

HUGHES. J , DANIELS, F T , SPESSARD, R L Region 3, Chicago, 

Reactor Construction !< Engineering Support Branch 79/01/30 3pp 


7903190995 Forwards IE Bulletin 79-03, “Longitudinal Held Defects in 
A3ME SA-312 Type 304 Stainless 0t*Bl Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co " 

KEPPLER, <J G Region 3, Chicago, Office of the Director 79/03/12 

IP 


7903130423 Forwards 1970 Annual Exposure Rept Nates that appro* flOO 
man-rem is attributable to repair of rec Irculati on riser 
safe-ends 

HAMMOND, E Iowa Electric Light t« Power Co 79/02/01 2p p 


7903030397 Ack i ecoipl of 790122 ltr informing NRC of stops taVen to 
correct violations noted in IE Insp Ropt 50-331/78-2.9 
DAVIS, A 0 Region 3, Chicago, Fuel Facility 1< Materials Safety 

Branch 79/02/09 lp 


7903030402 Responds to NRC 701220 ltr re violations noted In IE Insp 
Rapt 30-331/70-29 Coirective actions effluent monitoring *ys 
tests will be issued directly to electrical maint dept it 
listed on monthly surveillance test issuance list 
WALLACE, J A Iowa Electric Light (< Power Co 79/01/22 2p p 


7903220433 Forwards IB Insp Rept 90-331/79-04 on 790131 Sc 0201-02 No 
noncomp U anc e noted 

DAVIS, A II Region 3, Chicago, Fuel Facility V Materials Safety 

Branch 79/02/15 2pp 


7903050106 Forwards semiannual rept on radioactive effluent release 
for July-Dee 1970 

HAMMOND. E L Iowa Electric Light U Power Co 79/02/23 lp 


7903030189 Semiannual rept on radioactive effluent releases for JutV“ 
Dec 1978 

* Iowa Electric Light Power Co 79/02/23 9pp 


79-03030360 Forwards semiannual rept on radioactive effluent releases 
for July-Dee 1970 

HAMMOND, E L Iowa Electric Light Power Co 79/02/23 lp 


7703030369 Semi-annual operating rept of radioactive effluent releasee 
from Jul-Dec 1970 

a Iowa Electric Light it Power Co 78/12/31 0pp 


7903220436 JE Insp Rept 50-331/79-04 on 790131 5* 0201-02 No 
noncomp 1 lance noted Major areas inspected emergency 
p lanni ng< confirmatory measurements it review of ETS 
occurrences 

GRANT. U B . E5SIG, T A Region 3, Chicago. Fuel Facility !< 

Materials Safety Branch 79/02/14 Spp 


7703090346 Forwards IF Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER- J G Region 3, Chicago, Office of the Director 79/02/16 

Ip 


7903090194 Forwards "Annual Rept of Facility Chang e s, Tes ts & 
Experiments, 1970 11 

HAMMDND, E L I owa Electric Light it Power Co 79/03/01 lp 


7903090163 "Annual 
* Iowa Electric 


Rept of Fact 1 1 ty 
Light & Power Co 


Changes. Test » it Ex per im*nt»i w 
79/03/01 24pp 


1970. 


7903200379 Forwards monthly operating 
HAMMOND, E, L Iowa Electric Light 8c 


rept for Feb 1979. 
Power Co. 79/03/13 


lp 


790309039B Forwards IC Insp Rept 50-331/79-03 on 790201 Notice of 
violation withheld <ref 10CFR2 790) 

HIND, J A Region 3, Chicago, Safeguards Blanch 79/02/20 2pp. 


7903090401 IB Insp Rept 50-331/79-03 on 790201 NoncompUance noted 
physical barri er, access requirements 6 testing it 
maintenance Details withheld (ref 10CFR2 790) 

BELANGER, D L , HIND, J A , MADEDA, T J Region 3. Chicago. 

Safeguards Branch 79/02/15 Ip 


7903140090 Act receipt of 790209 ltr informing NRC of steps taken to 
torrect violation noted in IE Insp Rept 50-331/79-30 
HETSHMAN, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/02/28 Ip 


7903200380 Monthly operating rapt for Feb 1979 

VAN SICKCL, J Iowa Electric Light It Power Co 79/03/13 7pp 


7903200346 Forwards "Annual Environ Operating Rept for 197B " 
HAMMOND, E L Iowa Electric Light & Power Co 79/03/21 Ip 


7903280349 “Annual Environ Operating Rapt for 1970 " 

* Iowa Electric Light t< Power Co 78/12/31 160pp 


7903300312 Forward# "Annual Radiological Environ Operating Rept for 
1979 " 

HAMMOND, E L Iowa Flee trie Light it Power Co 79/03/27 Ip 
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7903300315 "Annual Radiological Environ Operating Kept for 1970 " 
* low* Electric Light L Power Co 79/12/31 134pp 


7-903200231 Forwards Amend 45 to License DPR-59 b notice of issuance 
I PPGHT0J T A Operating Reactors Branch 3 79/02/23 3pp 


^SOaO^OSAfl Requests all info re HPC1 failure* at facility b HPC I 
implementation -dates & actions 

EEYO. R Energy Research L Information Foundation 79/01/25 lp 


7903200237 ArflBnd 45 to License DPR-59, incorporating current phytlEj] 
security plan, into license 

IPPOLITO, T A Operating Reactors Branch 3 79/02/23 2^ 


7903090379 LER 78-Q23/01T-0 on 720919 during HPCI sys surveillance 
testing>HPCI pump did not reach required discharge flow 
rate Sys declared inoperable Cause unknown Potential cause 
thought to be water in turbine 

* taws Electric Light U Pouer Co 78/02/06 2pp 


7903230035 Forwards Federal Register notice amending 10CFR7J 55, 
‘Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 790001 

OENTQMi H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7 9030 AO 305 Forwards LER 79-00 1/03L-0 

HAMMOND. E L Iowa Electric Light b Power Co 79/02/27 Ip 


7903060314 LER 79-001 /03L-0 on 790123 no flow indication noted for 
number 3 & 4 jet pumps Caused by failure of personnel to 
remove lead shield plug from noirle h lack of verification 
that pipe was clear prior to closure Lead plug removed 
VAN 9ICKEL.J Iowa Electric Light b Power Co 79/02/27 2pp 


790314043 7 Forwaids add 1 info to support completion of SEtt for fir* 
protection program by mid-March 1979 

SCHHIEDER, J R Power Authority State of Nrw York 7?/0;i/07 Up* 


7903270443 Submits security contingency plan Requests rttui n of | n< | j 
Plan withheld <ref 1QCFR2 790) 

EARLY. P J Power Authority State of New York 79/03/23 Ip 


7903130377 Reportable occurrence during review of eq-uipment & controls* 
discovered seven purge valves would not close from full open 
position Valves currently being modified 

HAMMOND, E L Iowa Electric Light It Power Co 79/03/06 lp 


7903290104 Order to show cause re potential piping do f i c 1 enr la * in 
iaf ety-relafced equipment 

DENTONi H R Office of Nuclear Reactor Regulation 79/0n/l I f.pp 


79-03190174 Notification of RO during plant startup, suppressor chamber 0 
concentration was not reduced to les* than 4*/! within 24-h of 
placing mode switch in run Drywell 0 concentration reduced 
below AY. within 24-h period 

HAMMOND, E L I awa Electric Light fc Power Co 79/03/12 lp 


7903190197 Not i f i cat i on of RO during startup, 1 3 psid dryuell-to- 
suppression chamber differential pressure was not reached 
within 24-h of placing mode switch in run 

HAMMOND, E L Iowa Electric Light * Power Co 79/03/12 lp 


7903270426 On 790309, sur veil 1 ance tasting determined that “C" & "A" 
stack flow monitors were not functioning properly due to 
pouer supply b pneumst ie/el ec trie transmitter 
difficulties Faulty power supply b monitor replaced 
HAMMOND, E L Iowa Electric Light b Power Co 79/03/19 2pp 


7903270353 Forwards LER 79-002/01 T-0 

HAMMOND, £ L Iowa Electric Light 6 Power Co 79/03/20 ip 


79032703SB LER 79-002/01T-0 on 770306 containment purge valves CV 4300. 
4301 1 4302. 4303, 4306, 4307, 4300 not designed to close from 
full open position Caused by inadequate design specs Valves 
modified to limit opening 

VAN SICKEL.J Iowa Electric Light & Power Co 79/03/20 2pp 


79032704 37 During surveillance testing on 790321, both emergency *vc 
water eye became inoperable due to strainer plugging Action 
Initiated immediately to clean strainers Doth sys were 
operable within 2 3-h 

HAMMOND, 6 L Iowa Electric Light b Power «Co 79/03/21 lp 


7903200311 Review of reportable occurrences involving primary 
containment inerting & drywell-to-suppreu ion chamber 
differential pressure indicates all Tech Spec actions 
satisfied Occurrence* deemed to require 30-day repts 
HAMMOND, E L Iowa Electric Light b Power Co 79/03/23 lp 


DOCKET 30-332 Barnwell Reprocessing Plant 


7903050213 Requests NRC issue a written explanation for staff policy re 
repts which suggest buckling conditions Repts should net be 
limited to merely buckling criteria 

R0I8MAN, A Z Natural Resources Defense Council 79/02/C2 ip 


7903140382 Forwards Endorsements 38,39 b 40 to NELIA Policy Nf ^09 l 
Endorsements 32 b 33 to MAELV Policy MF-77 

DEE 9. F H Power Authority State of New York 79/03/07 7pp 


7903140387 Forwards NELIA Binder ED-47 6 MAELU Binder XB-47 fur 
DEEO.F H Power Authority State of New York 79/03/07 9pp 


7903140222 Forwards revised version* Entry-Control Sys Handbook, 
SAND77-I033* I ntr u t i on Detection 3ys Handb ook , 5ANP76-Q534 1 h 
Barrier Penetration Da tabose . NURF0/CR-0 1 Si \t/o end 
MILLER, JR Division of Operating Reactor* 79/01/09 Ppp 


7903QB0173 Forwards rood to "Review b Acceptance of Spent Fuel 
b Handling Application" provided on 700414 Involves pago* 
IV-3 fc IV-6 w/modified rationale & corrections 
GRIMEB. & K Assistant Director for Engineers !< Project* 

79/01/10 4pp 


7903010293 Forwards NFDO-2 1 BQ5. "Mark I Containment Program, Ouwntflflir 
Reduced Submergence, Func ti oral Assessment Rept " 

BoaON. L J General Electric Co .Nuclear Energy Product* |)|v 
79/02/01 lp 


7903010310 ''Mark I Containment Prog ram, Dounc omer Reduced C>ubm*rgi [ er 
Functional Assessment Rept " 

NDNO, K W General Electric Co , Nuclear Energy Product* Dlv 
NE0Q-2 1095 78/06/30 49pp 


7903190317 NY Dept of Environ Conservation intends tn comment Oh 
proposed amend to plant ETS Requests Commission schedule for 
hearings & reciept of comments 
CURRAN. T P New York. State of 79/02/02 lp 


7903020210 Notification of 790214-15 meeting in Rethe*da,MD 
^/representative of Mark I owners group to discuss 
Implementation l resolution of Mark I long-torm program L 
pool swell pressure load definition techniques 

GRI-MEB.C Assistant Director for Engineer* *< project* 79/0;;i* 

lp 


7903010061 Formal d s safety evaluation of interim assessment of 
mul t i p 1 e-con sec u 1 1 ve safety relief valve actuations, b 
sample Itr 

E I BEN HUT, D G Assistant Director for Systems b PrpjdcU 

79/02/13 2pp 


7903010070 "Safety Evaluation Rept of interim Assessment* of NuUlfl 
'ate Guard Training/ Consecutive Safety Relief Valve Actuations in Mark 1 

Cental nmen t Plan* " All plants are in conformance u/ 
nr acceptance criteria 

* Assistant Director for Systems b Projects 79/02/13 lOfp 


7903200241 Notice of issuance of Amend 43 to License DPR-59 

IPPDUTO.T A Operating Reactors Branch 3 79/02/23 ?pp 
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7903070256 Forwards Jan 1979 Hark I containment program activity 
review Lists meetings held 6 provides brief task-by-taslc 
summary 

BCBQN.L J General Electric Co .Nucloar Energy Products Div 
79/02/2B llpp 


7903120459 Summary of 790213 meeting in Bethesda.MD w/representatives 
of Mark I owner's group program committee to discuss generic 
Mark I program re safety relief valve loads W/ene 1 attendees 
list & meeting handouts 

SUi T M Containment Systems Branch 79/03/01 I6pp 


7903200203 Forwards proposed staff position for Mart 1 long-term 
program implementation schedules 

EJSENHllT, D 0 Assistant Director for System® ?< Projects 

79/03/01 4pp 


7903200304 Directs recipients to send end sample ltrs to QWR Mark 1 
facilities requeitmy schedules t* commitments re expected 
mod completion dates, use of safety relief valve discharge 
devices f* licensing fees for long-term program 
GRIMES, B Assistant Direttor for Engineer* 6 Projects 
79/03/01 Spp 


7903070209 Advises of delay in responding to info request re 
containment purging dui ing normal operation Requests unit 
not he limited to 90-h per year of purgingiwill justify 
unlimited purging by 790528 

SCHMIEDER, J R Power Authority State of New York 79/03/02 lp 


7903070293 Notifies that NEDO-2lfi0B, 'Mark I Containment Program-Load 
Definition Rept" was transmitted to NftC by GE on 701220 
3CMMIEDER.J R Power Authority State of New York 79/03/02 lp 


7903160248 Forwards application for license amend * pr op ps ed changes to 
Tech Spec Sections 1 0.4 5. 4 7 t* 4 11 h Revision 1 to pump 
6 valve test program. dtd 790106 W/chock for $4. 000 a* Class 
III amend fee 

SCHMIEDEN, J ft Power Authority State of New York 79/03/09 2pp 


7903160213 Forwards proprietary rept NCDC-23943-P.i "Mark 1 Containment 
Program. Suppress ion Pool Swell Test Program. LDR Load Test- 
Generic Sensitivity " W/affidavit for proprietary status 
Rept withheld (ref 10CFR2 7901 

SODONi L J General Electric CP .Nuclear Energy Products Dlv 
79/02/26 3pp 

7903230011 "SER of Interim Assessments of MS1V Actuations in Mark 1 
Containment Plants " 

* Assistant Dliectoi for Engineers ?< Projects 79/02/2/ 12pp 


7903230083 Forwards safety evaluation rept on interim assessments of 
multiple-consecutive safety relief valve actuations 
Concludes that continued operation of Mark I OWN facilities 
is acceptable subj to corrective actions 

GRIMES. 0 K Division of Operating Reactors 79/02/27 lp 


7903160250 Application fot amend to License DPR-59* c hang i n$ Tech Spec 
Sectioni 1 0*4 5. 4 7 ?. 4 11 in ordei to ensure compliance 
u/ASME specs for pump A valve tost program Revision i to 
"Pump It Valve Progt am Inservice Insp Update" end 
8CHWEDER. J n Power Authority State of New York 79/03/09 
I2lpp 


7903190330 Forwards supporting info for amend to ETS as aid in 
evaluating original submittal dtd 770601 

LEONARD* J D Power Authority State of New York 79/03/09 7pp 


7903290103 Forwards order to show cause re potential piping 
deficiencies in safety-related equipment 

DENTON, H R Office of Nuclear Reactor Regulation 79/03/13 2pp 


7903290127 Forwards "Feedwater Noi 2 1 e Hod & Improved Feedwater Sparger 
Installation Rept" to "Control Rod Drive Sys Hydraulic Return 
Noule Inap Rept " 

EARLY. P J Power Authority State of New York 79/03/14 2pp 


7903290129 "Feedwater No* lie Mod A Improved Teedwater Sparger 
Installation Rept" <Val« 1-3) 

* Power Authority State of New York 79/03/01 600pp 


7903290132 "Control Rod Drive Sys Hydraulic Return Line Noule lnsp 
Rept " 

* Power Authority State of New York 79/03/01 Bpp 


7903210126 In response to 790313 prder. states that reactor coolant temp 
will be maintained below 212 F 6 at sub-critical level 
Normal testing planned Requests immediate concurrence w/ 
action 

EARLY. P J Power Authority State of New York 79/03/16 lp 


7903290)43 confirms 790319 hand transfei of computer Code SHDCK-2 It 
SHOCK-3 by A GJambusso Requests hand-delivered documents Be 
treated as proprietary 

KENNEDY. W J Stone h Webster Ertgr 79/03/22 3pp 


7903160-131 Response to IE Bulletin 78-01* "Bora en-Patter son Hydraulic 
Shock Suppressor Accumulator Spring Coils " Older style 
snubbers removed & replaced w/newer style 8er gett-Pa tt h rson 
snubbers No damage to accumulator piston U-’cup. seal found 
LEONARD. J D PoweT Authority State of New York 79/02/OS lp 


7903060636 Forwards IE Info N-otice 79-03. "L 1 ml t orqu a Valve Geared 
Limit Switch Lubricant " 

GRIER; B H Region 1; Philadelphia. Office of the Director 

79/02/09 Ip 


79030BD262 Forward* IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

GRIER, B H Region 1* Ph i la d e Iph i a. Office of the Director 
79/02/16 2pp; 


7903000487 Informs recipients of IE Bulletin 79-01* "Environ 
Qua 1 i f ica t i on of Class IE Equipment." dtd 7702OB, that valve 
limit switch identified as NAttCQ Model S3CHL should read 
0L3CML 

GRJER.n H Region 1. P h i la d el p h i a. Offite of the Director 
79/02/27 lp 


7703220135 Responds to IE Bulletin 79-01 Forwards ltr re result* of 
architect/engineer Insp of reactor containment which 
recommended that several terminal blocks be rep 1 ac*d, Th ese 
blocks were replaced 

LEONARD. J D Power Authority State of New York 79/03/01 6pp. 


7703280052 Forwards IE Bulletin 79-02,"Plpe Support Base Plata Design* 
Using Concrete Expansion Anchor Qolfcs " 

GRIER, D H Region 1. Philadelphia, Office of the Director 
79/03/08 ip 


7903220215 Forwards " Inservi c ej Insp NIB-1 Data Rept 8. Summary. 11 
resulting from Fall 197B refueling outage Details program 
plan, summary of all examl tia 1 1 on data & required 
certifications foi equipment 6 personnel 

EARLY, P J Power Authority State of New York 77/03/20 63pp 

7903090204 Forward* "Ffflucnt -L Waste Disposal Semiannual Rept" for 
July-Dee 17/8, Ht meteorological data per Reg Guide 1.23 
LEONARD, J D Power Authority State of New York 77/02/26 lp 


7903000206 "Effluent: St Waste Disposal Semiannual Rept." July-Dee 1970 
W/ep c 1 Reg Guido 1 23 meteorological data 
* Power Authority State of New York 79/02/26 43pp- 


7903130276 Forward* monthly operating rept for Feb 1979, 

LEONARD, J D Power Authority State of Now York 79/03/03. Ip 


7903130277 Monthly operating rept for Feb 1979 

2UFFLT* £ Power Authority State of New York, 79/03/05 7pp. 


79G30G0292 Forward* "Reactor Containment Bldg Integrated Leak Test 
LEONARD, J D Power Authority State of New York 79/03/06. lp 


79030B0299 "Reactor Conta i nfnen t Bldg Integrated Leak Rate TBit Type A. 
D 6 C Periodic Tests for Jan 1776 to Nov 177Q M 
a Power Authority State of New York 79/03/06 75pp 


7903060184 Forwards LER 79-007/03 L-0 

LEONARD, J D Power Authority State of New York 79/03/01 Ip 


7903060187 LER 79-009/03L-0 on 79O203- rod control drive rendered 
Inoperable in order to repair leak in control Tod drive sys 
hydraulic control unit Upon completion of Tepalr*all 
component* returned to *vc 

CHILDS. W V Power Authority State of New York. 79/03/01 2pp 


7903060230 Forwards LER 79-010/03L-0 

LEONARD, J D Power Authority State of Now York 79/03/01 lp 
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DOCKET 90-333 James A FitiPetrick NucleaT Power Plank 


7903060242 LER 79-010/03L-0 on 790202 step increase in indicated core 
flaw Caused by earlier failure of square root computation 
module for jet pump Square root computation module- replaced 
W identical unit & core Ficu evaluation test completed 
CHILDS* W V Power Authority State of New York 79/03701 2pp 


7903200432 Forwards LER 79-01 1/03L-0 

LEONARD*- J D Power Authority State of New York 79/03/15 ip 


7903200436 LER 79-01 1/031-0 on 790214 drywell atmospheric sample 
isolation valve 27-SOV-123B blew a fuse Caused by shorted 
valve solenoid Incident recurred 790306 Will submit followup 
rept when valve replacement is completed 

CHILDS. W V Power Authority State of Mew York 79/03/15 2pp 


7903290020 Forwards LER 79-014/01 T~G 

LEONARD* J D Power Authority State of New VotI 79/03/21 ip 


7903290032 LER 79-014/01T-0 on 790312 calculations in piping stress 
analysis are being redone on accelerated basis by 
architec t/engineer Shutdown will continue until ail problems 
are resolved Final rapt on matter is forthcoming 
CHILDS. H V Power Authority State of New York 79/03/21 2pp 


DOCKET 30-33 4 Beaver Valley Power Station. Unit 1 


7903230035 Forwards Federal Register notice amending 10CFR73 53. 
"fttqui rements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage." to 
defer employee pat-down searches until 790501 

DENTON* H R Office of NurleaT Reactor Regulation 79/02/23 lp 


7903260240 Forwards revised Chapter 0 of physical security plan which 
provides details of safeguards contingency plan Plan 
withheld (ref 10CFR2 790) 

UOOLEVER.E J Duquusne Light Co 79/03/22 lp 


7903300581 Forwards show cause order from Ccmmi ssion* reqtilr t ng facility 
to remain shut down until further nutUe*due to potential 
piping deficiencies 

DENTON* If R Office of Nuclear Reactor Regulation 79/03/13 3pp 


7903300504 Order to show cause re potentially deficient piping design 
□rders facility to be placed in cold shutdown within 4B-b 
DENTON. H R Office of Nuclear Reactor Regulation 79/03/13 6pp 


7903210179 Forwards Endorsements 31 h 32 to AMI Policy NF-226 & 
Endorsements 26 5- 27 to MAELU Policy MF-B7 

BARNETT* J E Conover t* Associates* Inc Insurance 79/03/14 5pp 


79032B0337 In response to 7B0925 I tr* summer i i e t info re pressurlier 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rat* limited to 60 F per hour* due to design of Ueitinghousa 
PWR Appropriate utils have been notified 

ANDERSON* T M West t nghoum Electric Corp 70/10/27 3pp 


7903140222 Forwards revised versions Entry-Control Sys Handbook* 
3AND77-1033* Intrus ion Detection Gys Handbook* BAND76-0554f & 
Barrier Penetration Database. NURE9/CR-Q1B1 W/o end 
MILLER* J R Division of Operating Reactors 79/01/09, 2pp 


79030-70027 Responds to 790129 note re mod to prevent watei hammer Kgfi 
were in accordance w/QA programs in effect at time SER will 
focus on generic problem of prevention 
LA I NAS* G Plant Systems Branch 79/02/09 2pp 


7903070031 Requests findings that structural mods to prevent water 
hammer were per NRC acceptance criteria 

SCHWENCER. A Operating Reactors Branch 1 79/01/29 lp 


7903140109 Forwards safety evaluation rept re water hammer potential 
Tech evaluation by consultant entl 

SCHNENCER . A Operating Reactors Branch 1 79/02/12 2pp 


7903140190 Safety evaluation re steam generator water hammer Find* 
existing preventive measures at e adequate 
* Operating Reactors Branch 1 79/02/12 17pp 


7903140491 Requests registration as user of Model AP-lOO Provides naa* 
k address of contact re package 
DUNM.C N Duquesne Light Co 79/02/16 lp 


7903030209 ratification of 790223 meet mg u/utll in Bethesda.MD for 
util 6 Hestinghouse presentation *' staff discussion of sys 
improvement project 

HI QOJNTON. D Operating Reactors Branch 1 79/02/21 lp 


7903210523 Util 771213 response indicates review of potential boron 
dilution Incidents has shown F5AR analysis of evient still 
represents most limiting, case No furthei action necessary 
SCHWENCER.A Operating Reac tor s* Branc h 1 79/02/21 2pp 


7903210001 Forwards "Solid Radioactive Waste Packaging QA Program “ 
DUNH.C N Duquesne Light Co 79/02/23 ip 


7703210004 '’Solid Radioactive Waste Packaging QA Program *■ 
# Duquesne Light Co 79/02/23 36pp 


7903220403 Forwards Amend 16 to License DPR-66* a ec ur i ty plan evaluation 
rept b notice of issuance Security plan withheld (ref 
10CFR2 790 > 

BCHWENCER . A Operating Reactors Branch 1 79/02/27 4pp 


7903220487 Amend 16 to License DPR-66* 1 ncorp ora t i ng physical securlip 
plan into license 

Operating Reactors Branch 1 79/02/27 2pp 


7903220495 Notice of issuance of Amend 16 to License DPR-66 
SCHWENCEfl# A Operating Reactors Branch 1 79/02/27 3pp 


7903210062 Notice of 770313 meeting w/Duquenso Light Cn to discuss 
radiological effluent std Tech Specs 

WIOOINTDNjD Operating Reactois Branch 1 79/03/02 lp 


7903220100 Notification of 79D30B meeting in Bethesda.MD w/gtll to 
review pipr stress calculations for 6 inch safety injection 
lines 

WI-Gfi-lNTONi D Operating Reactors Branch i 79/03/06 lp 


7903120232 Forwards add I info requested at 790223 meeting re proposed 
steam break protection eye 

DUNN, C N Duquesne Light Co /9/03/07 6pp 


7903130379 Forwards "Containment Liner Test Channel at Beaver Valley 
Power Station " 

BUNNiC N Duquesne Light Co 79/03/07 2pp 


7903 1 3040 i ’’Containment Liner Test Channel at Beaver Valley Power 
Station " 

« Duquesne l ight Co 79/03/01 46pp 


7903130206 Notification that license amend application bo intarporatr 
requirements of tOCFRSO App I into Tech Specs will not be 
completed by requested date of 700315 
DUNN* C N Duquesne Light Co 79/03/00 lp 


7903300539 Summary of 790300 meeting w/Sl<W to discuss pipe stress 
calculations using PIPEBTRES9 code 

WJGGlNTONrO Operating Reactors Branch 1 79/03/15 4pp 


790329-0149 Confirms 79-0319 hand transfer of computer Code SHQCK-C I* 
SHOCK-3 by A Qiambusso Requests hand-del 1 vered document* be 
treated as proprietary! 

KENNEDY* W J Stone It Webster Engr 79/03/22 3pp' 



DOCKETED SERIES 

.DOCKET 90-334 Ucavei Volley Power Station, Unit i 7903130231 Forwards monthly operating rept for Feb 1979 

— - — - D UNN, C N Duque&n*? Light Co 79/03/09 lp 


7903070503 Forwards IE Insp Rept 50-334/76-31 on 781101-06 i 1209 No 
nanc -appliance noted 

DRUNNEFLE J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/01/16 2pp 


790319-0232 Monthly operating rept far Feb 1979 

5PTTZN0GLE, A E Duquosne Light Co 79/03/06 5p-p 
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7903070506 IE Insp R&pt 50-334/70-31 on 701101-06 ?< 1209 No 
noncompl lance noted Majm areas inspected containment 
integrated leak rate test 

KOHLER, y) E , SMITH, T , STREETER, J F Region 3, Chicago, Reactor 

Operations Nucleai Support Branch 70/12/19 Bpp 


7903140398 Discusses L FR 79-007/CIT on 790303 during main* on ID trip 
valve to turbine driven ?team generator auxilary feedwater 
pump » nut & washer were discovered in line Caused by nut & 
washer coming f i orr» 1 of 3 check valves upstream 
WERLINQ, J A Duquesne Light Co 79/03/06 2pp 


7903070143 Ac fc receipt of 790130 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-334/78-34 
BRUNNER. E J Region 1, Philadelphia, Reactor Operations Nuclear 

Support Branch 79/02/08 lp 


7903070145 Responds to NRC 790110 1 tr le violations noted in IE Insp 
Rept 50-334/70-34 Corrective actions immediate confirmation 
that relays foi both diesel generator field flash circuits 
were properly positioned 

DUNN,C N Duquesne light Co 79/01/30 3pp 


7903070151 Forwards IE Insp Rept 50 334/78-34 on 7Q121B-20 k notice of 
vi olation 

BRUNNER, C J Region 1, Ph i lad e 1 ph i a, Reactor Operations Nuclear 

Support Branch 79/01/40 2pp 


7903070152 Notice of violation from insp on 781210-20 

* Region 1. Philadelphia, Reactor Operations Nuclear Support 

Branch 79/01/09 lp 


7903070155 IE lntp Rept 50-334//8-J4 on /QJ21B-20 Noncomp 1 i ant a noted 
failure to incorporate b implement procedure revision for 
testing *< failure to document p or f oi mane o of required 
ac tions 

BECKMAN. D A , KE1MIG. R R Region t, Philadelphia. Reactor 

Operations Nuclear Support Branch 79/01/09 Hpp 


79&3140649 forwards IF Info Notite 79-03, "Limilorque Valve Geared 
Limit Switch Lubricant " 

CRIER, D H Region 1, Philadelphia. Office of the Director 
79/02/09 2pp 


790 3080260 Forwards 1L info Notice 79-04, "Degradation of Engineered 
Safety Features 11 

GRIER. U H Region 1, Ph 1 1 adel ph ia, Office of the Director 
79/02/16 Ip 


7903080504 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class lb Equipment," dtd 790200, that valve 
limit switch identified as NAM CO Model S3CML should read 
SL3CML 

GRIER, B H Region 1, Philadelphia, OFMcd of the Director 
79/02/27 Ip 


7903300351 Ack lecejpt of 790315 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-334/79-01 
SMITH, 0 H Region 1. Philadelphia. Fuel Facility J, Materials 

Bafaty Branch 79/03/15 lp 


7903300395 Responds to NRC 790200 Hr re violations noted in IE Intp 
Rept 50-334/ 79-01 Corrective actions Jog is now being 
used to ensure sample records are filed on time 
DUNN, C H Duquesno Light Co 79/03/01 2pp 


7903300360 Forwards IE Insp Rept 90-334/79-01 on 79010B-12 L notice 
of violation 

BMITHi G F Region 1, Philadelphia, Fuel Facility & Materials 

Safety Branch 79/02/08 Ppp 


7903300364 Notice of violation frrtm insp on 790108-12 

SMITH, QH Region A, Philadelphia, Tuel Facility & Materials 

Safety Branch 79/02/08 lp 

7903300369 1E Insp Rept 50-334/79-0J on 790109-12 Nohcomp 1 iance noted 
shipping radioactive matl ui/o license it failure to maintain 
r etords 

THONUSrt. H , CROCKER, H W Region 1, Philadelphia, Fuel Facility 

S< Materials Safety Branch 79/02/07 7pp 

7903060439 Forwards Jan 1979 discharge monitoring ropts submitted to 
PA Dept of Environ Respm ces 

MOORE, G W Duquesne Light Co 79/02/28 I4pp 

7903080214 Forwards "Semiannual Effluent & Waste Disposal Rept " Info 
on strontium 09 & 90 analysis for fourth quarter & dose 
estimations foi thud U fourth quarters will be forwarded 
by 790316 

DUNN, C N Duquesne Light Co 79/03/02 lp 


7903210089 Confirms 790313 telcon re potential pipe stress problems at 
facility Engineering review of stress calculations began 
790310 Plant placed in hot shutdown on 790309 L in cold 
shutdown on 790313 Ref LER 78-053/01T-0 
WEALING, J A Duquesne Light Co 79/03/13 2pp 


7903210002 Forwards LER 77-006/017-1 

TfERLl NO, J A Duquesne Light Co 79/03/14 B'pp 


7903210005 LER /7-O06/0IT-1 on 770126 review <J f pipe stress due to 
feedwater line vibrations noted six seismlca 1 ly inadequate 
snubbers on feedwater lines Caused by poor design 
verification during plant const 

WERLINO, J A Duquesne Light Co 79/03/14 2pp 


7903260273 Forwards LER 79-007/011-0 

WERLINQ.J A Duquesne Light Co 79/03/19 2pp 


7903260279 LER 79-007/D1T-Q nn 790303 steam driver auxiliary feedwater 
pump declared inoperable because IB steam supply trip valve 
would nut close Caused by missing nut 6 washer on iC steam 
g en ora to i supply check valve Nut U washer replaced 
WERLING, J A Duquesne Light Co 79/03/19 2pp 


DOCKET 50-333 St Lucie Plant, Unit 1 


7903070116 Forwards revisions to security plan prior to release of 
security plan evaluation rept so that measures may be 
incorporated Lnt 1 withheld (ref J0CFR2 790) 

REID, ft W Operating Reactors Branch 4 79/01/26 fipp 


7903050567 Demos /90110 request for exemptions from several area* of 
facility Bocuiity plan where const completion k/or hardware 
availability will delay plan imp 1 emDiUaiioh Suggests 
immediate mod of plan 

STELLQ, V Division of Operating Reactors 79/02/02 3pp 


7903230035 Toruards Federal Register notice amending 10CFR73 53, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage*" to 
defer employee pat-tfowu searches until 790801 

DENTON, H ft Office of Nuclear Reactor Regulation 79/02/23 lp 


7903200043 Forwards Amend 30 to License DPR-67 & notice of issuance * 
ayallabilty 

REID, ft W Operating Reactors Branch 4 79/02/23 3pp 

7903200043 Amend 30 to License DPR-67. incorporating current approved 
physical security plan Into license 

REID, R W Operating Reactors Branch A 79/02/2B 2pp 


790320-0046 Notice of issuance of Amend 30 to License DPft-67 
REID, R U Operating Reactors Branch 4 79/02/20 2pp 


7903270511 Forwards safeguards contingency plan. to be withheld Cr*f 
10CFR2 7901 Plan will became effective 30 days after NRC 
approval 

UHRIOiR C Florida Power 8, Light Co 79/03/23 Ip 


7903290019 Forwards "Annual Rept 1970 ” 

UNRIG, R E Florida Power it Light Co 79/03/20 ip 


7903290023 ^Annual Rept 1 970 «* 

MCDONALD, M Florida Power it Light Co 79/03/20 3Bpp 

7903190333 Forwards Endtn semen t 24 to MAELU Policy MF-00, amend Ing 197B 
i td t< reserve premiums 

DUCK.i/ R Marsh S< McLennan* Tnc 79/03/09 2pp 


7903140222 Forwards revised Versions Entry-Control Sy* Handbook, 
8AND77-1033J Intrusion Detection 8ys Handbook, BAN 076-0534* *< 
Barrier Penetration Databa se, NUREG/CR-0131 W/o and 
MILLER, yi R Division of Operating Reactors 79/Oi/O? 2pp 



128 DOCKETED SERIES 


DOCKET 30-335 St Lucie Plant. Unit I 


7903120 535 Forwards staff re commend a t 1 arts ie general contents of 
Offsite Dote Calculation Manual to be submitted e/proposed 
radiological effluent Tech Specs 

GRIMES. B K Assistant Director for Engineers It Projects 

.79/01/10 4pp 


7903040569 Notification of 790214 meeting w/FL Power 6 Light Co in 
Bethes.da.MD to discuss diesel generator surveillance 
sub mi ttal 

GROT ENNUIS. h Operating Reactors Branch 1 79/02/12 lp 


7903 1 40572 Responds to 781219 Itr informing NRC of plans to chemically 
clean secondary side Qf steam generators Concludes that NRC 
review & approval is required before operation may resume 
after proposed chemical cleaning 

BTELLO.V Division of Operating Reactors 79/02/15 2pp 


7903010298 Forwards request to amend App A of License DPR-67 to support 
Cycle 3 operation of unit W/'Reload Safety Evaluation" 
describing Tech Spec changes Concludes change will not 
Involve unrevieued safety question W/Class 3 amend fee 
UHRIQ.R E Florida Power Light Co 79/02/22 70pp 

7903140343 Notification of 790306 meeting u/FL Power t Light Co to 
discuss chemical cleaning of steam generators 
ERICKSON. P B Operating Reactors Branch A 79/02/26 Ip 

7903360343 Responds to 771200 review of potential boron dilution 
Incident* at f ac i 1 tty . which indicated F6AR analysis still 
represents most limiting case Wo further action is 
necessary 

REID. I? If Operating Reactors Branch 4 79/03/01 2pp 


7703200180 Responds to 790222 request for info Forwards EIA & 
associated license amend. Fed era 1 Register notice, k 
transmittal ltr 

CRIMES. B K Assistant Director for Engineers ?< Projects 
79/03/05 Ip 


7903200187 Forwards Amend 29 to License DPR-67* E I A t* notice of 
issuance 

RE I D. R W Operating Reactors Branch 4 79/01/24 3pp 


7903200213 Notice of issuance gf Amend 29 to License DPR-67 t. negativ 
declaration 

REID. R W Operating Reactors Branch 4 79/01/24 8pp 


7903200144 Act receipt of 790222 application For amend to License 
DPR-67 Requests payment af Class 17 amend fee 

MILLER. U 0 Atomic Safety and Licensing Appeal Panel 79/03/07 
IP 


7903140383 Requests permission to replace 42 safety-related hydraulic 
snub b era during upcoming refueling outage scheduled in Apr 
1979 Requests revised Table 3.7-2 to use in finalizing 
snubber replacement plans 

UNRIG. R E Florida Power U Light Co 79/03/00 lp 


7903260081 Notification of refund of Clast IV & two Class I licensing 
fees sent oi/app 1 i c ation on 790119 

MILLER. W 0 License Fee Management Branch 79/03/12 Ip 


7903190246 Requests amend to App A of License DPR-67 adding 
requirements for liquid I* gaseous effluent instrumentat i on 
& cakibr Wo unreviewed safety questions are involved 
LHRIG.R E Florida Power & Light Co 77/03/13 66pp 


79D30B0275 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment. 11 dtd 790208. that valve 
limit switch identified as NAMCD Model 53CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/02/28 2pj> 


7903140548 Forwards IE Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bnlts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/08 2pp 


7903210138 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co " 

O'REILLY. J F Region 2* Atlanta. Office of the Director 

79/03/12 lp 


79032I05B9 Forwards IE Cll cular 79-04. "loose Locking Nut on LimttOTqw 
Valve Operators ” 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/16 2pp i 


7903130293 Forwards "Annual Rept 1978 " 

UNRIG, R E Florida Power I. Light Co 79/02/20 ip 


7903150295 "Annual Rept 1970 " 

* Florida Power 6 Light Co 79/02/20 56pp 


7903200002 Confirms Reportable Occurrence 335-79-3 on 790206 two 
safety injection tanks were below specified boron 
concentration Cause still being investigated Will possibly 
request change in Tech Spec 3 5 i 

RETRY. C M Florida Power t< Light Co 79/02/07 lp 


7903130291 Forwards LER 79-003/01T-0 

5CHM1DT.A t> Florida Power «< Light Co 79/02/20 lp 


7903130294 LER 79-003/O1T-0 on 790206 boi on concentration fell beltw 
Tech Spec min Caused by improper flushing after partial fill 
before startup Proper techniques reemphasned to personnel 
SCHDPFMAH, M A Florida Power U Light Co 79/02/20 lp 


7903130323 Forwards LFR 77-001/Q2L-0 

SCHMIDT. A D Florida Power flight Co 79/02/22 2pp 


7903130326 LER 79-001 /03L-D on 790123 2 control element assemblies on 
drive mechanism 43 stuck 0" withdrawn when tripped Caused 
by mechanical Interference or yoke misalignment Motor 
housing removed *< control element assembly freed 
SCHQPPMAN, M A Florida Power 6 Light Co 79/02/22 lp 


7903130332 Forwards LER 79-002/03L-0 

SCHMIDT. A D Florida Power U Light Co 79/02/27 lp 


7903130339 LER 79-002/O3L-0 on 790128 during s tar tup , contro l dininl 
assembly 41 dropped twice while being manually withdrawn 
Cause unknown CFA realigned both times 6 operated normally 
after second realignment 

SCHDPFMAN. M A Florida Power Light Co 79/02/27 Ip 


7903200376 Forwards LLR 79-004/03L-0 

SCHMIDT. A D Florida Power * Light Co 79/03/03 ip 


7903200377 LER 79-004 /03L-0 on 790203 discovered two ml * al i g nmfrntt Ift 
control element assembly Caused by faulty upper electric 
limit reed switches Faulty switches to be replaced during 
next refueling outage 

CCHOPPMAN, M A Florida Power «< Light Co 79/03/05 lp 


7903230132 Forwards LKR 78-O45/03L-1 

SCHMIDT. A D Florida Power U Light Co 79/03/05 lp 


7903230155 LER 7 B- 04 S/ 03 L -1 pn 790305 during power operation, digital 
data processing $ys malfunctioned Caused by error in 
program installed by license* in June 1978 Program error 
corrected 

SCHQPPMAN, M A Florida Power U Light Co 79/03/05 2pp 


7903260235 Forwards LER 79-005/03L-0 

SCHMIDT. A D Florida Power & Light Co 79/03/00 Ip 


7903260239 LER 79-005/03L-0 on 79Q2Q0 steam driven auxiliary f#«dva1*T 
pump 1G failed to start Caused by tripped overspeed trip 
mechanism Reason for trip is unknown 

8CH0PPMAN, M A Florida Power Light Co 79/03/00 Ip 



DOCKET 30-335 St Lutie Plant- Unit 1 


DOCKETED SERIES i*> 

7903060249 FoTuard-a proposed change* to Tech Spec? re recent 
organizational change* within util 

C0UNSIL.W G No-rtheast Utilities 79/02/2B 6pp 


7903260221 Forwards LFft 79-006/03L-0 

SCHMIDT. A I) Florida Power h Light Co 79/03/09 lp 


7903260223 LEW 79-006/03L-0 on 790209 control element assembly fell to 
core bottom Caused by failed power supply unit Faulty unit 
rep laced 

SCHOPPMAN. M A Florida Power >< Light Co 79/03/09 Ip 


DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 


7903330035 Forwards Federal Register notice amending 1CCFR73 53. 
*Requir ements for Physical Protection of Licensed Activities 
in Nuclear Power Reactors Against Industrial Sabotage. ” to 
defer employee pat-down searches until 790B01 

DENTON. H ft Office of Nuclear Reactor Regulation 79/02/23 lp 


7903020394 Requests info on evacuation plans for Suffolk County 
residents in case of accident at any of 3 nearby nuclear 
plants Expresses concern re safety of inhabitants within 
prescribed "emergency planning zone " 

ARM. C Affiliation Unknown 79/01/03 3pp 


7903260295 Advises that A Partridge has been replaced by L Oettencourt 
on current list for distribution of correspondence 
concerning license amend* 

COUNSIL.W G Northeast Utilities 79/03/20 ip 


7903130376 Forwards Endorsement 53 to Policy MF-52 amending liability 
limit in Item 4 to *36.000.000 

SEGER. R M Northeast Utilities 79/03/06 2pp 


7903160159 Forwards Endorsement 5B to Policy NF-173 
SEGER. ft M Northeast Utilities 79/03/09 2pp 


7903140222 Forwards revised versions Fntry-Control Sys Handbook. 
3AN-D77-1033! Intrus i on Detection Sy s Hand b do k . SAND76-0554* & 
Barrier Penetration Database. NUREG/CR^Ol B1 W/o end 
MILLER. J R Division of Operating Reactors 79/01/09 2pp 


7903120535 Forwards staff r ecommendati nns re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposetf 
radiological effluent Tech Specs 

CRIMES. B K Assistant Director for Engineers fc Projects 
79/01/10 4pp 


7903060510 Requests payment of Class I & III fees re application for 
amends to Licenses DPft-21 Ik DPR-63 

DIGGS. R M license Fee Management Branch 79/02/09 lp 


7903140365 Forwards Federal Register notice of proposed issuance of 
llc«n»« amend 

REID. R W Operating Reactors Branch 4 79/02/09 2pp 


7903140567 Notice of proposed issuance of amend to License DPR-63 
authorising operation at 2.700 MWt in lieu of current 
licensed level of 2.560 MWt 

REJD.R W Operating Reactors Branch 4 79/02/09 4pp 


7903060293 Forwards ropt on "Neutron Shield Design Qualification " NRC 
concerns raised during 701128 meeting are addressed in rep t 
Item* on shield movement, leakage & pressure relief valves 
discussed in forwarding ltr 

C0UN81L. W G Northeast Utilities 79/02/23 3O0pp 


7903190044 Forwards Amend 59 to License DPR-21 6 Amend 4a to License 
DPR-67 8< notice of issuance Security plan evaluation rept 
withheld <ref 10CFR2 790) 

ZIEMANN. DL Operating Reactoi * Branch 2 79/02/23 3pp. 


7903190050 Amend 59 to License DPR-21 & Amend 4B to License DPR-63. 
incorporating physical security plan 

ZIEMANN. D L Operating Reactors Branch 2 79/02/23 4pp 


7903190052 Notice of issuance of Amend 59 to License DPR-21 & Amend 40 
to License DPR-6S 

ZIEMANN. D L Operating Reactors Branch 2 79/02/23 2pp 


7903060279 Supports proposed license amend to increase rated thermal 
power to 2.700 MWt. starting w/Cycle 3 operation Forwards 
addl info re conti ol rod e jec tlon. main steam line rupture «< 
seized rotor event 

COUNBIL.WG Northeast Utilities 79/02/27 3pp 


7903070243 Adv l se* NflC of recent investigation r« end bldg design 
Util has determined that existence of non-s e 1 c a 1 1 y 
designed 6 supported lines which penetrate enct bldg is 
acc e-P tab le 

CDUN5IL.W G Northeast Utilities 79/03/01 3pp 


7903260309 Forwards Amend 49 to License DPR-65. safety evaluation b 
notice of issuance 

REJD.R W Operating Reactors Branch 4 79/03/01 3pp 

7903260393 Amend 49 to License DPft-65. incorporating requested Tech Spec 
changes re engineered safety feature- actuation sys 8< 
radiation monitoring instrumentation 

RETD. R W Operating Reactors Branch 4 79/03/01 I7pp 


7903260396 Safety evaluation supporting Amend 49 to License DPR-65 
* Office of Nuclear Reactor Regulation 79/03/01 6pp 


7903260390 Notice of issuance of Amend 49 to License DPR-65, 
RE 1 0. R W Operating Reactors Branch 4 79/03/01 Sp p 


7903140278 Forwards pi oposed amend to License DPR-65. changing Tech 
Spr-cs to incorporate reactor coolant pump speed sensing ays 
W/affidavit 6 oversized drawing 

CDUKSIL.W Q Northeast Utilities 79/03/02 17pp 


7903200439 "QA Program Topical Ropt.'* Nll-GA-1 .Revision 3 
SWITZER.D C , DIEDHICK.D O Northeast Utilities NU-GA-1 
79/03/03 lOOpp 


7903280219 Documents review of NRC handling of 770404 request r# 
surveillance requirement for incoro detector calibr {< 

771031 request for changes to reporting requirements 
Concludes amend requast Is withdrawn by 78090B ltr 

GRIME0. B K Assistant Director for Engineering 79/03/12 lOpp 


7903220226 Requests amend to Licenses DPR-21 l< DPR-65 Incorporating 
«nci revisions to radiological effluent T«ch Specs Revisions 
to site environ Tech Specs sncl No unreviewed safety 
questions are involved 

CDUN3IL.H G Northeast Utilities 79/03/13 I35pp 


7903300376 Forwards results of non-LOCA safety analysis necessary to 
support Cycle 3 operation at 2.700 MUt 
CQUN9IL.W0 Northeast Utilities 79/03/22 32p p 


79033003B9 Forwards info requested in 7B122B ltr Desribe* loop 
current step response method of in situ response time 
testing of resistance temperature detectors 
CDUNSIL.W O Northeast utilities 79/03/20 6pp 


7903090332 Forwards IE Insp Repts 50-245/70-38 & 30-336/76-35 on 
781211-14 No noncompliance noted 

MARTIN. W G Region I. Philadelphia. Safeguards Branch 79/01/23 

2pp 


7903090340 IE Insp Repts 50-245/70-30 U 30-336/70-35 an 701211-14 No 
noncomp 1 lance noted Major area* inspected security program 
JONES E W , ROGERS. M . DEULIN. J W Region 1, Philadelphia, 

Safeguards Dranch 79/03/16 lp 


7903060640 Forwards IE Info Notice 79-03. "Limi tor qua Valve Geared 
Limit Switch Lubricant " 

CRIER. B, H Region 1. Philadelphia. Office of the Director. 
79/02/09 lp 


790313022 J Ack receipt of 790101 I tT informing NRC of steps taken to 
correct violations noted In IE In*p Rept 50-336/78-37 
BRUNNER. E J Region 1. Philadelphia. Reactor Operation* Nuclear 

Support Dranch 79/02/13 Ip 


7903130220 Respond* to NRC 790110 ltr re violation* noted in IE Insp 
Rept 50-336//B-37 Corrective action* supervisor* informed of 
violation, status hoard will be d eve) op ed. tact control list 
will be updated & reviewed by impartial Individual 
CaWNSIL.W 0 Northeast Nuclear Energy Co (Northeast Utilities) 
79/01/31 2pp, 


7903130233 Forward i IE Insp Rept 30-336/7B-37 on 781220-22 * notice of 
vi o lati on, 

BRUNNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Drench 79/01/10 2pp 
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DOCKET 50-336 Millstone Nuclear Power Station. Unit 2 


79031 30238 Notice af violation from imp. on 701220-22 

• Region 1< Philadelphia. Reactor Operations Nuclear Support 
Branch 79/01/09 tp 


790313024k IE Insp Rept 50-336/70-37 on 781220-22 Noncomp 1 lance noted 
failure to conduct surveillance test per Tech Spec* 

RAVUQNDiWO . MCCABE* E C Region 1. Philadelphia* Reactor 

Operations Nuclear Support Branch 79/01/09 fipp 


79030B043B Forwards IE Info Notice 79-01 . "De g radat 1 on of Engineered 
Bafety Features M 

QRlEfl.B H Region 1. Philadelphia- Office of the Director 

79/02/16 2pp 


79030 80492 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment* 11 dtd 790208. that valve 
limit switch identified as NAM CD Model S3CKL should read 
8L3CML 

GRIER, EJ H Region t* Philadelphia, Office of the Director 
79/02/27 Ip 


7903290040 Forwards IF- Bulletin 79-02* "f> 1 p e Support Base Plate Designs 
Using Concrete Eipansion Anchor Bolts “ 

CRIER* 0 H Region 1, Philadelphia* Office of the Director 

79/03/09 Ip 


7903300339 Util determined certain stem-mounted limit switches on 
safety-related valves may not be suitable for sve in 
LOCA containment Forwards list of specific switch types fc 
Valves on which switches are installed 
COUN3IL. W 0 Northeast Util i ties 79/03/23 2pp 


7903060339 '’Semiannual Radioactive Effluents Release fle-pt. 700701-1231 
* Northeast Utilities 79/03/01 55pp 


7903070234 Forwards "Annual Operating Kept for 1979 » 
DPEKA-J F Northeast Utilities 79/03/01 lp 


7903070233 “Annual Operating Rept for 1978 * 
* Northeast Utilities, 79/12/31 50pp 


7903190245 Forwards monthly operating rept for Feb 1979 
OPEHA-J F Northeast Utilities 79/03/09 lp 


7903190252 Monthly operating rept for Feb 19/9 

HOMLETT* 0 H Northeast Utilities 79/03/01 6pp 


7903010266 Forwards ERR 7B-019/03X-1 

□PEKAi J F Northeast Utilities 79/02/23 lp 


7903010267 LER 7B-0I9/O37-J on 780B03 while operating 13U diesel for 
iurv*l 1 lance* leaking injector pump noted Oiessl declared 
Inoperable Caused by CTack in valve cage of injector pump 
f Northeast Utilities 79/02/23 lp 


7903200399 Forward* LF& 79-004/03L-Q 

OFEKA-J F Northeast Utilities 79/03/00 lp 


7903200404 LER 79-Q04/03L-0 on 790130 reactor protection sys reactor 
coolant loop tests exceeded Tech Spec response time Cause 
unknown Resistance temp detector will be replaced during 
Spring 1979 outage 

CROCKETT* J Northeast Utilities 79/03/0B ?pp 


7903200407 Forward* LER 7 9-0037 03L-0 

QFEKAjJ F Northeast Utilities 79/03/16 lp 


7903200414 LER 79-OO3/O3L-0 on 790216 control element assembly 69 
dropped to zero s taps. resvl ting in control element assembly 
misalignment l< tilt to max 029 No component failures 
Control element assembly recovered. 

BATES* R U Northeast Utilities 7-9/03/16 Ip 


79032602.44 Forwards LER 79-00 5/Q3L-0 

DPEKA* J F. Northeast Utilities 79/03/16 lp 


7903260246 LER 79-005/D3L-0 on 790218 malfunction in computer r»sulte< 
in control element assembly pulse toursting position being 
inoperable Cause traced to circuit card in computer memory* 
no fault discerned. Card contacts cleaned 
« Northeast Utilities 79/03/16 lp 


DOCKET 50-338 North Anna Power Station* Unit 1 


7903120590 Forwards Amend 9 to License NPF-4 incorporating site 
security plan U/encl Federal Register notice 6 security plan 
evaluation rept Security plan withheld (ref 10CFR2 790) 

PARR.O D Light Water Reactors Branch 3 79/02/23 4pp 


7903120593 Amend 9 to l l cense NPF— 4 re site security plan 

PARR, 0 D Light Water Reactors Branch 3 79/02/23 ?pp 


7903120596 Notice of issuance of Amend 9 to License NPF-4 

PAFIR.O D Light Wa ft Br Reactors Branch 3 79/02/23 Ppp 


7903270420 Forwards amend to "Security Progi am" & recent mgt 
reorganization Amend withheld iref 10CFR2 79G> 

STALLINGS* C M Virginia Electric ft Power Co 79/03/23 lp 


7903210041 Forwards NUREG/CR-0400* "Ri sk Assessment Review Gtoup- Reel it 
NRC « W/o end 

GOLDBERG. 5 C Branch 2 79/01/29 Ip 


7903050097 Forward* Nuclear Reactor Regulation safety evaluation i s sg i d 
in connection u/pi oceed i ngc 
GOLDBERG* S C Branch & 79/02/02 lp 


7903060396 Requests facility allowable settlement not be increased 
Request* hearing Asks why util waited until 70O42Q to rept 
major pumphouse sinking in Aug 1977 
HOLLAND. F 5 Affiliation Unknown 79/02/02 lp 


7903050022 Strongly objects to Increase m settlement Unit at facility 
& util's dishonest !* til-competent performance Wants operating 
license revoked 

MARSHALL* M M Affiliation Unknown /9/02/03 2pp 


7903200551 Urges A8l AH not to inereaso foundation settlement a How inti 
u/o public hearing Suggests passible revocation of license 
in order tu gain cooperation 
<* Truth in Power 79/02/07 lp 


7903200957 Urges ASLAH to refuse to increase util's allowable 
settlement Relieves public healing should be held Feels 
license should be revoked 

LEMON, V Affiliation Unknown 79/02/11 lp 


7903200564 Expresses concern re plant const on fault lino !* foil 
conditions which pel nut uneven settling of plant equipment 
Urges ASLAb refuse to increase allowable settlement Request* 
a public hearing be hold 

SELEEN-M M Affiliation Unknown 79/02/16 lp 


7903200970 Urges consideration of license revocation U in i 1 1 ati gn «■! 
public hearing* re risky settlement conditions at plants 
Aiks for exploration of unresolved safety questions to 
clarify NRC h util roles in allaged cover-up of info 
MEREDITH* M Citizens Energy Forum 79/02/12 lp 


7903220401 Expresses concern about fac i lity. especially seismic: bldf 
settlement & spent fuel risks Questions facility 1 * 
financial justification Request* public hearing be held 
TOBIAS, 8 Affiliation Unknown 79/02/03 lp 


79032204B6 Request* hearing re facility's allowable settlement fc etll'l 
withholding of hazardous settlement info from ASLB 
8ASHAN0* A D * 5A8BAN0* S R Affiliation Unknown 79/02/00 |p 


7903220490 Requests allowable settlement not be increased Requests 
hearings be held re util’s withholding hazardous settlement 
info from A6LB ASLB should consider license revocation 
.MITCHELL* A f Affiliation Unknown 79/02/05 Ip 


7903220494 Request* ASLAB refuse to increase facility's allowable 
sett 1 ement, hold public hearing* on dangerous settlement 
condition* & consider suspension or revocation of operating 
license for withholding info from AS LAD 
AROINTEANILS AFfi 1 i a t ion Unknown 79/02/07 lp 


7903220499 Requests public hearing* on settlement conditions at pl»M 
Urge* AQLAU consider revocation of plant operating license 
for withholding haiardous info Util can.iot be trusted to 
think or act in public interest 

KQEHNEiJ L, Affiliation Unknown 79/02/09 2pp 
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.DOCKET 90-338 Nurth Anna Power Station. Unit 1 


7903220506 Requests util's foundation settlement -allowance not be 
inci eased w/o public hearing of evidence States util has 
withheld essentia) info *< i evocation of license should be 
c onsidered 

DAVIS, R P Truth in Power 79/02/07 lp 


7903060399 Ac k receipt of 790202 ltr Informs that Hoard is actively 
considering pumphouse settlement matter 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/09 Ip 


79D3Q604G0 Urges allowable settlement inctease not fee permitted for 
pumphouse Util acted dishonestly ?, irresponsibly many times, 
including withholding settlement info Suggests license be 
revoted 

CLARK. L Affiliation Unknown 79/02/02 lp 


7903060402 Conceined about continued mishandling of facility by util 
Urges public hearing re withholding of pumphouse settlement 
i nf o 

CAMPBELL, M P Affiliation Unknown 79/02/05 lp 


7903060403 Expresses apprehension about settlement of tooling water 
pumphouse, wh ich is built nn a fault ?< unstable saprolite 
soil Urges hearing to prove that human lives are the most 
Important consideration 

DIETRICH, M Affiliation Unknown 79/02/03 ip 


7903060404 Urges Board not to increase allowable settlement tt requests 
hearing Also urges investigation of revocation of operating 
1 i c ense, s i nc e util withheld info until after license was 
granted 

ORADBEN, W Affiliation Unknown 79/02/03 2pp 


7903060406 Expresses concern that nothing is being done to protect 
local citizens Urges license for facility not be granted duo 
to pumphouse sinking & false statements by util 
VAUGHAN, J n Affiliation Unknown 79/02/01 lp 


7903060407 Requests Board not to increase allowable settlement b to 
investigate revocation of license because util withheld 
hazardous settlement info from Board 
PEABLER, K Affiliation Unknown 79/02/09 lp 


7903060410 Urges Board not to inci ease allowable pumphouse settlement 
Suggests revocation of facility license States those living 
near plant ai e frightened 

VAUGHAN, M B Af f il lat i on Unknown 77/02/01 lp 


7903060412 Requests Board to hold public hearing on settlement 
conditions at site, since all buildings are affected Requests 
allowable settlement not be increased 
MILLAR, F Potomac Alliance 79/02/01 lp 


7903150200 Intervenors' response per ALAB-30? in opposition ta 
■'de minimus" theory Alleges theoi y ignores Issue of 
significant & substantial releases of radon-222 to environ 
Certificate of Bvc end 

KEPFORD, C Affiliation Unknown 79/02/19 3/pp 


7903130077 Ac k receipt of 790204 ltr ASLAB has pumphouse settlement 
matter under active consideration Order will be issued 
DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/21 lp 


7903150080 Suggests revocation of operating 11 cense, ho lding public 
hearings & prohibition of increased pumphouse settlement 
KELLAR, D Affiliation Unknown 79/02/04 lp 


7903210404 Forwards NRC policy statement re reactor safety study, 
review by lewis Committee (NUREG/CR-0400) survey of 
NRC uses of WASH-1400 All documents have been furnished to 
ABLE t* ASLAB panel members W/o end 
GOLDBERG, S C Branch 2 79/02/21 tp 


7903140366 Forwards Endorsement 16, amending conditions of Policy MF-96 
Endorsement does not increase policy limits 
KELLEY, P J Johnson &i Higgins Insurance 79/03/03 2pp 


7903280319 Informs that proposed cooperative interest of NC Electric 
Membership Corp is less than 20 MW t that of Old Dominion 
Electric Cooperative is between 20 fc BO MW 
FLEXNER, D L Justice, Dept of 79/03/22 2pp 


7903200374 Urges ASLB not to Increase allowable se 1 1 1 ement , h t> 1 d public 
hearing re settlement conditions & investigate revocation of 
license for withholding info 

WILLS, J Affiliation Unknown 79/02/19 lp 


7903060298 Provides info re 790203 rept an water hammer analysis for 
recirculation spray coolers Gives name b address of 
reporting i nd iv i d ual , f aci 1 i ty b activity or component 
affected, name of supplying firm h defect description 
BROWN, 8 C Virginia Eleetrlc h Power Co 79/02/09 3pp 

7903140129 Requests *4,000 approval fee for request for relief from 
pump 8< valve testing requirements 

MILLER, W 0 License Fee Management Branch 79/02/23 lp 


7903200311 Responds to 7B092? ltr It agrees to withhold "Wes t i ngh o u a e 
Reactor Protection Bys/Eng i nc*r ed Safety Features Actuation 
Sys Setpoint Me thodo logy " from disclosure (ref 10CFR2 7901 
PAftftr □ D Light Water Reactors Drench 3 79/03/01 2pp 


7903090234 Forwards Amend 17 to License NPF-4 

STALLINQS, C M Virginia Electric fc Power Co 79/03/06 3pp 


7903090236 Amend 17 to License HPF-4. mod i f y l ng radiological effluent 
Tech Specs Discusses Offsite Dose Calculation Manuel & 
continuous monitors 

* Virginia Electric & Powct Co 79/03/06 76pp 


7903200429 Notification of 79Q30B meeting w/uttl in, BethiSda, HD, to 
discuss Appeal Hoard decision ALAD-329 

PARR.D D Light Water Reactors Branch 3 79/03/06 3pp 


7903260339 Forwards A-mond 0 to License NPF-4, safety evaluation *r notice 
of issuance L availability 

PARR, D D Light Water Reactors Branch 3 79/03/06 3pp 


7903260340 Amend 0 tq License NPF-4 implementing fire protection 
program following second refueling outage 

BOYD, R S Division of Project Management 79/03/06 6pp 

7903260341 Notice of issuance of Amend 8 to License NPF-4 

PARRiO D Light Water Reactors Branch 3 79/03/06 Epp 


7903260343 Safety evaluation supporting Amend B to License NPF-4, re 
Implementation of fire protection program 

* -Office of Nuclear Reactor Regulation 79/02/20 22pp 


7903150351 Notification of completion of review of Tech Specs 
surveillance requirement* preoperat i onal testing 

associated w/reactor startup Advises that certain 
surveillance stds will be due before refueling date 
STALL ] NG8, G M Virginia Electric k Power Co 79/03/07 Sp p 


7903120231 Provides detailed discussion of responsibilities & 
qualifications of key station personnel as suppl to 
proposed Tech Spec Change 14 tftd 7B1226 W/encl Tech Spec 
641 revision indicating training responsibility 
STALLINGS, C M Virginia Electric Power Co 79/03/08 33pp 


7903200284 Forwards "8vc Water Reservoir Spray Sys Performance 
Testing l< Evaluation " W/doc umenta tlon supporting 
proprietary status. Rept withheld (ref 10CFR2 790) 

BROWN, 8 C Virginia Electric it Power Co 79/03/08 9pp 


7903150109 ALAB-529, order ing evidentiary hearing on safety issue* re 
possibility of missile damage & pump house settlement 
Prepared testimony to be filed by 790406 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/28 
13pp. 


7903230297 Forwards responses to ALAR-509 Thirty-day period for 
responses to documents shall run from 790305 

9KRUTSVU , R M Atomic Safety and Licensing Appeal Panel 79/03/01 
3pp 


7903050372 Amend of Condition 4 endorsement to Policy MF-37 to reflect 
change in liability from *31,300,000 to *36,000,000 
0ERA8, T Nuclear Energy Liability Insurance Association 79/02/OJ 
Ip 


7903200350 Requests amend to License NPF-4, deferring surveillance 
requirements re Type B U C leak tests, r««c tor protection & 
engineered safety features response time, safety injectlonr 
containment depressurization U instrument calibr W/check 
STALLINGS, C M Virginia Electric k Power Co 79/03/13. 7pp 


7903220223 Forwards *4,000 check for Class III fee for requested 
change to pump & valve inservice testing program 
BAUM, E A Virginia Electric it Power Co. 79/03/13 2pp 

7903270327 Forwards requested suppl info re startup physics test 
resul ts 

STALLINGS, C M Virginia Electric & Powbt Co 79/03/20 0pp. 
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DOCKET 30-330 North Anna Power Station. Unit i 


7903300373 FSAR Amend 63. dtd 7901 ) 2, app 1 i e s to Unit i at update 
not tv application an request -for SRC review No unrevleiued 
safety question i* involved 

STALLINGS, C M Virginia Electric b Power Co 79/03/B7 Ip 


7903130190 Forwards IE ln*p Repts 30-338/78-43 t* 50-339/70-30 on 
7012U-29 Mo none amp 1 lance noted 

LEWIS. R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 77701/24 2pp 


7903200271 Forward 5 "Environ Radiological Momtorjng Program,’* 
quarterly rept for Jul-Sept 197B Cone 1 udes f»,l d monitoring 
« assay effort are adequate re program objective* Nt> 
significant change noted in background level* 

BAUM, E A Virginia Electric s, Power Co 79/03/15 lp 


7903060244 LER 79-014/03L-0 on 790202 pr BS|uruer i, ve j 

indicated high over allowable r aT *ge Caused hu * Jnd *rator 


r C 3 U S p (J {3 u v 0 1 t H r i f 4 

J" )»•! trsas^ttt.r App-opr, at . channel pUc.d 

in trip condition & transmitter recalibr 

CARTWRIGHT, W R Virginia Electric & Power Co 79/02/20 2 pp 


7903130200 IE Insp Ropts 50-338/70-45 6 50-339/73-30 on 781211-29 No 
noncoMpi ianc e noted MajoT areas inspected l tR * , f ol 1 ouup 
on IE circular *, anvi ron repts & organ i i at ion changes, test 
engineer qua 1 ificat ions. fuel storage b plant tour 

KIDD, M S . CANTRELL, F 9 Region 2, Atlanta, Reactor Operations 

Nuclear Support Branch 79/01/23 13pp 


7903010021 Ac k receipt of 790126 Itr informing NRC of steps taken to 
correct violation! noted in IE Insp Rept 30-330/78-42 
LEWI9.R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/02 Ip 


7903080216 Forwards LER 79-01 5/03L-0 

STALLINGS, C H Virginia Electric l< Power Co 79/03/02 |p 


' w-i - w U1 ‘ rna rug indicators In 

disagreement Caused by voitage drift in signal conefi ti oniim 
card Card recalibrated t, functional checks performed 9 

safe! sf actor i 1 y 

STALLINGS. C N Virginia Electric b Power Co 79/03/02 2pp 


7903130293 Forwards LER 79-009/03L-0 

STALLINGS, c N Virginia Electric tx Power Co 79/03/09 ip 


7903010020 Reiponds to NRC 790105 Hr re violation* noted in IE Imp 
Rept 50-330/76-42 Corrective actions applicable operating 
procedures are being revised to Include condition verifying 
automatic stop oil pressure is below setpoint 

9TALHMGB, c N Virginia Electric U Power Co 79/01/26 3pp 


7903130310 LER 79 0 09 /03L O on 790212 during normal operation, snubber 
support for C steam generator atmosphere discharge line 
found damaged Caused by use of support as anchor for chain 
fall Support replaced 

CARTWRIGHT, M R Virginia Electric V Poujpr Co 79/03/00 Spp 


7703090123 Forward* IE Info Notice 79-Q4. “Degradation nf Engineered 
Safety Features 11 

O'REILLYiJ P Region 2, Atlanta, Office of the Director 
77/02/16 Epp 


790308#3-2i Responds to 701220 request for notice* of violation from 
7*0401-1220 Forward* requested info 

DAVI8,J G Office of Inspection b Enforcement 79/03/21 6pp 


7903000524 Act receipt of 761213 Itr Request* lists of notices of 
Violation from 780401-1220 6 NRC enforcement action* re 
cumulative notices of violation. paTtlcularl y re radiation 
safety miscalculation* 

ALLEN. J North Anna Environmental Coalition 76/12/20 Ip 


7903080314 Informs recipients of IE Bulletin /7-OJ, "Environ 
Qualification of Class IE Equipment,' 1 dtd 790208. that valve 
limit switch identified as NA.HCO Model Q3CML should read 
6L3CML 

O'REILLY, J P , Region 2. Atlanta, Office of thi Director 
77/02/20. 2pp 


7703140433 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolt*, “ 

O'REILLY, J P Raglan 2, Atlanta, Office of the Director 
79/03/03 2pp 


7903210151 Forward* IE Bulletin 79-03, "Longitudinal Meld Defect* in 
AflME 9A-312 Type 304 Stainless Gt**l Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co 11 
O'REILLY, J P Region 5, Atlanta, Office of the Director 
77/03/ 1 3 lp 


7903220017 Forward* IK Circular 79-04, "Loose Locking Nut on Limi torque 
Valve Operators " 

O'REIl LY, J P Region 2, Atlanta, Offidt of the Director 
79/03/16 2p p 


7703140374 Forwards LERs 7G- 1 00/01X-1 , 79-006/03X-1 . 79-0l3/03L^n 
79-O18/O3L-0 U 79-Q19/G3L-0 

STALLINGS.C rt Virginia Electnt & Power Co 79/03/12 lp 

7903140400 LER 78-LOQ/OtX-l 0 n 701108 field mod to reactor vessel imr 
head insulation was not seismically analyzed per F8AR 
Caused by personnel error Structural analysis performed b 
new mod is under development 

CARTWRIGHT, H R Virginia Electric 6 Power Co 79/03/09 2pp 


7903140407 LER 77-Q06/Q3X-1 on 790111 damaged wiper *eal found on 
hydraulic suppressor I-FU-HSS-233 b suppressor Found 
inoperable on bypass line Caused by improperly set poppet 
valves Suppressor replaced w/operable spare 

CARTWRIGHT, H ft Virginia Electric b Power Co 77/03/09 2pp 


7903200220 "Environ Radiological Monitoring Program," quarterly net 
for Jui-Sept 1778 

* Virginia Electric b Power Co 70/07/30 lOOpp 


7903300356 Forwards radiological environ operating rept for 1978 No 
adverse environ impact has resulted from operation* 

0 TALL INC S, C N Virginia Electric b Power Co 79/03/27 1 p 


7903300361 "Annual Environ Radiological Monitoring Program Rept, 197S - 
QUEEN ER, R F , HOPPER, T> M , SMITH, C R Virginia Electric i. Power 
CO 79/03/27 7Dpp 


7903140473 Submits info t e missing part* of AC L DC solenoid opereted 
v#lv*s name b address of reporting individual facility, 

«c tlvity, comp onent af fee ted , firm constructing or supplying 

facility i description of defect it report date 

GROWN, 8 C, Virginia Electric St Power Co 79/02/23 3pp 


7903050200 Forwards LER 79-020/03L-0 

BTALLIMQELC M Virginia Electric tt Power Co 77/02/27 lp 


79030301 3B Forwards "Whole Body Exposures Rept" for 1770 

8TALLING8* C H Virginia Electric It Power Co 79/02/27 2pp 


7903070382 Forwards "Annuel Whole Body Ejp&*ure Rept" 6 "Radioactive 
Effluent Release Rept 11 

STALL I NOS ,C h Virginia Elettric U Power Co 79/03/01 lp 


7903070383 "Annual Whole Body Exposure Rept" for 1978 

STAFFORD, A H, , HOPPER, D M i CARTWRIOHT, U R, Virginia Electrid t< 
Power Co 79/12/31 3pp 


7903070385 "Radioactive Effluent Peltate f^ept, n July- Doc 1976 
OUEENER, R, F , HOOPER, D h . CARTWRIOHT, W. R, Virginia Electric U 
Power Co 78/12/31 IlSpp 


7903190173 Forwards monthly operating rept for Feb 1979 

STALLINGS, C M Virginia Electric 4 Power Co 79/03/14 Ip 


7903190178 Monthly operating rept for Feb 1979 

euntonw.u a Virginia Electric b Power Co 79/03/02 3pp 


7903050286 LER 79— O2O/03L— 0 on 790131 fire door S54-9 was Pound to bf 
non-f unc ii onal Caused by recently installed electric d-oor 
strike slipping out of adjustment. 

CARTWRIGHT, W R Virginia Electric 6 Power Co 79/02/27 2pp 


7903030180 Forwards LER 79-0SJ/99T-0 

STALLINGS, C M Virginia Electric fr Power Co 79/02/20 Ip 


7903030183 LER 79-02 1 /99T-0 on 790212 me terol og i ca | air temp change m 
temp Indication was observed to be "off-scale" low Caused by 
faulty resistance temp detectoi Temp element replaced 
CARTWRIOHT# W ft, Virginia Electric $< Powsr Co 79/02/27. Spp 


7903060241 Forwards LER 79-014/03L-0 

STALL I NOS, C M Virginia Electric b Power Co 79/03/01 If 


7903140414 LER 79-0L3/O3L—O on 790214 during normal op-erat 1 on. f ire d«er 
371-7 between auxiliary bldg ■?< health physics found non- 
functional Caused by bent Phaser on left door Phaser taped 
out of way 6 new Phaser installed 

CARTWRIGHT, W R Virginia Electric & Power Co 79/03/09 Spp 
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DOCKETED SERIES 


DOCKET 50-338 North Anna Power Station. Unit 1 


7903 J 404 IS LER 79-0 10/O3L-O on 790214 during Mode 1 operation at 98/ 
power, main steam ti ip valve l-TV-MS-l 1 1 Q leaked excessively 
t< was isolated for repair Caused by deteriorated internal 
gasket Valve isolated b gasket replaced 

CARTWRIGHT. W R Virginia Electric It Power Cd 79/03/09 2pp 


7903140422 LEN 79-019/03L-0 on 790216 during torve 1 1 1 anc b, emergent y 
diesel generator 1H did not reach 900 revolutions per minute 
in required 10-s Probable cause was low ambient air temp 
Conditions of first start were not reproducible 
CARTWRIGHT. W R Virginia Electiic it Power Co 79/03/09 2pp 


7903230137 Forwards LFR 79-027/03L-0 

STALLINGS. C M Virginia Electric it Power Co 79/03/19 Ip 


7903230141 LER 79-02//03L-0 on 790223 axial flux difference deviated 
greater than 57. from target Caused by xenon transient 
occurring during startup operation Corrected by boration by 
reactor operator 

CARTWRIGHT. W R Virginia Electric t, Power Cd 79/03/16 2pp 


7903270572 Forwards LER 79-023/031 -0. 79-025/03L-0 *, 79-031 /03L-0 
STALLINGS, C M Virginia Electric it Power Co 79/03/22 Ip 


7903270577 LER 79-023/Q3L-0 on 790303 disagreement noted between group 
& individual indication for rod D-10 Caused by voltage drift 
in conditioning card Calibr *( functional checks were 
per farmed 

CARTWRIGHT. W ft Virginia Electric it Power Co 79/03/21 2pp 


79032705S4 LFR 79-025/03L-0 on 790228 power range channel N42 placed i 
tripped condition Caused to allow replacement of erratic 
Delta Flux indicator Indicator replaced & power range 
detector returned to sve 

CARTWRIGHT, W R Virginia Electric t« Power Co 79/03/21 2pp 


7903270391 LER 79-031 /03L-0 on 790302 surveillances of engineered 
safety feature pumps not performed within interval Caused by 
personnel error due to long period from preopDratlonal tests 
to operation Surveillances will be performed 

CARTWRIGHT. W R Virginia Electric it Power Co 79/03/21 2pp 


7903300368 Forwards LPRs 79-022/03L-0 {< 79-O20/O3L-O 

STALLINGS, C M Virginia Electric it Power Co 79/03/27 lp 


7903200429 Notification of 790308 meeting w/utll in D eth e s da. MB, to 
discuss Appeal Hoard decision ALAU-529 

PARR > Q D Light Water Reactors Branch 3 79/03/06 3pp 


7903200284 Forwards "Svc WafceT Reservoir 6 Spray 3y* Performance 
Testing Sc Evaluation " W/da< ument at i on supporting 
proprietary status Rept withheld (ref 10CFR2 790) 

CROWN, B C Virginia Electric & Power Co 79/O3/0B 9pp 


7903220217 Provides addl info re modified startup physics testing 
program, per NRC request 

STALLINGS, C h Virginia Electric it Power Co 79/03/16 19pp 


7903270570 Forwards drawings omitted from 790312 Itr which should be 
inserted behind nates re ASME Code Class I components 
STALLINGS. C fl Virginia Electric & Power Co 79/03/23 3pp 


7903300223 Per NUREG-0094. describe s license training program designed 
to upgrade personnel currently licensed at Unit 1 & 
personnel obtaining licenses at Unit 2 

STALLINGS, C h Virginia Electric & Power Co 79/03/27 2pp 


7903300373 FSAR Amend 65. did 790 1 12, ap p li e* to Unit 1 as update only, 
not as application on request for NRC review No unre viewed 
safety question is involved 

STALLINGS, C M Virginia Electric it Power Co 79/03/27 lp 


7903120590 Forwards Amend 9 to License NPF-4 incorporating site 
security plan W/encl Federal Register notice «< security plan, 
evaluation rept Security plan withheld (ref 10CFR2 790) 

PARR , □ D Light Water Reactors Branch 3 79/02/23 4pp 


7903120593 Amend 9 to License NPT-4 re site security plan 

PARR, D D Light Water Reactors Branch 3 79/02/23 2pp 


7903120596 Notice of issuance of Amend 9 to License NPF-4 

PARR, □ D Light Water Reactors Branch 3 79/02/23 2pp 


7903270420 Forwards amend to "Security Program" U recent mgt 
reor gani tation Amend withheld (ref I0CFR2 790) 

STALLINGS. C M Virginia Electric t< Powbt Co, 79/03/23 Ip 


7903210041 Forwards NUREQ/CR-0400. l, Ri* k Assessment Review Group Rept tt 
NRC " W/o end 

GOLDBERG, S C Branch 2 79/01/29 Ip 


7903300370 LER 79-02B/Q3L-0 on 790P2S greater than 12-step disagreemer 
noted among rod position ind ication, computer position 
Indication it demand signal indication for Rod 9 Caused by 
voltage drift in signal conditioning card 

CARTWRIGHT, W R Virginia Electric & Power Co 79/03/26 2pp 


7903300372 LER 79-022/03L-0 on 790227 power supply to post DBA H 
recomhinei deenorgimd rendering recombinor inoperable for 
4-h Caused by deenergizing of motor control center to 
perform voltage measui emonts 

CARTWRIGHT. W R Virginia Electric it Power Co 79/03/26 Ip 


DOCKET 50-339 North Anna Power Station. Unit 2 


7903030097 Forwards Nuclear Reactor Regulation safety evaluation ltsuec 
in connection w/ proceeding % 

GOLDHERG, B c Branch 2 79/03/02 lp 


7903060398 Requests facility ellevoble settlement not be increased 
Requests hearing Asks why util waited until 7BO420 to rept 
major pumphouse sinking in Aug 1777 
HOLLAND, F B Affiliation Unknown 79/02/02 lp, 


7903030022 Strongly objects to Increase in settlement limit at facility 
b util ' s <j 1 shone s t it incompetent performance Wants operating 
license revoked 

MARSHALL, M TI Affiliation Unknown 79/02/03 2pp 


7903200570 Urges consideration of license revocation ^ initiation of 
public hearings re risky settlement conditions at plants 
Asks for exploration of unresolved safety questions to 
clarify NRC it util roles in alleged cover-up of info 
MEREDITH, M Citizens Energy Forum 79/02/12 lp 


7903300574 Urges ASLB not to increase allowable s e tt 1 ement. ho 1 d public 
hearing re settlement conditions investigate revocation of 
license for withholding info 
MILLS. J Affiliation Unknown 79/02/19 lp 


79030BQ031 Forward* NRC recommendations for general contents of 
Offsite Dose Calculation Manual 

PARR, 0 D Light Water Reactors Branch 3 79/02/14 8pp 


7903200551 Ui pes ASLAB not to Increase foundation settlement allowance 
w/o public hearing Suggests possible revocation of license 
in order to gain cooperatinn 
* Truth In Power 79/02/07 lp 


7903200557 Utgos ABLAB to refuse to increase util's allowable 
settlement Believe* public hearing should be held Feels 
license should be revoked 

LEMON, V Affiliation Unknown 79/02/11 Ip 


7903200564 Expresses concern re plant const on fault line it poll 
conditions which permit uneven settling of plant equipment 
Urges ASLAB refuse to increase allowable settlement Requests 
a public hearing be held 

SELDEN, M M Affiliation Unknown 79/02/16 ip. 


7903030271 Addresses effect* of radiation-induted deterioration of 
col 1 ar/saddle shield mat 1 to be used In suppl neutron 
shield Matl will undergo radiation-thermal test, Forteos no 
potential for shield mot! deterioration in first 4 years 
BROWN. 8 C Virginia Electric 6 Power Co 79/03/01 3pp 


7903200311 Responds to 780929 Itr b agroes to withhold "West i ngh ouie 
Reactor Protection 8y s/Eng ineered 8afety Feature* Actuation 
Sys Setpoint Methodology” from disclosure (ref 10CFR2 790) 

PARR, Q D Light Water Reactors Branch 3 79/03/01 2pp 


7903220491 Expresses concern about f ac i 1 i ty . e spec i a lly seismic bldg 
settlement it spent Fuel risks Questions facility's 
financial justification Requests public hearing bo hold 
TOBIAS, 8 Affiliation Unknown 79/02/03 lp 


7903220486 Requests hearing re facility's a i lowable, set t 1 ement fc util' 
withholding of harardous settlement info from ASLB 
8A9BAN0, A D , 8AS8ANQ, S R Affiliation Unknown 79/02/08 lp. 
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DOCKETED SERIES 


DOCKET 50-33? North Anna Power Station, Unit 2 


7903220490 Requests allowable settlement not be increased Requests 
hearing* be held re util J * withholding hajardous settlement 
info from ASLS A5LB should consider license revocation 
MITCHELL, A F Affiliation Unknown 79/02/05 ip 


7903220494 Requests iV&LAB refuse to increau facility's allowable 
sett 1 ement* ho Id public hearings on dangerous settlement 
conditions 4 consider suspension or revocation of operating 
license for withholding info from A5LA3 
AR01NTEANU, 9 Affiliation Unknown 79/02/07 Ip 


7903220499 Requests public hearings on settlement conditions at plant 
Urges ASLAB consider revocation of plant operating license 
for withholding haiardous info Util cannot be trusted to 
think or act in public interest 

KOEHNE.J L Affiliation Unknown 79/02/09 2pp 


7903150139 ALAB-529, ordering evidentiary hearing on safety Issues r* 
possibility of missile danage ?< pump house settlement 
Prepared testimony to be filed by 790406 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/03/29 
13PP 


7903230297 Forwards responses to ALAB-509 Thirty-day period for 
response* to document* shall run from 790305 

EKRUT£KI»R M Atomic Sofety and Licensing Appeal Panel 79/03/01 
5pp 


7903050372 Amend of Condition 4 endoi sement to policy MF-57 changing 
liability from *31, 500, OOO to 435, 000, 000 

GERAS, T Nuclear Energy Liability Insurance Association 79/02/01 
> P 


7903140366 Forwaidt Endorsement 16, amending conditions of Policy MF-96 
Endorse (Bent does not inn ease policy limits 
KELLEY, P J Johnson !< Higgins Insurance 79/03/O‘j 2 p p 


7903220506 Requests utiles foundation settlement allowance not be 
Increased w/o public hearing of evLdence States util ha* 
withheld essential info A revocation of license should be 
considered 

DAVIS, R P Truth in Power 79/02/07 lp 


7903200315 Informs that pi oposed coopei alive interest of NC Electric 
Membership Corp is less than 20 MR \ that of Old Dominion 
Electric Cooperative is between 20 & SO MW 
FLEXNER, D L Justice. Dept of 79/03/22 2pp 


7903060399 Ac k receipt of 790202 1 tr Informs that Board is actively 
considering pumphouse settlement matter 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/09 lp 


7903060400 Urges allowable settlement increase not be permitted for 
pumphouse Util acted dishonestly f< irresponsibly m»ny times, 
including withholding settlement info Suggests license be 
revoked 

CLARK. L Affiliation Unknown 79/02/02 lp 


7903060402 Concerned about continued mishandling of facility by util 
Urges public hearing re withholding of pumphouse settlement 
info 

CAMPBELL, M ? Affiliation Unknown 79/02/05 ip 


7903060403 Eipressss apprehension about settlement of cooling water 
pumphouse, wh ich is built on a fault b unstable saprolite 
soil Urges hearing to prove that human lives are the most 
Important consideration 

DIETRICH, M Affiliation Unknown 79/02/03 lp 


7903Q60404 Urges Hoard not to Increase allowable settlement U requests 
hearing Also urge* investigation of revocation of operating 
1 tcense, since util withheld info until after license was 
granted 

BRABBEN, W Affiliation Unknown 79/02/03 Spy 


7903060406 Expresses conctrn that nothing is being don* to protect 
local citiiens Urges license fen facility not be granted due 
to pumphouse sinking h false statement* by util 
VAUGHAN, J D Affiliation Unknown 79/02/01 ip 


7903060407 Requests Hoard not to increase allowable settlement U to 
investigate revocation of license because util withheld 
hacardous settlement info from Board 
FEA9LER, K, Affiliation Unknown 79/02/05 lp 


7903060410 Urges Board not to increase allowable pumphouse Settlement 
Suggests revocation of facility license State* those living 
nsar plant are frightaned 

VAUGHAN, h II Affiliation Unknown 79/02/01 lp 


7903060412 Request* Hoard to hold public hearinu on settlement 
condition* at site, since all building* are effected Requests 
allowable settlement not be increased 
MILLAR, F Potomac Alliance 79/02/01 ip 


7903150200 Int ervenor* * response per ALAB-509 in oppoiitlon to 
"do minimus" theory Alleges theory ignores issue of 
significant & substantia) releases of radon-222 to environ 
Certificate of Eve en< 1 

KEFFORD. C Affiliation Unknown 79/05/ J9 37pp 


7903130077 Atk receipt of 790204 Hr A6LA0 has pumphouse settlement 
matter under active consideration Order will b« issued 
DUFLO. H E Atomic Safety and Licensihg Appeal P»tib 1 79/02/21. lp, 


7903150030 Suggests revocation of operating license, hold log public 
hearings b prohibition of Increased pumphouse settlement 
KELLARi 0 Affiliation Unknown 79/02/04 Ip 


7903210404 Forward* NftC policy statement pe reactor safety study, 
review by Lewi* Committee <NlPREQ/CR-0400) i< survey of 
NRC uses of MASH-1400 All documents have been furnished to 
ABLE L ASLAB panel members M/a end 
GOLDBERG, B C Branch 2 79/02/21 Ip 


7903090234 Forwards Amend 17 to License NPF-4 

STALLINGS. C M Virginia Electric b Power Co 79/03/06 3 pp 


7903090236 Amend 17 to License NPF-4, modifying radiological efflut-ni 
Tech Specs Discusses Offsite Dose Calculation Manual L 
continuous monitor* 

* Virginia Elecliit !< Power Co 79/03/06 76pp 


7903140615 Informs that NRC mill be informed of corrective action* in 
response to IE Bulleton 70-08 upon receipt of operating 
license 

BROWN, S C Virginia Electric b Power Co 79/01/18 lp 


7903130190 Forwards IF In&p Ropts 50-338/78-45 b 30-339/7B-3B on 
781211-27 No none ompl lance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Queectt 

Branch 79/01/24 2p p 


7903130200 IE Ih*p Repts 50-33B/78-45 b 50-339/78-39 on /8i 21 1 -29 Ra 
nencompl i ance noted Major area* inspected l.ERs, f ol lowup 
on IE circulars, envi ron repfc* V organiiation change*, test 
engineer qua U fi cat i ons, fuel storage b plant tour 

KIDD.M 8 , CANTRELL, F S Region 2> Atlanta, Reactor Operations 

Nuclear Support Branch 79/01/23 13pp 


7903130219 Forward* IE Insp Rept 50-339/ /9-03 on 790109-12 No 
none cmpl lane * noted 

MURPHY, C E Region a# Atlanta, Reactor Construction t< Enginimn 

Support Branch /9/01/P9 2pp * 


7903130224 16 Insp Rapt 50-339/79-03 on 790109-12 No Tt one omp 1 1 an-C r 
noted Major areas inspected fire protection !< prevention 
procedures, equipment installations & practices 
MILLER, W H , GIBBONS. T D , BRYANT, J C Region 2, Atlanta, 

Reactor Construction *< Engineering Support Branch 79/01/26 4pp 


7903150010 Forwards IE Insp Rept 50-339//9-02 on 790109-12 No 
noricomp 1 iance noted 

MURPHY, C E Region Sr Atlanta, Reactor Construction N Endlmmci 

Support [Irene h 79/01/31 2pp 9 


79031 50017 IE Insp Kept 00-339//9-02 on /90I09-12 No none omp Hence 
noted Major areas inspected instrumentation work, act! vi tie* 

& GC records fc electrical work, work activities, It Qc 
record s 

GIBBONS, T D Region 2, Atlanta, Reactor Construction t. 

Engineering Support Branch 79/01/31 4pp 


7903090123 Forward* IF Info Notice 79-04, "Degradation of Engineered 
Safety Feature* " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16. 2pp 


7903000314 Inform* recipients of IF Bulletin /9-01. "Environ 
Dual If 1 cation of Class IE Equipment, 1 * dtd 790208, that valve 
limit switch Identified p* NAMCO Model S3CML should road 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 £pp 


7903140433 Forward* IE Info- Bulletin 79-02, "Pipe Support Desa PUt» 
D**ign» Using Concrete Expansion Anchor Bolts " 

O'REILLYrJ P Region 2, Atlanta, Office of the Director 
79/03/03 2pp 



DOCKETED SERIES 


DOCKET 50-339 Noi th Anna P Older Station* Uhit 2 


DOCKET 50-341 Enrico Fermi Atomic Power Plant* Unit 2 


7903150294 Requests exemption for inservjce insp from applicable ASHE 
codes Provides specific info identifying applicable code 
requi remenfc, just i f ication for relief requests & alternative 
imp methods 

STALLINGS) C M Virginia Electric F Power Co 79/03/12 20pp 


7903210151 Forwards IF- Bulletin 79-03, "Longi tudinai Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding ?< Engineering Co “ 

O'REfLLYiJ P Region 2. Atlanta, Office of the Director 

79/03/12 lp 


7903220019 Forwards It* Circular 79-04, “Loose locking Nut on Limltorqua 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


7903200221 Forwards "Environ Radiological Monitoring Program,. " 
quarterly rept for Jul-Sept 197B Concludes field monitoring 
it assay effort are adequate re program objectives No 
significant change noted in background levels 
BAUM, E A Virginia Electric h Power Co 79/03/19 Ip 


7903200223 "Environ Radiological Monitoring Program," quarterly rept 
for Jul-Sept 1978 

* Virginia Electric & Power Co 78/09/30 lOOpp 


7903200159 Telcon Rept util informed Region 2 of potential hydraulic 
transient (water hammer! in rec irculatl on spray coolers 
during operation in post LOCA environ Magnitude of transient 
b applicability to Unit 1 have not been determined 
* Virginia Electric b Power Co 79/02/05 lp 


7903210539 Submits info required by 10CFR21 re lack of seismic supports 
b missile protection for emergency diesel generator 
mufflers Investigation la proceeding to determine corrective 
action 

DROWN) S C Virginia Electric U Power Co 79/02/05 2pp 


7903140473 Submit* Info re missing parts of AC fe DC solenoid operated 
valves name & address of reporting individual facility* 
ac t ivi ty, component af Pec ted, firm constructing or supplying 
fac 1 1 1 ty, descrip tion of defect b report date 
DROWN, S C Virginia Electric h Power Co 79/02/23 , 3p p 


7903020263 Notification of correction of deficiency imp 1 emutit i n j 
administrative procedures whereby i eactor operator will 
review flux traces Also considering hardware/sof tware mods 
All possible safety questions adequately corrected 
DROWN, B C Virginia Electric It Power Co 79/02/27 2pp 


790302029 J Final rept per 10CFR50 55(e), re failure to seismlcally 
analyte field mod to reactor vessel insulation West 1 ngho its e 
& Stone U Webster changed reactor vessel Insulation support 
structure to prevent incore insti umentation tube stress. 

DROWN, 9 C Virginia Flectric & Power Co 79/02/27 lp 


7903020325 Buppl 790216 ltr re axial power distribution monitoring *ys 
defect In addition to administrative procedures to lower 
input values, al ternate methods for lowering addl penalty on 
measured input values in sys 

BROWN, 8 C Virginia Electric h Power Co 79/02/27 2pp 


7903050240 Suppl 790216 final rept re deficiency in calculating axial 
■flux shape F j < 2 > Administrative procedures have been 
Implemented to account for in-core' moveable detector 
background signal Believes problem is corrected 
DROWN, S C Virginia Electric S< Power Co 79/02/27 2pp 


7903050246 Suppl 790216 final rept on correction of calculation method 
for axial power distribution monitoring sys Feel* proposed 
administrative procedures satisfactorily resolve 
nonconservatism problems 

HR0WN.8 C Virginia Electric 8 < Power Co 79/02/27 2pp 


7903060446 Provides 30-day Interim deficiency rept on recirculation 
coalers re pump startup transient NRC will be informed of 
results k any corrective action required to guarantee 
operability of coolers 

BROWN, S C Virginia Electric l< Power Co 79/03/02 lp 


7903140509 Proposes plan to enable NRC inspectors to enter site during 
off hours w/o compromising security 
MINES, E Detroit Edison Co 79/02/09 2p p 


7903090106 Forwards recommendations for general content of Offsite Dose 
Calculation Manual (ODCM-) required w/rad 10 1 og ic a 1 effluent 
Tech Specs for PWR U OWR facilities 

STOLZ , J F Light Water Reactors Branch 1 79/02/13 7pp 


7903120601 Forwards approved revised schedule for radiological safety 
review of application for operating license Issuance date 
for 8ER cannot be advanced 

STOLZ i J F Light Water Reactors Branch 1 79/02/13 3pp 


7903070259 Based on NPDES Permits M 100391 10 b M10037O20 & ALAU-51 3, util 
concludes it is not required to conduct pre opera t ion al 
aquatic monitoring program at const site Forwards one year 
aquatic monitoring program for NRC review 
JENS, W H Detroit Edison Co 79/02/23 30pp 


7903150414 Forwards requests for addl info re FBAR Info sought pertains 
to effluent trea feme n t» pow er sy stems, steam by pass , dei i gn 
ban s U physical protection of facility 

9TQL2, J F Light Water Reactors Branch 2 79/02/23 27pp 


7903070256 Forwards Jsn 1979 Mark I containment program activity 
review Lists meetings held & provide* brief task-by-task 
summary 

SDRQN, L J General Electric Co , Nuclear Energy Products Div 
79/02/2B llpp 


790320027B Summary of 790206-07 meetings w/Detrqlt Edison to discus* 
calculated asymmetric loads on reactor vessel support caused 
by break of primary sys pipe near reactor vessel no i lie, U 
hydrodynamic loads on torus & components 

K INTNEFl, L L Light Water Reactors Branch i 79/02/26 Spp 


7903120459 Summary of 790213 meeting in DethesiSoiMD w/t epr * s entat l ve s 
of Mark 1 owner's group program committee to discus* generic 
Mark I program re safety relief valve load* W/enc 1 attendee* 
list ic meeting handouts 

SU, T #1 Containment Systems Branch- 79/03/01 16pj> 


7903200263 Forwards proposed staff position for Mark I long-term 
program implementation schedule* 

EI8ENHJT.D Q Assistant Director for System* it Project* 
79/03/01 4p p 


7903200304 Directs recipient* to send end sample ltr* to BWR Kart I 
facilities requesting schedules ti commitments re expected 
mod completion date*, use of safety relief valve discharge 
device* U licensing fees for kong-tBTm program 
CRIMES, D Assistant Director for Engineers 1* Project*, 

79/03/01 Bpp 


7903200109 Forwards for review Detroit Edimon proposed pre-operetlons 1 
aquatic monitoring program for Fermi 2, NRC review & Detroit 
Ed 1 « on 790223 ltr stating they will not conduct such « 
pre-operational aquatic man i fc or 1 fly program 

BALLARD, R L Environmental Project Branch l 79/03/02 lp 


79032201 17 Rept* completion of evaluation for proposed pre-operati ana 1 
it operational aquatic monitoring program* U finds them 
adequate, provided changes shown in enclosure are adopted 
BALLARD, R L Environmental Project Branch 1 79/03/02. 5pp 


7903130291 Accepts revised licensing schedule 
JENB, w H Detroit Edison Co 79/03/03 lp 


7903260370 Notification of 79032B meeting in Bethe*da,MO w/Detrdit 
Edison Co to discuss operating license review 

KINTNER,L L Light Water Reactor* Drench I 79/03/08 2pp. 


7903260297 Request* addl info re capability of nuclear steam supply 
sys to respond to postulated ATWB tr ansi ents. W/l tr to major 
vendor* requesting info L forwarding NUREO-0460, Vot 3 
W/o end 

VABSALLO, D Q Assistant Director for Light Water Reactors 
79/03/15. 4pp. 


79030*0463 Discovered that exhaust mufflers seismic support plates had 
been omitted fi om diesel generator Corrective action* 
initiated & will be completed prior to fuel loading 


BROWN, 8 C Virginia Electric i Power Co 79/03/02 2pp 



7903300513 R*que*t for addl info by 790427 re matl <* structural 
engineering 

BTQLZt J F Light Water Reactor* Branch 1 79/03/16 0pp. 
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7903I3O2S4 Forwards Suppl 5 to Environ Rept (operating license stage) 
w/response* to questions in NRC 730922 * 701130 Itr* 

Supporting documentation end 

JEK3. U H Detroit Edison Co 79/01/31 3pp 


7703130261 Suppl 5 to Environ Kept (operating license stage) Responds 
to NRC 760922 b 701 J 30 question* W/ supporting metis aerial 
view of site.repts on aquatic ecology, heat dissipation *y*. 
economic aipec t*, forecasting, conservat i on 1. reliability 
• Detroit Edison Co 79/01/31 2l33pp 


7903130334 Forwards responses to NRC environ review questions R 
responses to R Zu&sman at Argonne Natl Lab This info will 
be incorporated into App A 4 of Suppl -6 to ER in Mar 1979 
JENS. U K Detroit Edison Co 79/03/06 6pp 


7903190234 Forwards Certificate of Svc for Suppl 5 to Environ Rept 
HATERS, B R Detroit Edison Co 79/03/07 4pp 


7903050026 Requests arfdl info by 790223 to complete preparation of EIS 
BALLARD. R L Environmental Project Branch 1 79/02/12 3pp 


7903070459 Forward* draft stipulation between parties Informs af 
discussion of final clarification of contentions on 790202 
W/o end 

MCGURREN, H J Branch 1 79/01/30 Ip 


79030800B 1 Forwards SAN077-I927, "Transport of Radionuclides in Urban 
Environs Working Draft Assessment " Also foTuards 
BECY-78-311 & 31 1A. ind icating NRC review of rept'* impact 
on current regulatory policy U/o enc I 
BLACK. R L Branch 1 79/02/02 2p 


7903030135 Forwards stipulation of contention* for signature by 
parties 

BLACK, R L Branch i 79/02/05 6pp 


7903230103 Forwards far signature stipulation of contentions which 
J* simplified version of 790203 stipulation Requests signed 
fc d fed return if acceptable U/o end 
BLACK. R L Branch 1 79/02/22 lp 


7903210060 Forwards Certificate of Svc which indicates that 
appropriate parties have been served w/Amend 20 to amended 
& substituted application foT licenses 
MATERS. B H Detroit Edison Co 79/03/15 3pp 


7903080250 Forwards Amend 20 to license application w/addition* it mods 
to F9AR 

THOMAS. E B LeBoeuf. Lamb. Leiby & Macftae 79/03/07 2pp 


79030B023S Amend 20 to FEAR 

* Detroit Edison Co 79/03/01 I81pp 


7903010299 Forwards NED0-21B93, "Mark 1 Containment Pro gram. Downcome r 
Reduced Subme rg enct . Functional Assessment Rept " 

SQBGNrL J General Electric Co .Nuclear Energy Products DW 
79/02/01 lp 


7903010310 “Mark 1 Containment Program, Down e omer Reduced 9ub mergen t *, 
Functional A*ses*ment Rept ,s 

WONG. K W General Electric Co .Nuclear Energy Products Div 
NEDO-210B3 70/06/30 45pp 


7903020210 Noti f I cati on of 790214-15 meeting in Bethesda, MD. 
w/repr nentati ve of Mark I owners group to diicuss 
Implementation h resolution of Mark I long-term program & 
pool swell pressure load definition techniques 

GRIMES, C Assistant Director foT Engineers L Projects 79/02/06 

IP 


7903010061 Forwards safety evaluation of interim assessment of 
mul t ip 1 #— consecutive safety relief valve actuations, h 
sample Itr 

E18ENHJT.D 0 Assistant Director for Systems L Projects 
79/02/15 2pp 


7903010070 "Safety Evaluation Rept of Interim Assessment* of Multiple— 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plans " All plants are in conformance w/ 
acceptance criteria 

4 Assistant Director for Systems l< Projects 79/02/15. tOpp 


7903160213 Forwards proprietary rept NEDE-23543-R, "Mark I Container^ 
Frogr affii Su p pres s i on Pool Swell Test Program. LDR Load Test — 

Goneric Sensitivity " W/affidavit for proprietary status 
Rept withheld Iref 10CFR2 790) 

SQBQN, L J General Flectric Co .Nuclear Energy Products Div 
79/02/26 3pp 

790323001 L "SER of Interim Assessments of MS1V Actuations in Marl f 
Containment Plants " 

* Assistant Director for Engineers t, Projetts 79/02/27 !2pj, 


7903200443 Exempts operating BWR facilities u/Mark I containment desigi 
from General Design Criterion 50. while long-term program is 
conducted Forwards sample 1 1 r s to be sent to Mark 1 
licensee* setting forth requirements for schedules 
GRIMES. B Division of Operating Reactors 79/03/01 22pp 


7903290176 Forwards statement by HR Denton before House Conwnltkti :n 
Interior & Insular Affairs re spent fuel storage facilities 
DENTON. H R Office of Nuclear Reactor Regulation 79/03/14 20g g 


7903070526 Forwards IE Insp Rept 50-341/79-01 on 790111 No 
noncasnp 1 i an c » noted 

DAVIS. A B Region 3. Chicago. Fuel Facility 6 Material* Eafity 

Branch 79/01/25 2pp 


7903070529 IE Insp Rept 30-341/79-01 on 790111 No noncomp lUnci naUJ 
Major areas discussed preoperattonal t< routine operational 
insp program in radiation protection t< radwaste mgt areas 
HUE7ER.L J . MILLER. D E . FISHER. W L Region 3, Chicago. Full 

Facility Materials Safety Branch 79/01/23 2pp 


7903150333 Forwards IE Insp Rept 30-341/79-02 on 790109-12 
No noncompl laricc noted 

HEISHMAN. R F Region 3. Chicago, Reactor Construction fc 

Engineering Support Branch 79/02/07 2pp 


7903150343 IE Insp Rept 30-341/79-02 on 790109-12 No none emp 1 1 jn< i 
noted Major areas inspected followups on Rept 50-341/70-05 
of 7B0404, con spray pump deficiency rept, safety procedures 
$« components 8/ reactor internal* 

PHILLIPS. H S . WESCOTT, H M , HAYES. D U Region 3. Chicago. 
Office of the Director 79/02/06 !5pp 


7903260116 Forwards IE Insp Rept 50-341/79-03 on 790124-26 & nolle* af 
violation 

HE1SHMAN.R F Region 3, Chicago, Reactor Construction -6 

Engineering Support Branch 79/02/14 2 PP 

79032601 JB Notice of violation from insp on 790124-26 

* Region 3. Chicago. Reactor Construction & Engineering SuppcTl 
Branch 79/02/14 lp 


7903260119 IE Insp Rept 50-341/79-03 on 790124-26 Noncomp lldnci no hi 
welds did not meet procurement documents & magnetic particle 
exam was improperly performed on weld 

NA1DU.K R , SUERMANN.J F . SPE6SARD, R L Region 3, Chicajc 

ReactOT Construction 8* Engineering Support Branch 79/02/12 
14pp 


79030B0339 Forward* IE Info Notice 79-04, "Degradation of Enginuil 
Safety Features 11 

KEPPLER,JO Region 3, Chicago, Office of the Director 79/02/li 

lp 


7903070430 Act receipt of 790206 Ur informing NRC of step* taken ko 
correct violation* noted in IE Insp Rept 50-341/70-10 
FI OR ELL I , G- Region 3, Chicago, Reactor Construction t, Engimirlrj 

Sup p ot t Branch 79/02/22 IP 


7903070463 Respond* to NRC Itr re violations noted in IE Insp Rtpl 
50-341/70- i 0 Corrective actions instructions given to assure 
liquid penetrant matls removed after insps 
HINES, E Detroit Edison Co, 79/02/06 6pp 


7903000339 Inform* recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment, " dtd 790208, that valve 
limit switch Identified as NAM CO Model B3CML should read 
BL3CML 

KEPPLER , J 0 Region 3, Chicago* Office of the Director 79/03/01 

ip 
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DOCKET 50-341 Enrico Fermi Atomic Power Plant* Unit 2 7903140347 Forwards list of requesti for design changes & other work 

— ***-*■ ------- — items to suppl previous lists Items will not effect load 

carrying capacity of any major shear wall 

7*703150034 Forwards IE Bulletin 79-02* "Pipe Support Has* Plate Designs JOHNSON* R U Portland General Electric. Co 79/02/09 Spp 

Using Concrete Expansion Anchor Bolts " 

KEPPLER.J 0 Region 3, Chicago* Office of the Director 79/03/OB 

Ip 7903160006 Consolidated intervenor*' interrogatories to Portland 

General Electric Co 

OELL.N Affiliation Unknown 79/02/09 Spp 

7903190001 Forwards IE Bulletin 79-03. "Longitudinal Weld Defect* in 
ASHE SA-31 2 Type 304 Stainless Steel Pipe Spools 

Manufactured by Youngstown Welding t< Engineering Co 11 7903160010 Consolidated Inter veno r s J interrogatories to NRC Certificate 

KEPPLEfl* J G Region 3, Chicago, Office of the Director 79/03/12 at Svt end. 

ip BELL.N Affiliation Unknown 79/02/09 4pp 


7903140367 Deficiency rept on RHR heat exchanger relief valve Current 
design does not conform to ASHE stds Larger relief valves 
Jill be installed 

FAHRNER, W J Detroit Fdison Co 79/03/02 lp 


7903230350 Ack receipt of 790221 interim deficiency rept re 
torus ring beam weld indications Final rept will be reviewed 
upon receipt 

FIQRELLI. 0 Region 3* Chicago* Reactor Construction b Engineering 

Support Branch /9/03/08 lp 


7903210301 Due to conflict of schedule* request* that control bldg 
prehearing conference be moved to 790320 In response to 
ASL0 790208 ltr, requests ASLB consider extending deadline 
for filing interrogatories beyond 790320 
RdSOLlE.E Coalition for Safe Power 79/02/13 2pp 


79Q3220116 Licensee'* response* to 790129 interrogatories from N Bell 
Object* to Interrogatories 1*4-6. 9 b 10 Affidavits & 

Certificate of Svc enc 1 

JOHNSON# R W . BROEHL* D J • LANDREV. B T Portland General Electric 
CO 79/02/20 5 5pp 


DOCKET 50-344 Trojan Nuclear Plant* Unit 1 


79O3OI0459 Responds to 781229 1 tr re physical security plan on 
reporting requirements, screening program* $< loss of offsite 
electrical power 

CLARK* R A Reactor Safeguards Licensing Branch 79/02/06 3pp 


7903230033 Forwards Federal Register notice amending 10CFR73 33i 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage* 11 to 
defer employee pat-down searches until 790801 

PENTON.H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903220346 Forwards Amend 38 to NPF-f *t notice of issuance 

SCHWENCER.A Operating Reactors Branch 3 79/02/27 4pp 


7903220382 Amend 30 to NPF-i* incorporating site security plan Plan 
withheld <ref 10CFR2 7901 

SCHWENCER. A Operating Reactors Branch 1 79/02/27 2pp 


79Q3090Q0B Denies 790208 motion of consolidated intervenors to waive 
double spacing requirement* for filed document* 

MILLERiM E Atomic Safety and Licensing Board Panel 79/02/22 lp 

7903160310 Grant* extension until 790307 for NRC to respond to 
consolidated intervenorfi' interrogatories 

HILLER. M E Atomic Safety and Licensing Board Panel 79/02/27 lp 


7903220274 Licensee's responses to c on* o 1 i dat i dt intervenor'* 790209 
interrogatories Object* to Part D of every interrogatory & 
to certain other interrogator i >5 Af f idavit*. re 1 ated 
document* b Certificate of Svc one 1 

JOHNSON, R W Portland General Electric Co 79/03/01 75pp 


7903220305 Notification of prehearing conference in Port land# OR* on 
790329-30 re Phase II control bldg pro c eed i ng, C onf e r enc e 
will consider intervenor*' contentions* schedul ing matters 6 
*tatu* of NRC review of mod 

HILLER* M E Atomic Safety and Licensing Board Pan-el 79/03/OB 
2PP 


7903190390 Limited appearance urging preparation of an EIA in 
conjunction w/app 1 i cation far interim operation as required 
by regulations 

NEPOM, D L Nepom b Ross 78/10/25 3pp 


7902070069 Informs that NRC will not respond to licensee'* 790119 
motion because of ASLAB's 79011S order allowing NRC response 
to stay application to exceed 14 pages Licensee satisfied 
CRAY J R Office of the Executive Legal Director 79/01/23 lp 


7903260204 Response to 790306 questions re "Guide to Content of Tech 
Spec* for Nuclear ReactoTS " Guide i» still available to 
public in Its -original form* but Is superceded by four 
NUREGs Guide enc 1 

CRAY* J R Branch 1 79/03/08 34p$> 


7903300294 Rejects contention* 6 b lG<<>-<f> of Safa Haven Ruling 
inadvertently omitted from ASLD 790309 order. 

LUTON. E Atomic Safety and Licensing Board Panel 79/03/20 lp 


7903090159 Forwards list of request far design change work items for 
which field work may be performed within next few weeks 
Items will not affect load carrying capability of any major 
shear wall Certificate of Svc end 

JOHNSON# R U Portland General Electric Co 79/01/29 8pp 


7903060330 Inform* NRC that author will be making argument for State of 
OR per Board 790185 order 

BANDY IK# R M Oregon. State of 79/01/31 tp 


7903030230 Identifies counsel for licensee pel Board 790125 order 
* Portland General Electric Co 79/02/01 Ip 


7903150367 Motion for rescheduling of oral argument due to atty's 
inability to appear on 790216 ?< notice of appearance of 
M Rota on behalf of SM Garrett b Coalition for Safe Power 
GARRETT, 8 M Coalition for Safe Power 79/02/03 lp 


7903300547 Memor and urn amending ALAB-331 by adding word "blanket" «t end 
of text appearing on Page 12 of slip opinion. 

DUFLO# M E Atomic Bafety and Licensing Appeal Panel. 79/03/28 tp 


7903060227 Forward* Endorsement 30 to ANI Policy NF-223 b Endorsement 
29 to MAELU Policy MF-86 

WILSON# F R Portland OeneraL Electric Co 79/02/27 3pp. 


7903130206 Forward* Endorsement 36 to ANI Policy NF-22 5# ind i eating 
return premium of 492.952 84 

WILSON. F„ R Portland General Electric Co, 79/03/06 Spp 


79032BO357 In response to 7B0723 1 tr* s ummar 1 a a s info ra prassuriier 
heatup rate Tech Spec i nco-nsistency. Reac tor coolant sys tamp 
rate limited to 60 F par hnur# due to design of West inghoust 
PWR, Appropriate utils have been notified 

ANDER8DN. T -- --*._*- -«win>D7 n - 


7903140100 Intervenor*' joint brief on exceptions Urges reversal of 
ASLB 790221 partial initial decision changing that ASLB 
erred in it* rulings Certificate of Svc end 

ROSOLIErE. Coalition for Safe Power BELL.N Affiliation Unknown 
79/02/05 30pp 


7903060713 Informs of progress of -NRC review 6 evaluation of PGE-1020# 
"ftept on Design Mod for Trojan Control Building 1 * b responds 
to licensee's suggested schedule w/updated suggested 
schedule 

GRAY# J R Branch 1 79/02/00 3pp 


7903140331 Consolidated intervenor*' request for waiver of double 
spacing requirement for formal document* in order to reduce 
f 1 nine lal burden Certificate of Bvc end 
BELL* N Affiliation Unknown 79/02/08 2pp 


79031 4< 
SAND , 
Barr 
MILLI 


7903081 
b Hai 
IV- 5 
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79/0 


7903131 
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for 
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DdCrtET 50-344 Trojan Nuclear Plant, Unit 1 7903210211 For 


'ward* License Change Application 50 to amend Llctnw 
NPF-1 re radiological Tech Specs Certificate of Svc 6 
Class HI fee end 

GOODWIN. C Portland General Electric Co 79/03/15 Spp 


7903140200 Forwards Amend 3b to License NPF-1 

SCHWENCEF, A Operating Reactors Branch 1 79/02/12 3pp 


7903140201 Amend 36 to License NPF- 1 > revising surveillance testing 
program foT auxiliary feedwater punvps & clarifying testing 
requirement for control room emergmcy ventilation sys 
SCHWENCER, A Operating Reactors Branch 1 79/02/12 7pp 


7903140203 Safety evaluation supporting Amend 36 to License NPF-1 
Concludes change will not harm populace or environ 
• Office of Nuclear Reactor Regulation 79/02/12 3pp 


7903140206 Notice of issuance of Amend 36 to License NPF-1 

SCHWENCER. A Operating Reactors Branch 1 79/02/12 3pp 


7903200322 Requests response to staff positions 6 addl info to complete 
NRC review of licensee's 700729 Ht re installation of 
Isolation switches at local control stations for 
safe- shutdown equipment 

SCHWENCER , A Operating Reactors Branch 1 79/02/14 4pp. 


7903220320 Forwards Amend 37 to NPF-1 

SCHWENCER. A Operating Reactors Branch 1 79/02/26 3pp 


7903220332 Amend 37 to NPF-1 revising limiting conditions for operation 
& surveillance requirements for safety-related hydraulic 
shock suppressors 

SCHWENCER, A Operating Reactors Branch i 79/02/26 lOpp 


7903220334 Safety evaluation rapt supporting Amend 37 to NPF-1 
* Operating Reactors Branch i 79/02/26 flpp 


7903220339 Hot ice of issuance of Amend 37 to NPF- J 

SCHWENCER, A Operating Reactors Branch 1 79/02/26 2pp 


7903070249 Forwards response to NRC question re minimum operating temp 
for supports U extent to which mail temps have been measured 
at various points an supports duTing operation 
GOODWIN. C Portland General Electric Co 79/02/27 5pp 


7903220356 Notice of issuance of Amend 30 to License NPF-1 

SCHWENCER, A Operating Reactors Branch 1 79/02/27 3pp 


7903070245 Forwards add 1 info provided by Dochtel re proposed control 
bldg mod tuppl info on shear wall specimen test program & 
add! Info re lateral stiffnesses W response spectra 
determination Plans submittal of design mod re p t in March 
BROEHLi D J Portland General Electric Co 79/02/28 4lpp 


79032102 J 5 License Change Application 50 to amend License NPF-L ri 
radiological Tech Specs 

GOODWIN, C Portland General Electric Co 79/03/15 60pp 


7903220277 Forwards License Change Application 26. Revision 1, requ* * Hr | 
amend to WPF-J 

GOODWIN. C Portland General Electric Co 79/03/20 3pp 


79032202B0 License Change Application 26. Revision IrTequesting ««trj 
H?F-I to update inservice insp & lnservice testing program* 
GOODWIN, C Portland General Electric Co 79/03/20 SOpp 


7903270467 Forwards summary of radiation surveys confirming modified 
biological shield design effectiveness Results are for water 
bag* over insp parts tt no shielding over reactor cavity 
annulus Neutron dose rates Iowbt than expected 
GOCDWIN.C Portland General Electric Co 79/03/20 3pp 


7903290012 Forwards License Change Application 33 to amend Litem 
NPF-1 Clarifies position re implementation of security 
contingency plan training schedule Enel withheld 
< r e f iOCFR 2 790> 

GOODWIN, C Portland General Elettric Cp 79/03/23 3pp 


7903080003 Forwards IE Insp Rept 30-344/70-28 on 781204-31 No 
noncoffip 1 ianc p noted. 

CREWS, J L Region 3, San Franc i sto, Reactor Operations Nuclear 

Support Branch 79/01/17 2pp 


7903080005 IE Insp Rept 50-344/70-20 on 701204-31 No none omp 11 ante 
noted Major aTcas inspected plant op era 1 1 ons , ma l nt, ca 1 i b r* 
security, QA program proc edures. f ac 1 1 1 ty mods, proc urement, 
startup testing L LER followup 

MALMRQS, M H . STERNOERG, D M Region 3. San Francisco, Beat tar 

Operations Nuclear Support Branch 79/01/17 9pp 


7903080017 Forwards IE Insp Rept 30-344/79-02 on 790117-19 Ho 
noncomp Jianc e noted 

CREWS J L Region 5, San Francisco, Reactor Operation* Nuclear 

Support Branch 79/01/31 2pp 


7903080021 IE Insp Rept 50-344/79-02 on 790117-19 No n one omp 1 1 an<* 
noted Major areas inspected LERs, response to IE bulletin* 6 
circular*, surveillance of pipe support L restraint sy* !i 
post-refue 1 ing startup test *< surveillance 
JOHNSON, F H , HORN, A J , STERNBERG, D M Region 5, San 

Francisco, Reactor Operations Nuclear Support Branch 79/01/31 
5pp 


790-3060491 Clarifies review of control bldg wall sections mentioned in 
790220 Itr New info does not affect 780919 *upp 1 structural 
evaluation & has no impact on licensees analysis & 
conclusions for interim operation 

BROEHLt D J Portland General Electric Co 79/03/02 3pp 


7903120299 Forward* replies to request for «ddl info r# voltages on 
safety related station svc electrical buses Neu u-ndarvo 1 fcage 
protection will be installed & in svc by Dec 1980 U/ant) 
appropriate affidavit 

DUNN i C N Duqueene Light Co 79/03/07 4pp 


7903290174 Forward* Amend 40 to License NPF-l, safety evaluation ic 
notice of issuance 6 availability 

SCHWENCER, A Operating Reactors Branch 1 79/03/13 3pp 


790319051 9 Forwards IE Info Notice 79-04, "Degradation of Englnitr+i 
Safety Features " 

ENGELKEM, R HI Region 5, San Francisco, Office of the Director 

79/02/16 Ip 


7903140375 Informs recipients of IE Bulletin 79-01, "Environ 
Dual i ficat ion of Class IE Equipment, 0 dtd 790208, that valva 
limit twitch identified at NAM CO Model Q3CML should T«ad 
9L3CHL 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/02/27 lp 

7903 1405B3 States that IF DulUttn 79-01, "Environ Qua 1 i f lea 1 1 or Of 
Class IE Equipment (correction)" was issued to listed 
licensees in Region 5 

« Region 5, San Francisco, Office of the Director 79/02/27 lp 


7903270005 Responds to 790126 Itr addressing those questions not 
answered by J Hanchett re design error* t< related safety 
considerations U/encl IE Insp Rept 30-344/70-13 on 
78OB16-10 

STELLO, V. Division of Operating Reactors 79/03/06 lOpp 


7903150063 Forward* IE Bulletin 79-02, "Pipe Support Dast Platt Dull* 
Using Concrete Expansion Anchor Bolts " 

ENOELKENiR H Region 3, San Francisco. Office of the Director 
> 79/03/08 lp 


7903190480 Forward* IE Bulletin 79-03, "Longitudinal Held Defect* In 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

ENCELKEN, R H Region 5, Ban Francisco, Office of the DlrectBf 
79/03/12 lp. 


7903210407 Forward* IE Circular 79-04, "Loose Locking Nut on UaUerqvi 
t Valve Operators " 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
79/03/16 lp 
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DOCKET 90-344 Trojan Nuclear Plant. Unit i 


7903260310 Forwards IE Circular 79-05/ "Moisture Leakage in Stranded 
Wire Conductors " 

ENQELKEN, R K Region 5. San Francisco. Office of the Director 
79/03/20 lp 


7903300340 Ark teceipt of 790313 ltr informing NRC of steps taken to 
correct deviation noted in IE Insp Rept 50-344/79-04 
CREWS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/03/21 Ip 


7903300344 Responds to NRC 790220 ltr tb deviation noted in IE Insp 
Rept 50-344/79-04 Delag of corrective actions -due to 
internal pioceduial changes for Plant Review Board resulting 
in less people involved with LEZR preparation 
•GOODWIN, C Portland General Electric Co 79/03/13 2pp 


7903300345 Forwards IE Insp Rept 30' 344/79-04 on 790102-31 !/ notice of 
deviation 

CREWS. J L Region 5. Ban Francisco. Reactor Operations Nuclear 

Support Branch 79/02/20 2pp 


7903300346 Notice nf deviation from insp on 790102-31 

* Region 5. San Francisco. Office of the Director 79/02/1 6 

If 


7903300347 IE Insp Rept 79 344/79-04 on 790102-3! Deviation noted 
licensee corrective action not completed by date identified 
in LER 

MALMRQ5, h H Region 5. San Francisco, Office of the Director 
STERNBERG, D M Region 5, San Francisco. Reactor Operations 

Nuclear Support Branch 79/02/16 Dpp 


7903060343 Forwards "Annual Rept for 1978 M 

WITHERS. B D Portland General Electric Co 79/03/01 ip 


7903120535 Forwards staff r e c ommcn <J at i ohs re general contents of 
Offsite Dose Calculation Manual to be submitted w/proposed 
radiological effluent Tech Specs 

GRIMES. B K Assistant Director for Engineers & Projects 

79/01/10 4 p p 


7903050552 Requests submittal of seismic reanalysis U evaluation for 
NRC review Forwards guidelines to be fallowed 
REID. R W Operating Reactors Branch A 79/01/30 lOpp 


7903120327 Forwards engineering design package for mod & safety 
evaluation for steam generator dual level setpoint for 
auxiliary feedwater control W/oversixed drawings available 
In Central Files only 

ROE, L E Toledo Edison Co 79/02/26 4pp 


7903120331 Safety evaluation for steam generator dual level setpoint 
for auxiliary feedwater control 

DOMECK.C P Toledo Edison Co 79/02/26 3pp 


7903230190 Responds to questions raised re possession of radioactive 
waste mall at site A during shipment to Ch em-Nuc 1 ear -waste 
buriel grounds Licensee Is responsible for assuring 
compliance tu/NRC regulations 

STELLO. V Division of Operating Reactors 79/02/2B 3pp 


7903230202 Responds to 771110 application requesting author! *at i on to 
use mobi 1 solidification units for raduiaste handling 
operations Not necessary to issue matls license foT 
operation, but license amend may be required 

CUNNINGHAM. R E Assistant Director for Fuel Cycle Safety 8e 

Licensing 70/09/14 2pp 


7903220333 Summary of 790302 meeting u/util tb seismic reanalysis of 
facility List of attendees L format examples end 
V1S31NG.G S Operating Reactors Branch 4 79/03/06 3pp 


7903060340 "Annual Rept for 1978 " 

* Portland General Electric Ca 79/03/01 158pp 


7903 0802 J 7 "Effluent t Waste Disposal Semi-Annual Rop t. " Jut-Dec 1970 
* Duquesne Light Co /9/03/02 48pp 


7903190276 Forwards monthly operating rept for Fob 1979 

WITHERS. D D Portland General Electric Co 79/03/07 lp 


7903190284 Monthly operating rept for Feb 1979 

BA1R.G G Portland General Electric Co 79/03/07 4pp 


7903260200 Util's 781107 response to NRC 770926 request to review 
potential boron dilution incidents is satisfactory !< no 
further action is necessary 

SCHWENCER, A Operating Reactors Branch 1 79/02/27 2pp 


7903040005 Transcript of 790215 oral argument before Appeal Board in 
Portland, OR re storage pool mod ?< amend to License NEP-1 Pp 
1-123 

ROSENTHAL, A S , DUCK, J H » JOHNSON- W fl Atomic Safety and Licensing 
Board Panel 79/02/15 124pp 


DOCKET 50-346 Davis-Besse Nuclear Power Station, Unit 1 


7903050303 Forwards revised cases U revised App A to modified amended 
industrial security plan Plan withheld (ref 10CFR2 790) 

ROE, L E Toledo Edison Co 79/02/23 Ip 


7903230035 Forwards Federal Register notice amending 10CFR73 55. 
"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage," to 
defer employee pat~dowii searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 ip 


7903270046 FOT wards staff positions developed in response to 771027 ItT 
re diesel generator lockout problem Requests response 
within 30 day s, dc scr ib ing haw staff positions are being met 
REID, R U Operating Reactors Branch 4 79/03/06 2pp 


7903210270 Discusses forthcoming application for amend to License NPF-3 
incorporating NRC's Radioipgical Environ Tech Specs IRETBJ 
into license Concludes amend is e-sempt fn>m fees Forwards 
safety evaluation Tech Spot changes U affidavit end 
ROE. L E Toledo Edison Co 79/03/16 Q3pp 


7903030057 Forwards IE Insp ft«pt 50-346/78-29 on 7B 1 025-29, 1 1 01-03 1 
1115-17.1127-30 4 1311 * notice of violation 

F10RELLI.0 Region 3. Chicago, Reactor Operations Nuclear Support 

□ranch 79/01/29 2pp 


7903080062 Notice of Violation from insp an 781025-29. 1 101-03. li 15-1 7r 
1129—30 & 121 1 

# Region 3. Chicago. Reactor Operations Nuclear Support Branch 

79/01/22 2pp 


7903080070 IE Insp Rept 30-346/78-29 on 7B1025-29. 1 101 -03, 1 1 1 5-1 7, 1 1 39- 
30 It 1211 Honcomp 1 lance noted inoperable diesel fiTe pump It 
failure to follow procedures 

TUMBLING,! N , ft 1 DEN, M D , KNQP, fl C Region 3. Chicago, Reactor 

Operations Nuclear Support Branch 77/01/32 i6pp 


7903150059 IE Insp Rept 30-346/77-02 on 79Q10B-U Noncompliance noted, 
lack of control for required reading lists it failure to 
conduct drills at required frequency 

MASSE, ft E » LITTLE. W S Region 3, Chicago, Reactor Operation* 

Nuclear Buppurt Branch 79/01/28 4pp 


7903150040 Forward* IE Insp Rept 50-346/79-02 on 790100-11 it notice of 
violation 

FIORELLI.O Region 3, Chicago. Reactor Operations Nuclear Support 

□ranch 79/02/01 2pp 


7903070251 Forwards Revision 5 to fire hazard analysts rept 
ROE. L E Toledo Edison Co 79/02/20 4pp 


7703270410 Forwards 790313 "Safeguards Contingency Plan " Plan withheld 
(ref 10CFR2 790) 

ROE. L E To) odo Edison Co 79/03/23 lp 


7903270364 Forwards Endorsement 27 to NELIA Policy NF-236 
LLOYD, R D Marsh U McLennan, Inc 79/03/22 2pp 


7903140222 Forwards revised versions Entry-Control Sys Handbook, 
SAND77-1033) Intrusion Detection Sys Handbook, 8AND76-0554J & 

BarrieT Penetration Database, NUflEG/CR-0181 W/o end 
MILLER, J R Division of Operating Reactors 79/01/09 2p p 


7903150054 Notice of violation from insp on 790108-11 

F IORELL 1 , 0 Region 3, Chicago, Reactor Operation* Nuc 1 ear 

Support Branch 79/02/01 lp 

7903150420 Forward* IE Insp Rept 50-346/78-30 on 781031-1102, 1220-22 & 
7901 12-15 No nancompl ianca noted. 

Fl DR ELL I , Q Region 3, Chicago, Reacto-r Operation* Nuclear Support 

Branch 79/02/07 2pp 


7903190432 IE Insp Rept 50-346/78-30 on 781031-1102,1820-22 It 
790H2-I5 No non comp 1 i one e noted Major areas Inspected 
power ascension testing it unresolved item* , 

CREBWELLrJ 3 , SMITH, J D , STREETER, J F Region 3, Chicago, 

Office of the Director 79/02/03 I7pp 
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DOCKET 50-346 Davts-Bease Hut 1 &<*r Power Station* Unit 1 


DOCKETED SERIES 


79030503 »0 Form 
MURRAY, T D 


7903000349 Forwards IE info Notice 79-04, "Deyr adat i on of Engineered 
Safety Features " 

HEPPLER.J 0 Region 3, Chicago, Office of the Director 79 / 02 / 1.6 

tp 


7903200271 Ack receipt of 790209 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Sept 30-346/78-274 
HIND i J A Region 3i Chicago. Safeguards Branch 79/02/29 lp 


7903200276 Responds to NRC 790126 Itr re vitiations noted in IE Insp 
Rapt 50-346/70-274 Corrective actions withheld Iref 
10CFR2 790 } 

GRANT, J & Toledo Edison Co 79/02/09 lp 


79030B0366 Informs recipients of IE Bulletin 79-01* “Environ 
Qualification of Class IE Equipment* " dtd 790208. that valve 
Unit switch Identified as NAMCO Model S3CML should read 
SL3CML 

KEPPLER. J Q Region 3, Chicago. Office of the Director 79/03/01 
ip 


790321000B Act receipt of 790216 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-346/78-29 
HEI3HMAN*R F Region 3*. Chicago, Reactor Operation* Nuclear 

Support Branch 79/03/05 lp 


7903210014 Responds tq NRC 790125 Itr re violation noted in IE. tnsp 
Rept 30-346/7Q-29 Corrective actions preparation of repts re 
water sys loss of redundancy & operating in degraded mode 
QRANT. J S Toledo Edison Co 79/02/16 5pp 


7903150046 Fot wards IE Bulletin 79-02, "P i p e Support Case Plate Designs 
Using Concrete Expansion Anchor Bolts '• 

KEPPLER.vi 0 Region 3. Chicago* Office of the Director 79/03/00 

lp 


7903130427 Act receipt of 790223 Itr informing NRC of step* taken to 
correct violation noted in IE Insp Rept 50-346/79-02 
NEI3HMAN*R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/03/09 lp 


7903130434 Responds to NRC 790201 Itr re violation noted in IE Insp 
Rept 50-346/79-02 Corrective actions program established to 
track training of fire brigade p ersonn e 1 i station fire 
specialist Selected 

GRANT, J 8 Toledo Edison Co 79/02/23 2pp 


jards LER 7B-O00/O3L-1 
Toledo Edison Co 79/02/22 ip 


7903050314 LER 79-089/03L- 1 an 780731 dui ing power reduc tion* pos it, 
moderator temp coefficient fc adjustment to reactor demand ^ 

station resulted in rapid decrease in coolant sy s average 
temp Caused by operator error 
■HARLEY* J Toledo Edison Co 78/00/28 3pp 


7903050337 Forwards LFRs 76-066/99X-I* 7B-107/03L-1 * fc* 70-O83/O3L-1 
MURRAY* T D Toledo Edison Co 79/02/22 lp 


7903050342 LER 7B-066/99X-1 on 780429 during transient at SOU poyrr, 
reactor coolant tys pressure dropped to approx 1620 psip ft 
safety features actuation sys Channels 1 t< 3 tripped Caused 
opening of feedwater valves due to sys sensitivity 
BATCH, 8 Toledo Edison Co 78/07/2B lp 


7903050344 LER 7B-107/03L-1 on 701031 during diesel generator monlhLu 
test, room temp lose to 110 F !, outside air damper would not * 

open Caused by da,mpei linkage being out of adjustment b 
bound in guide 

PARTISAN* J P Toledo Edison Co 70/ 1 1/27 lp 


7903030347 LER 78-0Q3/O3L-1 on 7B0720 containment vesse 1-t o-annulu» 
differential pressure exceeded Tech Spec limit by 1 inch 
Purge of containment bldg commenced Caused by inadequate 
monitoring of pressure increase by shift check 
FULMER, S Toledo Edison Co 79/08/15 lp 


7903050172 Forwards LER 79 01B/03L-0 

MURRAY, T D Toledo Edison Co 79/02/26 lp 


7903050176 LER 77-O10/O3L-O on 790130 valves SP17A2 t, SP17D2 lifted 
below ictpoint range *« declared inoperable Caused by loose 
spindle on main steam line code safety valve SP17A2 
DROWN. R A Toledo Edison Cq 79/02/26 3pp 


7703050179 Forwards UR 7?-Ol7/03L*0 

MURRAY* T D Toledo Edison Co 79/02/26 lp 


7903050162 LER 79-017/Q3L-0 on /9OL30 photoelectric smoke detectox 
DS B603-E in emergency diesel generator 1-1 area not 
functional Caused by failure of detector New detector 
ordered <t fire watch patrol established in area 
CHESKO.R C Toledo Edison Co 79/03/26 2p p 


7903190565 Forward* IE Bulletin 79-03, “Longitudinal Held Defect* In 
ASME QA-312 Type 304 Stainless Steel Pipe Spools 
ManuFactor id by Youngstown Welding h En.g inear ing Co M 
KEPPLER, J <5 Region 3. Chicago. Office of the Director 79/03/12 

IP 


7903070374 Forwards “Be ml annua 1 Radioactive Liquid It Gaseous Release 
Rapt," July-Doc 1976 

MURRAY* T D Toledo Edison Co 79/02/22. lp 


7903070379 “Semiannual Radioactive Liquid & Gaseous Release Rept.' 1 
July-Dee 1978 

* Toledo Edison fee 79/02/22 46pp 


7903140320 Forwards monthly operating rept for Feb 1979 
MURRAY, T 0, Toledo Edison Co. 79/03/0B Ip 


7903140323 Monthly operating rept for Feb 1979. 
CARA. E C Toledo Edison Co 79/02/20 13pp 


7903290094 Forward* “Annual Environ Operating Rept^l970 “ 
■GRANT. J 9 Toledo Edison Co 79/03/27 Ip 


7903290096 “Annual Environ Operating Rept, 1978 “ 
* Toledo Edison Ca 79/03/27 40Opp 


7903070319 Updated RQ Np-33— 77-64 on 770B27 reactor coolant pump i— 1-2 
tripped, removing re-actor coolant pump from operation Caused 
by damaged surge capacitors Capacitors on all Four reactor 
coolant pump motors replaced w/units of new design, 

L1NQENFELTER, J « BEELER, T Toledo Edison Co 77/09/22 3pp 


7903050275 Forwards LFR 79-019/031-0 

MURRAY* 1 D Toledo Edison Co 79/02/27 lp 


7903050279 LER 79~019/ - Q3L-Q on 790129 suction & discharge valve# on 
containment spray pump were closed Caused by personnel 
error 

FULhER, 8 Toledo Edison Co 79/02/57 2pp 


7903060464 Forward* LER 79-020/Q3L-0 

MURRAY. T D Toledo Edison Co 79/02/20 lp 


7903060475 LER 79-020 /O3L-0 on 790205 10 of ID main steam safety valves 
found outside setpoint range Believed caused by changing 
ambient Conditions at valve location* Valves adjusted J. 
retested satisfactorily 

BROWN. R A Toledo Edison Co 79/02/20 3pp 


790306046B Forwards U*R 79-021 /Q3L-0 

HURRAY. T D Toledo Edison Co 79/02/20 ip 


7903060474 LER 79-Q21/03L-0 an 790205, containment high pressure iUrai 
ware received & safety features actuation sys Channel 2 
srroneously tripped Cause unknown No deficiencies found from 
surveillance test* Channel returned to operation 
KOVACH, 8 A Toledo Edison Co 79/02/30 2pp 


7903160142 Informs of failure to complete action statement of Tech 6 
3011 within specified time when Startup Transformer 01 
was de-energijed b isolated to perform maint on 790258 
Caused by personnel error 

HURRAY, T D Toledo Edison Co 79/02/20 lp 


7903070224 Forwards RO NP-09-79-04 

GRANT i J. 8 Toledo Edls&n Co 79/03/21 


7903130396 Forwards LER 79-022/03L-0 

MURRAY, T 0 Toledo Edison Co 79/03/07 lp 


7903070226 RO NP-09-79-04 on 790126 stati-on vent monitor RE 2024 
generated excessive noise, later pv/rp for station vent 
monitor RE 2025 seized Caused by norm*! vane w*bt b low flaw 
dUTing tasting Pump# for both monitors replaced 
* Toledo Edison Co 79/02/21 2pp 


7903130400 LER 79-Q2a/03L-0 on 790200 diesel fire pump battery 
electrolyte level in four cells was below top of cell 
plates Caused by procedural error Levels res tored. pump 
declared opeiatile b unit removed from action statement 
MARLEYi J H Toledo Edison Co 79/03/07 3pp 



DOCKETED SERIES 


DOCKET 50-346 Pavis-Besse Nuclear Power Station* Unit l 


790316OU4 Forwards LER 79-024/ 03L-0 

HURRAY* T D Toledo Edison Co 79/03/12 ip 


7903160120 LER 79-0P4/O3L-O on 790214 fire alarm panel C4706 signalled* 
Indicating laundry room detector DS063O as source Detector 
declared inoperable as no cause for signal found Cause of 
event undetermined Possibly due to gases or dust 
FULMER* S Toledo Edison Co 79/03/12 2pp 


7903160146 Forwards LER 79-023/01T-0 

HURRAY* T D Toledo Edison Co 79/03/12 Ip 


7903160132 LER 79-023/01T-0 on 790220 Startup Transformer 01 baleen out 
of ivci surveilUncB tests not perfoimed within one hour* 
contrary to Tech Spec requirements Caused by personnel 
error Testing completed as soon as error realized 
BROWN* D H Toledo Edison Co 79/03/12 3pp 


7903160209 Forwards LER 79-023/03L-0 

HURRAY* T D Toledo Edison Co 79/03/1? Ip 


7903160210 LER 79-023/03L-0 on 790213 Ohio Edison relay testing 
actuated transfer trip receiving relay tripped switchyard 
breakers caused by failure of util to notify Toledo Edison 
before performing relay testing 
D I BERT* D J Toledo Edison Co 79/03/12 3pp 


7903300377 RO an 790103 while performing ECCS subsystem monthly rept, 
HPI pump l-l was started ?< then secured doe to low flow 
indication Caused by recirculation line being froien Line 
blown free 

HURRAY. T D Toledo Edison Co 79/03/12 lp 


7903200351 Forwards LFR 79-028/03L-0 

HURRAY* T D Toledo Edison Co 79/03/19 lp 


7903200353 LER 79-O28/03L-O an 790217 borated water storage tank 
Channel 1 level transmitter tripped Caused by inadequate 
piping insulation !< poor location of heat trace tejrip sensor 
Piping lin# thawed Tiansmitter now operational 
NAYLOR. R Toledo Edison Co 79/03/19 3pp 


7903200354 Forwards LER 79-026/03L-0 

MURRAY. T D Toledo Edison Co 79/03/15 ip 


7903230160 LER 79-031/O3L-O on 790219 two computer paints were not 
updating Caused by procedural deficiency & random failures 
of Bailey computer sys Surveillance test has been revised 
MAR LEY » J U Toledo Edison Co 79/03/19 3pp 


7903260222 Forwards LER 79-O30/O3L-O 

MURRAY* T D Toledo Edison Co 79/03/19 Ip 


7903260227 LER 79-030/03L-0 On 790220 auxiliary feedwater valve could 
not be c 1 osed. i en d or ing Auxiliary Feedwater Sys 1-1 
inoperable Caused by faulty torque switch Heavier duty was 
installed & sys declared operable 
NAYLOR. R Toledo Edison Co 79/03/19 2pp 


7903270474 Forwards LER 79-O17/03L-1 

MURRAY, T D Toledo Edison Co 79/03/20 lp 


7903270479 LER 79-017/O3L- 1 pn 790130 photo electric smoke detector in 
emergency dieiel generator area not functional Caused by 
failure of detector OS 9605-E New detector ordered 
i natal led 

CHESKO, R C Toledo Edison Co 79/02/26 2PP. 

7903270203 Forwards suppl info sheet for LER NP-33-77-56 Failed switch 
refurbished by vendor fcc returned to station as spare 
MURRAY* T D Toledo Edison Co 79/03/21 2p p 


7903270420 Forwards LER 79-033/D3L-Q 

MURRAY, T D Toledo Edison Co 79/03/21 lp 


7903270433 LER 79-O33/O3L-0 on 790224 low flow noted on post-accident 
radiation monitor Caused by bearing seiiure Further 
i nve st 1 gati on revealed pump not operating Unit placed in 
action statement & puifip replaced 
ADAMS, J Toledo Edison Co 79/03/21 2pp 


7903270545 Forwards LER 79-032/03L-Q 

MURRAY. T D Toledo Edison Co 79/03/21 lp 


7903270591 LER 79-032/03L-0 on 790222 main *team safety valve GP17B1 
lifted early while unit was about 137. pnwer following unit 
i unback Cause uncertain Valves SP17A1/D1 found outside 
design setpoint Valves adjusted Invest 1 gati on continuing 
BROWN, R A Toledo Edison Co 79/03/21, 3pp 


7903270396 Forwards LER 70-O4O/O3L-1 L 70-O04/O3L-1 
MURRAY. T D Toledo Edison Co 79/03/21 lp 


79032 0 0 357 LER 77-026/03L-0 on 790213 Sys 7 computer tr i pp e d , Ca use d by 
computer core cooling fan selling fc overheating Fan 
rep laced 

BQRYS1AK.M Toledo Edison Co 79/03/18 2pp 


7903200361 Forwards LER 79-027/03L-0 

MURRAY, T D Toledo Edison Co 79/03/15 lp 


7903200366 LER 79-027/03L-0 on 770216 absolute position indication 
amplifer for Rod 9 of Group 5 was inoperable Caused by 
failure of integrated circuit chip in amplifier Integrated 
circuit chip replaced 

HITCHENS, D C Toledo Edison Co 79/03/15 2pp 


7903270600 LER 78-040/O3L-1 on 700422 review of reactor operator log 
determined that Qroup 3 control rod* 100X % one rof 
light had not been checked at required frequency Caused by 
personnel error Process camputer reminder program developed 
HARLEY* J Toledo Edison Co 70/05/10. 2pp 


7903270603 LER 76-O04/O3L-1 on 780724 floor drain check valve found out: 
of floor drain in mechanical penetration room 4 Caused by 
workmen's error Valvo replaced & drain* tagged 
GEORGE* T C Toledo Edison Co 7D/O0/18 2-pp 


7903290120 Forward* LER 77-034/01T-0 

MURRAY* T D Toledo Edison Co 79/03/23 lp 


79032301 67 Forwards LER 70-113/O3L-1 

HURRAY, T D Toledo Edison Co 79/03/13 lp 


7903230170 LER 78-U3/03L-1 on 701110 fluctuating signals from absolu 
position indicator for Control Rod 4 of Qroup 3 caused 
asymmetric rod alarms Caused by intermittent failure of 
position indicator tube Tube replaced 
KOVACH, 6 A Toledo Edison Co 78/12/07 3pp, 


7903290124 LER 79-034/01 T-0 on 790103 HPI Pump 1-1 wa* Stopped doe to 
louj recirculation flow ind icat 1 on. Caused by inability of 
heat trace to maintain HPI pump rec ircuiation line temp 
above fr ee i ing. Hea t increased 

BRQWN, 0 H Toledo Edison Co 79/03/23 4pp 


DOCKET 50-348 Joseph M Farley Nuclear Plant* Unit 1 


7903230161 Forwards LER 79-029/01T-0 

HURRAY, T D Toledo Edison Co 79/03/16 ip 


7903230162 LER 79-029/01T-0 on 790306 during valve li neup * *u* i 11 ar y 
operator mistakenly closed borated water storage tank 
isolation valves DH7A Sc DH7B Caused by personnel error. 

Valves opened immediately 

BROWN, D H Toledo Edison Co 79/03/16 3pp 


7903230035 Forwards Federal Register notice amending 10CFR73. 59* 
'"Requirements for Physical Protection of Licensed Activities 
In Nuclear Power Reactors Against Industrial Sabotage, to 
defer employee pat-down searches until 790BQ1 
DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 


lp- 


7903200368 Forwards compensatory measure* to be used pending full 
implementation of security plan u/change* Plan withheld 
Cref 10CFR2 790> 

CLAYTON* F L Alabama power Co 79/03/12 Ip 


790 323 D 1 2B Forwards corrected copy of Page 1 of suppl info for LER 
79-029 

HURRAY, T D Toledo Fdison Co 79/03/19 2PP 


7903190250 Forwards revised page* to rapt "Fire Protection Program 

Re-evaluation " 

CLAYTON* F L Alabama Power Co 79/03/19 13pp 


7903230165 Forward* LFR 79-03 1/03L-0 

HURRAY, T D Toledo Edison Co 79/03/19 lp, 
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DOCKET 50-340 Joseph M Farley Nuclear Plant. Unit 1 


DOCKETED SERIES 


7903200276 Security contingency plan Plan withheld Ccef 10CFR2 790) 
QRAHAtt. R H . HAIRSTON, U 0 , HU1SMAN, D D Alabama Power Co 
79/03 /Z3 Ip 


7903160255 Transcript of 7903QB antitrust oral argument held in 
0eth**da.MI> Pp 1-303 

FARRAR, h C j SALZttAN, R S . SHARFMAN, J £ Atonic Safety and Licensing 
Appeal Panel 79/03/0B 203pp 


7903320292 Forward* Amend 10 to License NPF-2, safety evaluation Ec 
notice of issuance 

ECHUENCER. A Operating Reactors Branch 1 79/03/02 3pp 


7903220294 Amend 10 to License NPF-3, inc o-rp ora t lng thanges to Tech 
Specs re radial peaking factor limits b setpoint for 
reactor trip after turbine trip Tech Spec changes end 
SCHWENCEHj A Operating Reactors Branch i 79/03/02 Alpp 


7903220290 Safety evaluation supporting Amend 10 to License NPF-2 
«• Office of Nuclear Reactor Regulation 79/03/03 f>pp 


7903200337 In response to 780925 1 tr> sunwnarije* info re pressuruer 
heatup rate Tech Spec inconsistency Reactor coolant sys temp 
rate limited to 60 F per hour. due to design of testing house 
PHfl Appropriate utils have been notified 

ANDERSON. T N Westinghouse Electric Ccrp 70/10/27 3pp 


7903130101 Provides comments on preliminary "Final Rept on Modal 
Testing of Containment Sump Recirculation intakes**' prepared 
by Canada Hydraulic Labe Includes reactor safety 
distribution list for consultant rept* 

MACAQNO.E O . NAKATO, T Iowa. Univ of NRC-03-07B-130 
7903130101 7B/12/1G 6pp 


7903140222 Forwards revised versions Entry-Control Sys Handbook. 
BAND77-1033J Intrusion Detection By s Handboo k , BAND76-0554* b 
Barrier Penetration Database. NUREO/CR-OlQl. W/o ent 1 
MILLER* J R Division of Operating Reactors 79/01/09 2pp 


7903220301 NotiCB of issuance Df Amend 10 to License NPF-2 
SCHWENCER. A Operating Reactors Branch 1 79/03/02 


790-3200230 Forwards proposed changes to operating license NPF-2 Teed 
Spec* involving ovei pi b ssun xatioii mitigating sys spec SEr 
supporting change end 

CLAYTON, F L Alabama Power Co 79/03/21 12pp 


7903000570 Forwards IE Info Notice 79-04. "Degradation of Enainepril 
Safety Features " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/02/10 2pp 


7903070460 Act receipt of IF Insp Rept 30-340/79-02 on 7901 OB-12 N& 
proprietary info 

CLAVTON. FL Alabama Power Co 79/02/19 lp 


7703080173 Forwards mod to "Review & Acceptance of Spent Fuel Storage 
& Handling App 1 i cati on'* provided on 700414 Involves pages 
1V-5 & IV-6 ^/modified rationale & corrections 
CRIMES. ft K Assistant Director for Engineers & Projects 
79/01/ IQ 4p p 


7903070460 Forwards IE insp Rept 50-340/ /9-02 on 790103-12 No 
noncomp 1 lance noted 

LEWIS. R C riegion 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/02/02 2pp 


7903140325 Forwards Amend 8 to License NPF-2. related safety 
evaluation & notice of issuance 

SCHWENCER, A Operating Reactors Branch i 79/02/13 3pp 


7903140327 Amend 0 to License NPF-2 re fuel rod bow pena I ty, ECCS 
tubsy item, spent fuel as semb 1 i bs . qu»rt*r-c ore flui maps, 
secondary water chemistry & pressuriier heatup rate 
SCRHENCER.A Operating Reactors Branch 1 79/02/13 30pp 


7903140330 Safety evaluation supporting Amend 0 to License NPF-2 
* Office of Nuclear Reactor Regulation 79/02/13 9pp 


7903140332 Notice of issuance of Amend 6 to License NPF-2 

SCHWENCEft. A Operating Reactor* Branch 1 79/02/13 3^p 


7903220370 Forwards Amend 9 to License NPF-2. security p lan evaluation 
rept U notice of issuance Security plan evaluation rept 
withheld < ref 10CFR2 790) 

SCKWENCER. A Operating Reactors Drench I 79/02/26 3pp 


7903220372 Amend 9 td License NPF-2. incorporating security plan into 
license 

* Operating Reactors Branch 1 79/02/26 2pp 


7903220379 Notice of issuance of Amend 9 to License NPF-2 

SCHWENCER. A Operating Reactors Branch J 79/02/26 2pp 


7903060159 Forwards results of required ECCB reanalysis utilizing Feb 
1970 Wsstinghouse evaluation model Confirm* ECC3 sys 
performance meets acceptance criteria of IOCFRSO, 46 
CLAYTON. F L Alabama Power Co 79/03/01 BGpp 


7903060266 Forwards four environ surveillance program repts re plant 
Impact on Chattahoochee River 
CLAYTON. F L» Alabama Power Co 79/03/01 lp 


7903060276 "Environ Non-Rad i ological Monitoring of Aquatic Communit 
in Chattahoochee River* 1975-78 « 
e Alabama Power Co 79/03/01 163pp 


7903060261 "Analysis of Joseph M Farley Nuclear Plant's Contr lbutior 
to Chemicals in Chattahoochee River " 
a Alabama Power Co 79/03/0| 6$pp 


7903060204 Analysis of Joseph M Farley Nuclear Plant-'* Contribution 
to Increases in Temp of Chattahoochee River " 

* Alabama Power Co 79/03/01 2(pp 


7903060269 "Summary Rept on Monitoring of Fog Condition* at Farley 
Nuclear Plant* Dec 1977 to Nov 1970 " y 

* Alabama Power Co 79/03/01 60pp 


7903070469 IE Insp Rapt 50-34B/79-02 on 79010B-13 No n onccmp l i arc* 
noted Major ar P a» inspected LEF?s. unresolved b open items t* 
followup on uoncomp 1 lance 

HARDIN. A K , CANTRELL, F S Region 2. Atlanta. Reactor 

Operations Nuclear Support Branch 79/01/30 6pp 


7903070444 Aek receipt of 790212 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-348/78-27 
LEWIS, R C Region P, Atlanta. Reactor Operations Nuclear Support 

Branch 79/02/22 2p p 


7903070448 Forwards addl info re 781219 response to violations nfifcH J 
IE Insp Rept 30-340/70-27 Discusses control room drawings L 
controlled manuals located in plant maint dept 
•CLAYTON. F L Alabama Power Co 79/02/12 2pp 


7903030266 Informs recipients of IF Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 79020B,thafc valve 
limit switch identified as NAMCQ Model BQCML should road 
SL3CML, 

O'REILLV, J P Region 2, Atlanta, Office of the Director 
79/02/28 2pp 


7903130143 Ack receipt of IE tnsp Rept 50-340/79-03 on 790123-26 N« 
proprietary info 

CLAYTON, F L Alabama Power Co 79/03/01 lp 


7903130 J 54 Forwards IC Insp Rept 50-340/77-03 on 790123-26 No 
none Dmp 1 i anc e ngtred 

LEWIE, R C Region 2, Atlanta, Roactor Operations Nuclear 

Support Branch 79/02/22 2pp 


7903130159 IE Insp Rept 30-340/79-03 on 790123-26 No none omp 1 i *IUt 
noted MajoT areas inspected safety limits, 1 imi ting safety 
sys settings, LER fol low-up, fol louup items of nancompl ianc «, 
inspector-identified Hem* t, independent insp 

HARDIN, A K , HINCKLEY, D 0 , CANTRELL. r 8 Region 2. Atlanta. 

Reactor Operations Nuclear Support Branth 79/02/21 3pp 


7903140309 Ac* receipt of IE insp Rept 50-340/79-05 on 790122-24 No 
proprietary info 

CLAYTON, F L Alabama Power Co 79/03/05 lp 


7903140542 Forward* 16 Insp Rept 50-340/79-03 on 790122-24 No 
noncompliance noted 

LEWIS, R. C Region £. Atlanta. Reactor Operation* Nuclear 

Support Branch 79/02/21 2pp 


7903140346 IE Insp Rept $0-340/79-05 on 790122-24 No none omp 1 Unt* 
noted Major areas inspected area of preparations for 
refueling 

VOOT-LOWELLr F , MARTIN. R D Region 2, Atlanta. Reactor 

Operations Nuclear Support Branch 79/02/20 4pp 
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DOCKET 5-0-340 Joseph M farloy Nuclear Plant. Unit 1 DOCKET 50-352 Limeiick Generating Station. Unit 1 


79031 40532 Forwards IE' Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolts 11 
O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/03708 Ip 


7903210115 Forwards III Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding h Engineering Co “ 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/03/12 2pp 


7903210565 Forwards IF Circular 79-04, "Loose Locking Nut on L i mi torque 
Valve Op eratoi s " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


7903010305 Forwards "Semiannual Radioactive Effluent Release Rept" for 
■July-Dee 1978 

CLAYTON, F L Alabama Power Co 79/02/23 lp 


7903010307 "Semiannual Radioactive Effluent Release Rept” for Jul-Dec 
1978 

« Alabama Power Co 78/12/31 80pp 


7903210144 Forwards monthly operating rept for Feb 19/9 
CLAYTON. F L Alabama Power Co /9/03/J4 lp 


7903210147 Monthly operating rept for Teb 1979 
HAIRSTON, U G Alabama Power Co 79/03/01 Qp p 


7903270554 Forwards "Annual Environ Operating Rept, Port Q 
Radiological," for 1978 

CLAYTON . F L Alabama Power Co 79/03/22 ip 


79032/0555 "Annual Environ Operating Rept.Part B Radiological." for 
19/8 

* Alabama Power Co 79/03/22 5Bpp 


7903190262 Forwards LfU 79-007/03L-0, L FH 79-008/03L-0. LER 79-009/03L-0, 
LEG 79-010/03L-0. >< 79-01 I/03L-0 
CLAYTON. F L Alabama Power Co 79/03/14 Ip 


7903170272 LER 79-007/03L-0 on /90212 during revi-ew of surveillance 
test data, noted that RCS leakage test (rNP-l-STP-9 0) had 
not been done within time specified Caused by personnel 
failure Suporvisois instructed ro matter 
HAIRSTON, WO Alabama Power Co 79/03/14 lp 


7903170277 LER 79-00Q/03L-0 on 790216 duiing review of surveillance 
test FNP-l-STP-15 0, c on ta i nment main personnel L emergency 
air leak outer doors failed to meet acceptance criteria 
Leakage piobably caused by dirty door seals &/or seal set 
HA1R68T0N.W G Alabama Power Co 79/03/14 3pp 


79031902Q6 LFR 79 009/Q3L-0 on 790216 during plant startup u/reactar & 
steam generator controls manual U steam dumps in automatic, 
steam dumps occurred Temp average reduced to 530 F Personnel 
re in s true bed 

HAIRSTON, W G Alabama Power Co 79/03/14 Ip 


7903190290 LER 79-010/CUL-Q on 77021Q while doing FNP-1 -8TP-2 1 5 ID, 
steam Flow/feed flow bistable (FD470A) Pal led to meet Table 
2-1 trip setpoint valve Caused by bistable setpoint drift 
below that specified in surveillance test Distable adjusted 
HAIRSTON, MG Alabama Power Co 79/03/14 Ip 


7903190310 LER 79 0U/03L-0 on 790221 while doing rNP-l-STP-20 7.L08P 
DIF Sequencci failed to meet time requirement far picking 
up Step 6 Caused by agastat timer setpoint driPt Agasfcat 
ti-m-er adjusted & satisfactorily retested 
HAIRSTON. W G Alabama Power Co 79/03/14 lp 


7903210131 Forwards LER 79-01 2/03L-0 

CLAYTON, F L Alabama Power Co 79/03/16 lp 


7903210139 LFR 79 012/03L-0 on 79QP14 review of solid state protective 
»ys train A/D operability test indicated that portion of 
program did not verify spray test actuation logic Caused by 
sys train design change Procedure modified 
HAIRSTON. W G Alabama Power Co /9/03/16 3pp 


7903280314 Fqt wards LTR 79-01 3/03L-0 

CLAYTON, F L Alabama Power Co /9/03/22 lp 


7703280318 LER 79-013/03L-0 on 790227 RIF sequencer found in test mode 
rendering 1 2A diesel generator inoperable Caused by faulty 
switch mechanism Sequencer i epaired 
HAIRSTON. W Q Alabama Power Co 79/03/22 ip 


7903230009 Notification of 790321 meeting in Los Gatos. CA u/ 
representatives from Hark II ownei s group to discuss Mark II 
LOCA U safety relief valve pool dynamic loads 

ANDERSON. C J Containment Systems Branch 79/03/12 12 PP 


79030B044B Forwards IE Info Notice 79-04 , "De g rad a t i on Qf Engineered 
Safety Features " 

DRIER, D H Region 1, Philadelphia, Office of the Director 

79/02/16 lp 


7903080518 Inform* recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," d td 790208, that valve 
limit switch identified at NAMCO Model S3CML should read 
SL3CML 

GRIER, 8 H Region 1, Philadelphia, Office of the Director 

79/02/27 lp 


7903200197 Aelt receipt of 790216 ltr informing NRG of steps taken to 
correct violations noted »n IE Imp Repts 50-352/70-1 1 A 
50-353/70-07 

GRIER. B M Roginn 1, Philadelphia. Office of the Director 

79/03/02 lp 


7903200200 Responds to NRC 770125 1 ti ro violation noted in IE Insp 
Repts 50-352/ /0-lt 6 50-353/78-0 7 Corrective actions 
contractoi superintendent instructed that all dewatering 
shall be into approved siltation basins 
BOYER. V 8 Philadelphia Electric Co 79/02/16 2pp 


7903200206 Forwards It Insp Rept 50-352/70-11 50-353/78-07 on 

781211-14 ?< notice of violation 

SMITH. G F Region l, Philadelphia, Fuel Facility 6 Materials 

Safety Branch 79/01/25 2pp 


7903200209 Notice of violation from insp on 701211-14 

» Region l, Philadelphia, Fuel Facility & Materials Safety 

Branch 79/01/23 lp 


7903200214 IE Insp Rept 50-352/7B-U !t 50-353/78-07 an 781211-14 
Noncump 1 lance noted failure to conti ctl untreated wastewater 
d i schar ge from s i te 

SHANABAKY.H h ♦ -JACKSON, T J , STOHR, J P Region 1, 

Philadelphia Fuel Facility & Materials Safety Branch 79/01/23 
9pp 


7903210046 Forwards "Asymmetric LDCA Pool Boundary Load for Mark II " 
SQEQN, L J General Fiettric Co .Nuclear Energy Products Div 
79/03/16 Ip 


7903210037 A synimo t r i c LOCA Bubble Pool Boundary Load For Mark II 11 
UP PAL, I 8 General Electric Co .Nuclear Energy Products Div 
79/03/16 I2pp < 


7903280280 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants," presenting alternative load spec based on 
conservative application of 4T test data, rsplac ing spec 
identified in NUREG-04B7 

SOBCN, L J General Electric Co 79/03/20 6pp 


7903290085 Forwards proprietary copies of alternate load spec Info 
document applicable to wetwell walls, to replace info In 
NUREG-04B7 End withheld <r*f 10CFR2 790) W/offidavit 
SDDONj L J General Electric Co .Nuclear Energy Products Div 
79/03/20 5pp 


7903290130 Review of intergranul ar stress corrosion cracking completed. 
Changed piping mat! or design to have no nonconforming or 
sve-sens i t ive piping Replacing sections of piping W/316L 
stainless steel w/max carbon content of 03% 

BOYER, V S Philadelphia Electric Co 79/03/26 Spp 


7903190139 Responds to 790123 ltr requesting info on environ 
forecasting 6 monitoring Environ impacts were accurately 
predicted in all cases & monitoring continues 

MQDRE, V A Assistant Director for Environmental Project* 

79/03/02 3pp 


7903060629 Forwards IE Info Notice 79-03, "Limltor qua Valve Geared 
Limit Ew itch Lubricant " 

GRIER, B H Region 1, Philadelphia, Office of th« Director 

79/02/09 lp 


790323000? Notification of 790321 meeting in Los Gatos, CA mi/ 
representative* from Mark It owners group to discuss Mark IT 
LOCA 8t safety relief valve pool dynamic loads 

ANDERSON, C si Containment Systems Drench 79/03/12 LSpp 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Mark II 
80B0N.L J General Electric Co .Nuclear Energy Products Div 
79/03/16 lp 
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DOCKET 50-353 Limerick Generating Station. Unit 1 


7903310057 "Asymr-ietT i c LCICA Bubble Pool Boundary Load For Mark II 
UPPAL, 1 5 General Electric Co .Nuclear Energy Product* Div 
79/03/ I 6 13pp < 


79O330O2BQ F-orwai ds "Vent Clearing Pool Boundary Loads for Mark II 
Plants," presenting alternative load -spec based on 
conservative application of 4T test data> replacing spec 
identified in NUREG-0407 

SODOM. L J General Electric Co 79/03/20 6pp 


7 90 3 290 OS 5 Fm wards proprietary copies of alternate lead spec info 
document applicable to wefcwell walls, to replace info in 
NUREG-04a7 Enel withheld <ref 10CFR2 7901 W/affidavit 
SOBQN.L J General Electric Co .Nuclear Energy Products Div 
79/03/20 5pp 


7703290130 Review of intergranular stress corio&ion cracking completed 
Changed piping <natl or design to have no nonconforming or 
svc-sensltive piping Replacing sections of piping W/316L 
stainless steel w/mai carbon content of 02fc 
BDYER.V 9 Philadelphia Electric Co 79/03/26 3pp 


7903190139 Responds to 790123 ltr requesting info on environ 
forecasting & monitoring Environ impacts ware accurately 
predicted in all cases !< monitoring continues 
MOORE, V A Assistant Director for Environmental Projects 

79/03/02 3pp 


DOCKET 50-353 Limerick Generating Station* (Unit 2 


7903060629 Forwards IF Info Notice 79-03. "Limi torque Valve Geared 
Limit Switch Lubricant " 

GRIER. H H Region 1. Philadelphia, Office of the Director 

79/02/09 lp 


7703080448 Forwards IE Infa Notice 79-04. '"Degradation of Engineered 
Safety Features * 

GRIER, B H Region I. Philadelphia* Office of the Director 
79/02/16 lp 


7703030518 Informs recipients of I£ Bulletin 79-01, 'Environ 
Qualification of Class IE Equi pment. " dtd 7?020B.th$t valve 
limit switch identified as NAM CO Model S3CML should read 
EL3CML 

GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/27 fp 


7703200197 Ack receipt of 790216 ltr informing NRC of steps taken to 
correct violations noted »n IE Ihsp Repts SO-352/78- 1 1 S« 
30-353/78-07 

GRIER* D H Region I« Philadelphia, Office of the Director 
79/03/02 lp 


7903200200 Responds to NRC 790125 ltr re violation noted in IE Insp 
Repts 30-352/70-11 U 30-353/70-07 Corrective actions 
contractor superintendent instructed that all dewatering 
shall be into approved siltation basins 
BOYER. V S Philadelphia Electric Co 77/02/16 2pp 


7703200206 Forwards IE Insp Rept 50-352/70- U It 50-353/7Q-07 on 
781211-14 1/ nofci.ee gf violation 

SMITH, G F Region 1, Philadelphia. Fuel Facility 8< Materials 

Safety Branch 79/01/25 2pp 


790320020? Notice of violation from insp on 701211-14 

* Region 1. Phi lad s I phia. Fuel Facility 6 Materials Safety 

Branch 79/01/23 lp 


7703200203 Forwards pvoposed staff position for Mark I long-term 
program implementation schedules 

EISEUHUT, o G Assistant Director for Systems l* Projects 

7 9/03/01 4pp 


7903200304 Du ects recipients to send unci sample 1 trs to BWf? Mari I 
facilities requesting schedules J. commitments re expected 
mod completion dates. use of safety relief valve discharge 
devices ** licensing fees for long-term progiam 
GRIMES. B Assistant Director ftn Engineers Projects 

79/03/01 Cipp 


7903230109 Opposes storage of spent me l , en 1 argemen t of spent futl 
pools t any storage within the Township of Lower Alloways 
Craek.NJ Request? pi ograms for permanent disposal outside 
Townsh i p 

CONELSON, 5 E Lower Alloways Creek, Nj 77/02/16 3pp 


7903150200 Intervene) & response per ALAR-509 in opposition to 
"do minimus " them y Alleges tbeoiy ignores issue of 
significant f< substantial releases of radon-522 to environ 
Certificate of Svc encl 

KEPFORB.C Affiliation Unknown 79/02/19 3/pp 


7903140359 EiUnds, until 790309, time for NRC consideration of SC Van 
Ness petition foi review of ALAB-51B & any answer thereto 
CMILW, S J Office of the Secretaiy of the Commission 79/02/57 
ip 


79031 6001 1 Forwards coriecttd pages 3,0. V a to licensee's /902PJ 
answer to joint int&rvenors ' petition for review of 
ALAB-51 Q 

CONNER, T B Connell Moore & Corber 77/02/27 4pp 


790323029/ Forwards i « spans e s to ALAli-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSK1.R tt Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903220303 Extends until /9031? time for NRC consideration of SC Van 
Ness' - petition for levieu of ALAB-518 

CH1LK.S J Office of the Secretaiy of the Commission 79/03/09 

lp 


7903270206 Forwaids resolution by lower Alloways Creek Township 
Committee against expansion of mci eased spent fuel storage 
at Salem h Hope Creek nuclear plants 
W I LL IAMB. H A Senate 77/03/12 4pp 


7903220361 Requests change of svc list mailing addi ess to 50 Beale 
5trcet*P 0 Do* 3965, San Fi anc i sc o, CA 94119 

MORRIS. H E Bechtel Power Corp (subs of Bechtel Corp ) 79/02/20 

If 


7903010275 Forwards NfcDU-2 i 085, "Mo\ V I Containment Program, Do unc omer 
Reduced Sulimai gence,Fvnc tional Assessment Rept " 

SOBON.L 0 Genera] Electric Co .Nuclear Fnergy Products DJv 
79/02/01 ip 


7903010310- "Mailt I Canta i nment Prog i am, Downc omei Reduced Submergence, 
Functional Assessment Rept " 

WONG. K W General Electric Co Nuclear Energy Products Div 
NEDD-21895 7B/06/30 45pp 


/90302021a Notification of 790214 J9 meeting in Do thesdo, J1D 
w/repro sentat ive of Mark I owners group to discuss 
implementation * resolution of Mark I long-term program U 
pool swell pressure load definition techniques 

CRIMES, C Assistant Bivector for Engineers l« Projects 79/02/0* 

lp 
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DOCKET 50-354 Hope Creek Nuclear Stats on. Unit 1 


79035300-H M SER of Intent Assessments of 5 MSIV Actuations in Mark 1 
Containment Plants M 

* Assistant Duectoi for Engineers & Projects 79/02/27 13pp 


7903200443 Exempts operating BWR facilities w/Mark 7 containment design 
from General Design Criterion 50, while long-term program is 
conducted Forwards sample Itrs to be sent to Hark I 
licensees setting foi th requirements for schedules 
GRIMES- D Division of aperating Reactors 79/03/01 22pp 


7903060621 Forwards IT Info Notice 79-03* "Limi torque Valve Geared 
Limit Switch Lubricant " 

GRIER, B H Region 1. Philadelphia- Office of the Director 

79/02/09 ip 


79030B039I Fnruiards JE Info Notice 79-04- “Degradation of Engineered 
Safety- Features 

GRIER- D H Region 1- Philadelphia. Office of the Director 

79/02/16 Ip 


/9030SC439 Informs recipients of IE Bulletin 79-01 'Environ 
Qualification of Class IE Equipment." dtd 790200. that valve 
limit switch identified as NAM CO Model 93CML should read 
SL3CML 

GRIER. B H Region 1. Ph 1 ladel ph la. Office of the Director 

79/02/27 lp 


79032B002I Forwards IL bulletin 79-0?, “Pipe Support Rase Plate Designs 
Using Concrete Fipansion Anchor Bolts M 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/03/OB Ip 


DUCKET 50-355 Hope Creek Nuclear Station. Unit 2 


7903010295 Forwards NFDD-21O0D. "Mark l Containment Program, [iDwtic pme r 
Reduced! Submei gence, Func 1 1 ona 1 Assessment Kept " 

SOBON-L J General Flectiic Co -Nuclear Energy Products Div 
79/02/01 lp 


7903220303 Extends until 790319 time far NRC tons iderat ion of SC Van 
Ness' petition fo» review of ALAB-518 

CH1LK, S J Office of the Secretary of the Commission 79/03/09 

lp 


7903290206 Forwards resolution by Lower Alloways Creek Township 
Committee against expansion of inci eased spent fuel storage 
at Salem & Hope Creek nuclear plants 
WILLIAMS, H A Senate 79/03/12 4pp 


7903010310 “Mark l Containment Progi am. Downc omer Reduced Submtn gence. 
Functional Assessment Rept 11 

WONG- K W General Electric Co .Nuclear Energy Products Div 
NEDD-21005 78/06/30 45pp 


790302Q2IB Notification of 790214-15 
u/reprasentative of Mark I owners g 
implementation & resolution of Mark 
pool swell pressure load definition 
GRIMES- C Assistant Director for 

lp 


7903010061 Forwards safety evaluation 
multiple-consecutive safety relief 
samp 1 e 1 tr 

E7SENHUT. [> G Assistant Director 
79/02/15 2pp 
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of 


7903010070 "Safety Evaluation Repfc of Interim Assessments of Multiple 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are In conformance w/ 
acceptance criteria 

* Assistant Director for Systems f« Projects 79/02/15 10pp 


79031 AO?l 3 Formal ds proprietary rep t NEDE-23 545-P- "Mark I Containment 
Program. Suppression Pool Buell Tost Program, LDR Load Test- 
Generic Sensitivity 11 W/affidavit for proprietary status 
Rept withheld <ref 10CFR2 790k 

SOBDN, L J General Eletbric Co .Nuclear Energy Products Div 
79/02/26 Dp p 

7903230011 "SPR of Interim Assessments of MSIV Actuations in Mark 1 
Containment Plants 11 

* Assistant Oucctor far Engineers *< Projects 79/02/27 I2pp 


79030702 S6 Forward* Jar i979 Mark 1 containment progihm activity 
review Lists meetings held & provides brief task-by-task 
summary 

BOBQN, l J General Fletfric Co -Nuclear Energy Products Div 
79/02/28 Jlpp 


7903200443 txempts operating BWFl facilities w/Mark 1 containment design 
from General Design Criterion 30. while long-terni program is 
conducted Forwards sample ltrs to be sent to Mark I 
licensees sotting forth requirements for schedules 
QRIMES. B Division of Operating Floac tors 7-9/03/01 22pp 


7903120439 Surnmui y of 790213 meeting in tlethesda-MD w/repre* enta t t ve s 
of Mark I ownei '« gioup program committee to discuss generic 
Mark 1 program ib safety relief salve loads U/enc 1 attendees 
list & meeting handouts 

811. T M Containment Bystems Branch 79/03/01 16pp 


7903060621 forwards IC Info Notice 79-03. "L imi torquB Valve Geared 
Limit Bwttch Lubricant " 

GRIER-B H Region 1- Philadelphia. Office of the Director 
79/02/09 lp 


7903200203 Forwards pioposed staff position for Mark 1 long-term 
program implementation schedules 

EISENHUT. D G Assistant Director for Systems ^ Projects 
79/03/01 4pp 


7903090371 ForuAT ds IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

GRIER, B H Region 1. PhiUdelpM a. Office of the Director 

79/02/16 lp 


7903200304 Oiiecls locipirnts to send one 1 sample ltrs to BUR Mark 1 
facilities requesting schedules l< commitments re expected 
mad completion dates.use of safety relief valve discharge 
devices l- licensing fees for long term program 
GRIMES, D Assistant Director for Engineers & Projocts 

79/03/01 8pp 


7903230109 Opposes storage of spent fuel- en 1 ai g emen t of spent fuel 
pools U any storage within the Township of Lqwpt Allouays 
Creek. NJ Requests programs for peimanent disposal outside 
Townsh i p 

DONEl SON, S E Lower Alloways Creek. NJ 79/02/16 3pp 


7903090439 Informs recipients nf IE Bulletin 79-0i, "Environ 
Qualification of Class IE Equipment.'" dtd 790208, that valve 
limit switch identified as NAMCO Model S3CML should read 
EL3CML 

GRIER. » H Region I, Philadelphia, Office of the Director 
79/02/27 Ip 


790329002 L Forwards IF Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Dolts " 

GRIER, D H Region 1. Phi lad eiph ia, Office of the Director 

79/03/03 Ip 


7903150200 In tei v enors ' response pei ALAQ-509 in opposition tn 
"de minimus’' Lheoi y Alleges thcot y ignores issue of 
significant £ substantial i eieases of iadon-P22 to environ 
Certificate of favc end 

KEPFORD.C Aff i 1 iation Unknown 79/02/19 37pp 


7903140359 Ex t ends, un t i l /90309, Inns for NRC consideration of SC Van 
Ness petition foi levieui of ALAB-518 b any answer thereto 
CNILK.S J Office of the Secretary of the Commission 79/02/27 

Ip 

790316001 l Forwards corrected pages 3-5- & 8 to licensee's 790221 
answei to joint i ntarvenoT » ' petition foi review of 
ALAB-3IB 

CONNER i T B Conner, Moore *< Corber 79/02/27 4pp 


7903230297 Forwards response* to Al 
responses to documents shall run 
SKRUTSKI.fi II Atomic Safety and 

5pp 


AR- 509 Thirty-day period for 
from 790305 

licensing Appeal Panel 79/03/01 


DOCKET 50-358 William M Zimmer Nuclear Station, Unit I 


7903150022 Requests add) info to complete review of FSAR, Forward a 
request for lead plant load acceptance crl teri a, comments on 
imp.ii 1 s e s- memo re pool dynamic load combinations for 
containment t< piping & generic position on Mark II plants 
8T0LZ.J F Light Water Reactors Branch i 79/02/01 12pp 


7903200316 Responds to 790116 1 tr Reviews procedure for scheduling 
license examinations Plans on administering written 
examinations during Sept 1970 operating ex ami rat ions 
during Nov 1979 Requests approved procedures by May f.979 
COLLINS- P F Operator Licensing Branch 79/03/05 2pp 


79O3O9OOB0 Forwards staff r 
Offsite Dose Calculation 
under radiological efflue 
fac ill ties 

STOLZ.J.F Light Wat* 


bc ommendet i oni for general content of an 
Manual «ODCM> which is required 
nt Tech Specs for PWR *< BWR 

r Reactors Branch 1 79/02/12 7pp 
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DOCKET 50-350 William H Zimmer Nuclear Station* Unit i 


7903090081 Requests -addl info to continue review of application foT 
operating license Positions & requests based on info 
contained in app 1 1 tation, a,* amended, through Revision 52 
STOLZ.J F Light Water Reactor* Branch 1 79/02/16 5 P P 


79032100^9 Discusses equipment qualification -for seisnic & hydrodynamic 
loads at facility Equipment It supports must be designed for 
mul ti frequency* mul tia t \ s vibration Forwards request for adil 

BOYD, ft E Division of Pioject Management 79/02/23 7pp 


7903060240 Responds to End 1 *< 
U acceptance criteria 
BtRGMANN. E A Cincinnati Qa* 


2 of NRC 790201 itr re lead plant hark 
it Electric Co 79/03/02 l4pp 


7903050002 ftospond* to applicant's motion to dismiss Miami Valley p 6v#7 . 
Project 35 a partq Atguea ASLfl should require MVPP to 
respond to applicant's 701219 interrogatories ?. order 
dismissal of MVPP if it does not comply 
BARTH, C A Branch 3 79/02/08 4pp 


7903160303 Memo U order i t > applicant's 790129 motion to dismiss Miaisi 
Valley Power Project as party Orders MVPP to answer 
791219 Interrogatories. 4 through 21 within 14 days 
BECHHDEFEft. C Atomic Safety and Licensing Board Panel 79/02/22 

5pp 


7903300090 Forwards ASl tl order issued before iect?ipt of 790216 Hr Uf 
will 60 seivoo on otheT parties to pioceeding W/o encL 
BECHHQ 6 FER* C Atomic Safety and Licensing Hoard Panel 79/02/22 

tp 


7903270043 Notification of 790313 meeting w/har!c II lead plants to 
discus -5 mechanical h equipment qualification Meeting 

cancelled „ , . 

PELTIER, I A Light Water Reactor* Branch 1 79/03/08 4 PP 


7903230009 Notification of 790321 meeting in Los Catos, CA w7 
representatives from Mai * II owners group to discus* Mark IT 
LOCA ic safety relief valve pool dynamit loads 

ANDERSON. C J C onta imitient System* 0> anch 79/03/12 ia PP 


7903300095 Answei s to applicant s second sat of 1 ter rogatories at* 
forth coming 

K05TK, L B Kosik, L S 79/02/16 Ip 


79Q30S0480 Establishes schedule for completion of discovery & date fa* 
prehearing confei price Requests ai 1 angoments be made fo» site 
tour 

0ECHM0EFCR > C Atomic Safety and licensing Board Panel 79/03/23 

2 pp 


7903300332 Suirmari lies ACRS findings an facility Notes unresolved 
issues, containment acceptance criteria, EECS analysis it 
orgaril tat i onal matters finds plant tan be operated w/o 
undue risk if issues are resolved 

CARBON- M U ACRE - Advisory Committer on Reactor Safeguard* 
79/03/13 3pp 


7903200440 Notification of 790315 meeting w/Mark II lead plants in 
Dethesda, MD, to discuss mechanical & electrical equipment 
qualification 

PELTIER*! A Light WateT Reactor* Branch S 79/03/13 4pp 


7903210536 In response to 7902?! Itr to ASLD chairman, Infnimi that 
acceptance criteria for GC MarV II containment were issued 
700914 Forwards FES, SER* 10CFR2, lOCf'RSG {< 1QCFR51 W/o ends 
BARTH, C A Branch 3 79/03/03 lp 


7903200385 Forward* "Annual Rept 1970 " 

flORGMANN.E A Cincinnati Oas t< Ei«ctnc (0 79/03/26 Ip 


7903300393 "Annual Rept 1970 « 

DlCHHDHeW.W H , YEAQF.fl* J Cincinnati Gas ft Electric Co 70/12/36 

02 pp 


7903290311 Requests addl info re capability of nuclear steam supply 
«ij» tp respond tq postulated ATWS transient* W/ltr to major 
vendor* requesting info fc forwarding NUREQ-Q460 j Vo l 3 W/o 
end, 

VASSALLO. D 0 Assistant Director for Light Water Reactors 

79/03/15 3pj» 


7903210046 Forward* “Asymmetric LOCA Pool Boundary Load for Mark II M 
80B0N* L J Genera 1 Electric Co .Nuclear Energy Products DIv 
79/03/16 ip 


7903210037 "Asymmetric LOCA Bubble Pool Boundary Load For Mark I] " 
UPPAL. I S General Electric Co .NucLear Energy Product* Div 
79/03/16 I2pp 


79O32QO208 Forward* "Vent Clearing Pool Boundary Loadi for Mark. II 
Plants* 11 presenting alternative load spec bai«*d on 
conservative application of 4T test data* rep 1 ac ing spec 
identified in MUREG-04B? 

SOBON.t J -General Electric Co 79/03/20 6 pp 


7903290005 Forwards proprietary copies af alternate load spec Info 
document applicable to wetuell wall*, to replace info in 
NUREQ-04B7 £ncl withheld ire# 10CFR2 790), W/affldavi t 
SODOM, L J OenftT a 1 Electric Co .Nuclear Energy Products Div 
79/03/20 Spp 


7903280234 Forwards Revision 6 to industrial security p lan, c onst l tut l rig 
Amend 91 to application End withheld (ref 10CFR2 7?0> 

BOR GM ANN, £ A Cincinnati Gas l Electric Co 79/03/23 2pp 


’tct facility Attention i* drawn to 
e*lgn 6 NRC position on 

ion backfill mat 1 * during 

foi Light Water Reactors 


/9UJU&U19U rorward* Revision 12 to "Fire Protective Cable Tray Fire 
Test *. * 

BORGMANN, E A Cincinnati Q*i U Electric Co 79/03/01 tp 


7903060195 "Fire Protective Cable Tray Fire Tests,"' Sept I97B through 
Van 1979 

UANTA, F. L Cincinnati Gas W Electric Go 78-9-FP-l 79/02/14 

*7pp 


7903000501 Grant* esten-sion until 7901 16 to answer interrogatories 
Expects timely, responsive answer* 

WETTERHAHN, M J Conner* Moore 4, Corber 79/01/09 Spp 


7903220210 forwai (J* Endorsements /, 0, 9, 10 t« 11 to NCLIA Policy NF-219 
FLYNN, J D Cincinnati <3 as t, Electric Co 79/03/13 Bpp 


7903020326 Submits Revision 54 to FSAR, C t,n*t 1 tut tng Amend 87 to 
apf 11 cat i on 

B 0 RGAMK,E A Cincinnati Ga® f < Electric Co /9/O2/20 30pp 


7903130393 Submit* Certificate of Svc of Amend Q4, in form nf 
Revision 54 to FSAR 

BORGMANN, e A Cincinnati Gas 6 Electric Co 79/03/06 2 pp 


7903195304 Formard* Revioion 55 to FSAR which constitutes Amend 09 to 
app llcatipn 

OOR.GNAN, E A Cincinnati Ga* 6 Electric Co 79/03/16 *2pp 


7903190305 FSAR Revision 55- tpn*t i tut ing Amend Q9 to- application 
* Cincinnati 0-a* & Einttrlc Co 79/03/16 70pp 


790327036B Forwards Certificate of Bvc for Amend 09 to license 
applicat ion, submt ttod as Revision 59 to FSAR 
BOROMrtN.E A Cincinnati Gas h Elect! ic Co 79/03/23 d pp 


7903060384 Forward* lb In*p R«pt 50-390/ /a-2/ on 701116^1/ It 1121 6 
notice of violation 

HEISHMAN, R r Region 3, Chicago. Reactor Construc.il on fc 

Engineering Support Diancfi 79/01/03 2pp 


79030605D8 Notice of violation from ih*p on 701116-17 t* 1121 
* Region 3, Chicago, Office of the Director 787J2/P9 Ip 


7903060S92 IE Intp Nrpt 50-358/ /0*27 on 70H 16-17 u H2I lHmcom>U|n t » 
noted rigid support molded to essential piping w/o mat! & 
weldor'* identification 

YIN, I T 1 DANIELSON, 1> H Region 3, Chicago, Reactor 

Construction U Engineering Support Branch 78/12/29 Spp 


7903020274 Forward* IE Insp Rapt 50-350/78-31 on 701P12-15 No 
noncomp 1 i aiic« noted 

HE19HMAM.R F Region 3, Chicago, Reactor Construction 

Engineering Support Dranch 79/01/10 2j>p 


7703020277 IE Intp Rept 50-35B//Q-31 on 781212-15 Mb none omp 1 lance 
noted. Major areas inspected piping ays ready for turnover 
for pr pope rati one 1 testing & review of suppression pool 
structural mods 

WNOEC*, T £ , WA10U.K ft , HAYES, 1) W Region 3, Chicago. Qffics of 
the Directoi 77/01/1/ 13pp 
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79031 AO l B8 Forwards IE Insp Rept 50-353/70-30 on 701108-09 U 1212-13 t 
notice of violation 

KEPPLER, J G Region 3, Chicago* Office of the Director 79/02/01 

2pp 


79031602J6 Notice of violation From insp on 701109-09 & 1212-13 
• Region 3. Chicago. Office of the Director 79/01/20 Ip 


7903160216 BE Insp Rept 50-350/78-30 on 7B1 108-09 & 1212-13 
Noncomp 1 i ance noted failure to calibr k maintain instruments 
within necessary limits & failure to follow established 
procedures to comply lu/app 1 icab l b codes 

WARD. K D . DANIELSON, U H Region 3, Chicago. Reactor 

Construction A Engineering Support Drench 79/01/20 Bpp 


79031900-35 Forwards IE Insp Rept 5Q-385//B-32 on 7B122B-29 A notice of 
vie I at i on 

KE1SHMAN, R F Region 3. Chicago. Reactor Construction t< 

Engineering Support Diancb 79/02/01 2pp 

7903190038 Notice of violation from insp on 781220-29 

* Region 3. Chicago. Reattot Construction lc Engineering Support 
Drench 79/01/29 Ip 


7903190041 IE Insp Rept 30-305/70-32 on 701220-29 None amp l ianc e noted 
inadequate con active action ie nonconforming memoranda re 
OA procedure 

VIN. I T , HARRISON. J J , DANIELSON, D H Region 3, Chicago, 

Reactor Construction h Engineering Support Dranch 79/01/29 6pp 


7903 J50151 Forwards IE Insp Rept 50-390/79-01 on 790103-06 U 00. notice 
of violation fc notice of deviation 

F 1 ORELL I i G Region 3, Chicago. Reactor Operations Nuclear Support 

Branch 79/02/07 2pp 


7903150156 Notice of violation from insp on 790103-06 t 00 

* Region 3* Chicago. Reactor Operations Nuclear Support Branch 
79/02/05 Ip 


7903150161 Notice of deviation From insp on 790103-0-6 h OB 

* Region 3, Chicago, Reactor Operations Nuclear Support Branch 

79/02/03 lp 


7903150160 IE Insp Rept 3O-350//9-O1 on 790103-06 !< 00 Noncompliance 
noted Failure to follow prodedure re draining reactor vessel 
it failure to comply w/FSAR commitment in Reg Guide 1 37 
MAURA. F A . STREETER, J F Region 3. Chicago, Reactor Operations 

Nuclear Support Branch 79/02/05 6pp 


7903060593 Ack receipt of 790122 Itr informing NRC of steps taken to 
correct noncompliance noted in 701221 ltr 

HEISHHAN, R F Region 3. Chicago, Reactor Construction tt 

Engineering Support Dranch 79/02/00 ip 


79031 40353 Notes IF Insp Rept 50-350/78-31 contains misleading terms re 
unresolved item Item concerns core structure only Requests 
item be clarified 

BORO li ANN, E A Cincinnati Gas h Electric Co 79/02/13 lp 


79Q3QB0429 Forwards IE Info Notice 79-04. "Degradation of Engineered 
3af«ty Features " 

KEPPLER . sj, G Region 3. Chicago, Office of the Director 79/02/16 

ip 


7903190069 Act receipt of 790206 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 9O-35B/70-27 
FIORELL 1,0 Region 3, Chicago. Reactor Conotrwctton 6 Engineering 

Support Dranch 79/02/27 Ip 


7903150074 Responds to NRC ltr re violation noted in IE Insp Rept 
30-33B/7-B-27 Corrective actions hangers were ordered for 
-structural welds 

BOROHANNi E A Cincinnati Q*s * Electric Co 79/02/06 2pp 


7903 2 BOO 5 5 Forward* IF Insp Rept 50-350/79-04 on 790123-26 No 
noncompi iance noted 

DAVIS, A B Region 3. Chicago. Fuel Facility Materials Safety 

Branch 79/02/27 2pp 


7 90320005 B IE Insp Rept 50-358/79-04 on 790123-26 No none omp 1 i anc e 
noted, Major areas inspected; rod iation protection* 
preopera tional insp of liquid, solid gaseous waste sys 
* Region 3. Chicago* Fuel Facility & Material* Safety Branch 
79/02/21 7pp 


79030B0354 Infoims recipients of IE Bulletin 79-01, "Environ 
Gualif ication of Class IE Equipment." dtd 79020B, that valve 
limit switch identified a* NAMCO Model 83CML should read 
BL3CML 

KEPFLER. J G Region 3, Chicago. Office of the Director 79/03/01 
IP 


79032001 B9 Forwards IF Insp Rept 30-350/79^01 on 790123-26 6 notice of 
vi ola t i on 

FIOIRE-LLl.G Region 3, Chicago. Reactor Construction & 

Engineering Support Dranch 79/03/0-5 2pp 


7903200196 tE Insp Rept 50-33B/79-01 on 790123-26 Non c omp 1 i anc « noted 
use of unapproved procedures, inadequate review of test 
procedures f< thermometers not installed in weld rod ovens 
WESCOTT, H M , DANIELS, T H ■ KNOP. R C Region 3. Chicago. 

Reactor Construction 6 Engineering Support Branch 79/03/01 
Mpp 


7903200191 Notice of violation from insp on 790123-26 

* Region 3. Chicago, Reactoi Construction ?< Engineering Support 
Dranch 79/03/01 2pp 

7903130025 Forwards IF Bulletin 79-02, "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Holt* 

KEPPLER. J 0 Region 3. Chicago, Office- of the Director 79/03/08 
ip 


7903J90544 Forwards IE Bulletin 79-03, "I ong i tud ina l Weld Defect* in 
ASME 5A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding It Engineering Co rt 
KEPPLER, J 0 Region 3, Chicago* Office of the Director 79/03/12 

lp 


7903200192 Forwards corrected page* to IE Insp Rept 50-359/79-07 

FICRELLI » G Region 3, Chicago, Reactor Construction It Engineering 

Support Branch 79/03/12 3pp 


7903260092 Act receipt of 790301 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-359/70-32 

FIORELLIiG Region 3, Chicago, Reactor Construction it Engineering 

Support Dranch 79/03/19 lp 


7903260093 Respond* to NRC ltr re violation noted in IE In*p Rept 
90-35B/7B-32 Corrective actions memo in conflict %j/ 
procedures recinded tt procedures changed 

DORGMAN, E A Cleveland Electric Illuminating Co 79/03/01 2pp 


7903260202 Ac* receipt of 790221 interim rept re piping suspension 
«ys design & Installation Corrective actions will be 
mnnitoredj final rept will be reviewed upon receipt 

FIORELL I , g Region 3, Chicago, Reactor Construe tlon k Engineering 

Support Dranch 79/03/02 lp 


7903260380 Ack receipt of 790214 final rept re diesel engine turbo 
chargeT failures Review will be completed during future 
insp 

FIORELL I , 0 Region 3, Chicago, Office of the Director 79/03/02 
IP 


7903160319 Ack receipt of 790119 final report re tolerance of alignment 
pins welded into reactor pressure vessel core support plate 
F IORELL I * Q Region 3, Chicago, Office of the Director 79/03/06 

ip 


7903000032 Transcript of 790227 ACRS subcommittee meeting in 
Washington, DC Pp 1-157 

BENDER, M , PLESBET. M ACRS - Advisory Committee on Reactor 
Safeguard* 79/02/27 157pp 

DOCKET 50-361 Ban Onofre Nuclear Station* Unit 2 


design 

ROOD. H Light Water Reactor* Branch 2 79/02/09 3pp, 


7903150399 Notification oF 790214 meeting w/8outh*rn CA Edison Co in 
Beth esda. MD, to discuss reactor »vc bldg open items 
ROOD.H Light Water Reactors Branch 2 79/02 /d? 3pp, 
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DOCKET 90-361 San Onofre Nuciaar Station, Unit 2 


7703140104 D« s c l itei staff's rec cirmenda t i ant fior general content? of 
Off*ite Dose Calculation Manual Manual required w/proposed 
radiological affluent Tech Specs 

BAER, R L Light Water Reactors Branch 2 79/02/13 8pp 


7903M03B1 Forwards repts on heat treatment rec ommenda tion?i prototype 
study for heat treatment & effects of units an marine 
enviromas required by state of CA as condition for thermal 
exception to use elevated discharge temps 

BASKIN.K P Southern Californio Edison Co 79/02/26 Spp 


7903140336 'Prototype Study for Heat Treatment Pt oc edure t * F ina 1 Rept. 11 
re Phase 111 thermal tolerance studies 1977-197S 
* Southern California Edison Co 78-RD-132 78/12/31 SBpp 


7903140393 "Spatial ?< Temporal Patterns off Bon Qnofrp from Aug 1976- 
Sept 1970 & ftelat ionships of These Patterns to Unit Cooling 
8ys« " fci “Preliminary Rept of Patterns of Cooling Operation 
of Unit " 

CONNELL. J H ♦ MECHALA5. D H . MIHURSKY, -J A Southern California 
Edison Co 79/01/31 225pp 


790312031 L In response to 790112 1 tr, former ds partial reipance to audit 
request items U audit request item submittal schedule W/encl 
test repts re trial batches u/pre 1 iminar y cylinders 
BARDIN, K P Southern California Edison Co 79/02/28 SQpp 


7903270612 Forwards NUREG-0523, "Summary of Operating Experience 
ui/Rsc lrculat i ng Steam Generators,, 1 * which focuses on recent 
problems w/degradat ion Believes continued plant operation 
does not constitute undue risk 

1 SEN HUT i D 0 Assistant Director for Systems It Projects 79/03/02 
3pp 


7903210032 Notification of 790307-09 meeting w/Southern CA Edison {< 
Bechtel in D e the sd a » HD* t o discuss ssisftic/structural audit 
open Item* 

RQODiH Light Water Reactors Branch 2 79/03/05 3pp 


7903260105 Forward* request for odd 1 info far review of OL application 
Requests response by 790327 

REOAN.W H Environmental Project Branch 2 79/03/09 3pp 


7903280317 Forwards evaluation of archa eo log i ca 1 , hi stor t cal *< cultural 
resources potentially affected by facility. in response to 
NRC 7QI002 Itr 

BASKIN. K F Southern California Edison Co 79/03/16 2pp 


7903280322 "Arc h a eo log 1 ca 1 /HI stor ica l Survey of San Gnof re-to-Enc ina 
230 kV Transmission Line " U/oversiiad drawings 
ECKHARDT, L C Southern California Edison Co 79/01/31 160pp 


7903280325 "Arc h aeo 1 og ical/Ri stor ical Survey of San Onof r e- 1 o-Mi K s i on 
230 kV Transmission Line " W/oveTSiied drawings 
ECKHARDT,L C Southern California Edison Co 79/01/31 i90pp 


7903260328 "Cultural Resources L High Voltage Transmission Line from 
Onofre to Santiago Substation & Black Star Canyon v 
BEAN. L J « COOLEY, T G. , COTTRELL. M G Southern California Edison 
CO. 79/03/16 i&(?pp 


7903300309 Forwards three archaeo 1 og ic«l, h i s t or ical U cultural repts 
associated w/plant transmission lines W/o end 
THIEREFli I Affiliation Unknown 79/03/21 Spp 


7903080252 In response to 7B1 130 NRC request. t)EQ has been rivleiued. 
forwards comments generated from review 

DRAKE, J H Southern California Edison Co 79/02/02 54pp 


7903200093 Forwards federal , state & local agency comment* recalved re 
plant DEB Request* review it rsipanss to comments by 790312 
REOAN.W H Environmental Project D-ranch 2 79/03/01 3pp 


7903150276 In response to 790301 request, forwards comment* from various 
govt agencies re DES review Also forward* response* to 
comment* of intervener* 

DRAKE, J H Southern California Edison Ca 79/03/12 23pp 


7903300529 Forwards list of open iterrs,addl question* U poiltiotve 
which must be resolved prior to completion of SER 
Requests that Items be addressed In F8AR 

BAER, R. L Light Water Reactors Branch’ 2 79/03/15 30pp 


7903050234 Confirms 790207 deposition of R Car * tens, c ha n g i ng 790104 
notice, to continue day to day until completed 
CASEY, S B Chickei ing b Gregory 79/01/31 lp 


7903090180 Intervene!**' comments on 1)ES Identifies DES deficiencies lrt 
its assessment of environ effects it consideration of 
alternatives Requests adequate DES or denial of operating 
license* Certificate of Bvc end 
WHARTON, R J Wharton, R J 79/01/31 llpp 


7903220239 Requests NRC stop opening of Diablo Canyon U. stop cona.tr 
at Ran Onofre on basis of unresolved safety questions 
OLSEN, P Af fi 1 cation Unknown 79/02/23 lp 


7903140231 Forwards opinion re plant licensing Alleges NURFG-0490 do** 
not justify operation of facility Blames failure to rely on 
seismology & unreliability of WASH-1400 
LEWIS, M l Affiliation Unknown 79/03/06 lp 


7903150362 Notifies of deposition of R Carstens on 79022Q re U pricn l 
related matters Certificate of Svc end 

CASEV, S B Chlekering h Gregory KUCHER, C R Southern California 
Edison Co 79/02/13 4pp 


7903200246 Forurar ds Amend 14 to FBAR Requests exemption- from fractur* 
toughness requiraments. reactor vessel survey requirements U 
primary reactor containment leakage testing far water-cooled 
power plants 

DRAKE, J H Southern California Edison Co 79/03/13 3pp 


7703200233 Amend 14 to F8AR providing addl info to satisfy commitment* 
made in FSAfi 6 containing correc 1 1 ons, clar l f ications h 
additions to FSAR info W/7 ovsrswed drawings 
* Southern California Edison Co 79/03/13 GOOpp 


7903210278 Forwards repts referenced in responses to NRC question* 
361 34.361 35 L 36 Responses submitted to NRC on 790313 as 
part of Amend 14 to FSAR W/oversiied drawings by Fugra, Inc U 
Woodward -Clyde re seismic reflection profiles 
BASKIN, K P Southern California Edison Co 79/03/16 90pp 


7903210203 "Late Quaternary Evolution of Camp Pendleton, San OroFr* 
State Beach Coastal Area, Nor thwestern San Diego County, CA " 

Ana ly I es various aspects of regional geology b hypothesiie* 
origin* of major landforms 

BHLEHQN, R J Southern California Edison Co 78/0J/3I 123pp 


7903210203 "Late Quaternary Rates of Dof OTma t l on, Lag una Beach, Gin 
Onofre State Peach, Orange it San Diego Counties, CA “ Analytes 
regional geology north U northwest of fat i 1 1 ties, espoc i*i k v 
late quaternary structural displacements 

6HLEH0N, R J Southern California Edison Co 78/J0/31 40pg> 


7903210287 "3uppl to Genoraliied Sub-Surface Geological 6 OoophyiLcil 
Study, Cap i sfcrano Aiea, Orange County, CA," prepared to revise 
Nov 1973 rept by same name, in partial response to NRC 
question 361 35 re Capistrano Embayment 

WEST * J C Southern California Edison Co 75/11/30 27pp 

7903360300 Forwards affidavit attesting completion of direct 
(Jittr i bution of FSAR Amend 14 

HAYNES, J G Southern California Edison Co 79/03/19 3pp 


7903120496 Forwards IE Insp Rept* 50-361/70-10 b SO-362/70- |4 on 
781127-1201 No noncompliance noted 

SPENCER, 0 S Region S, San Francisco, Reactor Construction b 

Engineering Support flranch 79/01/08 Spp 


7903120499 IE In*p ftept* S0-361/78-1S b 30-362/70-14 on 7901 127-1201 is* 
hoiuomp 1 i ance noted Major areas inspected licensee action on 
previous insp find ingsi electrical component*! *y* work 
observation b record revieunGA audit 

FATE, R j , KIRSCH, D F , HAYNES, R C Region 3, San Franc k»c*. 

Reactor Construction t< Engineering Support Branch 79/01/03 
12PP 


7903 120488 Forward* IE Insp Rept* 50-361/78-20 & 30-362/70-16 an 
781201-29. No n one omp l i anc e noted 

SPENCER, 0 S Region 5, San Franc i*eo» Reactor Con*truc t Ion L 

Engineering Support Branch 79/01/23 2pp 


7903120491 IE Insp Repts 50-361 /7U-20 b S0-362/7B-16 on 701201-29 Nc 
noncomp l lance noted Major areas inspected const activities 
including piping handling U storage, ji iping post-weld heat 
treatment, reactor pressure vessel & internal* protection 
FATE, R J , HAYNE8, R C Region 3, San Francisco, Reactor 

Construction k Engineering Support Branch 79/01/24 9pp 


7903270331 Submits revised page* to physical security plan Enel 
withheld (ref 10CFR2 790) 

HEAD , \J T Southern California Edison Co 79/03/23 lp 
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7903190351 Provides updated info for responses * D IE Bulletin 77-05/05A 
"Electrical Connector Assemblies.." fct 77-07 "Containment 
Electrical Penetration Assemblies at Nuclear Power Plants. 

Under Const M 

BABKIN, K P Southern California Edison Co 79/01/31 2pp 


7903120503 Forwards If Insp Repts 50-361//9-04 It 90-362/79-04 on 
7901 16-10 No NOiicompliance noted 

BOCK. H E Region 5. San Francisco. Fuel Facility & Materials 

Safety Branch 77/03/02 2pp 


7903120507 IE Insp Repts 90-361//9-04 ft 50-362/79-04 on 790116-10 No 
noncomp 1 iance noted Major areas inspected preoperati pnal 
environ momtoiing program, ac ti on on previous findings & 
tour of fac 1 1 1 1 ics 

FISH-R F , BAIRD, J U , HOOK. H E Region 5. San Francisco. Fuel 

Facility *< Materials Safety Branch 79/02/01 7pp 


7903I9Q089 Forwards IE Insp Rept 50-361/79-02 u 30-362/79-02 on 
790123-25 No non c omp 1 l anc e noted 

CREWS. J L Region 5. San Francisco. Reactor Operations Nuclear 

Support Branch 79/02707 2pp 


7903190094 IE Insp Rept 50-361/79-02 b 50-362/79-02 on 790123-25 No 
noncomp 1 lance rioted Major ai oas inspected overall 
preoperational test program administrative controls 
CANTER. H L , MILLER. L F , FAULKENGERIIY. B Region 5. San 

Franc i sc □. Reactor Operations Nuclear Support Branch 79/02/06 
Spp 


7903190090 Forwards IE Insp Repts 50-361/79-03 b 50-362/79-03 on 
790123-26 No noncompliance noted 

SPENCER# 0 S Region 5# San Francisco. Reactor Construction & 

Engineering Support Branch 79/02/09 2pp 


7703190104 IE Insp Repts 50-361/79-03 b 50-362/79-03 on 790123-26 No 
none omp 1 i anc a noted Major areas inspected const activities, 
containment post tensioning sys# safety-related components it 
auxiliary intake cooling sys 

ECKHARDT, J H , VORDEftQRUEGGEN. HAYNES. R C Rug Ion 5, 9an 

Francisco. Reactoi Construction b Engineering Support Draneh 
79/02/09 5pp 


7903190517 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

ENG EL KEN. R H Region 5. 5an Francisco. Office of the Director 

79/OS/ 16 lp 


7903140377 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790200. that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CML 

ENQELKEN.R H Region 5, Gan Francisco. Office of the Director 
79/02/27 lp 


7903140503 States that IE Bulletin 79-01. "Environ Oual I f i cati on of 
Class IE Equipment (correction)" was issued to listed 
licensees in Region 5 

* Region 5. San Francisco. Office of the Director 77/02/27 lp 


79031 50300 Ack receipt of 790222 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Ropt 50-361/79-01 E< 

50-362/79-01 

SPENCER. 0,5 Region 5. San Francisco. Reactor Construction b 

Engineering Support Branch 79/03/07 lp 


7903130304 Responds to NRC 790131 ltr re violations noted In IE Insp 
Repts 50-361/79-01 b 50-362/79-01 Corrective actions 
training sessions on revised procedures conducted 
MOORE. J B Southern California Edison Co 79/02/22 3p p 


7 9 03150307 Forwards IE Insp Repts 5G-361//9-0I b 50-362/79-01 on 
790100-11 b notice of violation 

SPENCER. 0 S Regiqn 5. San Francisco, ReactoT Construction k 

Engineering Support Branch 79/01/31 Spp 


7903130308 Notice of violation from insp on 79010B-U 

* Region 5. San Francisco. Office of the Director 79/01/31 

2pp 


7903190309 IE Insp Repts 90-361/79-01 b 50-362/79-01 on 79010B-U 
Noncompliance noted discrepancies noted in governing record 
used as calibr control 

ALBERT. U G Region 5. San Francisco. Office of the Director 
HAYNES. R C Region 5. Ban Francisco, Reactor Construction b 

Engineering Support Branch 79/01/31 9pp 
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7903150066 Forwards IF Bulletin 79-02, "Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Doits " 

ENGELKENfR H Region 5, San Francisco, Office of the Director 
79/03/00 lp 


7903190494 Forward* IF Bulletin 79-03, "Longitudinal Weld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co ” 

ENGEL KEn. R H Region 5, San Francisco. Office of the Director 
79/03/12 lp 


7903210412 Forwards IE Circular 79-04. "Loose Locking Nut on Limttorque 
Valve Operators " 

ENGELKEN. R H Region 3, San Francisco, Office of the Director 
79/03/16 lp 


7903260320 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductors " 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/03/20 lp 


7903140531 Ack receipt of 790201 1 ti forwarding revised final rept re 
cracking of stainless steel linor plate ma 1 1 used in const 
ENGELKEN.R H Region 5, San Francisco, Office of the Director 
79/02/16 lp 


7903140541 Forwards revised final rept describing changes in crack 
monitoring It investigation plans re cracking of stainless 
steel liner plate used in spent fuel handling & storage 
facilities 

MOORE. J B Southern California Edison Co 79/02/01. lp 


7903140547 Revised Pinal rBpt describing mod to program for monitoring 
cracking of stainless steel plates used in spent fuel 
handling b storage facilities Caused by residual stresses in 
liner plate in field welding operations 

MOORE, J p Southern California Edison Co 79/02/01 2p p 


7903060450 Forwards deficiency rept re surface defects in carbon steel 
pipe 

MBDRE. J B Southern California Edison Co 79/02/22 lp 


7903060460 Describes deficiency In carbon steel main steam sys piping 
program of investigation b corrective action 
* Southern California Edison Co 79/02/22 2pp 


DOCKET 50-362 San Clnofre Nuclear Station. Unit 3 


7903270 1 B6 Forwards application for SNM license W/o end 
DRAKE. J H Southern California Edison Go 70/07/31 lp 


7903060360 Forwards memo summer i t ing 781201 meeting to discuss 
dewatering well cavities 

ROQD.H Light Water Reactor* Branch 2 78/12/19 3p p 


790307-0302 Notification of 790213 meeting to discuss facility fuel 
design 

ROQD.H Light Water Reactors Branch 2 79/02/09 3pp 


7903150399 Notification of 790214 meeting w/Qouthsrn G A Edison Co in 
Pethesda. (ID, to discuss reactor sve bldg open items 
ROOD, H Light Water Reactors Branch 2 79/02/09 3pp 


7703140104 Describes staff r s recommendation* for general contents of 
Offsite Dose Calculation Manual Manual required ui/proposed 
radiological affluent Tech Specs 

SAER i ft L Light Water FUactor* Branch 2 79/02/15 Spp 


7903 i 40C3B 1 Forwards repts on heat treatment r ecomroendations. prntoty pe 
study for heat treatment 6 effects of unit* on marine 
environ, as required by state of GA as condition for thermal 
exception to use elevated discharge temp* 

BASKIN, K P Southern California Edison Co 79/02/26 5pp 


7903140306 "Prototype Study for Heat Treatment Procedures, Fi n« 1 Rept, 
re Phase III thermal tolerance studio* 1977-1978 
* Southern California Edison Co 7Q-RD-132 7B/12/31 BSpp 


7903140395 "Spatial b Temporal Patterns off San Onofre from Aug 1976- 
Sept 1978 b Relationship* of That* Patterns to Unit Cooling 
Qy*. M & ’‘Preliminary Rept nf Patterns of Cooling Operation 
of Unit " 

CONNELL. J H . MECHALA8. B , M . MI HUB SKY, J A Southern California 
Edison Co 79/01/31 225pp 
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DOCKET 50-362 San Onofre Nuclear Station. Unit 3 


79O3l203tl tn response to 790112 1 tr . f onward s partial response to audit 
request item* audit leqtest item submittal schedule W/encl 
test rep t j. re trial batches w/pre 1 imi nar y cylinders 
&ARBIN. K P Southern California Edison Co 79/02/28 58pp 


7903270612 Forward® NUREG-0303, "Summary of Operating Experience 
W/Rt c I tc ulating Steam Generators* " which focuses on recent 
problem! u/de g rada t l o n Believes continued plant operation 
does not constitute undue risk 

ISENHUTi 0 G Assistant Director for Systems Projects 79/03/02 

3pP 


7903210032 Notification of 790307-09 meeting w/ 8 outhern CA Edison tt 
Bechtel in Bethesda, MD, to discuss seiseii c /struc tural audit 
open Items 

ROOD* H Light Water Reactors Branch 2 79/03/05 3pp 


7903260105 Forwards request far addl info for review of CL application 
Request® response by 790327 

REGAN. W H Environmental Project Branch 2 79/03/09 3pp 


7903280317 Forwards evaluation of archaeo logical, hitter Ua 1 h cultural 
resources potentially affected by facility, in response ta 
NRC 781002 1 tr 

BASKIN. K P Southern California Edison Co 79/03/J6 2pp 


7903280325 " Ar c haeol ogica 1/Histor i cal Survey of Ban Onof r e-to-Mi sston 
230 kV Transmission Line 11 W/oversiied drawings 
ECKHARDT.L C Southern California Edison Co 79/01/31 I90pp 


7903200320 "Cultural Resources h High Voltage TTanuni ss i on Line from 
Onofre to Santiago Substation t< OlacTt Star Canyon 11 
BEAN. L J . COOLEY, T G . COTTRELL. M G Southern California Edison 
CO 79/03/16 laopp 


7903300309 Forwards three archaeol og leal, historical t< cultural repts 
associated w/plant transmission lines U/o end 
THiERILR. I Affiliation Unknown 79/03/21 2pp 


7903090232 In response to 70U3O NRC request. DES has been reviewed 
forwards comments generated from review 

DRAKE. J H Southern California Edison Co 79/02/02 54pp 


7903200093 Forward* f edera 1 . stat e fe local agency comment* received ra 
plant DES Request* review & response to comments by 790312 
REGAN. W H Environmental Project Branch 2 79/03/01 3pp 


7903150276 In response to 790301 r eque* t . f orward* comment® from various 
flovt agencies r* DEB review Alto forwards respoTties to 
comment® of interveners 

DRAKE. J H. Southern California Edison Co 79/03/12 25pp 


7903300529 Forward* liat of open item®, addl question* h. positions 
which mu*t be resolved prior to completion of SER 
Requests that items be addressed in FSAR 

BAER, ft L Light Water Reactor* Branch 2 79/09/15 30pp 


7903270331 Submit® revised page* to physical security plan Enel 
withheld <re# 10CFH2 79Q> 

HEAD, J, T Southern California Edi*on Co 79/03/23 lp 


7903050234 Confirm* 790207 deposition of R Car I ten*, changing 790104 
notice, to continue day to day until completed 
CASEY. 6 B Chickering fc Gregory 79/01/31 lp 


7903090180 In tsrvenor s ' comments on DEB Identifies DFS deficiencies in 
Its assessment of environ effects U consideration of 
alternatives Requests adequate DES or denial of operating 
licenses Certificate of Svt end 
WHARTON, R J Whartan, R, J, 79/01/31 Upp 


7903220222 Urges that Diablo Canyon not be opened t that const be 
stopped at San Onofre 

BYERS. A. Affiliation Unknown 79/02/22 Ip 


7903220259 Requests NRC stop opening of Diablo Canyon U stop constr 
at San Onofre on basis of unresolved safety question® 

OLSEN* P Affiliation Unknown. 79/02/23 lp 


7903140231 Forward® opinion re plant licensing Alleges NUftEC-0490 doe* 
not justify operation of facility Blame* failure to rely on 

<•4 lanl/inil t nni.il I 1 it.. ~ f IIArU„ I Ann 


7903150362 Notifies of deposition of R Carstens on 790228 re U prices 4 
related matters Certificate nf Svc end 

CASEY. S B Chic ker mg t Gregory KOCHER, C R Southern California 
Edison Co 79/02/13 4pp 


7903200246 Forwards Amend 14 to FSAR Requests exemption from fracture 
toughness i equirements, reac tor vessel survey requirement® L 
primary Tfacfcor containment leakage testing foT water-cooled 
power plants 

DRAKE, J H Southern California Edison Co 79/03/13 3pp 


7903200253 Amend 14 to FSAR providing addl info to satisfy c a mm | tments 
made in FSAR & containing corrections, clarification* <. 
additions to FSAR info W/7 oversized drawings 
« Southern California Edison Co 79/03/13 3O0pp 


7903210270 Forwards rapt® referenced in responses to NRC question® 
361 34.361 35 & 36 Responses submitted to NRC on 790313 as 
part of Amend 14 to FSAR W/oversi?ed drawings by Fugro. Inc U 
Wo 0 d ward-C lyd e re seismic reflection profile* 

DASKIN.K P Southern California Edison Co 79/03/16 90pp 


7903210283 "Late Quaternary Evolution of Camp Fend 1 e ton. 9a r> Ono f t * 
State Deach Coastal Area, North we & tern San Diego County. CA " 
Analyze* various aspects of regional geology 1, hypothesiies 
origins of major landforms 

SHLEMONi ft J Southern California Edison Co 78/01/31 I23pp 


7903210285 “Late Quaternary Rates of Dp f m mat t on. Lag una Deach, Ban 
Onofre State Roach, Orange S< San Diego Counties, CA " Analyze* 
regional geology north l< northwest of fac i 1 i t i es. espec i al ly 
late quaternary structural displacements 

SHLEMDN* R J Southern California Edison Co 70/10/31 40pp 


79032102B7 "Suppl to Generalized bub-Surface Geological *« Goaphy®ica| 
Study , Capis trano Area. Orange County. CA," prepared to revise 
Nov 1975 rept by same name, in partial response to NRC 
question 361 33 re Capistrano Embayment 

WEST, J C Southern California Edison Co 75/11/30 27pp 


7903260300 Forwards affidavit attesting completion Of direct 
distribution of FSAft Amend 14 

HAYNES. J 0 Southern California Edison Co 79/03/19 3pp 


7903120496 Forwards IE Insp Repts 50-361 /78-lB t< 50-362/78-14 on 
781127-1201 No non c omp 1 i ante noted 

SPENCER, G S Region 5, Ban Francisco, Reactor Construction & 

Engineering Support Branch 79/01/08 2pp 


7903120499 IE insp Repts 50-361/70-10 U 30-362/78-14 on 7901127-1201 He 
noncoftipl lance noted Major area* inspected licensee action on 
previous insp f i nd ingn el ectr ical components* sys work 
observation & record raviewiQA audit 

PATE, ft J . K1RSCH, l) F . HAYNES, R C Region 5, San Francisco, 

Reactor Construction & Engineering Support Branch 79/01/05 
t 2 pp 


7903120488 Forwards IE Insp Rept® 30-361/78-20 t, 50-362/7B-I6 
781201-29 No nancomp I lance noted 

BPENCER.G 5 Region 3, San Francisco. Reactor Construction & 

Engineering Support Branch 79/01/25 2pp 


7903120491 IE Insp Repts 50-361/70-20 t, 50-362/78-16 on 781201-29 Ha 
noncomp lienee noted Major areas inspected const activities 
including piping handling t< *toi age, p iping post-weld heat 
trea fcment* reactor pressure vessel & internals protection 
PATE, R J • HAYNEB, R C Region 3, San Francisco, Reactor 

Construction & Engineering Support Branch 79/01/24 9 pp 


7903130251 Provide* updated info for responses to IE Bulletin 77-05/03A 
"'Electrical Connector Assemblies," 77-07 "Containment 
Electrical Penetration Assemblies at Nuclear Power Plants 
Under Const " 

BASKIN, R P Southern California Cdison Co 79/01/31 Spp 


7903120503 Forwards IE Insp Rept® 30-361/79-04 U 50-362/79-04 on 
790116-1B No noncompliance noted 

HOOK, H E Region 5, Ban Francisco, Fuel Facility U Material* 

Safety Branch 79/02/02 2pp 


7903120307 IE In*p Repts 30-361/79-04 fc 50-362/79-04 on 790116-16 Ko 
nonccmpi lance noted Major areas inspected preop erati onaJ 
environ monitoring program, action on previous finding* l. 
tour of fac i 1 i t ies 

FISH, ft F , BAIRD-, J B , BOOK. H E Region 3, 9an Francisco, Full 

Facility & Material* Safety Branch 79/02/Oi 7 pp 
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DOCKET 30-363 San Qnofre Nuclear Station. Unit 3 


7903} 90009 Forwards IF Imp Rept 00-361 / /9-02 & 50-362/79-02 on 
790123-25 No noncompliance noted 

CREM5. J L Region 5, San Fram isco. Reactor Operations Nuclear 

Support Branch 79/02/07 2pp 


7903190094 IE Insp Hopt 50-361/79-02 L 50-362/79-02 on 
none omp 1 lance noted Major areas inspected overall 
pr eoper ational test program administrative controls 
CANTER. K L , MILLER. L F , FAULKENBERRY. B Region 

Francisco. Rtactoi Operations Nuclear Support Oianch 
5p p 


790123-23 No 

5. San 
79/02/06 


7903190090 Forwards IE Insp R 
790123-26 No none omp 1 1 anc e 
SPENCER. G S Region 5, 

Engineering Support Branch 


epts 50-361/79-03 h 30-362/79-03 on 
noted 

Ban Francisco# Reactor Construction 
79/02/09 2pp 


& 


7903190104 IE Insp Hcpts 30-361 //9-03 h 50-362/79-03 on 790123-26 No 
noncomp 1 1 ante noted Majoi areas inspected const activities, 
containment post tensioning sys, safety — 1 elated components It 
auxiliary intake cooling sys 

ECKHARDT# J H . VORDERBRUEGGEN. HAYNES# R C Region 5. San 

Francisco. Reactor Construction Engineering Support Branch 
79/02/08 5pp 


7903140531 Act receipt of 790201 1 tr forwarding revised final rept re 
cracking of stainless steel liner plate ma-tl used In const 
ENGELKEN, R H Region 5. San Francisco. Office of the Director 

79/02/16 Ip 


7903140541 Forwards revised final rept describing changes in crack 
monitoring U investigation plans re cracking of stainless 
steel liner plate used In spent Fuel handling & storage 
facilities 

MDQRE.J D Southern California Edison Co 79/02/01 Ip 


7903140547 Revised final rept describing mad to program for monitorln 
cracking of stainless steel plates used in spent fuel 
handling 5 storage facilities Caused by residual stresses in 
liner plate in field welding operations 

MOORE# J 0 Southern California Edison Co 79/02/01 Spp 


790306045S Forwards deficiency rept re surface defects in carbon steel 
pipe 

MOORE. J 0 Southern California Edison Co 79/02/22 ip 


7903060460 Describes deficiency in carbon steel main steam sy* piping 
program of investigation corrective action 
* Southern Californio Edison Co 79/02/22 2p p 


7903190517 Forwards IE Info Notice 79-04# “Degvad a 1 1 an of Engineered 
Safety Features 11 

ENGELKEN. R H Region 5, Ban Francisco# Office of the Director 
79/02/16 Lp 


7903140377 Infoimg lecipients of IE Bulletin 79-01# "Environ 
Gual 1 Pica 1 1 011 of Class IE Equipment#" dtd 790200, that valve 
limit switch identified as NAMCO Model S3CML should read 
BL3CNL 

ENGEt-KEN- R H Region 5, Ban Francisco, Office of the Director 

79/02/27 ip 


79031403B3 States that If Bulletin 79-01, "Environ Qualification of 
Class IE Equipment '(correction)" was issued to listed 
licensees in Region 3 

* Region 5# San Francisco# Office of the Director 79/02/27 ip 


7903130300 Ac k receipt of 790222 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-361/79-01 & 

50-362/79-01 

SPENCER. G S Region 5# San Francisco# Reactor Construction t< 

Engineering Support Branch 79/03/07 lp 


7903150304 Responds to 
ftapfcs 30-361/79-0) I# 
training sessions on 
MQORE.J 0 Southern 


NRC 790131 Iti re violations noted in 
50-362/79-01 Corrective actions 
revised procedures conducted 
California Edison Co 79/02/22 3p P< 


IE 


Insp 


7903150307 Fol 
790 1 OB- 1 1 & 
SPENCER. C 5 
Engineer 1 ng 


wards IE Insp Rept* 50-361//9-OI h 50-362/79-Q1 on 
notice of violation 

Region 5, Son Franciscoi Reactor Construction & 
Support Branch 79/01/31 Ppp 


7903130308 Notice of violation from insp on 790100-11 

* Region 5. San Francisco# Office of the Director 79/01/31 
2pp. 


DOCKET SO-363 Forked River Nuclear Station. Unit 1 


7903140127 Requests *1, 200 fee for proposed amend to Const Permit 
CPPR-96 

MILLER. U 0 License Fee Management Branch 79/02/23 lp 


7903270614 Forwards NUREG-0523# "Summary of Operating Exerience U/ 
Recirculating Steam Generators#" which focuses on recent 
problems w/degi adation Believe* continued plant operation 
does not constitute undue risk 

EISENHUT# D G Assistant Director for Systems & Projects 

79/03/02 3pp 


7903120518 Forwards IE Insp Rept 50-363/78-16 on 781219-21 No 
noncomp 1 ianc e noted 

CARLSON# R T Region 1# Philadelphia. Reactor Construction €c 

Engineering Support Branch 79/01/17 2pp 


7903120525 IE Insp Rept 50-363/78-16 on 781219-21 No none nm p 1 ia nc* 
noted Major areas inspected QA program for fabrication 8# 
installation of containment liner & for lnstal la tion of 
miscellaneous steel 

NARROW# L # SANDERS, WF # MCQAUGHY. R W Region 1# Philadelphia# 

Reactor Construction !< Engineering Support Branch 79/01/16 7pp 


7903200296 Forward* IE Insp Rept 50-363/79-01 on 790123-23 No 
noncomp 1 ianc e noted 

CARLSON# R T Region 1. Philadelphia. Reactor Construction fc 

Engineering Support Branch 79/02/07 2pp 


7903200310 IE In*p Rept 50-363/79-01 on 790123-25 No noncompliance 
noted Major area* inspected GA program for fabrication & 
Installation of containment liner, status of Morr 1 son-Knud 1 sn 
QA program mod U outstanding items 

NARROW. L # SANDERS# W F . MCOAUGHY, Ft W Region 1# Philadelphia# 

Reactor Construction A. Engineering Support Branch 79/02/06 9pp 


7903150309 IE In*p Rept* 50-361/79-01 «< 50-362/79-01 on 790108-11 
Noncomp 1 l once noted discrepancies noted in governing record 
used as calibr control 

ALBERT. W 0 Region 5# San Francisco# Office of the Director 

HAYNES# R C Reglqn 5# Gan Francisco# Reactor Construction l< 

Engineering Support Branch 79/01/31 3pp 


7903150066 Forward* IE Bulletin 79-02, "Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Bolts “ 

ENOELKEN.fl H Region 9# San Francisco# Office of the Director 
79/03/09 lp 


7903190494 Forwards IF, Bulletin 79-03. 
ABME BA-312 Type 304 Stainless Steel 
Manufactured by Youngstown Welding 6 
ENGELKEN. R H Region 5# San Eraiic 

79/03/12 ip 


"l ongitudlnal Weld 
Pipe Spools 
Engineering Co 11 
isco# Office of the 


Defects in 

Director, 


7903050533 Forward* IE Info Notice 79-03# "Llmi torqua S/alve Geared 
Limit Switch Lubricant " 

GRIER. B H Region 1. Philadelphia# Office of the Director 
79/02/09 Ip 


79030B0397 Forwards IE Info Notice 79-04# "Degradation of Engineered 
Safety Feature* " 

GRIER. B H Region I# Philadelphia# Office of the Director 
79/02/16 lp 


7903060464 Inform! recipient 
Qualification of Class IE 
limit switch identified as 
SL3CML 

GRIER. B H Reg ion 1, Ph 
79/02/27 lp 


s of IE Du 1 
Equipment. 11 
NAMCO Mode 

1 lad e 1 phla. 


ietin 79-01. 

dtd 790208. 
1 BBC ML thou 

Office of t 


"Environ 
that valve 
Id read 

he Director, 


7903210412 Forwards IE Circular 79-04. 
Valve Operators " 

ENGELKEN. R, H Region 9# San Franc 
79/03/16 ip 


"Loose Locking Nut 
sco. Office of the 


an L Imi torque 
Direc tor 


DOCKET 50-364 Joseph « Farley Nuclear Plant. Unit 2# 


7903260320 Forwards IE Circular 79-05# "Moisture Leakage 
Mir* Conductors " 

ENGELKEN# P H Region 5# Ban Francisco# Office of the 
79/03/2 0 l p 


n 9tTand*tf 
Direc tor 


7903090122 Forward* NRC recomm* ndation* for general contents of Offsite 
Dote Calculation Manual required w/r adi olog 1 cal effluent 
Tech Specs from PUR S< BUR facilities 

8T0LZ# J F. Light Water Reactors Branch 1 79/02/13. 7pp. 
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DOCKET 50-364 Joseph M Farley Nuclear Plant, Unit 2 

7903270611 Forwards NUREQ-0523. "Summary of Operating Exerience 
u/Rec krctil atlng Steam Generator*, " which focuses -on recent 
problems u/ d egra d a t i on Relieves continued plant operation 
does not constitute undue risk 

EIBENHUT* D <5 Assistant Director for Systems h Projects 

79/03/02 3pp 


7903260039 Act receipt of 790223 I tr informing NRC of steps taken to 
correct violations noted in combined IE Insp Ropts 
70-135/7B-27 & 70-133/76-28,79-364/73-30 h 70-364/76-31 
PARTIN, W 0 Region li Philadelphia, Safeguards Branch 79/03/06 

ip 


7903200365 Forwards compensatory measures to be used pending full 
implementation of security plan w/chenges Plan withheld 
(ref 10CFR2 790) 

CLAVTCN, F L Alabama Power Co 79/03/12 ip 


7903190230 Forward* revised pages to rept "Fire Protection Program 
Re-evaluatien " 

CLAYTON, F L Alabama Power Co 79/03/19 I5pp 


7903280276 Security contingency plan Plan withheld tref 10CFR2 790J 
ORAHAHiR H . HAIRSTON, W G , HU IS KAN. D D Alabama Power Co 
79/03/23 lp 


7903160235 Transcript of 7903QB antitrust oral argument hBld in 
Bethesda, HD Pp 1-263 

FARRAR, M C , SAL2MAN, R S , SHARP MAN, J E Atomic Safety and Licensing 
Appeal Panel 79/03/08 203pp 


7903060289 "Summary Rept on Monitoring of Fog Conditions at Farley 
Nuclear Plant, Dec 1977 to Nov 1970 " 

* Alabama Power Co 79/03/01 AQpp 


7903070549 Forwards IE insp Rept 50-364/78-20 on 781211-14 k notice of 
violet ion 

MURPHY, C E Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 79/01/09 2pp 


7903070553 Notice of violation from insp on 701211-14 

* Region. 2, Atlanta, Reactor Construction L Engineering Support 

Branch 79/01/05 lp 


7903070557 IE Insp Rept 30-364/76-20 on 701211-14 Noncomp liancp noted 
lack of written procedures defining responsibilities for 
preiervtca insp 

CROWLEY, D R , CON LON. T E Region 2, Atlanta, Reactor 

Construction «c Engineering Support Branch 79/01/05 6pp 


7903070493 Ac k receipt of 790205 Itr informing NRC of steps talfn tb 
correct violations noted in IE Inspec Rept 50-364/70-20 
MURPHY, C E Region 2, Atlanta, Reactor Construction L Engineering 

Support Dran-c h 79/02/14 lp 


7903070499 Responds to NRC 790109 ltr tb violation noted in IE tnap 
Rept 30-364/78-20 Corrective action add! c 3ar i f ication being 
provided for general responsibilities already delineated in 
existing plant procedures Approval expected by 790301 
CLAYTON, F L Alabama Power Co 79/02/03 2pp 


7903090339 Forwards IE Info Notice 79-04, 'Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/16 2p p 


7903000266 Informs recipients op IE Bulletin 79-01, ’"Environ 
Qualification of Class IE Equipment, " dfcd 790209, that valve 
limit switch identified: as NAMCO Model S3CHL should read 
SL3CML 

O'REILLY, J P Region 3, Atlanta. Office of the Director 
79/02/26 2jp 


7903140332 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts 11 
O'REILLY , J P Region 2, Atlanta, Office of the Director 
79/03/00 tp 


7903210115 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spool* 

Manufactured by Youngstown Welding 6 Engineering Co " 

O'RElLLYiJ P Region 2, Atlanta, Office of the Director 
79/03/12 2 P p 


7903210363 Forwards IE Circular 79-04, "Loose Locking Nut on Limltorque 
Valve Operators " 

O'REILLY, 0 P Region 2, Atlanta, OffU* of the Director 
79/03/16 Spp 


7903010305 Forward* "Semiannual Radioactive Effluent Release Rept" for 
July -Dec 1973 

CLAYTON, F L Alabama Power Co 79/02/23 lp i 


7903010307 "Semiannual Radioactive Effluent Release Rept" for Jul-Dii 
1970 

* Alabama Power Co 78/12/31 80pp 


7903220111 Forwards corrective action to extension to diesel 
generator problem ro river uiatei pumps Present Unit 1 
operation is not affected but design changes will be set 
before Unit 2 operating license is issued 
DARTON.A R Alabama Power Co 70/10/16 5pp 


7903200172 Forward* deficiency rept if swing diesel generators 1C L 
1-2A t* river water pump* 

BARTON, A R Alabama Power Co 78/U/17 lp 


7903200245 Deficiency rept on /B0620. 0015 ** 1016 potential ex Isti ko 
render diesel generator 1C *< 1-2A inoperable if Ins* of 
offsite power or LOCA occurs Failure could leave entire 
plant w/no liver water pumps available 
* Alabama Power Co 70/11/17 8pp 


DOCKET 50-366 Edwin I Hatch Nuclear Plant, Unit 2 


7903300517 Denies 790221 request for exemption of 701201 amend 
application fi om Fee payments Option of amending license 
rather than delaying issuance was foi util's convenience 
MILLER, H O License Fee Management Branch 77/03/16 lipp 


7903150341 Denies 790130 request foi delay in implementing security 
plan beyond 790223 date Suggests immediate suppl to plan, 
describing compensatory measures for each Item requiring 
add 1 time for completion 

STELLD. V Office of Nuclear Reactor Regulation 79/02/21 2p( 


7903230035 Forwards rederal Register notice amending 10CFR73 55, 
"Requirements for Physical Protection of Licensed Activities 
in Nuclear Pows-r Reactors Against Industrial Sabotage,’ 1 to 
defer employee pat-down searches until 790801 

DENTON, H R Office of Nuclear Reactoi Regulation 79/02/23 ip 


7903200133 Forwards Amend 64 to License DPR-57 A Amend 5 to NPF-5 fe 
notice of issuance t* availability 

1PP0LITP, T A Operating Reactors Branch 3 79/02/26 3pp. 


7903200136 Amend 64 to License DPR-57 6 Amend 5 to NPF-5, 1 nc orporat in | 
physical security plan into license 

IPPOLITO, T A Operating Reactors Branch 3 79/02/26 4pp 


7903200147 Notice of issuance of Amends 64 U 3 to License* DPR-57 l 
MPF-5, respec tively 

IPPOLITO. T A Operating Reactors Branch 3 79/02/26 2pj 


7903)40449 Submits suppi to security plan describing compensatory 
measures being provided to implement lOCrR73 55 until full 
implementation can be achieved Full implementation scheduled 
for 790424 Suppi withheld (ref lOCrR2 790) 

WHITHER, C F Georgia Power Co 79/03/02 Ip 


7903290034 Inf oim* that safeguard contingency plan submittal will t» 
delayed until 790330, due to revisions requested by NflC in 
790323 talcon 

EHREN5PERGER, W Georgia Power Co 79/03/23 ip 


7903)40222 Forward* revised versions Enfct y-Contro 1 By* Handbook., 
BAND77-1033* Intrusion Detection Sys Handbook, 8 AND7 6-0554 x fc 
Barrier Penetration Database, NUREG/CR-0101 W/o end 
MILLER, J R Division of Operating Reactor* 79/01/09 2pp 


7903000173 Forwards mod to "Review it Acceptance af Bpernt Tu*l Stonji 
& Handling Application 11 provided on 760414 Involves pages 
IV- 5 it 1V-6 w/modified rationale ^ corrections 
CRIMES, D K. Assistant Director for Engineers tt Project* 

79/01/18 4pp 


7903010295 Forward* Ntl)0~2l805< "Mark 1 Containment Program, Down co air 
Reduced Submergence, Func tional Assessment Rept " 

SQBON, L J General Electric Co , Nuclear Energy Products Dlv 
79/02/01 Ip 


7903010310 "Mark I Containment Program, Downcomer Reduced Submf rjtnt*. 
Functional Assessment Rept M 

WONG. K W General Electric Co , Nuclear Energy Product* Div 
NED0-21BS5 7B/06/30 43pp 
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DOCKET 50-346 Edwin I Hatch Nuclear Plant, Unit 2 


7-903020210 Notification of 790214-15 meeting in Beth e *da, MDi 
w/r e p resen t at tve of Mark I owners group to discuss 
implementation *< resolution of Mark I long-term program 6 
pool swell piessure load definition techniques 

CRIMES, C Assistant Director for Engineers It Projects 79/02/06 

Ip 


7903060317 Requests * 4, 000 Class 111 fee within 15 dags to amend 
License NPF-5 

DIGGS. R M License Pee Management Branch 79/02/09 Ip 


7900010061 Forwards safety evaluation of interim assessment of 
multiple-consecutive safety relief valve actuations. U 
sample ltr 

EISENHUT.D G Assistant Director for Systems U Projects 
79/02/15 2pp 


7903010070 ''Safety Evaluation Rept of Interim Assessments of Multiple- 
Consecutive Safety Relief Valve Actuations in Mark I 
Containment Plants " All plants are in conformance w/ 
acceptance criteria 

* Assistant Director for Systems it Projects 79/02/15 10pp 


7903160213 Forwards propiietary rept NEDE-23545-P, "Mar k I Containment 
Pro g ram. Sirpprc ss l on Pool Swell Test Program, LDR Load Test- 
Generic Sensitivity " W/affidavit for proprietary status 
Rept withheld (ref 10CFR2 790) 

SOD ON, L -J General Electric Co .Nuclear Energy Products Div 
79/02/26 5p p 


7903200004 Safety evaluation supporting Amend 4 to License NPF-3 
* Office of Nuclear Reactor Regulation 79/02/27 2pp 


7903050303 Proposes amend to License DPR-3, intorp ora t i ng definition of 
operability of core spray sys W/encl Category III amend fee 
WHJTMER, C F Georgia Power Co 79/02/27 6pp 


7903200070 Forwards Amend 4 to License NPF-3 It notice of issuance & 
aval lability 

IPPOLITQ, T A Operating Reactors Branch 3 79/02/27 2pp 


7903200000 Amend 4 to License NPF-3. i nc or p ara t i ng changes to Tech Specs 
r* turbine control valve fast closure setpoint 
IFPQL1 TO, T A Operating Reactors Branch 3 ,79/02/27 2pp 


79032000B6 Notice of issuance of Amend 4 to Licence NPF-3 

IPPOLITQ, T A Operating Reactors Branch 3 79/02/26 2pp 


7903230011 "6FR of Intel im Assessments of MB1V Actuation* in Mark I 
Containment Plants " 

•* Assistant Director for Engineers it Projects 79/02/27 12pp 


7903230093 Forwards safety evaluation rept on Interim assessments of 
mult ip Le— consecutive safety relief valve actuations 
Conclude* that continued operation of Mark I BUR facilities 
is acceptable subj to corrective action* 

CRIMES, Q H Division of Operating Reactors 79/02/27 lp 


7903070236 Forward# Van 1979 Mark I containment program activity 
review Lists meetings held t< provides brief task-by-task 
summary 

SOB ON, L 0 General Electric Co , Nuclear Energy Products Div 

79/02/20 Upp 


7903200142 Notification of 790316 mooting w/Georgia Pcuer in Detheeda, 
MD, to discuss licensee's submittal of Tech Specs on 
radiological effluents 

VERRELLI. D M Operating Reactor* Branch 3 79/02/20 2pp 


7903060252 In response to 790129 reques t, forward * addl info re 
processing of solid waste 

WHITHER# C F Georgia Power Co 79/03/01 4pp 


7903120459 Provides summary of 790213 meeting in Be th e s da# MD, w/ 
representative* of Mark I owner'# groUp program committee to 
discuss generic Mark 1 program re safety relief valve load* 
W/enc) attendee* list t< meeting handout* 

SV, T M Containment Systems Branch, 79/03/01 16pp 


7903200035 R*que*ts fees for amends to DPR-37 b NPF-5 

MILLER, W O License Fee Management Branch 79/03/01 lp 


7903200283 Forwards proposed staff position for Mark I long-term 
program implementation schedule* 

E1SENHUT, D © Assistant Director for Systems & Projects, 
79/03/01. 4pp 
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7903200304 Directs lecipients to send enc 1 samp 1 b ltrs t° BWft Mark I 
facilities requesting schedules U commitment* ro expected 
mod completion dates, use of safety relief valve discharge 
devices 6« licensing fees for long-term program 
GRIMES, U Assistant Director for Engineer* 8t Project* 

79/03/01 0pp 


7903210503 Forwards Amend 6 to License NPF-5, safety evaluation 8< notice 
of issuance 

IFPOLlTOiT A Operating Reactors Branch 3 79/03/02 lp 


7903210515 Amend 6 to License NPF-5, i ncoT pora t i ng revision of limiting 
conditions for operation It associated surveillance 
requirements for core spray sys 

IPPOLITQ, T A Operating Reactors Branch 3 79/03/02 2pp 


7903210517 Safety evaluation supporting Amend 6 to License NPF-5 
» Office of Nuclear Reactor Regulation 79/03/02 3pp 


7903210520 Notice of Issuance of Amend 6 to License NPF-5 

IPPOLITQ. T, A Operating Reactors Branch 3 79/03/02 Spp 


7903270100 Discusses status nf Mark J containment leng-term program 
Request* schedule showing time periods for installation o# 
specific plant mods Discusses safety relief valve discharge 
device installation & forwards staff evaluation 
GTELLO. V Division of Operating Reactor* 79/03/12 17pp 


7903260229 Util believes NRC erred in requesting payment of *5.600 fee 
for proposed changes to Tech Spec* Forwards Fee & reserve* 
right to request an exemption tt refund per 10CFRI70 22 
WHITHER, C F Georgia Power Co 79/03/1? ip 


7903290121 Forward* proposed amend to Tech Bp e c s, a 1 terin g requirement* 
for plant startup rapt* by eliminating partial summary rept 
on status of startup & power escalation test nine months 
after initial criticality Check for amend fee end 
EHRENSPERQER, W Os^rgia Power Co 79/03/23 4pp 


7903010390 Forwards IE tn*p Rept 50-366/70-52 on 761219-22. No 
none onp 1 i at>c e noted 

LONG. F J Region 2. Atlanta# Reactor Operation* Nuclear Support 

Branch 79/01/15 2pp 


7903010355 IE Insp Rept 30-366/70-52 on 781219-22 No none amp 1 i *nce 
noted Major areas inspected startup test activities 
VQQT-LOWELL. R , GRAHAM, M J , MARTIN, R D Region 2, Atlanta# 

Reactor Operations Nuclear Support Drench 79/01/12 4pp 


7903050375 Responds to IE Bulletin 78-14. "Deterioration of Quna-N 
Component* in ASCO Solenoid* " Parts ordered !< replacement 
will begin during spring outage for Unit I Unit 2 change-out 
has not teen scheduled 

BTAFFAiR, W Georgia Power Co 79/02/05 Spp 


7903070309 Ack receipt of 790126 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-321/78-40 & 

5 0-36 4/7B- 49 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility *t Materials 

Safety Branch 79/02/14 Ip 


7903070514 Respond* tn NRC 790104 ltr re violations noted In IE Insp 
Rept* 50-321/70-40 it S0-366/7Q-49, Corr e c t i ve action* aerial 
surveys scheduled for 1979 until soil stabilization Is 
doc umente-d 

ETAFFA, R W Georgia Power Co 79/01/26 lp * 


7903070517 Forward* IE Insp Rept* 50-321/78-40 it 50-366/78-49 on 
701204-03 & notice of violation 

SUTHERLAND, J T Region 2, Atlanta# Fuel Facility & Materials 

Safety Branch 79/01/04 2pp 


7903070525 IE Insp Repts 50-321/78-40 «< 50-366/70-49 on 7B1204-0B, 
Noncompliance noted deficiencies in QA procedures it semi- 
annuel surveys 

CUNNINGHAM. A L , HUFHAM, J W Region 2. Atlanta, Fuel Facility U 

Materials Safety Branch 79/01/02 4pp 


7903030533 Forwards IE Info Notice 79-04# ♦'Degradation of Engineered 
Safety Features " 

O'REILLY, J. P Raglan 2. Atlanta# Office of the Director, 
79/02/16 Up p 


7903190203 Ack receipt of 790215 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 30-321/79-01 ic 
50-366/79-01 

SUTHERLAND, J. T, Region 2# Atlanta, Fuel Facility * Materials 

Safety Branch 79/02/26 lp 
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DOCKET 50-346 Edwin I Hatch Nuclear Plant- Unit 2 


7903 1 50207 Respond* to NRC 790135 1 fcT re violation* noted In IE Insp 
Repts 50-331/79-01 h 50-366/79-01 Corrective action* closer 
checking of unlocked high radiation doors* ca 1 itr of neutron 
instrument* & T«vlew of qualification* 

STAFFA, R VI Georgia Power Co 79/03/13 3pp 


79031302B9 Forward* IE Insp Repts 50-331/79-01 l< 30-364/79-01 on 
790103-05 L notice of violation 

SUTHERLAND* J T Region 2, Atlanta Fuel Facility I* Materials 

Safety Branch 79/01/25 3pp 


7903150292 Notice of violation from irssp on 790103-05 

* Region 2* Atlanta. Fuel Facility 4 Materials Safety Branch 
79/01/23 2pp 


7903150297 IE Insp Rept 30-321/79-01 & 50-366/79-01 on 790103-05 
Nonccmp I lane* noted failure to keep entrance to high 
radiation area loc V ad- fa i lure to label containers of 
radioactive matl 6 failure to caltbr survey instrument 
HOSEY.C M . GIBSON- A F Region 2, Atlanta, Fuel Facility U 

Materials Safety Branch 79/01/23 7pp 


7903120332 Ack receipt of 790202 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-32 l / 70-43 6 
50-366/73-53 

LEWIS. R C Region 2. Atlanta* Reactor Operations Nuclear Support 

Branch 79/02/27 1 p 


7903120355 Responds to NRC 790116 ltr re violations noted in IE Insp 
Rep 1 1 30-321/76-43 $« 50-36A/7B-53 Corrective actions monthly 
readings on pressurised containment penetrations ueie 
lmmed lately performed 

STAFFA# R~ W Georgia Power Co 79/02/02 Ip 


79031 203B7 Forward* IE Insp Repts 50-321/70-43 6 50-366/78-33 on 
701111-1215 4 notice of violation 

LONO* F J Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch. 79/01/16 2pp 


7903120393 Notice of violation from insp on 791151-1215 

* Region 2. Atlanta. Reactor Operation* Nuclear Support Branch 
79/01/16 Ip 


7903120400 IE Insp Repts 30-321/70-43 U 50-366/76-53 on 78UI 1-1213 
Noncamp 1 1 anc e noted failure to follow standing orders 
DANCE. H C Region 2, Atlanta* Reactor Operations Nuclear 

Support Branch 79/01/15 3pp 


790309027B Inform* recipients of IE Bulletin 79-01. "Environ 
nullification of Class JE Equipment*’ 1 dtd 790200. that valve 
Unit switch identified as NAMCO Model B3CML should read 
BL3CML 

O'REILLY. J P Region 2* Atlanta* Office of the director 
79/ 02/23 5pp 


7903130163 Ack receipt of IE Insp Repts 50-321/79-02 U 50-366/79-02 
on 790114-16 No- proprietary info 
STAFFA. R W Georgia Power Co 79/02/28 lp 


7903130173 Forwards IE Insp ftepte 50-321/79-02 & 50-364/79-02 on 
7901 14-16, No nonc-ompl lance noted 

HENNA * W B. Region 2. Atlanta* Safeguards Branch 79/02/06 

app. 


7903130178 IE Insp Repts 30-321/79-02 fc 30-366/79-02 on 7901 14-16 No 
honcompl lance noted Major arias inspected security plan, 
physical barrier. I i ghfc lug* accesi control Sc c omp amatory 

measures, 

FUCHKOi J M * GILLESPIE. F, P Region 2. Atlanta* Safeguards 

Branch 79/02/06 4pp 


7903140517 Aefc receipt of IE Insp Rapt 30-366/79-04 on 790116-19 No 
proprietary info 

STAFF A* R W Georgia Power Co 79/03/02 Ip 


7903140521 Forward* IE Imp Rept 30-366/79-04 on 790116-19 No 
hone omp 1 iance noted 

LEWIS, S C Region 2, Atlanta* Reactor Operations Nuclear 

Support Branch 79/02/14 2pp 


7903140536 IE Insp Rept 30-346/79-04 on 790116-19 No noncomplianc* 
noted. Major area* Inspected startup testing activities 
VOOT-LOWELL, R . NARTIN, R D Region 2. Atlanta, Reactor 

Operations Nuclear Support Branch. 79/02/13 4pp 


7903140520 Forward* IE Info Bulletin 79-02. "Pipe Support Bate Plate 
Designs Using Concrete Expansion Anchor Bolt* ” 

Q'FEILLYiJ P Region 2* Atlanta, Office of the Director 
79/03/08. 2pp. 


790321 Ok 42 Forward's IE Bulletin 79-03, "Longitudinal Weld Defects in 
A5ME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 4 Engineering Co M 
O'REILLY, J P Region 2, Atlanta. Dffice of the Director 

79/03/12 lp 


7903260072 Ack receipt of 790306 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-321/70-34 
50-366/7B-42 

SUTHERLAND, J T Region 2. Atlanta. Fuel Facility *< Materials 

Safety Branch 79/03/14 Ip 


7903260076 Responds to NRC 790306 ltr re violation noted in IE In*> 
Repts 5O-321//0-34 ** 50-366/78-42 Corrective actions 
resurvey will be conducted w/cal ibrated instruments* 
instruments will henceforth be checked before use 
STAFFA* R W Georgia Power Co 79/03/06 Ip 


7903270539 Ack receipt of 790307 ltr informing NRC of step* taken to 
correct violations noted in IE Insp Repts 50-321/79-03 U 
50-346/79-03 

LEWIS, R C Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/03/14 lp 


7903270340 Responds to NRC 790215 lti re violations noted in IE Jntp 
Fipt 50-321/79-03 & 50-366/79-03 Corrective actions revision 
of plant procedure to require proper notification of 
personnel ro rirywall sump leakage 
STAFFA. R W Georgia Power Co 79/03/07 lp 


7903270953 Forward* IE Insp Repts 50-321/79-03 l* 50-366/79-03 on 
790108-12 & notice of violation 

LEWIS, R C Region 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/02/15 2pp 


79C3270560 Notice of violation from insp on 79010B-I2 

LEWIS, R C Region 2, Atlanta* Reactor Operation* Nuclear 

Support Branch 79/02/14 lp 


7903270546 IE Insp flepts 50-321/79-03 t< 50-366/79-03 on 790100-12 
Noncomp 1 iance noted failure to follow procedures 
» Region 2, Atlanta* Office of the Director 79/02/14 Up* 


7903210593 Forwards IE Circular 79-04* "Loose Locking Nut an Limitorgui 
Valve Operators ” 

0'REILl.Y* J P Region 2* Atlanta* Office of the Director 

79/03/16 2pp 


7903050336 Forwards "Annual Operating Rept for 197B " 
MANRY* h Georgia Power Co 79/02/23 lp 


7903050341 "Annual Operating Repl for 1970 " 
MANRY. M Georgia Power Co 79/02/23 57pp 


7903120313 Forwards "Semiannual Rept Plant Radioactive Effluent 
Releases,” for July-Dee 1978 
MANRY* M Georgia Powei Co 79/02/20 lp 


79031 203 10 "Semiannual Rept Plant Radioactive Effluent Releases.” 
July-Dee 1976 

MANflY, M Georgia Power Co 79/02/28 B7pp 


7903140266 Forwards monthly operating rept for Feb 1979 
MANRY* M Georgia Power Co 79/03/09 lp 


79031 4027 1 Monthly operating rept for Feb 1979 
WILBON, S Georgia Power Co 79/03/09 i4pp 


7903200400 Notifies NRC that sampling frequency for entrainment 
monitoring & impingement monitoring ha* been changed from 
weekly to monthly, effective 790301 W/end sections of 
Environ program Description Document 
WHITMER*C F, Georgia Power Co 79/03/13 3pp 


7903010230 Follow-up rept on failure of seismic monitoring instrument 
on 781117 triaxial time-history accaUrograph 2L51-N004 on 
feedwater loop 8 inlot line failed functional test Caused by 
□pen coil in longitudinal circuit 
MANRY, h Georgia Power Co 79/02/13 lp 


7903070303 Forwards LER 79-023/03L-0 

MANRY, li Georgia Power Co 79/02/27 Ip 


7903070309 LER 79-023/03L-Q on 790214 outboard M8IV doted In 2 
second*. vio 1 at i ng Tech Spec. Caused by failure of seal 
cartridge bushlng r seal assembly h rod packing of Rockwell 
Wfg Co cylinder Damaged parts to be repaired tested 
GREENE, T. V Georgia Power Co 79/02/2B 2pp 
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DOCKET 50-366 Edwin i Hatch Nuclear Plant* Unit 2 


7903130332 Forwards LCR 79-022/03L-0 

MANRY. M Geoigia Power Co 79/03/02 lp 


7903130356 LER 79-022/03L~0 on 790209 floor drain sumps flow 
tr ansrni t ters incorrectly calibrated l< indicated higher than 
actual flow Caused by mod of transmitter range w/o revision 
of calfbr procedure Calibr procedure revised 
GREENE, T V Georgia Power Co 79/03/05 2pp 


79031303SB Forwards LER 79-025/01 T-0 

MANR Y , N Georgia Power Co 79/03/03 ip 


7903130395 LER 79-025/01T-0 on 790223 upper ft lower clevis pins of 
torus vent header support columns were displaced Caused by 
vibration Design change issued It is being implemented to 
weld cap s to c 1 evis 

GREENEST V Georgia Power Co 79/03/05 2pp 


7903190176 Forwards LHl 79-026/01 T-0 

MANRY, M Georgia Power Co 79/03/08 ip 


79 03190179 LER 79-026/01T-0 on 790228 test revealed 9 B45i failure rate 
in 163 saf a ty-t e lated self drilling anchor bolts Caused by 
improper installation All safety-related sys hangers of that 
type to be tested % repaired 

GREENEST V Georgia Power Cd 79/03/08 3pp 


7903190171 Forwards tXR 79-028/01 T-0 

MAURY, M Georgia Power Co 79/03/09 Ip 


7903190172 LER 79-Q2G/01T-0 on 790303 HPCI turbine exhaust diaphragm 
pressure instruments 2E41-N012A-D found calibrated w/head 
correct l on making setpoint exceed Tech Specs limit Caused by 
possible procedure error noted when LER 78-096 submitted 
NIX, A T Georgia Power Co 79/03/09 2 PP 


DOCKET 50-36/ Bailly Generating Station 


7903230009 Notification of 790321 meeting in Los Gatos, CA w/ 
representatives from Mark II owners group to discuss Mark II 
LOCA U safety relief valve pool dynamic loads 

ANDERSON, C J Containment Systems Branch 79/03/12 12pp 


7903210046 Forwards “Asymmetric LOCA Pool Boundary Load for Mark II 
SOBON.L -J General Eloctric Co pNuclear Energy Products Div 
79/03/16 lp 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Mark II 
UPPALi I 6 General Electric Co , Nuclear Energy Products Div 
79/03/16 1 2p p 


7903280286 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants* 11 presenting alternative load spec based on 
conservative application of 4T test data, rep lac ing spec 
Identified in NURCG-04Q7 

SOBON, L J General Electric Co 77/03/20 6pp 


7903290085 Forwards proprietary copies of alternate load spec info 
document applicable to wetuell walls, to replace info in 
NLfREO -04137 End withheld <ref 10CFR2 790) W/affidavlt 
SOBON.L J General Tlectric Co > Nuclear Energy Products Div 
79/03/20 Spp 


7903220409 State of IL'e request for hearing on license amend 
Certificate of Svc ond 

MANSELL, D I Mi no is, State of 79/03/05 4pp 


7903020360 Forwards Annual Financial Rept for 1978 

PETERSEN, A H Northern Indiana Public Service Co 79/02/26 54pp 


7903220426 TE Imp Rept 50-367/79-01 on 790130*31 %t 0201 No 
noncompliance noted Major areas inspec ted, previously noted 
items of noncomp 1 iance U unresolved matters I< reported 
const deficiencies 

MAXWELL*© F„ . PHILLIPS* H 8 * HAYES, D W Region 3, Chicago, 

Reactor Construction k Engineering Support Branch 79/02/13 9pp 


7903QB0378 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features 11 

KEPPLER,^ 0 Region 3, Chicago* Office of the Director 79/02/16 

Ip 

7903220424 Forwards IE Insp Rept 50 >367/79-01 qn 790130,31 L 0201. No 
no-ncomp 1 ianc e noted 

HEISHMAN, R F Region 3* Chicago, Reactor Construction k 

Engineering Support Branch 79/02/14 2pp 


7903080362 Informs recipients of IE Bulletin 79-0-1, "Environ 
Qualification pf Class IE Equipment* " did 79020 0* that valve 
limit switch identified as WAMCD Model 83CML should read 
SL3CHL 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/03/01 

If 


7903130040 Forward* IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J Q Region 3* Chicago, Office of the Director 79/03/00 

if 


7903190004 Forwards IE Bulletin 79-0-3, "Longitudinal Weld Defects in 
ABME BA-312 Type 304 Stainless Steal Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co '• 

KEPPLER, J Q Region 3, Chicago, Office of the Director 79/03/12 

If 


7903060432 Forwards wall charts for 790207-14* Bat 1 ly wells w/o 
recorders for 790214, pond levels for 790214, pnaumat i c 
pressure transducers for 790214, water readings for 790214 & 
rainfall Flint Lake pump station 781 101 -7901 31 

BOHN, ft J Northern Indiana Public Service Co 79/02/23 33pp 


7903120223 Forwards well charts for /9021 4, Ba 1 1 ly Nells w/o recorders 
for 790221, pond levels for 79022 1 , pneuma t ic pressure 
transducers for 790221, tt water meter reading* for 79022D 
BOHN, R 0 Northern Indiana Public Service Co 79/03/02 34pp 


7903190253 Forwards info re well charts, well* w/o recorders, pond 
levels, pneumatic pressure transducers 6 water meter reading* 
for given period* between 790221-28 

BOHN, R. J Northern Indiana Public Service Co 79/03/09 35pp 


7903260234 Forward* well charts for 790228-307, Ba i 1 1 « y wells u/o 
recorders for 790307, pond levels for 790307, pneumat 1 c 
pressure transducers for 7903Q7»water meter reading* for 
790302-07 & kJSGB wells for 790302-7 

BGHNifl J Northern Indiana Public Service Co 79/03/16 40pp 


7903260210 Ack receipt of 790222 final rept re high pressure c-ore spray 
sys bypass valve, NFL E22-F012 Review will be completed 
during future insp 

FICRELL I , Q Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 79/03/02 ip 


DOCKET 30-360 Arkansas Nuclear One, Unit 2 


7903270609 Forwards NUREG- 0523* "Summary of Operating Exerience 
w/Ret ircul a t irvg Steam Generators," which focuses on recent 
problems w/d e g l aria t i on Believes continued plant operation 
doe* not constitute undue risk 

E1BENHUT * D Q Assistant Director for System* U Project* 

79/03/02 3pp 


7903020362 Forwards compensatory measures to be followed prior to 
imp 1 unentetion of contingency plan if facility security sys 
is not operable by 79D223 Plan withheld 4ref I0CFR2 790) 
RUETER,D A Arkansas Power Light Co 79/02/13 ip, 


7903230205 Ack receipt of 790201 & 790216 submittals re security sys 
Contingency measures are acceptable per 10CFR30 34<p) 

REID, R^ U operating Reactor* Branch 4 3TQLZ, J F Light 

Water Reactors Branch 1 79/02/23 ip 


7903270400 Forwards safeguards contingency plan submitted a* App A to 
industrial security p tan, u/rev i s ions made to table of 
content* * Section 6 Enel withheld <ref 10CFR2 790) 

TRIMBLE, D C Arkansas Power h Light Co 79/03/23 Ip 


7903200363 Forward* Endorsement 36 to NELIA Policy NF-210 Endor*amrnt 
32 to MALEU Policy MF-74 

RUETER, D A Arkansas Power h Light Co 79/03/15 3pp. 


7903070193 Forward* revised pages to correct omissio-n in 701113 
revision* to Amend 37 to DPR-51 U Amend 9 to NPF-6 W/encl 
revised environ surveillance organization charts. 

8TQL2* J F Light Mater Reactors Branch J. REIDrR W 

Operating Reactors Branch 4 79/01/31 4pp 


7903060430 Forwards pi oposed Tech Spec & environ Tech Spec changes re 
reassignment of W Cavanaugh Ms will continue to serve a* 
officer of util, W/encl Class II amend fee 
PETTIT, A P Arkansas Power 8c Light Co 79/02/12 Upp. 


7903090092 Forwards staff's recommendations foT general contents of an 
Offsite Dose Calculation Manual required tu/rad io 1 ogica 1 
effluent Tech Specs from PWR 6 BWR facilities 

STOLZ* J F Light Mater Reactors Branch i 79/02/12 2pp 
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DOCKET 50-360 Arkansas Nuclear One. Unit 2 


7903280024 Forwards Amends 40 It 8 to Licenses DPR-5J & NPF-6, 
respective! y, & notice cjf issuance h availability 
IE1D. R W Operating Reactors Branch 4 ST0L2, J F Light 

Jiter Reactors Branch l 79/02/23 3pp 


'903260032 Amends 40 ?< 8 to Licenses DPR-31 U NPF-6 , r csp ec t i vel y j 
incorporating physical security plana into license 
REID* R U Operating Reactors Branch 4 79/02/23 4pp 


'903280056 Notice of issuance 6 availability at Amends 40 6 5 to 
Licenses 0PR-3J & NPF-6. reaper t ively 

FAIRTILE, M If Operating Reactors Branch 4 79/02/23 2pp 


33020349 Forwards amend to 731117 change to Unit 2 Tech Spec 6 3 12 
Original change was to incorporate software consultant in 
’lant Safety Committee membership Amend proposes membership 
bo be Filled by two individuals 

CAVANAUGH. W Arkansas Power & Light Co 79/02/26 4pp 


53190241 Provides answers ta questions raised at 790227 meeting & 
Jocuments info presented re calculation analysis of min 
/oltage levels * offsite electric power sys. 

NEUTER, D A Arkansas Power & Light Co 79/03/13 !4pp 


33270450 Informs that submittal of radiological Tech Specs will be 
nade by 790409 Delay caused by fact that these Tech Specs 
ire currently being reviewed by Safety Review Committee 
TRIMBLE. 0 C Arkansas Power U Light Co 79/03/19 lp 


13200003 In response to Bulletins 77-05 U 77-05A. forwards list of 

ilectrical connectors for Class IE dsvic&s 

JILLIAMS. D H Arkansas Power U Light Co 79/01/30 2pp 


>3220310 Forwards IE Insp Rapt 50-313/78-22 & 50-368/78-29 on 
'B1 218-7901 14 & notice of violation 

1A0SEN, 0 1_ Region 4. Dallas. Reactor Operations Nuclear Support 

[ranch, 79/01/30 2pp 


'903220312 Notice of violation from insp on 781210-740114 
* Region 4, Dallas, Reactor Operations Nuclear Support Branch 
79/01/30 JOpp 


'903220320 IE Insp Kept 30-313/70-22 U 50-368/78-29 on 781218-790114 
Noncomplianc e noted not maintaining jumper 6 bypass log. 
proper closure of fire doors. limiting condition for entering 
Mode 2 from Made 3 U not following procedures 
WE0TERMAN, T F . BOYTER, N C , MAD SEN, G l Region 4, Dallas. 

Reactor Construction Engineering Support Branch 79/01/30 
lOpp, 


3090360 Ac k receipt of 790126 Itr informing HRC of steps taken to 
orrect violations noted in IE Insp Rept* 50-313/78-21 $< 

0-360/78-20 

IADSENj O L Region 4i Dellas. Reactor Operations Nuclear Support 

ranch 79/02/07 lp 


'903090373 Responds to NRC 790105 Itr re violations noted In IE Imp 
Repts 50-313/70-2 1 U S0-368/76-2B Corrective actions 
appropriate personnel >have been verbally fB instruc ted in 
proper method for changing procedure from manual 
W11LIAMS.B H Arkansas Power fc Light Co 79/01/26 2pp 


3090079 Based on 790209 meeting & 790213 telcon. util will revise 
sply to 781214 notice of violation contained in Insp Rapt 
0-366/70-26* to clarify intent to establish offsite Safety 
eviau Committee 

ADSEJfi 0 L Region 4* Dallas. Reactor Operations Nuclear Support 

ranch 79/02/14 ip 


3080415 Forwards IE Info Notice 79-04. ''Degradation of Engineered 
afety Features " 

EYFRIT.K V Region 4, Dallas. Office of the Director 79/02/16 
P* 


309 0031 Informs recipient* of IE Bulletin 79-01, "Environ 
ualipication of Class IE Equipment.” dtd 790206. that vaKe 
imit switch identified as NAMCO Model 63CML should read 
LPC HL 

EYFRtTi- K V Region 4. Dallas. Office cf the Director 79/02/27 


3220331 Ack receipt of 790223 Itr informing *NRC of steps taken to 
orract violation noted in IE Insp Rapt 50-369/78-29 
AD0EW, C. t Region 4. Dallas. Reactor Operations Nuclear Support 

ranch 79/03/09 lp, vv 


7903220336 Responds to NRC 790130 Itr violation noted in IE Insp fTt P t 
50-360/70-29 Corrective actions operators instructed, fire P 

door* to be checked routinely *< work area cleared 
RUE TER . D A Arkansas Power 6 Light Co 79/02/23 3pp 


7903010301 Forwards semiannual radioactive effluent rept for third b 
fourth quarters of 1970 

RUETER.D A Arkansas Power 6 Light Co 79/02/23 I5pp 


7903060479 Forwards LERs 79-013/03L-0, 79-O14/03L-O 6 79-OJ2/O3L-0 
RUETER.D A Arkansas Power 6 Light Co 79/02/26 ip 


7903060403 LEW 79-O13/03L-0 on 790127 control element assembly cluitir 
(CEAC > deviation alarms received Caused by disturbance of 
CEAC cable connections 

SHIVELY.C N Arkansas Power 6 Light Co 79/02/26 lp 


79030604B7 LER 79-014/03-0 on 790127 plant protection 5lJ5 «‘c" 
containment blrfg pressure transmitter 2PT-3603-3N failed, 
causing HI & lli-Hi containment pressure trips Caused by 
loose output c onnect ion. which was subsequently reconnected 
SHIVELY, C M Arkansas Power 6 light Co 79/02/26 lp 


7903060497 LER 79-01P/03L-0 on 790127 core protection computer thS’ird 
"B" fai 1 ed. resulting in trips Caused by analog high level 
amplifier card improperly seating ih connector Card reseated 
6 functional test conducted 

SHIVELY, C M Arkansas Power & Light Co 79/02/26 lp 


7903040214 Forwards LER 79-01 9/03L-0 

RUETER.D A Arkansas Power f< Light Co 79/02/27 lp 


7903060218 LER 79-010/031-0 on 790120 failure of core protection 
computer D JU C. resulting in respective channel trips, one 
caused by tTlpped power supply h other appears 
non-rep e tit i vs Both channels were successfully restarted 
EHIRELY.C N Arkansas Power * Light Co 79/02/2/ Jp 


7903060405 Forwards I HR 77-016/03L-0 

RUETER.D A Arkansas Power 6 Light Co 79/03/01 lp 


7903060408 LER 79-016/03L-0 on 790130 during power escalation teiiire 
Mode 1 operation, safety injection tank "D" pressure dropped 
below Tech Spec limit Caused by excessive leakage due to 
overs fled valve body Beal ring replaced u/ovors i led ring 
SHIVELY, C N Arkansas Power U Light Co 79/03/01 Ip 


79032704*9 Forward* LERs 70-013/0 1 T- 1 , 70-01 5/01T- 1 . 79-0I9/03L-0 t, 
79-020/01T-0 

TRIMBLE, D C Arkansas Power 5, Light Co 79/03/22 2pp 


7903270473 LER 7B-013/OIT-1 on 701107 emergency diesel generator 
vendor. Colt Ind ustr lt> 5 , notified util of speed switch design 
problem that could potentially fail Switch replaced 
ui/another part from different vendor 

SHIVELY. C N Arkansas Power !< Light Co 79/03/22 4pp 


7903270477 LER 7B-O19/01T-1 on 701107 following discovery of ImprcMr 
spoed switch in '"A" emergency diesel generator. Instrument 
technician installed replacement switch w/o approved job 
order Caused by personnel error 

SHIVELY, C N Arkansas Power !< Light Co 79/03/22 4pp 


7903270400 LER 79 -019/03L-0 on 781031 u/both reactor coolant L oo pi I 
associated steam generators in operation, one or more mein 
steam line safety valves wore inoperable Caused by safety- 
valve gagging W/chrono log ical log describing incidents 
SHIVELY, C N Arkansas Power U Light Co 79/03/22 2pp 


7903270405 LER 79-Q20/01T-0 on 701107 during controlled steam UtU 
discovered warn ring lockpin had broken on four occasions 
Caused by lockpin fragility Lockpins replaced w/ones of 
stronger design 

SHIVELY, C N Arkansas Powbt I, Light Co 79/03/22 3pp 


DOCKET 30-369 William B McGuire Nuclear Station. Unit 1 


7903050539 FDIA request for documents re NRC reevaluation of Ratmuiur 
Rept 

RILEY, J Carolina Environmental Study Group 79/01/2J kp 

7903060191 Requests info for review of spent fuel task accident 
analysis to be submitted by 790302 Analysis should identify 
& consider any special equipment to be used Jn handling 
Oconee cask w-ZMcGuire cask handling crane 

BAER, R, L Light Water Reactors Branch 2 79/02/06 App 
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DOCKET 30-36*? William R McGu \ r d Nuclear Station. Unit 1 


79030B01B? Forwards outstanding review matters needing- adtfl info for 
review of application Requests response by 790323 
BAER.fl U Light Water Reactors Branch 2 79/02/00 5 1pp 


7903210132 Forwards request for addl info te containment temp & 
pTessWTfr response to certain postulated main steam line 
break accidents 

VA55ALLQ, D Assistant Director for Light Water Reactors 
79/02/26 2pp 


7903190156 Forwards renuest 


response to 
tompar tment 
tonta i nment 
SAEfl.R L 


postulated ma 
using revised 
code 

Light Water 


foT addl info re reanalysi.5 of containment 
in steam line break in lower 
Westinghouse L0T1C-3 ice condenser 

Reactors Branch 2 79/02/27' 5p p 


7903070232 In response to NRC 790206 request* forward s spent fuel cask 
drop analysis of NSF-4 truck-type cask Examines three 
possible cases of dropping or tipping 
PARKER. WO Duke Power Co 79/03/02 7pp 


7903270606 Fo-rwards NUREG-0523* "Summary of Operating Experience 
w/R e c i r cu la 1 1 r.g Steam Generators*" which focuses on recent 
problems w/degradat ion Believes continued plant operation 
does not constitute undue risk 

El BEN HUT* D G Assistant Director for Systems & Projects 

79/03/02 3pp 


7903010360 Forwards IE Insp Rept 30-369/70-43 on 701210-21 No 
noncomp 1 1 ance noted 

LONG. F J Region 2* Atlanta, Reactor Operations Nuclear Support 

Branch 79/01/11 2pp 


7903010366 IE Insp Kept 30-369/70-43 on 701218-21 No non c amp 1 i anc e 
noted HajoT areas inspected facility operating procedures* 
preparation foi hot function testing L review of Tech Specs 
COTTLE* W T , DYER* J A * LEWIS* R C Region 2, Atlanta. Reactor 

Operations Nuclear Support Branch 79/01/10 8p p 


7903020170 Forwards result* of 790118 meeting re proposed use of 
augmented inservice insp to satisfy requirements of General 
Criterion 4 for limited number of locations in unit piping 
BOYD, R 6 Division of Project Management 79/02/09 4pp 


7903070395 Summarily* meeting on 790H8 to discuss applicant appeal of 
NRC position on proposed augmented Inservice insp program 
Applicant will provide addl info 

G1RKEL.R A Light Water Reactors Branch 2 79/02/12 5PP 


7903070498 Ac k leceipt of ?E Insp Rept 30-369/79-04 on 790111-12 No 
proprietory info 

PARKER* W O Duke Power Co 79/02/14, lp 


7903070501 Forwards IE Insp Rept 50-369/79-04 on 790111-12 No 
noticomp 1 lance noted 

KENNA* W 0 Region 2* Atlanta* Safeguards Branch 79/01/24 

2pp 


7903220262 Forwards info supplementing 70)005 ltr le qualification of 
l imi torque valve operator terminations stem-mounted limit 
switch terminations 

PARKER. W O Duke Power Co 79/03/19 60pp 


7903270336 Forwards status of outstanding review mattem requested ih 
790208 ltr 

PARKER, W 0 Duke Power Co 79/03/23 3pp 


790327O3B1 In response to 790207 ltr* forwards std Tech Specs re waste 
solidification 

PARKER* W 0 Duke Powei Co 79/03/23 7pp 


79032 1 0351 Forwards Suppl 2 to SCR for facilities 

BAER. R L Light Water Reactors Branch 2 79/03/01 3pp 

Aval table at NT IS 


7903070504 IE Insp Rept 50-369/79-04 on 790111-12 No none amp 1 i ance 
noted Major areas inspected facility organi za t-ion, Shipp ing It 
receiving* storage & internal contro 1 * inventory * records & 
reports 

HODGEB.J U * WILL 1 ArtS* G H Region 2. Atlanta* Safeguards 

Drench 79/01/24 3pp 


7903270622 Forwards IE Insp Rept 50-369/79-06 on 790100-12 No 
noncompliance noted 

LEWIS* R C Region 2. Atlanta* Reactor Operations Nuclear Support 

Branch 79/02/ 1 4 2p p 


7903270620 IE Insp Rept 50-369/79-06 on 790I0B-I2 No none amp 1 ianc » 
noted Major areas inspected sys operating procedures, 
p reop era t i ona 1 testing ec tivit i es* safety committee 
activities & review of records storage facilities 
COTTLE, W T * WEBSMAN* R H * CANTRELL, F S Refllon 3* Atlanta. 

Reactor Operations Nuclear Support Branch 79/03/14 7pp 


7903220034 Suppl 2 to SER Discusses design criteria,, eactor coolant 
sys* engineered safety f ea tur e s* ins trumen tat i on l< control* 
auxiliary sys, steam !■* power conversion sys t< initial test 
program 

■* Dffice of Nuc leal Reactor Regulation NUREG-0422 79/03/01 
6QPF Available at NTID 


790327O3B0 Forwards safeguards contingency plan End withheld (ref 
10CFR2 7901 

PARKER* W 0 Duke Power Co 79/03/23 lp 


7903050407 Intervenor's petition to reopen safety phases of licensing 
proceedings Urges review of pressing suppression 
containments* lac V of rod sys required by WASH-1270 It 
possible inadequacy of stud bolts 

RILEY. J L Carolina Environmental Study Group 79/01/2Q 3pp 


7703030114 Forwards transmittal memo for SAND77-1927* H TTansp or t of 
Radionuclides in Urban Environs Working Draft Assessment " 
HQEFLINQ, R K Branch 4 79/02/02 4pp 


7903060291 Forwards NRC policy statement re reactor safety study, 
review by the Lewis Committee (NUREG/CR-0400) U survey 
of NRC uses of WASH-1400 All documents have been furnished 
to ASLB b ASLAO panel members W/o end 
HOEFLING, R K Branch 4 79/02/19 2pp 


7903230290 Orders applicant & NRC to file answer* within 10 & 15 days* 
respcc tive ly. to Carolina Environ Study Croup's 790120 motion 
to reopen record 

LA20, R M Atomic Safety and Licensing Board Panel 79/03/07 lp 


7903290011 Forwards corporate annual' r ep t, f i nanc ia 1 forecast b util 
statement re available sources of funds W/o end 
TH I E6 * A C Duke Power Co 77/03/21 lp 


7903260110 Forwards IE Insp Rept* 50-369/79-05 L 50-370/79-03 on 
790116-19 U notice of violation 

MURPHY, C E Ragion 2* Atlanta, Reactor Con a tru c felon & Engineering 

Support Branch 79/02/15 2pp 


7903260113 Notice of violation from insp on 790116-19 

a Region 2, Atlanta* Reactor Construction L Engineering Support 
Branch 79/02/15 ip 


79032601 L5 IE Insp Repts 50-369/79-05 & 50-370/79-03 on 790116-19 
Noncompliance noted pipe hanger no neon forma nee tag* became 
detached 

HUNT.M D * HERDT*A R Region 2* Atlanta, Reactor Construction 

Engineering Support Branch 79/03/15 Spp 


79030B0532 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2* Atlanta. Dffice of the Director 

79/02/ i 6 2pp 


7903080550 Adc receipt of IE Insp Rept 50-369/79-01 on 790102-05, No 
proprietary info 

PARKER, W a Duke Power Co 79/02/19 Ip 


7903060361 Forward# IE Insp Rept 50-369/79-01 on 790102-05 No 
none amp 1 i ance noted 

LEWIS, R C Ragion 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/01/23 2pp 


79O30B0S66 IE I ntp Rept 50-369/79-01 on 790102-05 No noncompliance 
noted Major areas inspected thermal expansion test* vibration 
testing* hot functional test U preparation of procedures for 
initial fuel loading & core performance tests 

OURNETTrP T * DYER, J A , MARTIN.fi D Region 2, Atlanta. Reactor 

Operations Nuclear Support Branch 77/01/24 6pp 


7903260292 Operating licanso antitrust review info l< Amend 1 to 
CP P«- 03 

MCCLYMQNDOrR Antitrust h Indemnity Group 79/03/15 Qpp 


7903260294 Amend 1 to CPPR-03 re bulk power supply. 

DEYOUNG* R C Division of Project Management 75/OB/25 7pp 


7903090270 Informs recipients of IE Bulletin 79-01* "Environ 
Qualification of Class IE Equipment*" dtd 790200* that valve 
limit switch identified as NAttCO Model 93CML should read 
SL3CML 

O'REILLY * JP Region 2, Atlanta* Office of the Director 
79/02/28 2pp 
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DOCKET 50-369 William B McQuire Nuclear Station, Unit 1 


79Q3S40559 Ac k receipt of IE In»p Repts 50-349/79-00 it 30-370/79-02 
No proprietary info 

PARKER, W 0 Duke Power Co 79/Q2/20 Ip 


7903140544 Forwards IE Insp Repts 50-349/79-03 t < 50-370/79-03 on 
7901Q9-11 No n nneomp 1 1 ance noted 

MURPHY.C E Region 2* Atlanta* Reactor Operations Nuclear 

Support Branch 79/02/05 2pp 


7903140569 IE Insp Repts. 30-369/79-03 6 50-370/79-0 2 on 790109-11 No 
no-ncomp 1 lane e noted Major area* inspected Category 1 
structures 6 supports outside conta 1 nment s* cent a i nment 
p enetrat ions, ntai n steam line relief valve assembly U dam. 

SUAN.W D i BRYANT* J C Region 2, Atlanta. Reactor Construction 

■t* Engineering Support Branch 79/02/05 6pp 


7903140543 Forwards IE Info Bulletin 79-02. 'Tlpe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

0 'REILLY. -J P Region 2, Atlanta. Office of the Director 
79/03/08 2pp 


7903200047 Act receipt of 790219 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-369/78-44 & 

50-370/70-10 

MURPHY.C E Region 2* Atlanta* Reactor Construction & Engineering 

Support Branch 79/03/09 Ip 


7903200056 Respond* to NRC 790123 ltr re violations noted In IE Insp 
Repts 50-349/70-44 h 30-370/78-lG Corrective actions 
reins truction re proper disposal of unused welding mat! 

PARKER* W 0 Duke Power Co 79/02/19 2pp 


7903200060 Forward* IE Insp Rept* 30-369/70-44 & 50-370/70-19 on 
701227-29 tt notice of violation 

MURPHY. C E Region 2. Atlanta* Reactor Construction 6 

Engineering Support Branch 79/01/23 2pp 


7903200065 Notice of violation from Insp oh 701227-29 

* Region 2* Atlanta* Office Df the Director 79/01/09 lp 


7903200069 16 Insp Repts 30-369/70-44 U 50-370/78-14 on 781227-29 
Nancomp 1 lance noted failure to follow procedure for coated 
electrode weld rad control 

AMO. W P Region 2* Atlanta* Office of the Director BRYANT* J C 
Region 2* Atlanta. Reactor Construction & Engineering Support 
Branch 79/01/09 4pp 


7903210132 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects In 
ASHE SA-312 Type 304 Stainless Steel Pipe Bpool* 

Manufactured by Youngstown Welding & Engineering Co " 

O'REILLY. J P Region 2. Atlanta* Office of the Director 
79/03/12 lp 


7903230374 Ack receipt of IE Insp Re f t 30-349/79-06 No proprietary 
info. 

PARKER* W 0 Duke Power k Co 79/03/13 lp 


7903270517 Ack receipt of IE Insp Rept 30-349/79-07 on 790122-25 No 
proprietary Info 

PARKER i H 0 Duke Power Co. 79/03/13 Ip 


7903270526 Forwards 16 Insp Rept 50-369/79-07 on 790122-23 No 
non co/npl lance noted 

LEWIS. R C Region 2. Atlanta. ReactOT Operations Nuclear 

Support Branch 79/02/15 2pp 


7903270333 IE Insp Rept 30-349/79-07 on 790122-25. No none amp 1 ianc t 
noted Major areas Inspected pr«operatlon*t test procedures*, 
hot functional test performance, preoperatl onal test review 
& facility cleanliness. 

OQNAT*T J Region 2. Atlanta* Reactor Operations Nuclear 

Support Branch. 79/02/15 4p 


7903210303 Forward* IE Circular 79-04* "Loose Locking Nut on Litni torque 
Valve Operators " 

G 'REILLY* V P Region 2* Atlanta, Office of the Director 
79/03/16 2pp 


7903270373 Forwards responses to 770209 ltr r« proposed augmented 
inservlc# inspector program Responses cover high energy pipe 
ruptures, analysis of U inch feedwater line «* results from 
breaks In 10 inch cold leg accumulator line 
PARKER* W 0 Duke Power Co 79/03/22 12pp 


7903050537 FGIA request for documents re NRC reevaluation of Rasmusiin 
Rept 

RILEV.J Carolina Environmental Study Qroup 79/01/21 Ip 


7903040191 Requests snfo for review of spent fuel cask accident 
analysis to be submitted by 79030? Analysis should identify 
It consider any special equipment to be used in handling 
Oconee cask w/McCfuiie cask handling crane 

BAER.R L Light Water Reactors Branch 2 79/02/04 4pp 


79030S01B2 Forwards outstanding review matters needing add! info for 
review of application Requests response by 790323 
BAER. R L Light Water Reactors Branch 2 79/02/00 llpp 


7903210152 Forwards request for addl info re containment temp h 
pressure response to certain postulated main steam line 
break accidents 

VASEALLO, 0 Assistant Direttor fni Light Water Reactors 

79/02/24 2pp 


7903190156 Forwards request for addl info re reanalysis of containing 
response to postulated main steam line break In lower 
compartment using revised UBStinghouse 10T1C-3 ice condenser 
containment code 

BAER, R L Light Water Reactors Blanch 2 79/02/27 5pp 


7903070232 In response to NRC 790206 request, forwards spent fuel rail 
drop analysis of NSF-4 truck-type cask Examines three 
possible cases of dropping or tipping 
PARKER, W O Duke Power Co 79/03/02 7pp 


7903270606 Forward* NUREG-0523, "Summai y of Operating Experience 
u/Recircu 1 at ing Steam Generators,” which Focuses on recent 
problems w/d e g rada tton Believes continued plant operation 
does not constitute undue risk 

EISENHUT.O C Assistant Director for Systems 4* Projects 

79/03/02 3pp 


7903220242 Forwards info supplementing 701003 ltr re qua 1 i f 1 c a 1 1 on df 
limitorque valve operator terminations U stem-mounted limit 
switch terminations 

PARKER* W □ Duke Power Co 79/03/19 40pp 


7903270336 Forwards status of outstanding review matters requested in 
790208 ltr 

PARKER. U O Duke Power Co 79/03/23 3pp 


7903270381 In response to 790207 ltr, forwards std Tech 8pe<* re unit 
solid if tea ti on 

PARKER* W Q Duke Power Co 79/03/23 7pp 


7903210551 Forwards Suppl 2 to SER for facilities 

DAERiR L Light Water Reactors Branch 2 79/03/01 3pp 

Available at NTIS 


7903220034 Suppl 2 to SER Discusses design cn ter ia, reac tor coolant 
sys, eng ineered safety features, insti umentati on 1* control* 
auxiliary sys, steam t< power conversion sys & initial test 
program 

* Office of Nuclear Reactor Regulation NUREQ-0422 79/03/01 
0OPP Available at NTIS 


7903270350 Fovwards safeguards contingency plan Enel withheld <rif 
I0CFR2 790) 

PARKER, W. 0 Duke Power Co 79/03/23 lp 


7903050487 Intervenor '* petition to reopen safety phases of licernnj 
proceedings Urges review of pressure suppression 
containmen ts, lac k of rod sys requil Pd by WASH- 1270 
possible inadequacy of stud bolts 

RILEV.J L Carolina Environmental Study Group 79/01/20 9pp 


7903050 H 4 Forwards transmittal memo for 8AND77- 1927, "Transport el 
Radionuclides in Urban Environs Working Draft Assessment ” 
HOEFLING* R K Branch 4. 79/02/02 4pp 


7903230290 Orders applicant 6 NRC to file answers within 10 & 15 ftyi 
respect ivaly* to Carolina Environ Study Group's 790120 motion 
to reopen record 

LAZQiR h Atomic Safety and Licensing Board Panel 79/03/07. if 


7903290011 Forwards corporate annual r ept* f inane ial forecast util 
statement r» available sources of funds W/o end 
THIESi A C Duke Power Co 79/03/21 lp 
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DOCKET 50-370 William B McGuire Nuclear Station, Unit 2 


790326Q292 Operating license antitrust review info 8* Amend 1 to 
CPPR-03 

ttCCLVMONDS. R Antitrust V Indemnity Group 79/03/15 0jjp 

7903260294 Amend 1 to CPPR-03 re bulk power supply 

DEYOUNG. R C Division of Project Management 75/08/25 7pp 


7903200065 Notice of violation from insp on 761227-2? 

* Region 2. Atlanta, Office of the Director 79/01/09 Ip 


7903200069 IE Insp Repts 50-369/78-44 \ 50-370/78-14 on 701227-29 
Noncomp 1 iatice noted failure to follow procedure for coated 
electrode weld rad control 

ANQ, W P Region 2. Atlanta. Office of the Director BRYANT* J < 

Region 2. Atlanta. Reactor Construction h Engineering Support 
Branch 79/01/0? 4pp 


7902290257 Forwards IF Info Notice 79-01 > "Ber g en— P a t©p eon Hydraulic 
Shock 1 Sway Arrestors (HSSA) “ 

O'REILLY, J P Region 3 ■ Atlanta. Office of the Director 
77/02/02 5pp 


7903020170 Forwards leeults of 790118 meeting re proposed usb of 
augmented insei vice insp to satisfy requirements of General 
Criterion A for limited number of locations in unit piping 
BOYQ* R S Division of Project Management 79/02/09 4pp 


7903070395 Summon les meeting on 790118 to discuss applicant appeal of 
NRC position on proposed augmented inservice insp program 
Applicant will provide addl info 

S1RKEL.R A Light Water Reactors Branch 2 79/02/12 5PP 


79032601 10 Forwards IE Insp Repts 50-369/79-05 U 50-370/79-03 on 
790116-19 L notice of violation 

MURPHY* C E Region 2. Atlanta. Reactor Construction It Engineering 

Support Branch 79/02/15 2pp 


7903260113 Notice of violation from map on 790116-19 

* Region 2. Atlanta. Reactoi Construction 6 Engineering Support 
Branch 79/02/15 lp 


7903260115 IE lnsp Repts 50-369/79-05 6 50-370/79-03 on 790116-19 
Non comp l i anc e noted pipe hanger nonconformance tags became 
detached 

KUNT.rt D . HERDT.A R Region P, Atlanta, Reactor Construction t 

Engineering Support Branch 79/02/15 3pp 


7903210132 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/03/12 ip 


7903210583 Forwards IE Circular 79-04, “Loose Locking Nut on Llmitorqu 
Valve Operators “ 

O'REILLY, J P Region 2. Atlanta* Office of the Director 
79/03/16 2pp 


7903270373 Forwards responses to /902O? ltr re proposed augmented 
inservice inspector program Responses cover high energy pipe 
ruptures, analysis of 16 inch feedwater line It results from 
breaks in 10 inch cold leg accumulator line 
PARKER. W 0 Duke Power Co 79/03/22 12pp 


DOCKET 50-372 Atlantic Richfield Co 


7903070180 IE Insp Rept 50-372/79-01 on 790102-05 No none omp 1 la n c e 
noted Majoi areas inspected preservtce Insp program, 
procedures, work activities & records 

VAN DOOR N> P K . CDNLON, T E Region 2, Atlanta* Reactor 

Construction It Engineering Support Bsaneh 79/01/12 5pp 


DOCKET 50-373 LaSalle County Station, Unit 1 


7903000532 Forwards IE Info Notice 79-04. '‘Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta* Office of the Director 
79/02/16 2pp 


7903000270 Infoims recipients of IT Bulletin 79-01* "Environ 
Qualification of Class IE Equipment," dtd 790208. that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

□ 'REILLY. J P Region 2. Atlanta, Office of the Direttor 
79/02/20 2pp 


7903140559 Ac k receipt of IC Insp Repts 30-369//9-03 5, 50-370/79-02 
No proprietary info 

PARKER, W Q Duke Power Co 79/02/28 lp 


7903140564 Forwards IE Insp Repts 30-369/79-03 b 30-370/79-02 on 
790109-11 No noncomp 1 j anc e noted 

MURPHY, C E Region 2, Atlanta, Reactor Operations Nuclear 

Support Drench 79/02/05 2pp 


7903140567 IE Insp Repts 30-369/ /9-03 t, 50-370/79-02 on 790109-11 No 
noncomp 1 i ance noted Major areas inspected Category 1 
structures b supports outside containments* containment 
p * no tra t ions, main steam line relief valve assembly b dam 
SWAN. H B . BRYANT, J C Region 2, Atlanta* Reactor Construction 

h Engineering Support Branch 79/02/05 6pp 


7703060693 Notification that 790213 meeting re seismic design 
difficulties has been indefinitely postponed 

D0URN1A, A Light Water Reactors Uranch 3 79/01/30 lp 


/903140399 Notification nff 790228 mooting in Be t h e* d a, MO ui/utlL 
concerning seismic design problem Indicates date. time Ic 
location change 

BOURN I A, A Light Water Reactors Branch 3 79/01/30 lp 


7903010326 Notification of 790215 meeting in Bethesda.MO w/util to 
discuss open items en initial test program 

QOURNI A* A Light Water Reactors Drench 3 79/02/06 2pp 


7903060514 Forwards amended request for addl info re structural 
eng inner 1 ng* as requested in 790124 fcelcan 

PARR , 0 D Light Water Reactors Branch 3 77/02/06 3pp 


7903050530 Suunmariies meeting on 790206 to discuss fuel load date. 
Fourth quarter 1979 date appear* r eal 1 stic, whi 1 e July 1979 
dote is optimistic 

BOURN I A, A Light Water Reactors Branch 3 79/02/13 3pp 


7903030076 Forwards NRC recommendations for preparation nf Dffilte Di 
Calculation Manual b radiological effluent Tech Specs. 

PARR, Q D Light Water Reactors Branch 3 79/02/14 6p p 


7903J 40343 Forwards IF Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/03/08 2pp 


7703190021 Discusses r e eva I uat ion of equlpmment qualification for 
seismic b hydrodynamic loads Requests addl info re plan* *< 
schedule for completing response to anc 1 questions 
DOYD.R S Division of Project Management 79/0-2/23 Bpp 


7903200047 Ack receipt of 790219 ltr informing NRC of steps taken tp 
correct violations noted in IC Insp Repts 50-369/78-44 8c 
50-370/79-10 

MURPHY* C E Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 79/03/09 lp 


7903200020 Requests addl info to complete review of FEAR Addl info 
Includes alternate shutdown cooling method* in event of 
residual heat removal b operability of control rod drive* 
after cutting U capping return line 

PARR. □ D Light Water Reactors Branch 3 79/02/20 4pp 


7903200D56 Responds to NRC 790123 ltr re violations noted in IE Insp 
Repts 50-369/70-44 & 50-370/78-18 Coriective actions 
reinstruct i on re proper disposal of unused welding mafcl 
PARKER, W Q Duke Power Co 79/02/19 2pp 


7903200060 Forwards IE Insp Repts 50-369/70-^4 b 50-370/70-10 on 
70 J 227-29 b notice of violation 

MURPHY. C E Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch 79/01/23 2pp 


7903190120 Summary of 790215-16 meeting w/util r* open item* on init 
test program W/ent 1 list of attendees 

BOURN l A* A Light Water Reactors Branch 3, 79/03/01 12pp 


7903270043 Notification of 790315 meeting w/Merk II lead plant* to 
discus* mechanical & equipment qualification Meeting 
cancelled 

PELTIER, t A Light Water Reac tor s Branch 1 79/03/00 4pp 
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7903000108 Notice of violation from insp on 701031-1103 

DOCKET 50-373 LaSalle County Station, l/mt 1 ■# Region 3, Chicago/ Reactor Construction t> Engineering Snanari 

Dranch 79/12/26 Ip ' 


79-03230009 Notification of 790321 meeting in Los Gates, CA w/ 
representatives from Nark II aunen group to discuss Nark II 
LCCA 3< safety relief valve pool dynamic loads 

ANDERSON, C J Containment System* Branch 79/03/12 !2pp 


7903200440 Notification of 790315 meeting u/Hark II lead plants in 
Bethesda, MD, to discuss mechanical t< electrical equipment 
q.ual if nation 

■PELTIEfl, I A Light Water Reactors Branch 1 79/03/15 4pp 


7903210046 Forwards “Asymmetric LOCA Ppol OaundaTy Load For Nark IT 
SQBDN. L J General Electric Co .Nuclear Energy Products Div 
79/03/ 16 Ip 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Nark II 
UPPALj I S General Electric Co .Nuclear Energy Products Div 
79/03/16 1 ?pp 


79032130288 Forwards "Vent Clearing Rook Boundary Loads for Hark 11 
Plants. " presenting alternative load spec based on 
conservative application of 4T test data. t e p Lac mg spec 
identified in NUREG-0487 

SOBON. L J General Electric Co 79/03/20 6pp 


79032900B3 Forwards proprietary copies of alternate load spec info 
document applicable to ujfltwell walls, to replace info in 
NOR EO -0497 Enel withheld <ref 10CFR2 790 J W/aff idavi t 
SDBON, L 0 General Electric Co .Nuclear Energy Products Div 
79/03/20 5pp 


7903270494 Discusses applicant's position re FEAR open items for which 
responses have already been docketed, but for which staff 
expresses continuing concern Issues intlude environ 
qua 1 i f lcat ion of equipment t< sump level sys 
DELGEORCE. L O Commonwealth Edison Co 79/03/23 Bpp 


79030605 J 7 Requests eddl info re ins ti umentat ion & control it QA to 
complete review of EER 

PARR. 0 D Light Mater Reactor* Branch 3 79/02/05 7pp 


7903140437 In response to SER open i terns. advi s es that status of Items 
was reviewed on 790220 Review dealt w/dietel engine air 
start sy si hydrod ynami c stability analyses L low pressure 
containment leakage testing 

DELQEORGE. L 0 Ccmmonwea 1 fch Edison Co 79/03/07 4pp 


7903010112 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license conditions Forwards 
comments for incorporation into plan Appeal is pqssible 
Enel A withheld (ref !0CfR2 7901 

IPP0LITO. T A Operating Reactor* Branch 3 79/01/30 3pp 


7903190102 Forwards request for add 1 info re fire protection Staff 
requirements for min safe shutdown 6 fire protection sys 
enc 1 

PARR r 0 D Light Water Reactors Branch 3 79/02/26 30pp 


7903270493 Forwards safeguards contingency plan Withheld (ref 
I0CFR2 790 > 

REEDrC Commonwealth Edison Co 79/03/23 Ip 


7903030263 Forwards Endorsement 116 to NELTA NF-43, Endor s oment 90 to 
MAELtf NF-22, Endorsement 57 to N EL I A Nf-197, End onement 43 to 
KAELU MF-54, Endorsement 46 to NELIA NF-201. Endorsement 40 to 
MAELtl MF-64 U Endorsement 9 to NCLIA NF-233 for CY 1979 
OSTER.J Commonwealth Edison Cd 79/02/26 Gpp 


7903130303 Forwards Amend 43 to facility F3AR 
REED. C Commonwealth Edison Co 79/03/0? Ip 


7903150306 Amend 43 to FflAR Responds to five Second Round questions & 
contains voluntary te*t (< response revision* 

* Commonwealth Edison Co 79/03/09 220p p 


7903210193 Forwards affidavit stating that distribution of TSAR Amend 
43 ha* been made par 770526 lfir from OD Parr to B Lee 
DELGEQRGE, l. 0 Commonwealth Edison Co 79/03/15 2pp 


7903290115 Forward* “Tresorvice Insg N Testing Plan, Revision 3, March 
1979 " 

DELQEOROE. L 0 Commonwealth- Edison Cd 79/03/15 2pp 


7903000105 Forwards IE Insp Repfcs 50-373/78-28 t, 50-374/78-20 on 
781031-1103 & notice of violation 

HEISHMAN, R. F Region 3. Chicago. Reactor Construction Si 

Engineering Support Branch 79/01/03 2pp 


7903GB011D IE Insp Repts 50-373/ /B-20 ?< SG-374/7G-20 on /Q1O31-H03 
None omp 1 1 a n c e noted radiographic iept on feedwater safe & 
weld was erroneously marked "Acceptable " Actual root 
ra-diogiaph not available to check defect 
ERB, C M , DANIELSON, D H Region 3, Chicago. Reactor 

Construction 6 Engineering Support Branch 70/12/26 4pp 


790307004 5 Forwards IF. Insp Rept 50-373/70-34 do 781226-27 No 
noncomp 1 ianc e noted 

HEISHMAN, R F Region 3. Chicago. Reactor Construction U 

Engineering Support Branch 79/01/19 2pp 


7903070049 IE Insp Rept 50-373//B-34 on 701226-27 No none omp 1 ia nC , 
noted Major areas inspected containment stiuctoral integrity 
test L followup of pieviously identified unresolved items & 
items of none ompl i anc e 

GALLAGHER, E O' , HANSEN, W A , SPESSARD. R L Region 3, Chicago, 

Reattor Construction 6 Cngineeiing Support Branch 79/Oi/|0 g. 


7903070073 Forwards IE Insp Rept 50-373/70-33 on 7B1205-06 A 19-20 ho 
noncompliance noted 

F I ORELLJ. G Region 3. Chicago. Reactor Operations Nuclear Support 

Branch 79/01/19 2pp 


790307G07G IE Insp Rept 50-373/78-33 on 7B1 205-06 6 19-20 No 
no-ntomp 1 J anc e noted Major ai eas inspected preop era ti ana 1 
test program tt review of preoperat i onal test procedure* 

MAURA. F . STREETER. J F Region 3, Chicago. Reactor Operation* 

Nuclear Support Branch 79/01/17 5pp 


7903020413 Forwards IE Insp Repts 50-373/79-01 !, 50-374/79-02 
on 790110 No noncompliance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/01/26 2pp. 


7903020417 IE Insp Repts 50-3/3/ /9-01 fc 50-3/4/79-02 on 790110 No 
none cmpl lance noted Major areas inspected physical security 
fur receipt, imp, handling tc stoiage of nuclear fuel Details 
withheld (ref 10CFR2 ^90) 

□EL ANGER, J L , HADEDA, T J , SCHEFFER. J C Region 3, Chicago, 

Safeguards Branch 79/01/22 Ip 


7903130013 Forwards IE Insp Rept 50-3/3/70-30 on 781120-30 U. 122/ No 
nonccmpltance noted 

FIORELLI.G Region 3, Chicago, Reactor Operations NucLear Support 

Branch 79/01/29 2pp 


7903130D16 IE Insp Rept 5O-3/3//0 30 on /R1J20-3O U 1227 No 
noncoatp ] ianc e noted Major area* inspected preopet a ti onal 
teat program, operational staff ing, ma i nt/surveil lante 
procedure review. staff training 6 plant tour 

WALKER, R D , JACKIN, 1 N ■ KNGP.fl C Rug ion 3. Chicago. Reactor 

Construction L Fngineering Support Branch 79/01/23 4pp 


7903160259 Torwardfi IE In*p Rept SO -3 /J/ '/9-04 V 50-374/79-01 an 
770110-12 U notice of violation 

HEISHMAN. R F Region 3, Chicago, Reactor Construction I« 

Engineering support Branch 79/OP/Ol 2pp 


7903160260 Notice of violation from insp on 790110-12 

* Region 3. Chicago, Reactcn Constiuction Engineering Support 
Branch 79/01/31 Ip 


7903160262 IE Insp Kept 50-373/ /9-04 ?< D0-374//9-01 On 790J 10-12 
None omplianca noted inadequate insp for anchor holt 
Snita 1 lati or*, inadequate rework f. replacement procedure for 
rejected onchoi bolts 

YIN, I T i DANIELSON, I> H Region 3, Chicago, Reactor 

Construction C, Engineering Support Branch 79/01/31 7pp 


7703130066 Forwards IE Insp Repts 50 D73/70-3J f< 50 374/70-22 on 
791206 U IP- 13 No noncomp 1 i ance noted 

HEISHMAN, R F Region 3» Chicago. Reactor Construction 6 

Engineering Support Branch 79/02/08 2pp 


7?03 J 30 06? IE Insp Ropts 50-3/3/78-31 50-374/78-22 on 781206M2-13 Ns 

none omp 1 iance noted Major areas inspected leactur internals 
work t qua 1 i tij records. C las s 1 valves, downcomers-suppre sskon 
pool & closeout tioncomp 1 i ante Items 

EflD.C M , HAWKINS, F C , DANIFI SON, D H Region 3, Chicago. 

Reactor Construction 6 Engineering Support Branch 79/01/29 
UPP 


7903220450 Forwards JE Insp Repts 50-3/3//9-02 * 50-374/79-03 on 
7901 11 No noncompl lance noted 

HEISHMAN. R F Region 3, Chicago. Reactor Construction, L 

Engineering Support Branch 77/02/12 2pp 
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DOCKET 50-373 LaSalle County Station. Unit 1 


7903220466 IE lns>p Kept* 30-373'/9-02 h 30-374/79-03 on 790111 No 
rone trnip 1 1 ant a noted Major at ea« injected licensee action 
on previous findings status of- reported items involving 
containment tendon buttonhead cracking ?. pomp deficiencies 
NFISLEF.J H , HAWKING F- C. HAVt S D W Region 3, Chicago, 

Reactor Construction b Engineering Support Branch 79/02/08 4pp 


79Q3CB0419 Forwax ds IE Info Notice /9~04. 'Degradation of Engineered 
Safety Ftaturei M 

KEPFLERj J G Region 3 Chicago, Dfnce of the Director 79/02/16 

IP 


7903 1 30* O'? Act isvPipt of /90205 ltr informing NRC of assessment of 
non comp 1 1 anc e identified in IE Insp R*.pfcs 50-373/70-26 ! 

50-374//G-2Q Cites ASMf Section III. 1974 ed i fc i on. par agr a ph 
NB-5320, as basis for nunc omp 1 l anc P 

FlGflELLt.G Region ?, Chicago. Reactor Construe t ion N Engineering 

Support Branch /9/G2 Pi 2pp 


7903130609 Responds to NRC 79010*. Its re violations noted no IE Insp 
Repts 50-3/3/78-29 b 50-374/70-20 ConectiVB actions record 
In question was for "info only" !< was not required Weld 
integrity verified for completed wold 
REED. C Commonweal th Edison Co /9/02/05 3pp 


7903070556 Ac k xeceipt of 7901P9 Iti informing NRC of steps taken to 
coTret t violations noted in NRC 791226 ltr 

KEPFLER.J G Region 3. Chicago. Office of the Director 79/02/23 

lp 


7903150400 Forwards IT Insp flepts 50 3/3//B-32 t *>0-3/4/78-23 
on 701130. iPlvi 14 b 19-20 No none omp l » ant e noted 
HE3SHMAN.R F Region 3. Chicago. Reactor Construction t. 

Engineering Support Branch 79/02/28 2pp 


7903150407 IE Insp Repts 50-373/ /0-32 b 50-3/4/70-23 on 701130. 
1213-14 b 10-20 No none amp 1 1 anc e noted Major areas 
inspected followup on pxevious insp 9 bu 1 let ms/c Irt ulaT s, ?< 
review of const status 

PHILLIPS. H S . NCJ81CR. J H . HANES. D W Region 3, Chicogn. 
Office of the Dll ottoi 79/01 /n’9 9pp 


7903000343 Infoins locipients of IF Bulletin 79-01. "Environ 
Qualification ot Class If Equipment 11 dtd / 90200. that valve 
limit switch identified as NAhfCQ Model 33CML should road 
SL3CML 

KEPPLEFthJ o Region 3 Chicago. Office of the Dnector 79/03/01 

If 


7903150015 fr>rg<ards IF Bulletin 79 02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Balts " 

HEPPLER.J G Region 3. Chicago, Office of the Director 79/03/00 
IP 


7903S90D39 Forwards H Bulletin 79-03. "longitudinal Weld Defects in 
ASHE SA-3iy Type 304 Stainless Steel Pipe Spools 
Manufactui ed by Youngstown Welding h Engineering Co " 

KEPPLER.vl G Region J, Chicago. Office of the Director 79/03/12 

IP 


7 9 Q 3290 1 1 6 "Hr e soi v i c o Insp b Testing Plan, Revisinn 3. March 1979 
DELQEORGE, L 0 Commonwealth Edison Co 79/03/00 243pp 


79031 40004 Act receipt of /90130 ltr per 10CFRS0 55«e) re safety relief 
valve control sys 

FI0RELLI.0 Region J. Chicago. Reactoi Construction It Engineering 

Support Branch /9/02/I5 Ip 


DC1CK&T 50-374 LaCalle County Station, Unit 3 


7903060693 Notification that 790213 meeting re seismic design 
difficulties has bB<?n indefinitely postponed 

BOURN I A. A Light Water Reactors Branch 3 79/01/30 Ip 


7903140379 Notification of 79022B meeting in Rethesda. MB w/uttl 
concerning seismic design pioblem Indicates date* time k 
location change 

BQURN1A, A Light Hater Reagtois Jixanch 3 79/01/30 lp 


7903060514 Forwards amended lequest foi addl info re structural 
engineering . as requested in 790124 telcon 

PARR. 0 D Light Watei Reactors Branch 3 79/02/06 3pp 


7903050530 Svfnmdi ties meeting on 790206 to discuss fuel load date 
Fourth quarter 1979 date appears rea 1 i s t i c , wh i 1 e July 1979 
date is optimistic 

BOURN I A. A Light Water Reactors Branch 3 79/02/13 3p p 


7903030076 Forwards NRC recommendations for preparation of Dffsitc Dose 
Calculation Manual b radiological effluent Tech, Specs 
PARR. 0 D Light Water Reactors Branch 3 79/02/14 6p p 


7903190021 Discusses t se va luabiort off equiprunont qualification for 
seismic 6 hydrodynamic loads Requests addl info re plans & 
schedule for completing response to end questions 
BDYD, R 5 Division of Project Management 79/02/23 0pp 


7903200020 Requests add l info to complete review of FSAR Add 1 info 
includes aiteinate shutdown cooling methods in event of 
residua] heat removal !< operability of control rod drives 
after cutting f< capping return line 

PAFm-0 D Light Water Reactors Branch 3 79/02/20 4p p 


7903190120 Summary of /90215-16 meeting w/utij re open items on initial 
test program W/encl list of attendees 

BQ5JRNIA. A Light Water Reactors Branch 3 79/03/01 12pp 


7703270043 Notification of 790319 meeting w/Mark II lead plants to 
discuss mechanical 6 equipment qualification Meeting 
canc el led 

PELTIER. 1 A Uffht Water Reactors Branch 1 79/D3/0B 4pp 


7903230009 Notification of 790321 mooting In Los Gatos, CA w/ 
rep r esentati ves from Mark II owners gtoup to discuss Mark II 
LDCA t> safety relief valve pool dynamic loads 

ANDER50N. C J Containment Systems Branch 79/03/12 12pp 


7903200440 Notification of 790315 meeting w/Mat k II load plants in 
Be th esda ■ MD. to discuss mechanical U electiical equipment 
qua 1 if ication 

PELTIER. I A light Water Rear tars Branch t 79/03/15 4pp 


7903210046 Forwards " Asy mme tr U LDCA Pool Boundary Load for Mark II " 
83 DON. L J General Electric Co .Nuclear Energy Products Div 

79/03/16 lp 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Nark 1 1 " 
UPPAL. I 8 General Electric Co .Nuclear Energy Product* Div 
79/03/16 12pp 


7903200260 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants*" presenting alternative load spec based on 
conservative application of 4T test da ta, r e p i ac i ng spec 
identified in NUKEO-O40/ 

EOJICJN. L J General Electric Co 79/03/20 6pp 


7903290085 Forwards proprietary copies of alternate load spec info 
document applicable to uietwell walls, to replace info in 
NUREG-0407 Enel withheld (ref iOCFRS 790> W/affidavit 
SO BON. I J General Electric Cd .Nuclear Energy products Div 
79/03/20 5pp 


7903270494 Discusses applicant's position re FSAR open items for which 
responses have already been docks tad, but for which staff 
expresses continuing concern Issues include environ 
qualification of equipment i< sump level sys 
DELGECJRQE. L O Commonwealth Edison Co 79/03/23 Qpp 


7903060517 Requests add 1 info re instrumentation U control «« QA to 
complete review of SER 

PARR. O D light Water Reactors Branch □ 79/02/05 7pp 


790314045/ In response to SER open items. advisvi that status of items 
was reviewed on 79Q22B Review dealt u/dietel engine air 
start sys, hydrodynamic stability analyses * Lorn pressure 
containment leakage testing 

DFLQEORGErl □ Commonwealth Edison Co 79/03/07 4pp 

7903010112 Notifies of security plan deficiencies which are significant 
enough, to wariant imposition of license c ondi 1 1 om, Forwards 
comments for incorporation into plan Appeal is possible 
End A withheld Cref I0CFR2 790> 

IPP0L1TD. T A Operating Reactors Branch 3 79/01/30 3pp. 


79030 J 0326 Noti Firatinn of ^90215 meeting ill Be th esd a, MD u/util to 
discuss open items on initial test px ogram 

BCURNJA. A light Hater Reactors Branch 3 79/02/06 2pp 


7903190102 Forwards request for addi info re fixe p rotec t ion. Stef f 
requirements for min safe shutdown tr fiTe protection sys 
one 1 

PARR, Q t Light Water Reactors Branch 3 79/02/26 30pp 
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DOCKET 50—373 LaSalle County Station* Unit 1 


DOCKETED SERIES 

790300010B Notice of violation from insp on 7B1031-11Q3 

* Region 3. Chicago* Reactor Construction & Engineering 3lippc-?t 
Branch 78/12/26 Ip 


7703230009 Notification ap 790321 meeting in Los Gatos. CA w/ 
representative! Prom Mark II ouneu group to discuss Mark II 
LQCA & safety relief valve pool dynamic loads 
. ANDERSON, -C J Containment Systems Branch 79/03/12 12pp 


7903200440 Notification of 790315 meeting w/Mark 
Bethesda. MO* to discuss mechanical V electrical 
qua llpicatlon 

PELTIER* I A Light Hater ReactoTS Branch I 


11 lead plants in 

equipment 

79/03/13 4pp 


7903210046 Forwards '"Asymmetric LCJCA Pool Boundary Load for Mark 11 
SDBON* L J General Electric Co *Nuclear Energy Products Div 
79/03/16 lp 


7903210037 "Asymmetric LOCA Bubble Pool Boundary Load For Mark II 
UPPAL. 1 S General Electric Co .Nuclear Energy Products Div 
79/03/16 J2pp 


7903200280 Forwards "Vent Clearing Pool Boundary Loads for Mark II 
Plants*'" presenting alternative load spec based on 
conservative application of 4T test data* replacing spec 
identified in NUREG-0497 

SOBON* L J General Electric Co 79/03/20 6pp 


7903000110 IE Insp Repts bO“373//B-28 U 50-374/70-20 an /8SO31-1I03 
Nancomp ] i ance noted radiographic tept on feedwater safe L 
ueld was erroneously marked "Acceptable " Actual root 
radiograph not available to check defect 
ERQ.C M , DANIELSON. D H Region 3. Chicago. Reactor 

Construction 6 Engineering Support Branch 70/12/26 4p p 


7903070045 Forwards TF. Insp Rept 30-373/70-34 on 701226-27 No 
noncompliance noted 

HEISHMAN.R F Region 3. Chicago* Reactor Construction 6 

Engineering Support Branch 79/01/19 2pp 


7903070049 It Insp Kept 50-373/78-34 on 781226-27 Nd noncomp J i an ce- 
nt) ted Major areas inspected containment stiuctural integrity 
test U followup of pieviously identified unresolved items & 
items of noncompliance 

GALLAGHEFL E J . HANSEN* W A , SPES5ARD. R L Region 3, Chicago* 

Reactor Construction * Engineciing Support Branch 79/01/18 9pp 


7903070073 Forwards IE Insp Rept 50-373/70-33 on 701205-06 6 19-20 Ns 
noncompliance noted 

FIORELL 1 1 0 Region 3. Chicago* Reactor Operations Nuclear Support 

Branch 79/01/19 2pp 


7903290085 Forwards proprietary copies of alternate load spec info 
document applicable to uietuell walls* to replace info in 
NLPREG-04B7 Ent t withheld (ref 10CFR2 790) tl/affidavit 
SOBON* L J General Electric Co *Nucrlear Energy Products Div 
79/03/20 5pp 


790307C078 IE Insp Rept 50-373/70-33 on 701205-06 & 19-20 tia 
noncomp 1 i anc e notad Major ar eas inspected preop eratianal 
test program U review af preoperatt Dnal test pi ocedures 
MAURA* F . STREETEF.J F Region 3* Chicago* Roactor Operattoni 

Nuclear Support Branch 79/01/17 5pp 


7903270494 Discusses applicant's position re FSAR open items for which 
responses have already been docketed. but for which staff 
erpresses continuing concern Issues include environ 
qualification of equipment t< sump level sys 
DELGEORGE. L O Commonwealth Edison Co 79/03/23 8pp 


7903020113 Forwards IE Insp Repts 50-373/79-01 h 50-374/79-02 
on 790110 No non comp 1 1 anc e noted 

HIND. J A Region 3* Chicago. Safeguards Branch 79/01/26 apj, 


7903060517 Request* add! info re i ns trumentation 4 control & GA to 
complete review of SER 

PARR* O 0 Light Water Reactors Branch 3 79/02/03 7pp 


7903140457 In response to SER open i tems. adv l sea that status of items 
uias reviewed on 790220 Review dealt w/diesel engine air 
start sys. hydrodynami c stability analyses k low pressure 
containment leakage testing 

DELOEORGEiL O Commonwealth Edison Cd 79/03/07 4pp 


7903020417 IE Insp Repts 50-373//9-01 h 30-374/79-02 on 7901 K) No 
noncompl lanco noted Major areas inspected physical security 
for rece i p t* insp , hand 1 ing 6 stoi age of nuclear fuel Details 
withheld (ref 10CFR2 790) 

BELANGER* J l . MADLDA, T J , SCHEFFER* J C Region 3, Chicago. 

Safeguards Blanch 79/01/22 ip 


7903130013 Forwards IE Insp Rept 50-373/78-30 on 7BI12B-30 fk J227 Ho 
noncompl lane * noted 

F IOREI LI * G Region □. Chicago, Reactor Operations Nuclear Support 

Branch 79/01 /29 2pp 


7903010112 Notifies of security plan deficiencies which are significant 
enough to warrant imposition of license conditions Forwards 
comments for incorporation into plan Appeal is possible 
End A withheld (ref 10CTR2 790) 

IPFOLITO, T A Operating Reactors Branch 3 79/01/30 3pp 


7903190102 Forwards request for addl info rn fire protection Staff 
requirements for min safe shutdown It fire protection s y s 
end 

PARR* 0 D Light Water Reactors Branch 3 79/02/26 30pp 


7903270495 Forwards safeguards contingency plan Withheld (ref 
1-0CFR2, 7901 

REED. C. Commonwealth Edison Co 79/03/23 Ip 


7903030263 Forwards Endorsement 116 to NELFA NF~ 43* ErnJor i ement 93 to 
M/VELU liF- 22. Endorsement 57 to NHL I A NF-187. End orsoment 40 to 
MAELU MF-54, Endorsement 46 to NCLIA NF-201, Endorsement 40 to 
MAE LU MF-64 U Endor sement 9 to NELIA NF-253 for CV 1979 
QSTERi J Commonwealth Edison Co 79/02/26 flp-p 


7903130303 Forwards Amend 43 to facility F9AR 
REED* C Commonwealth Edison Co 79/03/09 ip 


7903150306 Amend 43 to FSAR Responds to five Second Round questions & 
contains voluntary teit & response revision* 

4 Commonweal th Edison Co 79/03/09 220pp 


7903130016 IE !nsp Rrp t 50-3/3/ JB-30 on 701120-30 h 1227 No 
none 0 mp I lance noted Major areas inspected preapet ati onol 
test program* op erationa 1 staff trig* maint/survei 1 lante 
procedure review, staff training I* plant tour 

WALKER , R D * JACK I W. I N . KNQP* R C Region 3* Chicago, Reactor 

Construction L Engineering Support Branch 79/01/25 4pp 


7903160259 Forwards It Insp Rept 50- J/3/79-04 f* 50-374/79-01 on 
790110-12 (< notice of violation 

HEIBHMAN.R F Region 3, Chicago, Reactor Construction 6 

Engineering Support Branch 79/02/01 2pp 


7903160260 Notice of violation from insp on 790110-12 

* Region 3* Chicago. Reactor Construction & Engineering Support 
Branch 77/01/31 lp 


7903160262 IE Insp Rept 50-373/ /9-04 !< 50-374/79-01 on 790J 10-12 
None amp ) j an c e rioted inadequate insp for anchor bolt 
instal lat i on. i nadequate i ework & replacement procedure for 
rejected anchor bolts 

YIN. I T , DANIELSON* I) H Region 3, Chicago* Reactor 

Const) uct i on & engineering Support Branch 79/01/31 7pp 


7903130066 Forwards IE Insp Repts 50 373/ 78-31 l< &0 374/70-22 on 
791206 U 12-13 No none omp 1 1 anc e noted 

HE1SHMAN* R F Region 3. Chicago* Reactor Construction !< 

Engineering Support Branch 79/02/00 2pp 


7903210193 Forwards affidavit stating that distribution of TSAR Amend 
43 has been made per 770526 ltr from OD Parr to D Lea 
OELCEORSEfl 0 Commonwea 1 th Edison Co 77/03/15 3pp. 


79032901 1 5 Forwards "PreseTvica Insp U Testing p Ian. Revi s ion 3. March 
1979 " 

DELGEORGE* L 0 Commonwealth Edison Co 79/03/15, 2pp 


7903130069 JE Insp Repts 50-373/78-31 it S0-374/7B-22 on 7BJ2064.J 2-13 No 
noncomp J lane t» noted Major areas inspected leactor internals 
work* quality records. Class 1 valves, downcomers -suppression 
pool Sc closeout noncomp 1 lance items 

ERB.C M , HAWKINS, F C . DANIELSON* D H Region 3. Chicago, 

Reactor Construction |< Engineering Support Branch 79/01/29 

Upp 


7903000105 Forwards IE Insp Rept* 30-373/70-23 fc 50-374/78-20 on 
701O31—11O3 & notice of violation 

HEISHMAN. R F Region 3, Chicago* Reactor Construction & 

Engineering Support Branch 79/01/03 2pp 


7903220458 Forwards IE Insp Repts 50-373/ /9-02 «* 50-374/79-03 on 
790111 No none txnpl ) ance noted 

HEISHMAN, R F Region 3* Chicago* Reactor Construction U 

Engineering Suppoi t Branch 79/02 '12 2pp 
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DOCKETED SERIES 


DOCKET 50'3/j USalle County Station, Unit 1 


79G322Q466 T£ ln»p Kept* 90-37.1 '/9-02 r, 30-374/79-03 on 790111 No 
nQTicojnpl i d n l e noted Major ai eas inspected licensee action 
•on. previous findings status ot teported items involving 
containment tendon buttonhead cr<sLking 6 pump deficiencies 
NElSLER.J H . HAWKINS, P C, HAVL b 0 W Region 3, Chicago. 

Reactor Construction b Eng i neet ing Support Branch 79/02/08 4pp 


7903030419 Forwards IE Info Notice /9-04, "Degradation of Engineered 
Safety Feature- " 

KEFPLER.JC Region 3 Chicago. Office of the On actor 79/02/16 

Ip 


7903130603 Ack i e*.i?ipt of >90205 ltr informing NRC of assessment of 
none ojnp l tanc e identified m IE Insp Rapt 5 50-373/70-28 > 

50-374/70-30 Cites ASMf Section III. 1974 ed i ti on, paragraph 
NB-5320. as basis for huncompliancc 

F S CRELL I , G Region ?. Chicago, Reactor Construction f> Engineering 

Support Branch '9/02 ?1 2pp 


79031 J0608 Responds to NRC 790105 ltr re violations noted in IE Insp 
Refits 50-3/3/78-2B ? 50-374/78-20 Con active actions i ecord 
in question was for "info only" *< was not required Weld 
integrity verified foi completed wold 
REED, C Commonwealth Edison Co /9/02/0S 3pp 


7903070556 Ack teceipt of 790129 lli informing NRC of steps taken to 
correct violations noted in NRC 731226 ltr 

KEPF-LER, J G Region 3. Chicago. Office of the Director 79/02/23 

IP 


7903150400 Forwards IT Imp Rept* *>0 3/3/ 70-32 *< bO«3/4/7Q-2J 
on 791130,1213 14 •, 10-20 No none omp 1 lante noted 
HEISHMAN, fi F Region J. Chicago. Reactor Construction & 

Engines! ing Support Branch 79/02/28 2pp 


790315040/ IE Insp Repts 50-373/ /fc-32 >* 50-3/4/70-23 an 791 130, 
1213-14 l* 18-20 No none omp l lance noted Major areas 
inspected followup on pievious insp •< bulietins/circulars, fc 
review of const status 

PHILLIPS, H S . NEISLCRr J H , HAibS, 1> W Region 3, Chicago, 
Office of the Diiectoi 79/01/29 9pp 


7903000343 lufoims lecipients dP IE Bulletin 79-01, "Environ 
Qua,] i fi cation of Clats IE Equipment " dtd 790208, that valve 
limit switch identified as NAMCQ Model 53CMI should road 
EL3CML 

HEPPLER. J f. Region 3 Chicago, Office of the Director 79/03/01 

IP 


7903150015 Forwards IF Bulletin 79*02, "Pipo Support DaaB Plate Designs 
Using Concrete Expansion Anchor Bolts ° 

KEPPLER , J G Region 3. Chicago, Office of the Director 79/03/09 

IP 


790319053? Forwards II Bulletin 79*03, "longitudinal Wold Defects In 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineeiing Co " 

KEPPLEfi.J G Region 3, Chicago, Office of the Director 79/03/12 

IP 


7903290116 l, P re s or vi c o Insp *, Testing P 1 an, Revi si on 3, March 1979 ” 
CELOEORGE, l 0 Commonwealth Edison Co 79/03/00 243pp 


7903140084 Ack receipt of /90120 Hr per 10CFR50 55 ( e ) re safety relief 
valve control sys 

FlORFLLI.G Region J. Chicago, Rsactoi Construction 6 Engineering 

Support Branch 79/02/15 lp 


DOCKET 50-3/4 laSalle County Station, Unit 2 


7903060693 Notification that 790213 meeting re seismic design 
difficulties has been indefinitely postponed 

BOURNIA, A Light Water Reactors Bi aruh 3 79/01/30 lp 

7903140399 Notification of 790228 meeting in Be the s da, JiD w/util 
concerning seismic design pjoblem Indicates date, time & 
location ch&ng* 

BDURNI A, A Light Water Reactois Branch 3 /9/01/30 Ip 

7903010326 Notification of 790215 meeting lit Be the sd a , MD <j/ut i l to 
discuss upon items on initial test pi ogram 

BOURNIA, A Light Water Reactors Branch 3 77/02/06 2pp 


7903060514 Forwards amended i equest for addl info re structural 
eng i neer i ng. as requested in 790124 telcoti 

PARR , 0 D Light Watei Reactors Branch 3 79/02/06 3pp 


7903050530 Summrirues meeting on 790206 to discuss fuel load date 
Fourth quarter 1979 date appeals r ea 1 i s t i c, wh 1 1 e July 1979 
date is optimistic 

BDURN1A,A Light Water Reactors Branch 3 79/02/13 3pp 


7903050076 Forwards NRC recommendations for preparation of Offsite Dose 
Calculation Manual 6 radiological effluent Tech Specs 
PARRiQ D Light WatBi Reactors Branch 3 79/02/14 6pp 


7903190021 Discusses revaluation of equipment qualification for 
seismic & hyd r adynamic loads Requests addl info re plans 
schedule for completing response to ene 1 questions 
BOYD, R £ Division of Project Management 79/02/23 Bpp 


7903200020 Requeqts addl info to complete review of FEAR Addl info 
includes alternate shutdown cooling methods in event of 
residual heat removal l operability of control rod drives 
after cutting 6 capping i eturn line 

PARR, 0 t) Light Water Reactors branch 3 79/02/28 4pp 


7903190120 Summary of /902I5-16 moating w/util re open items nr initial 
test program W/encl list of attendees 

BOURNIA, A Light Water Reactors Blanch 3 79/03/01 12pp 


7903270043 Notification of 790315 meeting w/Mark If lead plants to 
discuss mechanical h equipment qualification Meeting 
cancelled 

PELTIER, I A Light Water Reactors Branch 1 79/03/00 4pp 


790323000? Notification of 790321 meatiilg in Los Gatos, CA u/ 
representatives from Mai k II owners group to discuss Mark II 
LOCA *y safety relief valve pool dynamic loads 

ANDEnEON, C J Containment Systems Branch 79/03/12 I2i>p 


7903200440 Notification af 79031S meeting w/Mark II load plants in 
Be thosda, MD, to discuss mechanical t electrical equipment 
qualification 

PELTIER, I A Light Watei Reactors Branch 1 79/03/15 4pp 


7903210046 Forwaids "Asymmetric LDCa Pool Boundary Load for hark II " 
8QQON-. L J General Electric Co , Nuclear Energy Products Oiv 
79/03/16 lp 


7903210057 " Asymma tr l c LOCA Bubble Pool Boundary Load For Mark IT u 
UPPAL, I S General Eloctric Co , Nuclear Energy Products Div 
79/03/16 I2pp 


7903200288 Forwards "Vent Clearing Pool Boundary Loads Pot Mark II 
Plants," presenting alternative lood spec based on 
•conservative application nP 4T teat da ta. replac ing spec 
identified in NURE0-O4B/ 

BORON, L J General Electric Co 79/03/20 6pp 


7903290003 Forwards proprietary capias of alternate load spec info 
document applicable to wet well walls, to replace info in 
NURE0-04B7 Enel withheld <ref WCFRa 790) W/affidavit 
80 BON, 1. J General Flectrit Co .Nuclear Energy Product* Div 

79/03/20 3pp 


7903270494 Discusses applicant's position re FBAR open items for which 
responses have already been docketed, but for which staff 
expresses continuing concern Issues include environ 
qualification of equipment & sump level *ys 
DELOEORGE, L 0 Cofnmb times 1 th Edison Co 79/03/23 8pp 


7903060517 Requests addl info re i ns tr umutt ta t i on & control & GA to 
complete review of BER 

PARR , □ D Light Water Reactors Branch 3 79/02/09 7pp 


7903140457 In response to 8ER open i terns, ad vl se s that status of items 
was reviewed on 790228 Review dealt u/diesol engine air 
start sys, hydrodynamic stability analyses & low pressure 
containment leakage tasting 

DELOEORGE, L 0 Commonwealth Edison Co 79/03/07 4pp 

7903010112 Notifies of security plan def i c ten-c i et which are significant 
enough to warrant imposition of license conditions Forwards 
comment* for incorporation into plan Appeal is possible 
End A withheld <ref J0Crfl2 7901 

IPPOLITO, T A Operating Reactors Branch 3 79/01/30, 3pp 


7903 1 90 JO? Forwaids request for odd 1 info re fir* protection Staff 
requirement* for min safe shutdown I* fire protection su* 
one 1 

PARRiO D Light Water Reactors Branch 3 79/02/26 30pp 



DOCKETED SERIES 


DOCKET 50-374 LaSalle County Station Unit 2 


7903270495 Forwards safeguards co n t i nge n c y plan Withheld tref 
I0CFR2 790) 

REED, C Commonweal th Edison Cc 79/03/23 Ip 


7903150303 Forwards Amend 43 to facility FSAR 
REED* C Commonweal th Edison Co 79/03/09 ip 


79Q30804I9 Forwards IF Info Notice 79~04, "Degradation of Engineered 
Safety Features " 

KEPPLER, J C Region 3 Chicago. Office of the Director 79/02/16 

Ip 


7903130603 Act receipt of 790205 ltr informing NRC of assessment of 
nonc-ompl lane e identified in IE Insp Repts 50-373/70-29 t 
50-374/70-20 Cites ASMF. Section 111,1974 ed 1 1 i on, p aragraph 
NO -53 20, as basis for noncomp 1 tance 


7903130306 Amend 43 to FSAR Responds to five Second Round questions h 
contain* voluntary tent U response revisions 
» Commonwealth Edison Co 79/03/09 22Qpp 

7903210193 Forwards affidavit stating that distribution of FSAR Amend 
43 has been made per 770526 ltr from CD Parr to Q Lee 
DEL GEORGE, L 0 Commonwealth Edison Co 79/03/15 2pp 


F1DRELLI, C Region 3, Chicago Reactoi Construction t Engineering 

Support Branch 79/02/21 2pp 


7903130600 Responds to NRC 79010h J ti rt violations noted in IE [nip 
Repts 5O-373/7B-20 L 50*374/78-20 Corrective actions record 
in question was far "info only" S. was not required Weld 
integrity verified foi completed weld 
REED. C Commonwealth Edison Co 79/02/05 3pp 


7903390115 Forwards "PreseTVice lnsp S. Testing P 1 an, Rev i s i on 3; March 
1979 « 

DEL GEORGE, L 0 Commonwealth Edison Co 79/03/15 2pp 


7903080103 Forwards IE Insp Rept* 50-373/70-20 t< 50-374/70-20 on 
70 1031 - i 403 & notice of violation 

HE I SUM AN, R F Region 3. Chicago. Reactor Construction t 

Engineering Support Branch 79/01/03 2pp 


7 9030801 OS Notice of violation from insp on 701031-1103 

* Region 3. Chicago. Reactor Construction h Engineering Support 

Branch 70/12/26 lp 


7903080110 IE Insp Repts, 90-373/78-20 L S0-374/7B-2O on 78l03k-J103 
Nancomp 1 i ante noted radiographic iept on feedwater safe Zt 
weld uai erroneously marked "Acceptable " Actual root 
radiograph not available to check defect 
ERB. C M . DANIELSON, ft H Region 3. Chicago, Reactor 

Construction Z* Engineering Support Branch 70/13/26 4pp 

7903020413 Forwards IE Insp Rept* 50-373/79-01 6 50-374/79-02 
on 790110 No non compl lance noted 

HIND, J A Region 3< Chicago, Safeguards Branch 79/01/26 Spp 


7903020417 IE Insp Ropts 30-373/79-01 U 50 - 374 / 79-02 on /90U0 No 
noncontp 1 lance noted Major area* inspected physical security 
for receipt, insp, hand ] ing A storage of nuclear fuel Details 
withheld (ref 10CFR2 790) 

BELANGER, J l . MADEDA. T J , SCHEFFER, J C Region 3, Chicago, 

Safeguards Branch 79/01/22 tp 


7903160259 Forwards IE Insp Rept 30-3/3/79-04 * 50-374/79-05 on 
790110-12 & notice of violation 

HE I SUM AN, R F Region 3. Chicago, Reactor Construction 6 

Engineering Support Branch 79/02/0) 2pp 


7903070556 Ack i eceipt of 790129 ltr infuiming NRC of steps taken to 
correct violations noted in NRC 701226 J tr 

KEPPUER.J <5 Region 3, Chicago, Office of the Director 79/02/23 

lp 


79031 504C0 Forwards IE insp Repts 50-373/70-32 U 50-374//&-23 
on 701130.1213-14 Z> IB 20 No noncompliance noted 
HEISHHAN.R F Region 3, Chicago, Roattor Construction >* 

Engineering Support Branch 79/02/28 2pp 


7903150407 IF Insp Repts 50-373/70-3? *> 60-3/4/70-23 on 781130, 
1213-14 t> 10-20 No noncompliarice noted Major areas 
inspected followup on previous insp It bul 1 etins/c l rcu 1 ar s, tt 
review of const status 

PHILLIPS. H h ■ NCISLCR, J H , HAYES, D W Region 3, Chicagn, 
Office of the Duector 79/01/29 9pp 


7903000343 Infoims recipients of IE Bulletin 79-01, "Envli on- 
Qualification of Class IE Equipment," dtd 79020B. that valve 
limit switch identified as NAMCQ Model 83CML should read 
SL3CML 

KEPPLER,J 0 Region 3, Chicago, Office of the Dnector 79/03/01 

lp 


7903130015 Forwards It Bulletin 79-02, M PipB Support Base Plate Design! 
Using Concrete Expansion Anchor Dolts " 

KEFFLER, J G Region 3, Chicago, Office of the Director 79/03/08 

IP 


7903 J 90539 Forwards It Bulletin 79-03, "l ong l tudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding ?< Engineering Co " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/037 12 

IP 

79032901 1 A "Prosoivice Insp t, Testing P ) an, Rev I s i on 3, March 1979 m 
DELQEORCE, I. O Commonwealth Edison Co 79/03/08 243pp 


7903160260 Notice of violation from insp on 790110-12 

* Region 3, Chicago, Reactor Construction U Engineering Support 

Branch 79/01/31 lp 


7903160262 IE Insp Hept 50-373/79-04 U 90-374/79-01 an 790110-12 
Noncomp 1 i ance noted inadequate insp for anchor bolt 
i retaliation, inadequate rework & replacement procedure for 
rejected anchor bolts 

YIN, I T , DANIELSON, D H Region 3, Chicago, Reactor 

Construction Engineering Support Branch 79/01/31 7 pp 


7903130066 Forward* IE 1r»sp Repts 50-373/70-31 & 50-374/78-22 on 
791206 It 12-13 No non-compliance noted 

HEI3HMAN, R F Region 3, Chicago. Reactor Construction V. 

Engineering Support Branch 79/02/OB 2pp 


7903130069 IE Insp Repts 50-3/3/70-31 U 90-374/70-22 on 701206612-13 No 
noncomp 1 lance noted Major areas impacted reactor internal* 
work, quality record*, Class i valves, downcomer *-«upp re ssi on 
pool & closeout noncompliance items 

ERB, C M , HAWK I NS. F C , DANIELSON, D H Region 3, Chicago, 

Reactor Construction & Engineering Support Branch 79/01/29 
i i PP 

7903220458 Forwards IE Insp Rapt* 50-373/79-02 fi, 50-374/79-03 on 
790111 No noncompliance noted 

HEISHMAN.fi F Region 3, Chicago, Reactor Construction U 

Engineering Support Branch 79/02/12 2pp 


7903220466 IE Insp Rept* 50-373/79-02 Zt 50-374/79-03 on /90111 No 
noncomp 1 lance ftoted Major areas inspected licensee action 
on previous f ind ings, s tatu* of reported Items Involving 
containment tendon buttonheed cracking U pump deficiencies 
NEISLER, J H t HAWKINS, F C, HAYES, D W Region 3, Chicago* 

Reactor Construction Zt Engineering Support Branch 79/02/08 4pp 


7903140084 Acfc receipt of 790130 Hi per 10CrR50 55<o> re safety relllf 
valve control sys 

FJORCLLIjG Region 3, Chicago Reacted Construction fe Engineering 

Support Branch 79/02/15 lp 


DDCKET 50-375 Nuclear Examination Reactor 


7903300371 Forwards Amend 2 to License R-11B 

REID, R W Operating Reactors Branch 4 79/03/21 3pp 


7903300370 Amend 2 la License R-lIB revising administrative controls 
portion of Tech Specs to reflect revised orani zstional 
structure L make minor editoilal changes in definition of 
of staffing 

REID, R W Operating Reactors Branch 4 79/03/21 7pp 


DOCKET 50-376 North Coast Nuclear Plant 


7903270036 Notification of 790320 meeting in Bethesda, MD, ui/Puertn nice 
Water Resource* Authority to distuss plant geology/ 
seismology review 

FROELJCH, R W Environmental Project Branch 1 79/03/0B lp 


7903210430 Forwards USQS 701213 status review iept re geology Zt 
seismology of site Info will be addi eased in upcoming NRC 
site safety evaluation iept 
MCGURREN, H J Branch 1 79/02/P6 I5pp 
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DOCKETED SERIES 


.DOCKET 90-382 Waterford Generating Station, Unit 3 


7903030164 Notification of mooting on 790306 to discuss operating 
License safety review schedule 

BENEDICT* .R A Light Water Reactors Branch 2 79/01/26 lp 


7903090232 Notification of 790220 meeting in Be th es da . MD. w/ut i ) to 
discuss const progi ess to date 

BENEDICT i R A Light Water Reactors Branch 2 79/02/14 2p p 


7903000160 Notification of 790320-21 site visit to tDi|r site & discuss 
staff's technical questions re environ l ept fox operating 
license application 

COTA i P C Environmental Project Branch 1 79/02/23 2pp 


7903270609 Forwards NURCG-0S23, "Summary of Operating Experience 
u/Reci r culat mg Steam Generators. " which focuses on recent 
problems w/d egra da 1 1 on Believes continued plant operation 
does not constitute risk 

E18ENHUT, D G Assistant Director for Systems t« Projects 

79/03/02 3pp 


7903270019 Confirms ai rangements made for 790320-21 offical site 
visit L meeting re environ i evveu of license application 
List of items to be discussed eric) 

BALLARD* R l Environmental Project Branch i /9/03/09 I7pp 


7903260397 Requests addl info re capability of nuclear steam supply 
iys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info *< NUREG-0460, Vo 1 3 W/o end 
VABSALLD. D 0 Assistant Directoi for Light Water Reactors 
79/03/ J 5 3pp 


7903070219 Forwards proposed mod to preopei atioual terrestria.1 ecology 
monitoring program as described in Suppl 6 to const permit 
environ rept Ui ges expansion of program 

ASWELLi D L Louisiana Power light Co 79/02/23 6pp 


79030 30042 Establishes ASLB of SJ Wolfe, WH Jordan tt H Foreman to rule 
on petition to intervene 6/ox requests for hearing* & to 
preside if hearing is ordered 

LAZO, R: M Atom’ic bafety and Licensing Board Panel 79/02/12 2pp 

7903140351 Applicant's answer to Save Our Wetlands, Inc fcr Oystershell 
Alliance, Inc joint intervention petition Files no opposition 
to petition 6 requests notice of hearing be issued fc 
prehearing conference scheduled Certificate of Svc end 
BLAKE. E L Shaw. Pittman* Potts- 6 Trowbridge 79/02/13 5p p 


7903140323 Applicant's answer to LA Consumer's League, Inc intervention 
petition Questions League's author i ?ation to represent its 
members tt their interests Urges that authori zation be 
required Certificate of Svc oncl 

BLAKE, E L Shaw* Pittman, Potts, it Trowbridge 79/02/14 6p p 


7903140235 Motion to file <mo day out-of-time Enel responses were 
delayed due to dosing of federal offices 
MCGARREN, H J Branch 1 79/02/21 lp 


7903140296 Responds to intervention petitions of Save Our Wetlands, Inc 
*a Oystershell Alliance Inc "Interest" it "aspects of 
proceeding requirements 1 ' have been safisfied 
MCOURREN, M J Branch 1 79/02/21 7pp 


7903140302 Responds to intervention petition of LA Consumer's League 
Inc. "Interest" 6 "aspects of proceeding" requirements have 
been satisfied Certificate of Svc end 
MCGURRENtH J Branch 1 79/02/21 5pp 

7703210314 Confirms 790319 meeting in New Orleans, LA w/LA Consumer*' 
League U util to discuss contentions 
MCQURREN* H J Branch 1 79/02/23 Ip 

7903210317 Confirms 790316 tt 790319 meetings in New Orleans. LA 
w/Oy» tershel l Alliance & Save Our Wetlands 
MCQURREW, H J Branch I 79/02/23 ip 


7903220400 Notification of 790426 special prehearing conference of 
parties in New Orl sans* LA, to discuss key issues, consider 
intervention petition t establish schedule 

WOLFE, B J Atomic Safety and Licensing Board Panel 79/O3/0B 4p p 


7903020365 Forwards Amend 2 to FSAR 

ASWELL. D L Louisiana Power It Light Co 77/02/21 lp 


7903020366 Amend 2 to FSAR Drawings available nn Central Files 
ASWELL, D L Louisiana Power & Light Co 79/02/21 SB9pp 


7903060602 Responds to IE Bulletin 78-12. "Atypical Weld Ma fc 1 in 
Reactor Pressure Vessel Welds " C-E has not used suspect 
weld wiTe heat Proposes revision of bulletin 
ASWELL, D L Louisiana PoweT K Light Co 73/1 1/30 2pp 


7903020070 Forwards IE Insp Rept 50-302/73-16 on 791211-14 No 
noncomp 1 ianc c noted 

SEIDLE.W C Region 4, Dallas, Reactor Construction tt Engineering 

Support Branch 79/01/03 2pp 


7903020074 IE Insp Ropt 50-302/7B-16 on 731211-14 No non c omp 1 i anc e 
noted Major areas inspected const activities re follow-on 
review of QA/QC recoi ds & observation of hand 1 ing, r igfl i ng It 
installation of reactor vessel 

STEWART, R C , CROSOMAN* W A , HALL, R E Region 4* Dallas, 

Reactor Construction U Engineering Support Branch 79/01/03 App 


7903220224 Forwards IE |ns P Kept 30-3B2/79-01 on 790109-12 No 
noncompliance noted 

SEIDLE.W C Region 4* Dallas, Reactor Co nstr u c fclon 8< Engineering 

Support Branch 79/05/31 2pp 


7903220225 IE Insp Flept 5O-3B2/79-01 on 790109-12 No noncomp I 1 anc e 
noted Major areas inspected const activities re QA/QC 
documentation, x ea c tor vessel ins tal la tion, ABNE Class III 
Code matl k seismic support hanger welds. 

STEWART, R C , GROSSMAN, W A Region 4. Dallas, Reactor 

Construction t Engineering Support Branch 79/01/31 4pp 


7903080425 Forwards IF Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plants for which no action is required 

SEVFRIT. K V Region 4, Dallas, Office of the Director 79/02/OB 

»P 


7703080441 Forwards IE Info Notice 79-03, "Limifcorque Valve Qear»d> 
Limit Switch Lubricant " 

SEYFRIT. K V Region 4, Dallas, Office of the Director 79/02/09 

lp 


7703090042 Forwards IE tnfo NotLce 79-04* "Do g rad-o ti on of Engineered 
Safety Features “ 

BEYFRIT, K V Region 4, Dallas, Office of the Director. 79/02/16 

IP 


7903260015 Forwards IE Itisp Rept 30-382/79-02 on 790123-26 4, notice of 
violation 

SEIDLE.W C Region 4. Dallas, Reactor C on* t r Ufcti o n It Engineering 

Support Branch 79/02/16 2pp 


7903260019 Notice df violation from insp on 790123-26 

* Region 4, Dallas, Reactor Construction tt Eng ineer tng Support 

Branch 79/02/16 2pp 


7903260024 IE Insp Rept 30-3B2/79-02 on 790123-26 None omp 1 i anc « noted 
surveillance of welding parameter* was Improperly performed, 
safety-related batteries were improperly charged 
STEWART, R. C , CROSSMAN, W A * HALL, R E Region 4, Dallas, 

Reactor Construction U Engineering Support Braxieh 79/02/16 9pp 


7903190027 Informs recipients of IE Bulletin 79-01* "Environ 
Qualification of Class IE Equipment*" dtd 790208. that valve 
Udiit switch idantified as NAMCQ Model S3CML should read 

SEYFRITrK V. Region 4* Dallas. Office of the Director 79/02/27 
If 


7903220096 Confirms 790316 meeting a i it Now Orleans# LA w/r epre t enta t i ve » 7903200012 Forward* IF Bulletin 79-02, "Pipe Support Base Plate Designs 

of Save Our Wetlands, Oystershel 1 ‘AI 1 lance, NRC * LA Power tt Using Concrete Expansion Anchor Bolts " 

Light Co to discuss contentions SEYFRIT , K V Region 4, Dallas, Office of tha Director 74/03/00 

MCQURRENrH J Branch 1 79/02/23 lp Ip 


7903220112 Grants NRC 790221 motion to file out-of-time 

WOLFE* 3. J Atomic Safety and Licensing Board Panel 79/03/02. lp 


7903220007 Concludes that intervenors, Save Our Wetlands, Inc, Oysterthel 1 
Alliance, Inc tt LA Consumer's League, Inc have demonstrated 
standing 

WOLFE# S J Atomic Safety and Licensing Board Panal 79/03/07 4pp 


7903300013 Forwards IF Bulletin 79-03* "Longitudinal Weld Defects in 
A9ME BA-312 Type 304 Stainless Steel Pipe Spools * 

Manufactured by Youngstown Welding h Engineering Co M 

SEYFRIT* K V Region 4. Dallas, Office of the Director* 79/03/12 

lp 
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DOCKETED SERIES 


DOCKET SO-3E2 Waterford Generating Station, Unit 3 


790329032? Forwards IE Circular 79-04, "I nose Locking Nut on Limitcrqi 
Valve Operators " 

SE/FRITiK V Region 4, Dalle?. Office of the Director 79/03/1.6. 

Ip 


7903300180 !E Info Notice 79-05, "Use of Improper Matl* in Safety- 
Related Components " 

* Office of Inspection 6 Enforcement 79/03/21 2pp 


7903300191 Forwards IE Info Notice 79-03, "Use of Improper Metis In 
Safety-Related Components " 

SEYFR1T*K V Region 4, Dallas. Office of the Director 79/03/21 
2pt> 


7903130335 Rapt translated from German "KKD Const L Task af Relief 
Sys " 

KNAPP, DECKER Pennsylvania Power t. Light Co 74/01/15 46pp 


7903150339 Sept translated from German "Eipermental Studies of Vent 
Clearing in Model Test Stand 1 

WERNER Pennsylvania Power fc, Light Co 75/07/31 73pp 


7903150344 Rept translated from 
Tests in Non-Nuclear Hot Test 
RUPPpW Pennsylvania Power h 


Qeiman "KKD Specification for 
Light Co 74/40/04 45p-p 


Bldwdc.j.n 


7903150349 Kept translated from German "Expected Values of Blowdown 
Tests w/Rel)eF Sy* in Non— Nuc 1 oar Hot Test at Brunsbuttol 
Nuclear Powei Plant it Their Measurement " 

BECKER Pennsy) vanla Power >< Light Co 74/09/30 63pp 


7903060659 Forwards suggestions for changing FSAR Revision 4 based on 
review of responses to Second Round questions re Sections 
ta 2 l* 13 5 

COLLINS, P F Operator Licensing Branch 79/02/L2 3pp 


7903150354 Rept translated from Geiman "Results of Non-Nut loar Hot 
Tests u/Relief Sys in Biunsbuttel Nuclear Power Plant 41 
DECKER Pen n sy 1\ a n i a Rawer L Light Co 74/12/20 35pp 


79030300BQ Forwards NRC recommendations for preparation of Offsite Dos 
Calculation Manual & radiological effluent Tech Specs 
PARRi-O D Light Water Reactors Branch 3 79/02/14 7pp 


7903140170 Requests addl info re operator licensing to complete review 
off application for operating licenses 

PARR.O D Light Water Reactors Branch 3 79/02/23 4pp 


7903190355 Forwards request for addl info re reactor analysis Info 
sought pertains to crud buildup, data base for rod bundles, 
fflou channel distributions It analytic models 
PARR, Q D Light Water Reactors Branch 3 79/02/26 5pp 


7903270391 Forwards application to Susquehanna River Basin Commission, 
Eft 1* design rapt for const of Pond Hill Reservoir ER & 
design rapt not end 

CURTIS, N W Pennsylvania Power it Light Co 79/03/06 6pp 


7903150356 Re p t translated from German "Analysis of Loads Measured or 
Relief Sys During Non-Nuclear Hot Test in KKB M 
BECKER, FEIST, Cl/RRO Pennsylvania Power & Light Co 75/04/29 
I4lpp 


7903150360 Rept translated from German "Hrunsbuttel Nuclear Power 
Plant, List cF Test Parameter* V Most Important Measurement 
Results af Non-Nuclear Hot Tests W/PressurB Relief Sys " 
HOFFMAN, SCHMID Pennsylvania Power & Light Co 77/OQ/Oi A3p 


7903150366 Rapt translated from German "KKB Spec for Tests to fiupp I 
Relief Valua Tests During Nuclear Startup " 

RUPP Pennsylvania Power ** Light Co 75/06/20 12pp 


7903150372 Rept translated from German "KK B-Nuc 1 ear Startup, flesul ts 
of Teats W/PTessure Relief Sys ' 

GDSEL Pennsylvania Power f< Light Co 76/09/30 lApp 


7903140415 Forwards Amend 7 to license application as Revision 5 to 
FSAR 

CURTIS, N « Pennsylvania Power h Light Co 79/03/18 2pp 


7903140425 Amend 7 to license app 1 i c at i on, » ubmi t t ed a* Revision 5 to 
FSAR 

* Pennsylvania Power & Light Co 79/03/12 2O0pp 


7903230009 Notification of 790321 meeting in Los Gatos.CA u/ 
representatives from Mark II owners group to dis-eus* Mark II 
LOCA b safety relief valve pool dynamic loads 
ANDERSON, C J Containment Systems Branch 79/03/12 12pp 


7903150312 Foruards nonproprletary versions of Kraftwerk Union 
Ak tl eng 1 es* 1 1 schaft document* transmitted 771228 & 7S0103 
Responds to NRC 7DO420 Itr 

CURTIS, N W Pennsylvania Power U Light Co 79/03/13 lp 


7903150374 Rept translated from German "Ph i 1 ippsburg Nuclear Power 
Plant First Extension Hot Test, Spec for Tests of Relief 
Valves it Emergency it Suppression Chamber Cooling System* " 

Rt/PP, KEIL Pennsylvania Power & Light Co 79/OB/28 49pp 


7903150371 Rapt translated From German "Results of Non-Nuclear Ifni 
Test U/Rellef Sys in Philippsburg Nuclear Pouibt Plant " 

GOBEL Pennsylvania Power It Light Co 77/03/22 66pp 


7903150373 Rapt translated from German "Philippsburg Nuclear Power 
Plant, List of Test Parameters i, Most Important Measurement 
Results of Non-Nuclear Hot Tests W/Pre«sure Relief Sys " 

HOFFMAN, SCHMID Pennsylvania Power & Light Co 77/0B/02 35pp 


7903150379 Rept translated from German "Air Oscillations During Vent 
Clearing W/Single & Double Pipes 11 

SCHNABEL, BECKER Pennsylvania Power it Light Co 70/0H/31 «?Qpp 


7903 1 50313 Rept translated from German "Formation 6 Oscillation* of 
Spherical Gas Bubble Underwater 

WEIE5HAUPL Pennsylvania Power t< Light Ca 78/12/31 24pp 


790-3150316 Rept translated from German "Tests on Mixed Condensation 
u/Medtl Quenchers " 

WERNER, MELCHIOR, SIMON Pennsylvania Power f< Light Cc 73/05/15 
69pp 


7903150313 
Pressure 
C 1 earing 


Rept translated 
Oscillations In 


from German "Calculation Model 
Suppression Chamber After Vent 


to Clarify 


WEISBHAUPL, 8CHALL Pennsylvania Power it Light Co 
31pp 


72/03/29 


79032Q0072 Requests addl info re capability of nuclear steam supply tut 
to respond to postulated ATW8 transients W/ltr to major 
vendors requesting info U forwarding NUREG-0460, Vol 3 
W/o end 

VA5SALLD, D D Assistant Director for Light Water Reactors 

79/03/15 3p p 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Mark IE N 
SDBDN,L J General Electric Co .Nuclear Energy Products DIv 
79/03/16 lp 


7903210037 "Asymmetric LOCA Bubble Pool Boundary load For Mark II * 
UPPALj I 9 General Electric Co .Nuclear Energy Products Div 
79/03/16 J2pp 


7903150319 
Test* in 
HOFFMAN. 

1 1 Bp p 


Rept translated from German "Condensation t, Vent Clearing 
GKM w/Perf orated Pipes " 

MELCHIOR Pennsylvania Power & Light Co 73/05/10 


7903210340 Forward* affidavit of sve for Amend 7 to operating license 
app lication 

CURTIS. N W Pennsylvania Power ft Light Co 79/03/16 2pp 


7903150320 Rept translated from German "Const It Design of Relief Sus 
wV Perforated Pipe Guenther " * 

BECKER, KOCH Pennsylvania Power It Light Co 73/07/Q9 91pp 

7903130321 Rept translated from German "KKB-Vent Clearing u/Perforated 
ripe Quencher ' 

BECKER, KOCH Pennsylvania Power L Light Co 73/10/12 139pp 


7903130322 Rept translated from German "Investigation* 
^/Perforated Pipe Quencher tu/Small Water Coverage cf 
Quencher Arms ** 


of Condensation 


HOFFMANN, BECKER Pennsylvania Power it Light Co 73/12/14 36pp 


79032B028B Forward* "Vent Clearing Pool Boundary Loads for M*t It II 
Plants," presenting alternative load spec based on 
conservative application of 4T test data, rep lacing spbc 
identified in NUREG-0407 

SDBDN, L J General Electric Co 79/03/20 6pp 


7903290003 Forward* propx letary copies of alternate load spec into 
document applicable to wetwell ual U, to replace info in 
NUREG--04B7 Enel withheld (ref 10CFR2 790) W/affidavlt 
SOBON, L J General Electric Co .Nuclear Energy Products Div 
79/03/20 9pp 
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DOCKET 50-30/ Susquehanna Steam Electric Station. Unit i 


79031.40316 FotiuariJi Amt/nd 4 to 700720 license application as Revision 1 
to Environ Repfc 

CURTIS. N W Pennsylvania Rowe? * Light Cd 79/03/05 4pp 


79-03140321 Amend 4 to license app l > cation, sutmi tied as Revision 1 tn 
Environ Rept, operating license stage 
* Pennsylvania Rowei h Light Co 79/03/05 175pp 


7 903 0*0 4 40 Forwards Personnel Security Manual Requests App 0 of plan be 
withheld <ref 10CFR2 /90 > 

CURT15.N W Pennsylvania Power £ Light Co 79/03/0* lp 


79030*0537 Explains reasons for submi tt ing, but not enuriora 1 1 ng« add 1 
amends subsequent to Sept 1970 petition Will discuss 
contentions, at conference 

* Citiaen* Against Nuclear Danger* 79/01/32 lp 


7903070019 Request* oppoitumty to pi esont statement re license 
application at limited appearance hearings 

TATE. N C Leh igh-Poc ono Committee of Concern 79/01/22 Ip 


7903070022 Requests limited appearance at licensing hearings 
* Affiliation Unknown 79/01/17 Ip 


790307002* Requests to make limited appearance statement at licensing 
hearings 

MCHUGH, D Affiliation Unknown 79/01/29 lp 


7903070030 Requests to make limited appoaiance statement at licensing 
prehearing 

CSALA, M Affiliation Unknown 79/01/39 lp 


7903070034 Requests to make limited appearance statement at 1 iconsing 
hearing Suspects validity of safety claim* 

PERKINS. J Affiliation Unknown 79/01/23 lp 


79-03090045 Notifies 1 Lemanowicx U T Halligaft will represent Cltljen* 
Against Nuclear Dangers in proceedings beginning w/special 
prehearing conference on 790129** 30 

LEMONOW1C7, 1 Citiiens Against Nuclear Dangai s HALL I CAN. T 

Affiliation Unknown 79/01/22 Ip 


7903060702 Anawei opposing motion of C Marsh for attys-' feesj costs of 
expert witnesses ?« miscellaneous costs Urges denial of 
motion because Intervener does not satisfy NRC conditions 
for funding Certificate of Svc end 
CUTCHIN. J M Branch 3 79/02/09 Spp 


7903010455 Ack receipt of 790105 memo requesting consideration of 
constituent I Lemanowici 1 tT A51 B is considering request 
for hearing Request for documents under FD1A is being 
processed 

OOSSlCKrL V Office of the Executive Directoi for Operations 
79/02/12 2p p 


7903220099 Special prehearing conference order Grants Pour intervention 
p et l tiers, adopts preliminary schedule 4* denies requests Fot 
financial assistance 

DECHHOEFER.C Atomic Safety and Licensing Board Panel 79/03/0* 
BSpp 


7903220110 Notice of ASLB hearing Informs of availability of documents 
& requests info from persons desiring to moke limited 
Appearances Public is invited to attend 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 79703/0* 
4pp 


79032802*5 Requests applicants' F6AR L Bnviron rept 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 79/03/07 
lP 


7903000001 Forwards IF. Insp Repts 50-3S7//B-23 4* 50-300/70-20 on 
7Q1 204-22 No none omp 1 a i nc e noted 

CARLSON. R T Region 1* Philadelphia. Reactor Construction U 

Engineering Support Branch 79/01/12 2pp 
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7903140135 IE Insp Repts 50-337/79-02 it 5O-30B/7 9-02 on 79010B-1 1 No 
noncompliance noted Major areas inspected instrumentation & 
electrical equipment & QA documentation 8 status of 
circulars 4c bulletins 

FJNKEl.AE , EBNETER.SD Region t, Philadelphia, Reactor 

•Construction V Engineering Support Branch 79/01/25 App 


7903050540 Forwards IF Info Notice 79-03. "Limitorque Valve Geared 
Limit Switch Lubricant " 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/02709 lp 


7903090409 Forwards IE Info Notice 79—04, 'Degradation of Engineered 
Safety Features " 

GRIER, B H Region l, Philadelphia, Office of the Director 

79/02/1* lp 


7903000511 Informs recipients of IE Bulletin 79-<H, "Environ 
Qualification of Cliiss It Equipment," dtd 79020a, that valve 
limit switch identified as NAMCO Model S3CML should road 
9L3CML 

GRIERrH H Region 1, Philadelphia, Office of the Director 

79/02/27 lp 


7903210045 Ack receipt of 790115 1 fcr re damage to wiring or termination 
module connectors for equipment 

CARLSON* R T Region 1. Philadelphia. Office of the Director 
79/01/2* Ip 


7703010204 Forwards Final rept re deficiency concerning spot-welded 
strut ma t 1 

CURTIS.N W Pennsylvania Power 4* Light Co 79/02/26 2p p 


79030102B5 Final deficiency rept on spot-welded struts 
* Pennsylvania Power % Light Co 7B/12/2? 18pp 


7903150100 Ack receipt of 790202 ltr Anticipates receiving deficiency 
rept in *0 days 

CARLSONi R T Region i. Philadelphia, Reactor Construction <t 

Engineering Support Branch 79702/2/ ip 


7903070267 Confirms info provided to NRC Inspector on 790227 re 
deficiency in coax cable Cable had sections which exhibited 
bubbles in second insulat Ion. first insulation uas missing 
CURT IB. N U Pennsylvania Power \ Light Co 79/02/20 2pp 


79030703*2 Confirms info provided to NRC Inspector on 790227 re 
reportable deficiency Bechtel has advised that generic 
problem exists re failure of manufacturer to stake stem nuts 
fastening certain limitorque motor operators 
CURTIS, N W Pennsylvania Power L Light Co 79/03/02 2pp 


79030*0*58 Forwards suggestions for changing FBAtt Revision 4 based on 
review of responses to Second Round questions re Sections 
13 2 i 13 5 

COLLINS, P F Operator Licensing Branch 79/02/12 3pp 


790305-0000 Forwards NItC re command at ion a far preparation of Offsite Do 
Calculation Manual U radiological effluent Tech Space 
PARR, Q D Light Water Reactors Branch 3 79/02/14 7pp 


7703140170 Requests addl info re operator licensing to complete rsvle 
of application for operating licenses 

PARRjO D Light Water Reactors Branch 3 79/02/23 4pp 


7903190355 Forwards request for add! info re reactor analysis Info 
sought pertains to crurf buildup, data base for rod bundles, 
flokj channel distributions u analytic models 

PAftR.O D Light Water Reactor* Branch 3 79/02/26 5pp 


7903270391 Forwards application to Susquehanna River Basin Commisslor 
£R & design rept for const of Pond Hill Reservoir ER & 
design rept not end 

•CURTIS, N W Pennsylvania Power fc Light Co 79/03/0* 6pp 


7903140415 Forwards Amend 7 to license application as Revision 5 to 
FBAFL 

CURTIS.N tJ Pennsylvania Power U Light Co 79/03/12 2pp 


7903140429 Amend 7 to license app 1 icati on, submit ted as Revision 5 
FSAR 

♦ Pennsylvania Power U Light Co 79/03/12 200pp. 


7903080002 IE Insp Repts 50-387/78-23 b 90-3B8/7B-2O on 781204-32 HP 
non comp 1 ianc e noted Major areas inspected work activities re 
Installation & welding of reactor coolant pressure boundary 
it other piping, fire protection $< reactor vessel internals. 

•OALLO.R M , MCGAUGHY. R W Region 1* Philadelphia, Reactor 


Construction V Engineering Support Branch /v/wi/n iupp 79031230009 Notification df 790321 meeting in Los Gatos, CA w/ 

representatives from Mark II owners group to discus* Mark il 
LOCA & safety relief valve pool dynamic loads 
790-3140133 Forwards IE Insp Repts 50-307/79-02 4, 30-389/79-02 on ANDERSON, C -J Containment System* Branch. 79/03/12 I2pp 

7901 OS- 1 1 Nb noncomp 1 iance noted 

CARLSDNi R T Region 1, Philadelphia, Reactor Construction & 

Engineering Support Branch 79/01/31 2pp 
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DOCKET 5O-30B Susquehanna Steam Electric Station, Unit 2 


7903130312 Forwards nenpropr i e tary versions of Kraftuerk Union 
Ak tleng 1 esaU sc haf t documents tiansmiUed 771520 6 700105 
Responds to NR-C 760423 ltr 

CURTIS, M W Pennsylvania Power t Light Co 7*9/03/15 Ip 


7903150313 Rept translated From German "Formation & Oscillations of 
Spherical Gas Rubble Underwater 

WEISSHAUPL Pennsylvania Pouhpt U Light Co 73/12/31 24pp 


7903150316 Rept translated From German "Testa on Mixed Condensation 
w/Model Quenchers " 

WERNER, MELCHIOR, SIMDN Pennsylvania Power & Light Co 73/05/15 
69pp 


7903150315 Kept translated from German "Calculation Model to Clarify 
Pressure Oscillations m Suppression Chamber After Vent 
Clearing 

WEISSHAUPL- SCHALL Pennsylvania Power h Light Co 72/03/29 
31pp 


7903150313 Rept translated from German "Condensation If Vent Clearing 
Tests in CKM w/PeTforated Pipes " 

HOFFMAN, MELCHIOR Pennsylvania Power 6 Light Co 73/05/10 
llBpp 


7903150320 Rept translated from Gorman "Const t Design of Relief Sy a 
w/Perforated Pipe Quencher 11 

DECKER, KOCH Pennsylvania Power t* Light Co 73/07/09 91pp 


7703150321 Rept translated from German "KKB-Vont Clearing w/P e r f ora t rd 
Pipe Quencher ° 

DECKER. KOCK Pennsylvania Power & Light Co 73/10/12 I39pp 


79031 50322 Rept translated from German "Investigations of Condensation 
u/Perf orated Pipe Quencher w/6mall Water Coverage of 
Quencher Arms " 

HOFFMANN, DECKER Pennsylvania Power t Light Co 73/12/14 36pp 


7903180335 Rept translated from German "KKB Const 6 Task of Relief 
Sy * 11 

KNAPP, BECKER Pennsylvania Power I* Light Co 74/01/15 4fipp 


7903180339 Rept translated from German "Esp er I menta 1 Studies of Vent 
Clearing in Model Test Stand " 

WERNER Pennsylvania Power «c Light Co 73/07/31 73pp 


7903130344 Rept translated from German "KKB Specification for Blowdown 
Tests in Non-Nuclear Hot Test " 

JlUPP,W Pennsylvania Power t< Light Co 74/10/04 45pp 


7903150349 Rept translated from German "Expected Values of Blowdown 
Tests w/Relief Sys in Non-NucleaT Hot Tost at Drunsbuttel 
Nuclear Power Plant h Thoir Measurement " 

BECKER Pennsylvania PaweT it Light Co 74/09/30 63pp 


7903150354 Rept translated from German "Results of Non-Nuclear Hot 
Test* w/Relief Sys in Prunsbuttel Nuclear Power Plant ° 

BECKER Pennsylvania Power it Light Co 74/12/20 33pp 


7903130356 Rept translated from Qetman "Analyst* of Lo-ads Measured on 
Relief 8ys During Non-Nuclear Hot Test In KKB M 
DECKER, FEIST, DURRO Pennsylvania Power U Light Co 75/04/39 
141 pp 


7903180360 Rept translated from German "Drunsbuttel Nuclear Power 
PlantiList of Test Parameter* fc Most Important Measurement 
Result* of Non-Nuclear Mot Tests W/Prossure Reli-eF Bys " 

HOFFMAN, aCHKlD Psnnsy IvanU Power k Light Co 77/OB/Ol 63pp 


7903150366 Rept translated from German "KKB Spec for Te«t* to Buppl 
Relief Value Tests During Nuclear Startup " 

RUPF Pennsylvania Power {< Light Co 75/06/20 I2pp 


7903180372 Rept translated from German "KKB-Nuc 1 ear St artup , Re*u 1 1 * 
of Tests W/PT*ssure Relief Bys " 

OODEL Pennsylvania Power fc Light Co 76/09/30 I6pp 


7903180374 Rept translated fTom German "Phi 1 ipp aburg Nuclear Power 
Plant First Extension Hot Test, Spec for Tests of Relief 
Valves k Emergency it Suppression Ch-amber Cooling Systems " 

RUPP, KEIL Pennsylvania Power t Light Ca 75/09/28 49pp 


7903150371 Rept translated from German "Results of Non-Nuclear Hot 
T**t W/Rellef Sys in Philipp sburg Nuclear Power Plant " 

OOBEL Pennsylvania Power t Light Co 7 7/03/22 66pp 


7903150373 Rept translated from German "Ph i 1 ipp <b urg Nuclear Power 
Plant, List of Test Pai ameters !, Most Important Measurement 
Results Of Non-Nuclear Hot Tests W/Pressure Relief Sys " 

HOFFMAN, SCHMID Pennsylvania Power \ Light Co 77/00/02 35pp 

790315Q375 Rept translated fi om Ge>man 'Air Oscillations During Vent 
Clearing W/Siitg-Ie J< Double Pipes " 

SCHNABEL- BECKER Pennsylvania Power & Light Co 78/00/31 20pp 

7903280072 Requests- addl info re capability of nuclear steam supply sys 
to respond to postulated ATWS transients W/ltr to najoT 
vendors requesting info \ Forwarding NUREG-0440, Vo 1 3 
W/o end 

VASBALLO, D B Assistant Director for Light Water Reactors 

79/03/15 3pp 


7903210046 Forwards ’Asymmetric L OCA Pool Boundary Load for Mark ]} " 
50B0N, L J General Electric Co .Nuclear Energy Products Div 
79/03/16 lp 


7903210057 "Asymmetr i c LDCA Bubble Pool Boundary Load For Mark | | * 
UPPAL, I S Geneia) Electric Co ,Nuclear Energy Product* Dlv 
79/03/16 IPpp 


7703210340 Forwards affidavit of sve foi Amend / to operating license 
application 

CURTIS, N W Pennsylvania Power 6 Light Co 79/03/14 2pp 

7903380280 Forwards "Vent Clearing Pool Boundary Loads for Mark I] 
Plants. " presenting alternative load spec based on 
conservative application of 4T test d ata. rep I ac 1 ng spec 
Identified in NUftEG-0487 

SODON, L J General Electric Co 79/03/20 6pp 


7703290093 Formal ds piopnetary copies of alternate load spec info 
document applicable to wetwell walls, to replace info in 
NUREO-O407 Enel withheld <ref 10CFR2 790) W/aFfidavit 
90DDN, L J General Electric Co , Nuclear Energy Products [) i v 
79/03/20 5pp 


7903140318 Forwards Amend 4 to 780720 license application a* Revliion I 
to Environ Rept 

CURTIS, N W Pennsylvania Power !< Light Co 79/03/05 4pp 


7903140321 Amend 4 to license appi ica ti on, submi ttod as Revision I lo 
Environ Rep t, op era t i ng license stage 
# Pennsylvania Power «, Light Co 79/03/05 17Spp 


790306044-0 Foiwords Personnel Security Manual Requests App 0 of plan bt 
withheld Cref SOCFRa 790) 

CURTIS, N W Pennsylvania Power tc Light Co 79/03/06 Ip 


7903060537 Explain* reason* for submi 1 1 i ng, bu t not enumera 1 1 ng« add I 
amend* subsequent to Sept 1970 petition Will discuss 
contentions at conference 

■* Citnens Against Nuclear Dangers 79/01/22 lp 


7903070018 Requests opportunity to present statement re license 
application at limited appearance hearings 

TATE, N C Leh igh-pocono Committee of Concern 79/01/22, lp 


7903070022 Requests limited appearance at licensing hearings 
e Affiliation Unknown 79/01/17 Ip 


7903070026 Requests to mak« limited appearance statement at licensing 
h earingi 

MCHUGH, D Affiliation Unknown 79/01/29 lp 


7903070030 Requests to make limited appearance statement at licensing 
p rehear log 

C0ALA.M Affiliation Unknown 79/01/25 lp 


7903070034 Requests to make limited appearance statement at licensing 
hearing Suspect* validity of safety claims 
PERKINS, J Affiliation Unknown 79/01/23 lp 


7903090045 Notifies l Lemanowici U T Halttgan will represent Cl tilths 
Against Nuclear Danger* in proceedings beginning w/speclal 
prehearing conference on 790129-30 

LEMDNOWICZ, I Citizens Against Nuc 1 ear Danger* HALLIOAN, T 
Affiliation Unknown 79/01/22 lp 


7903060702 Answer opposing motion of C Marsh for atfcyi' fees, costs ef 
expert witnesses & mi tc e 1 1-aneou* costs Urges denial of 
motion because intervenor does not satisfy NRC conditions 
for funding Certificate of Svc end 
CUTCHEN.U M Branch 3 79/02/09 5pp 



167 


DOCKETED SERIES 

DOCKET 50-3BB Susquehanna Steam Electric Station, Unit 3 DOCKET 50-3B9 St Lucie Plant, Unit 3 


79030104 35 Ac k receipt of 790J0S memo requesting consideration of 
constituent I Lemanowici 1 tr ASl B is considering request 
for hearing Request for documents under FOI A is being 
pocesied 

GDSSICK,L V Office of the Executive Director for Operations 
79/02/12 2pp 


7903220099 Special preheat trig confeience order Grants four intervention 
petl 1 1 ons« adopts preliminary schedule !« denies requests for 
financial assistance 

BECHHOEF£R,C Atomic Safety and Licensing Board Panel 79/03/06 * 
85pp 


7903220110 Notice of ASLU hearing Informs of availability of documents 
L requests info fi om pei sons desning to make limited 
appearances Public is invited to attend 

BECHHOEFER , C Atomic Safety and Licensing Board Panel 79/03/06 

4pp 


7703260265 Requests applicants' FSAR 6 environ rept 

BECHHOEFER , C Atomic Safety and Licensing Board Panel 79/03/0 7 
IP 


7903060001 Forwards 1£ Insp 
T0L2O4-22 No none omp 1 a i nc e 
CARLSON, R T Region 1, 

Engineering Support Branch 


Repts 50-3B7/7S-23 << 50-388/ 78-20 on 
noted 

Philadelphia, Reactor Construction 
79/01/12 2pp 


8 < 


7903080002 IE Insp Repts 50-3B7/78-23 tt 5O-3BB/70-2O on 781204-22 No 
noncomp 1 i anco iioted Major areas inspected work activities re 
Installation tt welding of reactor coolant pressure boundary 
in other piping, fire protection t i oactor vessel internals 
GALLO, R Ml , MCGAUGHY, R W Region 1, Philadelphia, Reactor 

Construction V Engineering Support Branch 79/01/11 JOpp 


7903140133 Forwards !E Insp Repts 50-397/79-02 (< 5O-30G/79-O2 on 
79OL0B-I1 No noncomp 1 lane e noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction ir 

Engineering Suppot t Branch 79/0J/31 2pp 


7903 i AO 1 35 IE Insp Repts 3O-3B7//9-0? 6 50-388/79-02 on 790103-11 No 
noncamp 1 lance noted Majoi areas inspected instrumentation 6 
electrical equipment 6 QA documentation 6 status of 
Circulars 6 bulletins 

FINKEL, A E . EBNETER, 9 D Region i, Philadelphia, Reactor 

Construction b Engineering Support Branch 79/01/25 6pp 


7903030340 Forwards IE Info Notice /9-03, "Limi torque Valve Geared 
Limit Switch Lubricant " 

•CRIER, B H Region 1, Philadelphia, Office of the Director, 

79/02/09 Ip 


7903080405 Forwai ds IF Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

CRIER. D H Region 1, Philadelphia, Office of the Director 
79/02/16 lp 


7903000311 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 79020B, that valvo 
limit switch identified as NAMCO Model S3CML should road 
SL3CML 

GftlER.13 H Region 1, Philadelphia, Office of the Director 

79/02/27 Ip 

770GCU.O2B4 Forwards final rept re deficiency concerning spot-welded 
strut mafcl 

ClIRTIE, N W Pennsylvania Power * Light Co 79/02/26 2pp 


790301 02 B3 Final deficiency rept on spot-welded struts 
* Pennsylvania Power & Light Co 70/12/29 18pp 


7903130100 Act receipt of 790202 ltr Anticipates receiving deficiency 
rept in 60 days 

CARLSON, ft T Region i. Philadelphia. Reactor Construction I, 

Engineering Support Branch 79/02/27 lp 


7903070267 Confirms info provided to NRC i 
deficiency m coax cable Cable had secti 
bubbles in second insulat ion, first insul 
CURTIS. N H Pennsylvania Power 4< Light 


nspec tor on 790P27 re 
ons which exhibited 
ation was missing 
Co 79/02/20 2pp- 


7903070362 Confirms info provided to NRC inspector on 790227 ti 
reportable deficiency Bechtel has advised that generic 
problem exists ie failure of manufacturer to stako stem nuts 
fastening certain limitorque motor operators 
CLRTI8, N W. Pennsylvania Power U Light Co 79/03/02- 2pp 


7903270607 Forwards NUREG-0523, "Summary of Operating Experience 
w/Rec i rcula t i rig Steam Generators, " which focuses on recent 
problems w/de gradation Believes continued plant operation 
does not constitute undue risk 

EISENHLPT, D -G Assistant Director for Systems b Projects 

79/03/02 3pp 


7903090364 Opposes intervenors' 790130 motion to 
Svc and 

CGLL.N A Sheldon, Hector U Davts 79/02/01 


f i lc Certificate of 
4pp 


7903080575 Informs of document containing info potentially relevant to 
Issue of spent nuclear fuel sabotage NRC assessment of info 
to be made available 

PATON, W D Branch ^ 79/02/00 2pp 


7903150200 Jnfcerv enors ' response per ALAB-509 In apposition to 
“do minimus" theory Alleges theory ignores issue of 
significant substantial releases of radon-222 to environ 
Certificate of Svt enci 

KEPFORD, C Affiliation Unknown 77/02/19 37pp 


7903230297 Forwards responses to ALAB-309 Thirty— day period for 
responses to documents shall run from 790303 

SKRUTSKI, ft M Atomic Safety and Licensing Appeal Panel 79/03/01 
5p p 


7903190323 Denies request by util for NRC withholding of financial info 
from public Info does not meet requirements of 10CFR2 790 
PAER.fl L Light Water Reactors Branch 2 79/02/26 4pp 


7703190327 Responds to 780807 NRC ltr re public availability of util's 
financial info Forwards guidelines for disclosure of 
projected future economic performance & proposed safe harbor 
rule for projections 

COOK, J R Securities 6 Exchange Commission 7B/12/14 48pp 


7903290019 Forwards "Annual Rept 1970 " 

tmiQ, R E FL dt i da Power 6 Light Co 79/03/20 Ip 


7903290023 "Annual Rept 1970 " 

MCDONALD, M Florida Power 6 Light Co 79/03/20. 3Bpp 


7903190333 Forwards Endorsement 24 to NAELU Policy MF-00, amend ing I97Q 
std U reserve premiums 

DUCK, J R Marsh & McLennan, Inc 79/03/09 2pp 


7903020134 tt&maTandum !< order re rules on parties* discovery requests 6 
an motions directed to applicant 

SMITH, I W Atomic Safety and Licensing Board Panel 79/02/09 
37pp 


7903020139 Protective order rn procedures for L rule* governing 
product i on. copy lug k use of documents* info 4c other matl 
released per discovery 

SMITH. 1 W Atomic Safety and Licensing Board Panel 79/02/09 
9pp 


7903220141 Forwards proposed order re 
Order has been approved by- all part 
treated as motion per AfiLD memorand 
Draft 6 Certificate of Svc end 
JADLDN.R A Spiegel t McDiarmid 


addition 6 del 
lea Requests th 
urn 6 order on d 

79/02/27 Spp 


etlon of parties 
at ltr be 
i *co very. 


7903150377 ftasponse of intervener FL Cities to ASLU 790209 order on 
discovery Modifies or explains several requests Asks for 
clarification of ASLU ruling on Request 18 fc for deletion 
of applicant's Request 173-175 Certificate of Bvc end 
OUTTMAN, D Spiegel 6 MctUarmitf 79/03/02 15pp 


7903230023 Memorandum by util re discovery peT ASLU 790209 order. 
Dispute* claims of fact in intervener FL Cities response! 
requests clarification of discovery cutoff defces. Ob jects 
to Cities' Requests 57-59 h 72-73 Certificate of Bvc end 
DYMiH . GRIBBdN, D 14 , GROSSMAN, J 8 Covington tt Burling. 79/03/02 
?PP 


7903260363 Joint response of NEC & DOJ to ASLU 790209 order Urges A8LD 
to overrule objections to Joint Requests 56 k 76, Cer tl f icate 
of 8ve end 

BERGER, li G . CALHOUN, M L Justice, Dept of DEWEY, L S 
Anti-Trust Division 79/03/02 9pp 


7703000537 Forwards IE Info Not 
Safety Features " 

O'REILLY, J.P Region 2, At 
79/02/16 2PP 


ice 79-04, 
lenta j Off 


"Degradation of Engineered 
ce of the Director, 
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DOCKET 80-389 St Lucie Plant, Unit 2 


DOCKETED SERIES 

POCKET 50-390 Watts Bar Nuclear Plant. Unit 1 


7903080275 Informa recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment," dtd 790208. that valve 
limit switch Identified as NAMCO Mode) 53CML should read 
SL3CHL 

Q 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/02/2B 2pp 


7903I40S48 Forwards IE Info Bulletin 79-02, "Pipe Support Base PUte 
Designs Using Concrete Expansion. Anchor Bolts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/08 2pf> 


7903190267 Ack receipt off 7901J8 1 tr informing NRC of steps taken to 
correct violations no-ted in IE Insp Rept 30-389/78-12 
MURPHY, C E Region 2, Atlanta, Reactor Construction U Engineering 

Support Branch 79/03/08 Ip 


7903190275 Responds to NRC 781222 Itr re violation noted in IE Insp 
Rep t 8 0 -389/7 B- 12 Corrective actions QC placement point 
inspectors instructed to mainfc tn-prcces* concrete tests as 
close as possible to 50-yard intervals 
UHRIO.R E Florida Power fc Light Co 79/01/15 4pp 


79030 BO 141 IE Insp Rppt SO- 390/ 79-03 No none oenp 1 1 anc e noted Major iresi 
inspected pi eoperat i ana I test program, preCpei atiohdl test 
procedure p r epat at j on, p reparations foi fuel receipt ft review 
of testing 

WAGNER, A G , FORD, B J • MARTIN. R D Region 2, Atlanta, Reactor 

Operations Nuclear Support Branch 79/01/19 5pp 


7903130001 Forward* IE Insp Kept ",0-390/79-05 on 790109-12 No 
none ornp 1 lane e noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/02/02 2pp 


7903130003 IE Insp Hep t 50-390/79-05 on 790109-12 No noncontp l lane e 
noted MajOT areas inspected operating procedures & toui of 
plant areas 

HINCKLEY, D C Region 2, Atlanta, Reactm Operations Nuclear 

Support Blanch BEL I 6LE> G ft DANCE < H C Region 2, Atlanta, 

Office of the Director 79/02/02 4pp 


7903060590 Ack receipt of 790201 itr informing NRC of steps taken to 
correct violation noted in IE Jnsp ftppt 50-390/78-32 

MURPHY, C E Region 2, Atlanta Reactor Construction U Engineering 

Support Branch /9/02/06 lp 


7903190279 Forwards IE Insp Sept 50-3B9/7B-12 on 781120-1201 U notice 
of violation 

MURPHY, C E Region 2, Atlanta. Reactor Construction 6 

Engineering Support Branch 78/12/22 2pp 


7903190283 Notice of violation from insp on 781128-1201 

* Region ?, Atlanta, Reactor Construction to Engineering Support 

Branch 78/12/22 lp 


7903190288 IE Insp Kept 50-389/78-12 on 781 129-lSOJ Moncompi i anc e 
noted failure td test concrete for air, slump U temp at 
prescribed frequency 

HARRIS, J R i BRYANT, J C Region 2, Atlanta, Reactor 

Construction S< Engineering Support Branch 78 / 12/33 4pp 


7903210138 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME 9A-312 Type 304 Stainless Steel Pipe Spools 
hatiuf ac tured by Youngstown Welding & Engineering Co " 

O'REILLY, J P Region 3, Atlanta, Office of th* Director 

79/03/12 lp 


7903210509 Forward* IE Circular 79-04, “Loose Locking Nut on Limitorque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


DOCKET 50-390 Watts Bar Nuclear Plant, Un i t 1 


7903050025 Forwards request for add! info i* staff positions by 790417 
on facility thermsl-hijdrau 1 i c design 

VARGA, 8 A Light Water Reactors Branch 4 79/02/06 6pp 


7903060661 Forwards agenda k meeting summary for recent site visit 
W/encl list of attendees 

STAHLEiC Light Wate^ Reactor* Branch 4 79/02/06 20pp 

7903140318 Informs- that util is required to provide an Offsite Dose 
Calculation Manual w/proposed Tech Specs Forwards NRC 
recommendation* for general contents of manual 
VARDA, 8 A Light Water Reactor* Branch 4 79/02/16 7pp 


7903210108 Forwards 790228 Itr from TVA to CPA Region IV Administrator 
describing a two acre unlined pond which will be utilized 
for landspreading of preuperationa 1 metal cleaning 
solutions 

MILLS, L M Tennessee Valley Authority 79/03/13 5pp 


7903090158 Forward* comment* on FES Submits population info for Meigs 
County 

OSBORNE, B A Tennessee, State of 79/03/02 3pp 


7903200411 Report* structural design deficiencies causing potential 
changes in stress fe displacement pattern of containment 
vessel Safety Implications presently unknown Transient 
analysis being performed to test stress effect 
« Tenneiiee Valley Authority. 79/02/01 lp. 


7903260242 Forward* safeguard* contingency plan* Plans withheld 
(r#f 10CFR2 7905 

OILLELAND, J. E Tennessee Valley Author! ty 79/03/21 lp 


7903160170 Forward* "Annual Kept 1978 " 

OtLLELAND, J £ Tenneteee Valley Authority 79/03/16 lp 


7903060594 Responds to NftC 790109 Itr re violation noted in IC Insp 
Repfc 50-390/78-32 Con active actions documentation revised 
on pipe supports >-63-124.125 6 126 to reflect welding in 
lieu of bolting 

GILLELAND, J E Tennessee Valley Authority 79/02/01 2pp 


7902210)64 Forwards IE Bulletin 79-01, "Environ Qua 1 t f i ca t J on of Class 
IE Equipment " W/Jist of 11 systematic, evaluation program 
plants far which no action is required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/02/00 2pp 


7903020376 Forwards IF Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

tJ'REJLLY. J P Region 2, Atlanta, OffitB of the Director 

79/02/16 2pp- 


/903080300 Ihforms recipients of IE Bulletin 79-01# "Environ 
Qualification of Class IE Equipment," d-td 7902-08, that valve 
limit switch identified a* NAMCQ Model S3CML should read 
BL3CML 

O'REILLY, J P Region 2# Atlanta, Office of the Director 

79/02/28 2pp 


7903140352 Forward* IE Info Bulletin 79-02, "Pipe Support Ba»e Platt 
Design* Using Concrete Expansion Anchor Bolts ,T 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/00 2pp 


7903160018 ACk receipt of 79 0 228 Itr informing NRC of step* taken to 
correct violation* noted in IE Insp Rept* 50-390/79-02 U 
30-391/79-02 

MURPHY# C E Region 2* Atlanta, Reactor Construction U Engineering 

Support Branch 79/03/OQ 2pp 


7903160016 Respond s to NRC 790207 Itr re violation* noted in IE ln»p 
Repfc* 50-390/79-02 k 50-391/79-02 Corrective action* 
incorrectly located subassembly replaced, sys returned to 
drawing configuration 

0 1 LLELANB, J E Tennessee Valley Authority 79/02/28 2pp 


7903160017 Forwards IE Insp Repts 30-390/79-02 & 30-391/79-02 on 
790100-1 3 if notice flP violation 

MURPHY, C E Region 2# Atlanta, Reactor Construction S< 

Engineering Support Branch 79/02/07 2pp 


7903160020 Notice of violation from insp on 790108-13 

* Region 2, Atlanta, Reactor Construction U Engineering Support 
Branch 79/02/06 ip 


7903160023 IE Insp Kept* 30-390/79-02 & 50-391/79-02 un 790108-11* 
Noncompliance noted installed pipe subassembly uia* of 
different *ub**&embly I< serial number than specified by 
installation drawing 

0 1 RARD# E. H , C-ONLON, T E Region 2# Atlanta, Reactor 

Construction it Engineering Support Branch 79/03/06 6pp 


7903200217 Ack isceipt of 790208 Itr informing NRC of step* taken to 
correct violation* noted in IE Insp Rep t s 50-390/77-01 l< 

50-391/79-01 

MURPHY, C E Region 2, Atlanta. Reactor Construction U Engine#rlfl| 

Support Branch 79/03/09 ip 


7903200210 Respond* to NRC 790117 Itr re violations noted In IE In>*p 
Kept* 50-390/79-01 «« 30 -391/79-01 Corrective action* 
deficiency repfc revised to provide accurate description 
of nonconf ormance It personnel instructions 

GILLELAND, J E Tennessee Valley Authority 79/02/08 2pp 
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7903200223 forwards !E Insp Rept 30-390/ /9~01 6 50-391/79-01 on 
7901 03 - 05 *< notice of violation 

MURPHY* C E Region P, Atlanta. Reactor Constitution 4 

Engineering Support Branch /9/01/17 Spp 

7903BOO£J?6 Notice of violation from imp on 790103-0S 

4 Region 3. Atlanta. Reactor Construction 6 Engineering Support 

Branch 79/01/17 Ip 


7903210117 Forwards first interim deficiency rept rs tensile anchor 
capacities lower than assumed in design allowables Plans 
to submit ne * t rept by 790516 

GILLELAND, J E Tennessee Valley Author i ty 79 / 03/14 lp 

7903210122 First interim tept of lower tensile anchor capacities than 
assumed in o s tab 1 i s h i ng design allowables Analysis of 
testing plate connection will be forwarded 
* Tennessee Valley Authoiity 79/03/14 lp 


7903200229 IE Insp Rept 30-390/ /9 -01 t, 50-391/79-01 on 790103-05 
Nanconip 1 ianc e noted failure to control field design changes 
VaLLISM.E J . BRYANT. J C Region 2. Atlanta, Reactor 

Construction ** Engineering Support Branch 79/01/17 4pp 


7903210087 Forwards IF Bulletin 79-03. "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Ripe Spools 
Manufactured by Youngstown Welding ?. Engineering Co M 
O'REILLY. J P Region 2. Atlanta. Office of the Directo-r 

79/03/12 2pp 


7903220-322 Ac k leceipt of 790223 ltr 
correct violation noted in IE Insp 
MURPHY j C E Region 2. Atlanta. 

Support Branch 79/03 M2 2pp 


ui/suppl info re of steps taken to 
Rept 50-390/70-31 

Reactor Construction ht Engineering 


7903160217 "Annual Rept 1970 " 

* Tennessee Valley Authority 79/03/16 42pp 


7903270522 Forwards first interim rept re deficiency on 790214 
O ILL EL AND. J E Tennessee Valley Authority 79/03/16 lp 


7903270527 First interim rept of deficiency on 790214 Bistable* 
associated w/esrtam control loops in auxiliary control room 
failed in undesirable position due tu error in 
instrumentation wiring 

* Tennessee Valley Authority 79/03/16 1 p 


790327 0331 Fot wards second intei im rept re deficient installation of 
seismic pipe hatigeT anchors 

G ILL ELAND. J E Tennessee Valley Authority 79/03/16 Ip 

7903270342 Const deficiency mpt Failure to properly install anchor 
bolts which attach seismic pipe hanger base plates to 
concrete walls Caused by lack of concern by craftsmen 
Corrective action personnel reinstruct erf 
* Tennessee Valley Authority 79/03/16 2pp 


7903300228 Submits Amend 30 to F5AR 

GILLELANO., J E Tennessee Valley Authority 79/03/26 lp 


79Q3300234 Amend 38 to FSAF1 . i i>c 1 ud ing revised response* to Rou-nd 1 (c 2 
quest ions. Initial Round 2 rosponses. ma jdi design revision re 
Category i structui es, revi sed tables 8< figures 
* Tennessee Valley Authai ity 79/03/26 I20pp 


790314O36B Notifies NRC that addl antitrust info requested in 701012 
ltr re rate schedules ?< power exchange agreements has been 
delayed until /?04i5 due to TVA rate change^ 

OlLLELAND. JE Tennessee Va 1 ley Author i ty 79/03/07 lp 


7903080 1 37 Forwards IF: Insp Rept 00-390/79-03 on 790100-11 No 
none emp l lance noted 

LONG. F J Region 9, Atlanta, Reactoi Operations Nuclear Support 

Branch 79/01/10 2pp 


7903220326 Responds to NRC 790130 telcon questions re violation noted 
in IE Insp Rept 50 390/70-31 L/o I ders trained, interpas 5 temp 
require* suiveillance only S< no written criteria exists for 
providing temp indicating matl to welder* 

G 1LLELAND, J G Tennessee Valley Authority 79/02/23 3pp 


790322002Q Forwards IF Cncular 79-04. "Loose Locking Nut on Llmi t orqu e 
Valve Operators " 

□'REILLY. J P Region 2, Atlanta. Office of the Director 
79/03/ t 6 2pp 


7903200146 Telcon rept TVA notified resident inspector of design 
problem in essential raw cooling water piping Dreak in Class 
H piping would result in excessive loss of water not 
considered in tiling pump capacity 
* Tennessee Valley Authority 79/01/29 lp 


DOCKET 50-391 Watts Bar Nuclear Plant, Unit 2 


7903050025 Forward* request For addl info h staff positions by 790417 
on facility th erma k-hydraullc design 

VARGA. B A Light Water Reactors Branch -4 79/02/06 6pp 


7903060661 Forwards agenda J. meeting 
W/encl list of attendees 
STAHLE.C Light Water Reactors 


summary for recent site visit 
Branch 4 79/02/06 20pp 


7J03140513 Informs that util is required to provide ant Offsite Dose 
Calculation Manual u/proposed Tech Specs Forwards NRC 
recommendations for general contents of manual 
VARGA, S A Light Water Reactors Branch 4 79/02/16 7pp 


7903210100 Forwards 790220 ltr from 1VA to 
describing a two acre unline-d pond which 
for land spread ing of preoporatlqna 1 metal 
solutions 

M ILLS* L rt Tennessee Valley Authority 


EPA Region IV Administrator 
will be utilised 
cl earning 

79/03/13 5p p 


7903090153 Forward* comments on FEB Submits population info for Meigs 
County 

QSQORNE, B A Tennessee, Qtate of 79/0-3/02 3pp 


7903200411 Reports structural design deficiencies causing potential 
changes in stress * displacement pattern of tont* in/pent 
vessel Safety implications presently unknown Transient 
analysis being performed to test stress effect 
* Tennessee Val 1 »y Auth or i ty 79/02/01 ip 


7903260242 Forwards safeguards contingency plan* Plan* withheld 
Iref 10CFR2 790 J 

OILLELAND. J E Tennessee Valley Authority 79/03/2J lp 


7903200141 Telcon rept TVA notified resident inspector that metal 
shavings had been found in hydraulic actuators of Pour 
auxiliary feedwater control valves supplied by Nasoneilan 
» Tennessee Valley Authority 79/01/30 lp 


7903200390 Forwards first interim rept re potential inferior structural 
Steel containment vessel movement 

QILLFLAND.J F Tennessee Valley Authority 79/02/01 lp 


7903010271 First interim 1 ept on deficiency ro piping embedded in 
structural c oncrete, in Itia U y ieported 790112 Evaluation of 
extent it scope of nonconformance b effect* on structural 
Integrity is In progress Identifies two area* of concern 
OILLELAND. J E Tennessee Valley Authority 79/02/03 lp 


7903160170 Forwards "Annual Rept 197B " 

Q ILLELAND, J E Tennessee Valley Authority 79/03/16, lp 


7903160217 "Annual Rept 1970 11 

* Tennessee Valley Authority 79/03/16, 43pp 

7903300220 Submit* Amend 30 F5AR 

GILLELANO. J E Tennessee Valley Authority 79/03/26 ip 

fi 

7903300234 Amend 39 ta FSAR, Inc 1 uding revised response* to Round 1 b 2 
quest i ons, 1 n i tiel Round 2 response*, nta jar design revision r* 

Category 1 structure*, revised tables & figures 
* Tennessee Valley Authority 79/03/'26 120pp 


7903010275 Third 
pressurirer rel 
reported 780505 
pretiurlxer now 
OILLELAND, J E 


interim rept on deficiency re possible unconservafcive 
ief S' safety lino blowdown analyst s, ini tlal ly 
New design efforts for naule loads on 
in progress 

Tennessee Valley Authority 79/02/00 lp 


7903140366 Notifies NRC that addl antitrust Info requested In 781012 
ItT re rate schedules St power exchange agreement* has been 
delayed until 790419 due to TVA rate change* 

OILLELAND, J E Tennes* e e Va 11 ey Au th or i ty 79/03/07 lp 


7903010269 Forwards addl info re damaged truck of auxiliary bldg 
125-ton crane Manufacturer used straight wheel *. contrary to 
tapered wheels in original plan 

G ILL ELAND. V E Tennessee Valley Authority 79/02/14 2pp 


7902210164 Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment " U/Iist -of ll systematic evaluation program 
plants for which no action is required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/02/08 2pp 
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7903020376 Forwards IE Info Notice 79-04, -Degradation of Engineered 
safety Features “ 

j P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


DOCKETED SERIES 


7*703200390 Forward* first interim rept is potential inferior structuril 
Steel containment vessel movement 

GILL ELAND, J E Tennessee Valley Muthority 79/03/01 ip 


79030B0300 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment, rt dtd 790208, that valve 
i. lh,ltch lde, ‘tifi«d as NANCO Model B3CML should read 

ELvJCnL 

J P Region 2, Atlanta. Office of the Director 

/9/O2/20 2pp 

7903140332 Forwards IE Info Bulletin 79-02, -Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Solis « 

j P Region 2, Atlanta, Office of the Director 

79/03/0B 2pp 


7903010271 First interim rept on deficiency re piping embedded in 
structural cone rete, in i tia 1 ly reported 790112 Evaluation of 
extent St scape of nonconformance L effects on structural 
integrity is in progress Identifies two areas of concern 
QILLELAND* J E Tennessee Valley Authority 79/02/09 i p 

7903010273 Third interim rept on deficiency re possible unc o n s er v*t jvi 
pressuriier relief t safety line blowdown an a 1 y 5 k s , i ni t J a 1 1 y 
reported 790505 New design efforts for non le loads on 
pressuriier now in progress 

0 ILL ELAND, J E Tennessee Valley Authority 79/03/08 lp 


7903160013 Act receipt of 790220 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp flepts 50-390/79-02 b 
30-391/79-02 

MURPHY, C E Region 2, Atlanta, Reactor Construction 6 Engineering 

8upp ort Branch 79/03/08 2pp 

7903160016 Respond* tD NRC 790207 ltr re violations noted in IE Insp 
Repts 50-390/79-02 & 30-391/79-02 Corrective actions 
incorrectly located subassembly replaced, sys returned to 
drawing configuration 

QILLELAND, J E Tennessee Valley Authority 79/02/20 2pp 

7903160017 Forwards IE Insp Repts 50-370/79-02 * 50-391/79-02 on 
790100-12 & notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch 79/02/07 2pp 

7903160020 Notice of violation from insp on 790100-12 

* Region 3, Atlanta, Reactor Construction 6 Engineering Support 

Branch 79/02/06 Lp 

7703160023 J£ Insp Repts 30-390/79-02 k 30-391/79-02 on 790108-12 
Noncamp lia nc.e noted installed pipe subassembly was of 
different subassembly t* serial number than specified by 
Installation drawing 

OIRARD, E H t CONLQNcT E Region 2, Atlanta* Reactor 

Construction St Engineering Support Branch 79/02/06 6pp 

7903200217 Ack receipt of 790208 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-390/79-01 it 
50-391/79-01 

MORPHY* C E Region 2, Atlanta) Reactor Car strut t ion U Engineering 

Support Branch 79/03/09 lp 

7903200218 Responds to NRC 790117 ltr re violations noted in IE Insp 
Repts 50-390/79-01 b 50-391/79-01 Corrective actions 
deficiency rept revised to provide accurate description 
of nonconformance 6 personnel instructions 

QILLELAND. J E Tennessee Valley Authority 79/02/00 2pj> 

7903200223 Forwards IE Insp Rept 50-390/79-01 6 90-391/79-01 on 
790103-05 & notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Drench 79/01/17 2pp. 


7903010269 Forward* addl info re damaged truck of auxiliary bldg 
123-ton crane Manufacturer used straight wh e e 1 s , c ontrary to 
tapered wheels in original plan 

0 ILL EL AND. J E Tennessee Valley Authority 79/02/14 2p p 

7903210117 Forwards first interim deficiency Tppt re tensile anchor 
capacities lower than assumed in design allowables Plans 
to submit next rept by 790516 

QILLELAND. V E Tennessee Valley Authority 79/03/14 (p 

790321 0122 First interim rept of lower tensile anchor capacities Han 
assumed in establishing design allowables Analysis of 
testing plate connection will be forwarded 
« Tennessee Valley Authority 79/03/14 lp 

7903270522 Forwards first interim rept re deficiency on 790214 

QILLELAND, -J E Tennessee Valley Authority 79/03/16 lp 

7903270527 First interim rept of deficiency on 790214 Bistable* 
associated u/ certain control loops in auxiliary control room 
failed in undesirable position due to error in 
instrumentation wiring 

* Tennessee Valley Authority 79/03/16 lp 

7903270531 Forwards second interim rept re deficient installation of 
seismic pipe hanger anchors 

QILLELAND, J E Tennessee Valley Authority 79/03/16 lp 

7903270542 Const deficiency rept Failure to properly install anchor 
holts which attach seismic pipe hanger base plates to 
concrete wails Caused by lack of concern by craftsmen 
Corrective action personnel reinstiucted 
*» lioness* 9 Valley Authority 79/03/16 2pp 


DOCKET 50-394 California 8tate Polytech College Res Reactor 

790308027 7 Forwards “Annual Operating Rept 1970 " Requests info on 
dismantling reactors 

ADAMSON, FLU California Polytech State Univ 79/02/27 lp 


7903080281 “Annual Operating Rept 1978 “ 

# California Folytech State Univ 79/02/26 3pp 


7903200226 Notice of violation from Insp on 790103-05 

• Region 2* Atlanta, Reactor Construction b Engineering Support 

Branch 79/01/17 Ip 


DOCKET 50-39S Virgil C Summer Nuclear Station* Unit 1 


7903200229 IE Insp Rept 50-370/79-01 & 50-391/79-01 on 790103-05 
Noncompliance noted failure to control Field design changes 
VALLI&H, E J , BRYANT, J C Region 2, Atlanta, Reactor 

b Engineering Support Branch 79/01/17 4pp 


7903080181 Forwards guidelines for preparation of Offsite Dose 
Calculat iona l Manual to be submitted w/radio 1 og 1 c al effluent 
Tech Specs by PWR b BWR facilities 

BAER.R. L Light Water Reactor* Branch I 79/02/13 Bpp 


7903070164 Forwards proprietary b nonproprietary tables describing 
environ qualification of equipment inside b outside 
containment Applications for withholding CAW-/ 0-06, AW -7 7 -60 
b AW-76-3? end 

CREWS, E H South Carolina Electric b Oas Co 79/02/15 3 1 p p 


7903120489 Request fur addl Info re plant FSAR sections on containment 
*y» structural eng ineering, reactor *y »r meteorolog y b initial 
test program 

BAER.R L Light Water Reactors Branch 2 79/02/23 I2pp 


7903050331 Forwards revised S< updated drawings a* Buppl 3 
schematic package drawing* initially submitted 770223 
Package reflects rvatl contained in Index of Section 1 7 
facility F0AR 

CREWS, E H South Carolina Electric b Qas Co 79/02/20 


to wiring 
for 
49pp 


7903270617 Forwards NUREG~0523r "Summary of Operating Experience W/ 
Recirculating Steam Generators, " which focus** on recent 
problems w/degradafcion Believe* continued plant operation 
doc* not consitute undue risk 

ElBEKHUTrD Q Assistant Director for System* U Project* 

79/03/02 3pp 
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DOCKET 30-395 Virgil C Summer Nuclear Station, Unit 1 


79032*0303 Requests addl mfo re capability of nuclear steam supply 
sys to t espond to postulated ATWB transients W/ltr to major 
vendors requesting info % foi warding NUREG-0460, Vo 1 3 

M'o enc 1 

yASSALLQj D U Assistant Director for Light Water Reactors 

79/0-3/13 4pp 


79032*0250 Forwards Technical Rept 79-4. "Seismicity Near the VC Summei 
Nuclear s fca t i o n . Ju ly-Se p t 1778." in response to request for 
addl info 

CREHSj E H South Carolina Electric V Gas Co 77/03/21 Ip 



* South Carolina Electric b Gas Co TR 79-4 77/03/21 *6pp 


79030*0335 Formal ds 770123 ltr to HR Denton from EH Crowes re suppl 
info on minor seismic events 

CONNOR. T D Conner. Moore U Corber 77/01/29 5p p 


790322002& SC Electric t Gas Co an&tuei to Qentral Electric's amended 
petition t TBcpcmsB to NRC 770126 order Utges that petition 
is w/o merit % rnaltei should not be » efei red to Atty 
General Certificate of Svc enc 1 

CONNER. T B . RAE)£R, R M Connei . Moore U Corber 77/03/07 3Bp p 


79 032 9 CO 4 3 Staff response to 770131 amended petition of Central 
Electric Power Coopei at We, Inc. for significant change 
determination h to 79012* Commission order Certificate of 
Svc li supporting documentation enc 1 

CHANAN1A.F D, ftOTUERG, J Anti -Trust Uivl s i on 79/03/19 5*3pp 


7703010097 Forwards 1L Info Notice 77-01. "Dergen-Paterson Hydraulic 
Sheet l> Sway Arrestors <HSSA) " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

77702/02 4pp 


7903010103 Forwards IE Info Notice 79-01. "Per g en-Pa terson Hydraulic 
Shock *■ Sway Arrestors (HS8A) “ 

D f REUA»Y. J P Region 2, Atlanta. Office of the Director 

77/02/02 5pp 


7903)40304 Follows up 7G0418 ltr in response to IC Bulletin 7B-04 
Forwards response to TSAR Question 031 37 Lists steAi-mountorf 
limit switches replaced at mfg facility or at plant site 
CREWS, R H South Carolina Flectric * Gas Co 77/02/13 3pp 


7903000545 Forwards If Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

D'REl Ll.Y, J P Region 2, Atlanta. Office of the Director 

79/02/1* 2pp 


79030005-55 Forwards II Info Notice /9-04. "DegTadat ion of Engineered 
Safety Features " 

O'REILLY. J P Region 2, Atlanta. Office of the Director 

77/02/1* lp 


7903000275 Infoims recipients of IE Bulletin 77-01. "Environ 
Qualification of Class 1C Equipment " dtcj 790200. that valve 
limit switch identified as NAMCQ Model S3CML should Toad 
SL3CHL 

O'REII-LY.J P Region 2. Atlanta, Office of the Director 

77/02/20 2pp 


7703220237 IE Jnsp Rept 50-373/79-01 on 
failure to follow procedures far pipe 
COMPTON, R h , MDDENDS, I . BRYANT, J C 
Reactor Construction •*< Engineering Sup 


790109-12 Noncompliance 
support installation 
Region 2, Atlanta, 
port Branch 79/02/01 


noted 


5pp 


770321OJ4B Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co ■» 

□ ' REILLY. J P Region 2, Atlanta, Dffice of the Director 

79/03/12 lp 


7903270594 Ac 1^ receipt of IS Inap Rept 30-395/77-02 on 770122-25 
No proprietary info 

JOHNSONiM C South Carolina Electric t< Oas Co 79/03/12 2pp 


7703270597 Forwards IE Insp Rept 50-395/77-02 on 790122-25 No 
noncouipliance noted 

MURPHY, c E Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79 / 02/22 2pp 


7703270*04 IE Insp Rept 30-395/77-02 on 770122-25 No noncompliance 
noted Major areas inspected electrical cable installation, 
terminations fe records. 1 i c onsee identified i terns, i nspec tor 
f ol 1 owup, c ab 1 e storage areas * records 

HARDWICK, R J Region 2, Atlanta. Office of the Director 
79/02/22 4pp 


7903220017 Forwards IE Circular 77-04, "Loose Locking Nut on Llmitorqua 
Valve Operators " 

P'REILLY.j p Region 2, Atlanta. Dffice of the Director 

79/03/16 Ip 


7903230082 Ack receipt of 77031* ltr informing NRC of steps taken to 
correct violations noted in IE ln»p Rept 30-393/79-03 
MURPHY, C E Region 2. Atlanta, Reactor Operations Nuclear Buppnrt 

Branch 79/03/1* Ip 


79032B009Q Responds to NRC 790222,790220 l> 790302 Urs re violations 
noted in IE Insp Repts 30-375/79-02 6 30-395/79-03 
Corrective actions received & released new tape e h i pm ent. u s e 
of duct tape restricted to external areas 

JOHNSON, h G South Carolina Electric S< Gas Co 79/03/12 2pp„ 


7903280092 Forwards IE Insp Rept 30-395/79-03 on 790122-25 & notice of 
violation 

MURPHY, c E Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch 79/02/20 2pp 


79032B0075 Notice 
* Region 2, 

79/02/ i 6 lp 


of violation from insp on 770125-25 

Atlanta, Reactor Operations Nuclear Support Branch 


77Q32GOO90 IE Insp Rept 50-395/77-03 on 790122-23 Non c omp 1 i anc e noted 
use op unapproved tape on stainless steel piping 
GIRARD, E H . CDNLON, T E Region 2. Atlanta, Office of the 

DiTsetor 77/02/16 7pp 


79O328010Q Ack Tueol.pt of 770201 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-395/70-30 

■MURPHYiC E Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/03/16 ip 


7903200112 Responds to NRC 790112 ltr re violations noted In IE Ihtp 
Rept 50-395/78-30 Corrective actions contractor's log 
checked for tool statusj tools re calibr 

JOHNSON, rt G South Carolina Electric k Gas Co 79/02/01 2pp 


7903140330 Forward* If Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

Cl 'REILLY, J P Region 2, Atlanta. Office of the Director 

79/03/09 lp 


7903280113 Forward* IE Insp 
violation 

MURPHY. C E Region 2, 

Support Branch 79/01/12 


Rept 50-393/70-30 on 7B1211-14 * notice 
Atlanta. Reactor Operations Nuclear 

2pp 


of 


7903220 1 9J Ac k receipt of 790227 Ur 
correct violation noted in IE Insp 
MURPHY, C E Region 3. Atlanta, 

Support Branch 79/03/09 lp 


informing NRC of steps 
Rept 50' 395/79-01 
Reactor Construction V 


taken to 
Engineering 


79032901 18 Notice of violation from insp on 701211-14 

* Region 5, Atlanta, Reactor Operations Nuclear Support Branch 
79/01/04 lp 


7903220194 Responds to NRC 790205 Hr re violation noted in IE Insp 
Rept 50-395/79-01 Corrective actions NCN-05B8 issued to 
document procedural violation t< FCR-U 5106 ASME initiated 
JOHNSON, il C South Carolina Electric t> Gas Co 79/02/27 2pp. 


7903290121 IE Insp Rept 50-395/79-30 an 781211-14 Noncompliance noted 
failure to follow procedures for calibr reviews. 

GIRARD, E H , HARDWICK, R J . CONLON, T E Region 3, Atlanta. 

Reactor Operations Nuclear Support Branch 79/01/04- 1 i p p 


7903220197 Foi wards It Insp Rept 50-395/79-01 on 790109-12 U notice 
of violation 

MURPHY, C E Region 2, Atlanta, Reactor Obstruction U 

Engineering Support Branch 79/02/05 2pp 


7903200136 Talcon rept notification of discrepancies in radiographic 
technique k potential relevant defects in ASHE Code 
radiography of Class 2 & 3 pipe welds which had been 
previously reviewed <« atcepted 

* South Carolina Electric h Gas Co 79/02/07 lp 


7903220233 Notice of violation from insp on 790109-12 

* Region 3, Atlanta, Reactoi Construction ?< Engineering Support 
Branch 79/02/01 Ip 


7903190243 Updates 790S08 rept re quality 
radiographs per IQCFRSO 55<*> Discusses 
generator dificiencies b rockuell valve 
qual if i cation 

JOHNSON, M C South Carolina Electric & 


of accepted A 8 ME code pipe 
emergency diesel 
operator 

Gas Co 79/03/12 3pp 
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DOCKET 50-396 Univ of Virginia Cavalier Reactor 


7903130046 Forwards add! guidance re physical security plan License 
Should include total amount of SNM. percent enrichment h 
amounts exempt S< nonexempt 

REfD,R W Operating Reactors Branch 4 79/02/02 2p p 


7903150337 Responds to request for info re amounts 0 types of SNtt tn be 
Included in license Requests approval of end spec changes 
to security plan End withheld <ref 10CFR2 790) 

SHRIVER.RL Virginia, Umv of 79/03/09 2PP 


DOCKET 30-397 WPPSS Nuclear Project, Unit 2 


790314Q148 Forwards recommendations for general contents of Offsite 
Dose Calculation Manual, tn be submitted v/propoaed 
radiological effluent Tech Specs 

VARGA, 8 A Light Water Reactors Branch 4 79 / 02 /J 6 7pp 


7903270243 Forwards ad d 1 info re emergency planning needed for 
completion of First Round review Response requested by 
790507 

l/ARGA, 9 A Light Hater Reactors Branch 4 79/03/05 9pp 


7903260301 Requests a d d 1 Info re capability of nuclear steam supply 
sys to respond to postulated ATW5 transients W/ltr to major 
vendors requesting info & forwarding NUREG-0460, Vo 1 3 
W/o end 

VAS3ALLDj D B Assistant Director for Light Water Reactors 

79/03/13 4pp 


7903210046 Forwards "Asymmetric LOCA Pool Boundary Load for Mark II 11 
SCROLL J General Electric Co ^Nuclear Energy Products Div 
79/03/16 ]p 


7903310057 "Asymmetric LOCA Bubble Fool Boundary Load For Mark II H 
UP PAL ■ I S General Electric Co ,Nuclear Energy Products Div 

79/03/16 J2pp 


7903290280 Forwards “Vent Clearing Pool Boundary Loads for Mark II 
Plants,.'' presenting alternative load spec based on 
conservative application of 4T test data, rep lacing that 
Identified In NUREG-0487 

BOB ON, L J General Electric Co 79/03/20 6pp 


7903290085 Forwards proprietary copies of alternate lead spec info 
document applicable to wetwell walls, to replace info in 
NURE0-04B7 Enel withhold Href 10CFR2 790) W/afftdavit 
SODON, L J General Electric Co .-Nuclear Energy Products Div 
79/03/20 3pp 


7903270303 Forwards responses ta First Round questions on OL 
epp 1 ication, w/responsBi ta past due questions which have now 
been completed Info will be incorporated into FSAR amend 
within four months 

RENDERGER, D L Washington Public Power Supply System 79/03/21 
230pp 


7903290022 Forwards 790221 Itr giving WA Public Power Supply Sys 
permission to submit proprietary NUS Rept TR-77-1E, "Fuel 
Can Interaction Analyses," to Brookhaven Natl Lab for 
revi «w 

reNDERGER, D L Washington Public Power Supply System 79/03/21 

2pp 


7903130297 Amend 3 to Environ Rept has been reviewed Nd changes to 
comments submitted on 77060! & 700736 

*■ Interior, Dept of. Bureau of Indian Affairs 79/03/06 lp 


7903070096 Forwards NRC policy statement re reactor safety study, review 
by the Lewis Committee (NJREG/CR-0400 ) U survey of NRC uses 
of WA6H-I400 All documents have been furnished to ABLB 
U ABLAB panel members W/o end 
PATON, W D Branch 4 79/02/12 Ip 


7903140500 Util opposes petitioners Darby * Garrett 6 Hanford Conversion 
Project add 1 contention legal argument Intervention 
petition should be disposed of on basis of existing record 
as previously stipulated Certificate of Svc end 
REYNOLDS, N S Debevolse U Lieberman 79/02/15 7pp 


79032B0107 Responds to petitioner's 790201 addl contention fr legal 
argument. Add 1 safety contention, parts U> 8, (b), should be 
admitted Farts <c > & (d) are too vague for admission 
Certificate of Svc encl 
PATON, W D Dranch 4 79/02/21 6pf 


7903220264 Order subsequent to 790125 prehearing conference Denies 
intervention petitions 

COLE, ft F , HILL, E E , BOWERS, E S Atomic Safety and Licensing Board 
Panel 79/03/06 19pp 


7903210018 Forwards IE Insp Rept 50-397/79-01 on 790103-05 4 notice of 
vi o 1 at ion 

SPENCER.G S Region 5, San Francisco, Reactor Construction J, 

Engineering Support Branch 79/01/24 2pp 


7903210021 Notice of violation from insp on 790103-05 

* Region 5, San Francisco, Reactor Construction & Engineering 
Support Dranch 79/01/24 2pp 


7903210025 IE Insp Rept 50-397/79-01 on 790103-05 Non comp 3 ia n c e noted 
cleanliness of safety components 

BISHOP, T W , HAYNEG.R C Region 5, San Francisco, Reactor 

Construction ?, Engineering Support Branch HAIST , D P Region 5, 

Sen Francisco, Office of the Director 79/01/24 15pp 


7903190524 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

ENGELKEN,R H Region 5, San Francisco, Office of the Director 

79/02/16 ip 


7 903300 34B Forwards IE Insp Rapt 50-197/ /9-02 on 790130-0201 
No noncompl l ance noted 

CREWS, J L Region 5, San Francisco, Reactor Operations Nuclear 

Support Branch 77/02/16 2pp 


7903300349 IE Insp flept 50 397/79-0? on 790130-0201 No noncomp Hence 
noted Major areas inspected open at Iona J staff ing, GA for 
pr ^operation a 1 testing *, resolution of comments on overall 
preop erati on a 1 tost program 

JOHNSON, P H , CARLSON, J D Region 5, San Tiancisco, Office of thr 

Director STERNBERG, K M Region 5, San Francisco, Reactor 

Operations Nuclear Support Dranch 79/02/16 4pp 


7903140369 Informs recipients of IE Bulletin 79-01, "Environ 
Qua I i f i cat i on of Class IE Equipment," dtd 790208* that valve 
limit switch identified as NAflCQ Model 83CML should read 
5L3CML 

ENGELKEN, R JH Region 5, San Francisco, Office of the Director 

79/02/27 l p 


7703140503 States that ifc Bulletin 79-01. "Environ Goal i f lest ion of 
Class IE Equipment {coirpctmn)" was issued to listed 
licensees ttt Region 3 

* Region 5, San Francisco, Office of the Director 79/02/27 ip 


7703150070 Forwards IE Bulletin 79-0?, "Pipe Buppot t Past? Plate Designs 
Using Concrete Expansion Anchor Dolts " 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

79/03/03 If 


7703190495 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE SA-312 Typo 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding t* engineering Co " 

ENGELKEN, fl H Region 5, San Francisco, Office of the Director 

79/03/12 ip 


7903210416 Forwards IE Circular 79 04, "loose Locking Nut on Liml torque 
Valve Operators " 

ENGELKEN, R H Region 5, San Fiancisco, Office of the Director 

79/03/16 ip 


7903260323 Forwards IE Circular 79-05, "Moisture Leakage in Stranded 
Wire Conductors 11 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

77/03/20 lp 


7703220029 Ac k leceipt of 790222 Itr informing NRC of reportable 
deficiency involving pi unary penetration weld design error 
ENGELKEN, R H Region 5, 5an Francisco, Office of the Director 

79/03/02 lp 


7903220031 Forwards reportable deficiency involving primary 
containment penetration weld design error 

RENBERQEft, D L Washington Public Power Supply System 79/02/22 

If 


7903220033 Deficiency rept involving primary c onto mmc-nt penetration 
weld design error, causlns thermal stress during operation 
Penetration X69D will not be used for sampling line 
# Washington Public Powex Supply System 79/02/22 lp 


7903210093 Forwards rept re defective wolds in pipe whip restraint 
brackets inside containment 

RENDERGER, D L Washington Public Power Supply System 79/03/13 
IP 


7903210095 Rept on defective pipe whip restraint brackets supporting 
residual heat i emoval, reactor feedwater L main steam piping 
sys Inside containment Defects slag inclusions ?< porosity 
Twenty brackets refabricated i> 14 i epnired 
* Washington Public Power Supply System 79/03/13 lp 
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KKKET 50-400 Shearon Hams Nuclear Power Plant* Unit 1 


7903010250 Evaluation by util of welding defects In embedments 
purchased for plant is continui ngi 790319 completion 
anti c 1 p a ted 

C H ] A NO ] j N J Carolina Power »< Light Co 79/02/12 lp 


7903090250 Report an 7901P9 site visit to inspect test fills VR-24-4~l 
& VR-24-4-2 constructed & tested in Doc 1970 6 Jan 1979 
Informed applicant of info needs le test fill program h lnsp 
□ f ao i i 1 lari; dam h dike foundations 
THOMPSON. 0 0 Geosciences Branch 79/02/14 2pp 


79-03210233 Delineates misreading or misunderstanding by TS Erwin of 
78I22B order It is NC Util Commission's view that NRC should 
b t bound by prior findings on question of need for power in 
any licensing proceeding 

H-DC-EP.R It , WELLS. H A Nnrth Caiolma* State of 79/02/27 4pp 


7903270524 Forwards NUREG-0523, "Summary of Operating experience U/ 
Recirculating Steam Generators*" which focuses on recent 
problems w/d e grade t i on Believes continued plant operation 
does not constitute undue risk 

E1SENHUT.D G Assistant Director for Systems b Projects 

7?/ , 03/02 3pp 


790-3270524 Forwards NUREG-Q523. "Summary of Operating Experience W/ 
Recirculating Steam Generators*" which focuses on recent 
problems u/degradati on Believes continued plant aperatio-n 
does not constitute undue risk 

EISENHUT . D G Assistant Directoi for Systems b Projects 

79/03/02 3pp 


7903050011 Requests that hearings be held in ovenings & on weekends 
EDDLEHAN. U Affiliation Unknown 79/02/02 lp 


7903050124 Forwards memo detailing reassignment of personnel in NRC 
Region II Intends to have hearing i ecord reflect changes 
REIS. E J Branch 3 79/02/06 lp 


7903G501PB Confirms 790201 tBlcon re reassignment of Region 11 cadres 
MURPHY, C E Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch 79/02/02 lp 


7903078007 Forwards 1 fcr from PS Baggett requesting evening sessions be 
held f ot foi thcoming hearing Staff has no indication of 
interest In evening sessions at this time 
GARTH* C A Branch 3 79/02/00 Ip 


7903070011 Requests that upcoming healings be hold in the evenings ot 
on weekends to allow public attendance 
BAGGETT* P S Affiliation Unknown 79/01/27 lp 


7903160205 Requests evening or weekend hearings to allow for public 
1 np ut 

BLQTNICK* J Affiliation Unknown 79/02/08 2pp 


7903060704 Responds to appeal of denial of intervenor status to Kudiu 
Alliance & W Eddleman Urges affirming denial order because 
interest -requirement not satisfied & contentions raised 
are beyond NRC licensing authority Certificate of Svc one 1 
GARTH. C A Branch 3 79/02/09 9pp 


7903070147 Answers notice of appeal 6 appeal brief of Kutllu Alliance I* 
W Eddlemen by insisting that If allowed intervention, 
petitioners must follow NRC Rules of Practice !c file 
specific contentions Certificate of Svc end 

TRDHBR3DGE, G T Shaw, Pittman, Potts, t« Trowbridge 79/02/09 
I3pp 


7903050237 Seven directions \< requests for evidentiary hearing's op 
remanded Issues 

SMITH. I W Atomic Safety and Licensing Board Panel 79/02/12 2pp 


7903050047 ALAB-52& affirming ASLB 790UO order denying joint petition 
of U Eddleman l< Kudzu Alliance to intervene Recent residence 
neaT facility does not justify tardy filing it petitioners 
will not contribute to remanded issue 

DUFLOtA E Atomic Safety and Licensing Appeal Panel 79/02/13 
5pp 


79030 6 0 3 3? Forwards two NRC 790123 t< 790206 memoranda re non-tapable 
faults at site 

BARTH, C A Branch 3 79/02/13 lp 


7903050406 Requests that NRC make RH Wessman available as witness in 
remand hearings to testify re repfc of interview of Ofx of 
Inspector 8< Auditor & his memorandum to HC Dance dtd 770214 
re Jan J977 insp of Brunswick He should bring his records 
SMITH*! VI Atomic Safety and licensing Board Panel 79/02/14 lp 
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7903220102 Intervenor requests at least two evening hearings during 
first weekly session so interested citiiens may observe 
& participate at ASLD's discretinn Certificate of Svc end 
MYER.B, D P , EDH1STEN.R L North Carolina, State of 79/02/14 2pp 


7903 1 40649 Responds to applicant's 770209 answer to i nte rven ors appeal 
brief & notice Contehds that existing parties will not 
represent petitioners' interests properly t, rejects other 
arguments In 790209 answer 

EDDLEMAW, W Kud i u Alliance 79/02/13 I3pp 

7903130495 Memorandum *< order re order of testimony Requests info from 
parties as s-oon as agreement on order of witnesses is 
reached 

SMITH. I U Atomic Safety and Licensing Hoard Panel 79/02/16 2pp 

7903150200 Intervenor* ' respehS.6 per ALAB-509 in opposition to 
"d* minimus" kheoiy Allege* theory ignores issue of 
significant U substantial releases of radon-222 to environ 
Certificate of Svc encl 

KEPFORD* C Affiliation Unknown 79/02/19 37pp 


7903200300 Requests that hearings be held at night, so that citiiens w/ 
daytime jobs may attehd 

SMITH* R Affiliation Unkroun 79/02/20 lp 


79032302? 7 Forwards responses to ALAR-SO? Thirty-day period for 
responses to documents shall run from 79030-5 

SU.RUTSKI, R M Atomic Safety and Licensing Appeal Panel 79/03/01 

Spp 


7903230143 Applicant's response to Intervenor* ' motion to remand and/or 
reopen record Ut ges denial of motion because ASLB did not 
rely on Rasmussen Ropt in making its decision Certificate of 
Svc encl 

TROWBRIDGE, G F Shaw, Pittman* Potts, «, Trowbridge 79/03/09 5pp 


7903200102 Forwards IP lnsp Repts 50-400/77-01 It 50-401/79-01 ot» 
790116-19 No none nmp 1 lane o noted 

MURPHY. C E Region 2, Atlanta* Reactor Construction t< Engineering 

Support Branch 79/02/09 2p p 


7903200105 IE Ins p Repts 50-400/79-0! t< 50-401/79-01 -on 790116-19 No 
rionc-ompl iance noted Major areas inspected concrete work 
activities* stoi age 6 records of reactor vessel internals L 
storage h records of mat! for safety-related structures. 

ANG* W P „ BRYANT, J C Region 2, Atlanta* Reactor Construction l< 

Engineering Support Branch 79/02/00 3pp 


7703130072 Follows up 780301 1 tr in response to 16 Bulletin 70-02 
Investigations show no unprotected safety-related terminal 
blocks in any sy* within containment that must function in. 
post-accident environ 

MCDUFFIE. H A Carolina Poubt 8, Light Co 79/02/15 lp 


7903080533 Forwards IF. info Notice 79-04, "Degradation, of Engineered 
Safety Features " 

□ 'REILLY* vl P Region 2, Atlanta. Office of the Director 

77/02/16 2pp 


7703150120 Responds to NRC 79020? ltr re IE lnsp Rept 30-400/77-01 It 
50-401/79-01 No proprietary info 

HOWE, P W Carolina Power It Light Co 77/02/21 Ip 


7903000256 Informs recipients of IF. Bulletin 77-01. "Environ 
Qua 1 ification of Class IE Equipment, 11 dtd 79020B* that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

O'REILLY. J F Region 2* Atlantai Office eP the OirectpT 

79/02/20 2pp 


7903140463 Forwards IE Info Bulletin 79-02* "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolts " 

0'REILLY* J P Region 2, Atlanta* Office of the Director 

79/03/00 2p p 


7903220150 Responds to NRC 790227 Hr re IE lnsp Rept* 50-400/79-02, 
50-401/77-02, 50-402/79-01 h 50-403/79-01 on 790123-26 No 
pro-prie tary info 

HOME* P VI Carolina Power 6 Light Co 79/03/OQ lp 


7903220159 Forwards IE lnsp Repts 30-400/79-02*50-401/79-02* 
50-402/79-01 h 50-40 3/79-01 an 790123-26 fi« net ice of 
violation 

MURPHY, C E Region 2, Atlanta* Reactor Construction & 

Engineering Support Branch 77/02/27 2pp. 


7903220166 Notice of violation fr.om insp on 790123-26, 

« Region 2, Atlanta, Reactor Construction fc Engineering Support 

Branch 79/02/16 2pp 
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DOCKET 50-400 Sfiearon Hams NucUar Power Plant. Unit 1 7903050011 Requests that hearings be held in evenings & on ueekcndt 

— — — — EDDLEHAN, W Affiliation Unknown 79/OP/02 Ip 

7903220173 IE Insp Repts 50-400/79-02.50-4017 79-03.50-402779-01 L 
50-403/79-01 on 790123-26 Non t omp i 1 a n c e noted lack of 

document control 7903050124 Forwards memo detailing reassignment of personnel in NRC 

BRADLEY, F D , HERDT > A F Region 3. Atlanta* Reactor Region II Intends to have hearing recoid reflect changes 

Construction & Engineering Support Branch 79702/16 Spp REIS. E J Branch 3 79/02/06 ip 


7903210119 Forwards IE Bulletin 79-03. “Longitudinal Meld Defects in 
A5ME SA-3 12 Type 304 Stainless Steel Pipe Spools 
Manufactur ed by Youngstown Welding t, Engineering Co ** 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903270273 Act receipt of IE Insp Repts 50-400/ 79-04, 30-401 /79-04, 
50-402/79-03 «< 50-403/79-03 on 790205-08 Ko proprietary 
info 

HOWE. P W Carolina Power fit Light Co 79/03/14 lp 


79032702B1 Forwards IE Insp Repts 50-400/79-04,30-401/79-04. 
50-402/79-03.30-403/79-03 on 790203-8 No none omp 1 Unc b 

noted 

MURPHY* C £ Region 2. Atlanta* Reactor Operations Nuclear 

Support Branch 79/03/08 2pp 


7903270207 IE ln*p Repts 50-400/79-04,50-401/79-04.50-402/79-03. 
50-403/79-03 on 790203-08 No noncomp 1 1 ance noted Major areas 
inspected dams, foundations. containment concrete U 
p enetrat 1 ensi schedule mi 1 e« t ones* c anst progress & revisions 
EWAN. W B . BRYANT, U C Region 2. Atlanta. Office of the 

Director 79/03/07 5pp 


7903050S28 Confirms 790201 telcon re reassignment of Region II cadres 
MURPHY, C E Region 2. Atlanta. Reactor Construction t< 

Engineering Support Branch 79/02/02 )p 


7903070007 Forwards ltr from PS Baggett requesting evening sessions be 
held for forthcoming hearing Staff has no indication of 
interest in evening sessions at this time 
BARTH. C A Branch 3 79/02/08 Ip 


7903070011 Requests that upcoming hearings be held in the evenings ot 
on weekends to allow public attendance 
BAOQETT.PS Affiliation Unknown 79/01/27 lp 


7903160205 Requests evening or weekend hearings to allow for public 
input 

BLOTNICK.J Affiliation Unknown 79/02/08 2pp 


7903060704 Responds to appeal of denial of intervenor status to Kudu 
Alliance fit W Eddleman 111 ges affirming denial order because 
interest requ iTement not satisfied ♦« contentions raised 
are beyond NRC licensing authority Certificate of Svc end 
BARTH. C A Branch 3 79/02/09 9pp 


79032 BO 104 Ack receipt of IE J n ip Repts 50-400/79-05,50-401/79-05, 
SO- 402/79-04 6 50-403/79-04 on 790205-00 No proprietary 
info 

HOWE, P U Carolina Power I. Light Co 79/03/13 lp 


7903200111 Forwards IE Insp fiepts 50-400/79-03,30-401/79-05, 
30-402/79-04 6 30-403/79-04 No none amp 1 i an c e noted 
MURPHY, C E Region 2* Atlanta. Reactor Operations Nuclear 

Support Branch 79/03/06 2pp 


7903280124 IE Insp Repts 50-400/79-03,50-401/79-05.50-402/79-04 S< 
50-403/79-04 o-n 790205-08 No none amp 1 Jane e noted Major areas 
inspected containment 1 iner, weld tng-r* lated spec fit procedure 
requirements. & fitup of svc water piping weld 
GIRARD, E H . CONLON. T E Region 2, Atlanta, Office of the 
Director 79/03/02 4pp 


790321056& Forwards IE Circular 79-04, "Loose Locking Nut on Liroitorque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903080536 Transcript of 790227 hearing in Raleigh NC Pp 2,164-2,361 
W/»nci testimony of Panel One 

SMITH. I W ■ LEEDS, J V , BRIGHT, 0 O Atomic Safety and Licensing 
Board Panel 79/02/27 271pp 


7903090539 Transcript of 790220 hearing in Raleigh.NC Pp 2.362-2,621 
W/encl testimony of Panel Two 

SMITH, I U « LEEDS, J V . BRIGHT, 0 O Atomic Safety and Licensing 
Board Panel 79/02/20 3l0pp 


7903090084 Transcript of 790301 hearing Jn RaleighiNC pp 2,662-2,096 
8HITH. 1 W , LEEDS . J V , BRIGHT, 0 O Atomic Safety and Licensing 
Board Panel 79/03/01 275pp 


7903160252 Transcript of 790309 hearing held in Raleigh, NC 
Pp 3. 307-3,793 

BHITH, 1 U * LEEDS* J V , BRIQHT.G O Atomic Safety and Licensing 
Board Pan*! 79/03/08 205pp 


DOCKET 30-401 Shearon Harris Nuclear Power Plant, Unit 2 


7903010250 Evaluation by util of wulding defect* in embedments 
purchased for plant is c ontinuingj 790319 completion 
antic 1 pated 

CHIANOI.N, J Carolina Power «< Light Co 79/02/12, Ip 


7903070147 Answers notice of appeal t appeal bnef of Audio Alliance L 
W Eddleman by insisting that if alloyed intervention, 
petitioners must follow NRC Rules of Practice & file 
specific contentions Certificate of Gvc end 

TROWBRIDGE, G F Shsw, Pittman, Potts, L Trowbridge 79/02/09 
13pp 


7903050237 Seven directions >< requests for evidentiary hearings on 
remanded issues 

SMITH, 1 W Atomic Safety and Licensing Board Panel 79/02/12 2pp 


7903050047 ALAB-526 affirming ASl.B 790110 order denying joint petition 
of U Eddleman fi< Kudiu Alliance to intervene Recent residence 
near facility does nut justify tardy filing l< petitioners 
will not contribute to remanded issue 

DUFLCiME Atomic Safety and Licensing Appeal Panel 79/02/13 
3pp 


7903060339 Forwards two NRC 790129 * 790206 memoranda re non-capable 
faults at site 

BARTH, C A Branch 3 79/03/13 lp 


7903050406 Request* that NRC make RH Wessman available a* witness Jn 
romand hearings to testify re rapt of interview of Ofc of 
Inspector U Auditor A his memorandum to HC Dance dtd 770214 
ro -Jan 1977 knsp of Brunswick He should bring his record* 

SMITH, I W Atomic Safety and Licensing Board Panel 79/02/14 lp 


7903220102 Intervene! requests at least two evening hearings during 
first weekly session so interested citizen* may observe 
fi< participate at ASIB'a discretion Certificate of Svc end 
MYERS, D P , EPMISTCN, R L North Carolina, State of 79/02/14 2pp 


7903 J 40646 Responds to applicant's 790209 answer to i n torveiiors ' appeal 
brief fi< notice Contend* that existing parties will not 
represent petitioners' interests properly fit rejects other 
arguments in 790P09 answer 

EDDLEMAN, W Kudju Alliance 79/02/15 13pp 


7903130493 hcmoiandum ** order re order of testimony Requests info from 
parties as soon as agreemont on order of witnesses is 
reached 

SMITH. 1 W Atomic Safety and Licensing Board Panol 79/02/16 Spp 


7903130200 1 ntervenor s ' response per ALAB-509 in opposition to 
M tfe minimus" theory Alleges theory ignores issue of 
significant b substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFQRD, C Affiliation Unknown 79/02/19 37pp 


790321023a Delineates misreading or misunderstanding by TS Erwin of 
701228 order It is NC Util Commission's view that NRC should 
b« bound by priOT findings on question of need for power in 
any licensing proceeding 

KOOER, R K , WELLS, H A North Carolina, State of 79/02/27 4a p 


790327088, Porusrd, NUHEe-0323.-6uw.rg of 0*,r«ting E.f.ftmt W 
Recirculating Steam Generators, " which focuses on recent 
PTobUA* ^/degradation H*U*v*s continued plent operation 
does not constitute undue risk 


EISENHUT, D G. 
79/03/02 3pp 


Assistant Director fOT Systems k Project* 


7903280309 Request* that hearing* be held at night, so that cltiian* u/ 
daytime jobs may attend 

SMITH, R Affiliation Unknown 79/02/20 ip 


7903230297 Forwards lesponses to ALAB-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKIiR M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 
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DOCKET 50-401 Shparon Hams Nucleai Power Plant, Unit S 


790323OJ43 Applicant's response to iiitei venors (notion to remand and/or 
reopen record Urges denial of motion because ASLB did not 
rely on Rasmussen Kept in making its decision Certificate of 
Svc er>cl 

TROHBRIQGE.G F Ghaw. Pittman, Potts, Trowbridge 79/0-3/09 9pp 


7903200162 forwards IE Insp ftepts 30-400/79-01 t, 50-401/79-01 on 
790116-19 No none omp 1 i anc e noted 

MURPHY. C E Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch 79/02/09 2pp 


7903200165 IE Insp Repti *>0-400/79-01 ♦< 50-401/79-01 tin 790116-19 Mo 
no nc Dmp 1 1 an«- e noted Majoi areas inspected concrete uorV 
activities. stotage £ records of reactor vessel internals S, 
storage & rectjids of matl for safety-related structures 
ANQ.W P , BRYANT. I C Region 3. Atlanta* Reactor Construction t< 

Engineering Support Bi anch 79/02/00 3pp 


7903150072 Follows up /B03Q1 1 ti in response to IE Bulletin 78-02 
Investigations shou no unprotected safety-related terminal 
hjotfcs in any sys within containment that must function in 
po* t-acc iden t environ 

MCDUFFIE. M A Carolina Power k Light Co 79/02/13 Ip 


7903080533 Forwards IE Into Notice /9-04, M Deg rada 1 1 o n of Engineered 
Safety Features 11 

O’REILLY, U P Region 2. Atlanta. Office of the Director 

79/02/16 2pp 


7903150126 Responds to NRC 790209 I tr te IE Insp Rep t 30-400/79-01 fc 
50-401/79-01 No proprietary info 

HOUE.F U Carolina Power h Light Co 79/02/21 1 p 


7903090236 Infoims recipients of IC Bulletin 79-01. '“Environ 
Qua 1 i f l cat i on of Class IE Equipment," dtd 79020B,that valve 
limit switch identified as NAHCO Model S3CHL should read 
SL3CHL 

O’REILLY, j P Region 2. Atlanta, Office of the Director 
79/02/2B 2pp 


7903140463 Forwards IF Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Conci ete Expansion Anchor Bolts " 

O'REILLY, U P Rggior. 2. Atlanta. Office of the Director 

79/03/08 2pp 


7903220130 Responds to NRC 790227 ltr re IE Insp Repts 90-400/79-02. 
30-401/79-02- 50-402//9-0J tt 50-403/79-01 on 790123-26 No 
proprietary info 

HOtVE. P W Carolina Power N Light Co 79/03/0B tp 


7903220139 Forwards Ife Insp Repts 30-400/79-0?, 50-401 /79-02. 
50-402/79-01 *t 50-403/79-01 on /90I23-26 & notice of 
Violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction l< 

Engineering Support Branch 79/02/27 2 pp 


7903220166 Notice of violation from insp on 790123-26 

* Region 2, Atlanta, Reactor Construction t< Engineering Support 

Branch 79/02/16 2pp 


7903220173 IE Insp ReptR 50-400/79-02,50-401/79-02,30-402/79-01 & 
50-403/79-01 on 790123-26 None omp 11 ant e noted lack of 
document conti ol 

BRADLEY. R U , HCRDT . A R Region 2, Atlanta. Reactor 

Construction t Engineering Support Branch 79/02/16 5pp 


7903210119 Forwards IF Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE 9A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding h engineering Co M 
O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/03/12 2pp 


/ 9032702 7 3 Ac V receipt of IE Insp Rspts 50-400/79-04,30-401/79-04, 
50-402/79-03 it 50-403/79-03 on 790205-08 No proprietary 
info 

HOWE. P U Carolina Power ?< Light Co 79/03/14 Ip 


7903270281 Forwards IE Insp Repts 60-400/79-04,50-401/79-04, 
30-402/79-03, 50-403/79-03 on 790205-0 No noncoirp l lance 
noted 

MURPHY, C E Region 2, Atlanta, Reactor Opewtion* Nuclear 

Support Branch 77/03/00 2pp 


7903270287 IE Insp Repts 50-400/79-04,50-401/79-04,30-402/79-03. 
50-403/79-03 nil 790205-00 No none omp 1 i anc e noted Major areas 
Inspected dams, foundat i ons, containment concrete t 
penetra tions. schedul e milestones, const progress & revisions 
SWAN.W B , URYANT, J C Region 2. Atlanta, Office of the 
Director 79/03/0/ 5pp 


7903280104 Ack receipt of IE Insp Repts 50-400/ 79-05, 50-40 I /79-05. 
50-402/79-04 *< 50-403/ /9-04 on 790209-0B No proprietary 
Info 

HQWE.P W Carolina Powet h Light Co 79/03/13 ip 


7903200 1 1 1 Forwards IE Insp Repts 50-400/79-05,50-401/79-05. 
50-402/79-04 £, 50-4DJ/79-O4 No noncomp 1 lane e noted 
MURPHY. C E Region 2. Atlanta, Reactor Operations Nuclear 

Support Hranch 79/03/06 2pp 


7903200124 IE Insp Repts 50-400/79-05,50-401/79-03,50-402/79-04 & 
30-403/79-04 on 790205-08 No nniuonipl lance noted Major areas 
inspected containment l Jner, we 1 d i ng-related spec & procedure 
requirements* t- fitup of svc water piping weld 
QIRARD, E H - COHLQN. T E Region 2. Atlanta. Office of th. 
Director 79/03/02 4pp 


7903210560 Forwards IF Circular 79-04, "Loose Locking Nut on Llm 1 torqu e 
Valve Opera tot s " 

O'REILLY, J F Region 2, Atlanta, Office of the Director 

79/03/16 2pp 


7903080536 Transcript of 790227 hearing in Raleigh NC Pp 2,164-2.361 
W/encl testimony of Panel One 

SMITH. I W . LELBS. J V , BRIGHT, 0 O Atomic Safety and Licensing 
Board Panel 79/02/27 27lpp 


7903000539 Transcript of 790228 hearing in Raleigh* NC Pp 2,362-2,621 
W/encl testimony of Panel Two 

SMITH, I U . LEEDS, U V » BRIGHT. G O Atomic Safety and Licensing 
Board Panel 79/02/20 3IOpp 


7903090064 Transcript of 790301 heai iny in Raleigh. NC Pp 2,662-2,896 
SMITH, I W , LEEDS. V V . BRIGHT . Q Cl Atomic Safety and Licensing 
Board Panel 79/03/01 275pp 


7903160252 Transcript of 790308 hearing held in Raleigh, NC 
Pp 3, 507-3, 792 

SMITH. 1 W . LEEDS. J V , BRIGHT, G 0 Atomic Safety and Licensing 
Board Panel 79/03/09 2B9pp 


DOCKET 50-402 Shearon Harris Nuclear Power Plant, Unit 3 


7903010250 Evaluation by util of welding defects in embedments 
purchased for plant is cont i nulng i 7903L9 completion 
antic tpeted 

CHIANGI » N >J Carolina Power & Light Co 79/02/12 lp 


7903210239 Delineates misreading or misunderstanding by TS Erwin of 
781220 order It is HC Util Commi si i do *s view that NRC should 
be bound by prior findings on question of need- for power in 
any licensing proceeding 

KQGER.R K , WELLU.H A North Caroline* State of 79/02/27 4pp 


7903270534 Forwards NUREG-0523, "Summary of Operating Experience W/ 
Recirculating Steem Generators* ” which focuses on recant 
problems w/d egra-d at i on Believes continued plant operation 
does not constitute undue risk 

E I SENHUT , D 0 Assistant Director for Systems Kt Projects 

79/03/02 3pp 


79030500 1 i Requests that hearings bo hold in evening* fe on weekends 
EDDLEMANrW Affiliation Unknown 79/03/02 lp 


7903090124 Forward* memo detailing rea s » i gtwnen t of personnel In NRC 
Region, II Intends to have hearing record reflect changes 
REIS. E J Branch 3 79/02/06 Ip 


7903050128 Confirms 770201 telcon re reassignment of Region II c*dr« 
MURPHY.C E Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch 79/02/03 ip 


7903070007 Forwards ltr from PS Baggett requesting evening sessions bi 
held for forthcoming hearing Staff has no indication of 
interest in evening sessions at this time 
BARTH, C A Branch 3 79/02/00 lp 


7903070011 Requests that upcoming hearings be held in the evening*, 
on weekends to allow public attendance 
BAGGETT, P S Af ftl i atlon Unknown 79/01/37 Ip, 


7902160205 Requests evening or weekend hearings to allow for public 
Input 

BLOTNICK. J Affiliation Unknown 79/02/08 2pp 


7903060704 Responds to appeal of denial of intervener status to Kudtu 
Alliance 8 < W Eddleman Uig«s affirming denial order because 
interest requli«m»nt not satisfied U contentions raised 
are beyond NRC licensing authority Certificate of Svc unci 
BARTH, C A. Branch 3 79/02/09 9pp 
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DOCKET 50-40? Shearan Hams Nuclear Power Plants Urut 3 


7903070147 Answers notice of appeal & appeal brief of Kudzu Alliance & 
tJ Eddleman by insisting that if allowed tnterv e nt i on, 
petitioners must follow NRC Rules of Practice ?. file 
specific contentions Certificate of Svc end 

TROWBRIDGE* G F Shaw* Pittman. Pottsj 6 Trowbridge 79/02/09 
13pp 


7903050237 Seven directions L requests for evidentiary healings on 
remanded issues 

SMITH, I W Atomic Safety and Licensing Board Panel 79/02/12 2pp 


790305QQ47 ALAB-526 affirming ASLfl 790110 OTde-r denying joint petition 
of W Eddleman !< Kudzu Alliance tp intervene Recent residence 
near facility does not justify tardy filing 6 petitioners 
will not contribute to remanded issue 

DUFLQ. M E Atomic Safety and Licensing Appeal Panel 79/02/13 
5pp 


7903320150 Responds to Nfit 790227 Itr re IE Insp Rents 50-400/79-0? 
50-401/79-02,50-402/79-01 t 5Q-40J/79-01 on 790123-26 No 
proprietary info 

HD WE. P 14 Carolina Power *< Lignt Co 79,03/06 ip 


7903220119 fotuaids IE Insp Repts 50- 100/79-02. 50-401 /79-02 
50-402/79-01 h 50-403/ ’9-01 on /90123 26 *. notice of 
Violation 

MURPHY, C E Region 2. Atlanta, Reactor Construction & 

Engineering Support Blanch /9/02/27 2pp 


79O3220J66 Notice of violation iron insp on 790123-26 

* Region 2, Atlanta, Reactor Construction U engineering Suptjnri 
Branch 79/02' In 2pp M rpori 


7903220173 IE In»p Repts 50-400/ /n-02. 50-401 / /9-02, 50-402/79-01 U 
50—403/79 01 on /9CU23-2o Moncomp 1 lance noted lack of 
document control 

BRADLEY, R D , HCRDT, A R Region 2, Atlanta, Reactor 

Construction ' fnjliiDerjng Support Branch 79/02/16 5pp 


7903060339 Forwards two NRC /90123 ?* 790206 memoranda re non-capable 
faults at site 

BARTH. C A Branch 3 79/02/13 ip 


7903050406 Requests that NRC make RH Wessman available as witness in 
remand hearings to testify re repl of interview of Qfc of 
Inspector & Auditor l* his memorandum to HC Dance dtd 770214 
ro Jan. 1977 insp of Brunswick He should bring Ms records 
SMITH, I W Atomic Safety and Licensing Board Panel 79/02/14 Ip 


7903220102 Intervenes requests at least two evening hearings during 
first weekly session %□ interested citizens may observe 
tc participate at ASLB's discretion Certificate of Svc enc 1 
MYERS, D P , EOMlSTENi R L North Carolina. State of 79/02/14 2pp 


7903140649 Responds to applicant's 790209 answer to intervenors ' appeal 
brief 5 notice Contends that existing parties will not 
represent petitioners' interests properly 4< rejects other 
arguments in 790209 answer 

EDDLEMAN* U Kudzu Alliance 79/02/15 13pp 


7903130495 Memorandum t order re order of testimony Request* Info from 
parties os soon as agreement on order of witnesses is 
reached 

SMITH. 1 Ini Atomic -Safety and Licensing Board Panel 79/02/16 2pp 


7903150200 Intsrvenors' response per ALAB-309 in opposition tD 
"do minimus" thooi y Alleges theory ignores issue of 
significant 4c substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


790326-030B Requests that bearings be held at night, to that citizens w/ 
daytime jobs may attend 

SMITH, R Affiliation Unknown 79/02/20 lp 


7903235297 Forwards responses to ALAB-509 ThiTty-day period for 
responses to documents shall run from 790305 

SVtflUTSKI ♦ R M Atomic Safety and Licensing Appeal Panel 77/03/01 
5pp 


7903210117 forwards JT Bulletin 77 03, Longitudinal Weld Defects 
ASME SA-312 lype 304 Stainless Steel Pipe Spools 
Manufactured by » oung«touin Welding f< engineering Co " 

□ 'REILLY, J P Region 2, Atlanta Office ot the Director 

79/03/12 2pp 


in 


7903270275 Ack receipt of IE Insp Repts 50 400/79-04, 50-401 /?9-04, 
50-402/77-03 * 30’ on P^O/OS *0S No proprietary 

info 

HOWE. P W Cat oil ha Pouioi fc Light Co /9/03/14 lp 


77032702BI Forwards If Insp Repts 50-4u0/ 79-04- 50-401 /79-04. 
50-402/79-03, 50-403/ '9-03 on 790PO5-Q No noncomp 1 > an £ c 

noted 

MURPHY* C E Region 2, Atlanta, Rcactoi Operations Nuclear 

Support Blanch /9/03/00 2pp 


7903270267 IE Infcp Hepta 50-400 77 -04* 50“4Q 1 / /9-04 , 50-402/79-03, 
50-403/79-03 on /902Q5-08 No nuncomp 1 ianc e noted Major areas 
inspected denis, found at i ons> conr* i nnient concrete h 
penetrations* schedule mi 1 estones, const progi ess t, revisions 
SWAN-W D * URYANT. J C Region 2, Atlanta, Office of 
Director /9/-03/07 5pp 


7903200104 Ac k receipt of IE Insp Repts 50-400/79 -OS, 50-401/79-05, 
90-402/ /9-04 {, 50 403/79—04 on /902G5— OH No proprietary 
info 

HOWE , P W Carolina Power K Light Co 79/03/15 lp 


79032001 1 1 Forwards IK Insp Repts 90-400//9-05* 50-401 /79-05, 
50-402/77 04 t 90-403/79-04 No noncomp 1 iance noted 
MURPHY, C E_ Region 2, Atlanta* Reactor Operations Nuclear 

Support Blanch 79, QCl/Oo ?pp 


7903200124 IE Insp nupts 90-400/ /9-03* 50-401/79-03. 50 -402/77 04 6 
90-403/77-04 ah 790209-08 No noncomp 1 lanes noted Major areas 
inspected containment 1 1 ner* uel d mg- 1 elated spec U procedure 
requirements. V fitup of svc water piping ueld 
GIRARD, E II ■ C ONION, T L Regvpn 2, Atlanta* Office of the 
Director 79/03/02 4pp 


7703230143 Applicant's response to intervener 9 ' motion to remand and/or 
reopen record Urges denial of motion because ASL8 did not 
rely on Rasmussen Ropt in making its decision Certificate of 
6 yc end 

TROWBRIDGE, G F Shaw* Pittman, Potts, t Trowbridge 79/03/09 5pp 


790321 0368 Forward* IF Circular 79 04, "loose Locking Nut on Liml torque 
Valve Operators " 

0'REILIY,JP Region 2* Atlanta, Office of tho Director 
79/03/16 2pp 


7903150072 Follow* up 780301 Itr in response to IE Bulletin 78-02 
Investigations show no unprotected safety-related terminal 
blocks in any sys within containment that must function in 
post-accident environ 

MCDUFFIE, h A Carolina Power & Light Co 79/02/13 lp 


79O3O0OS35 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features 11 

O'RE ILLY* J P Region 2, Atlanta, Office of the Director 

79/02/ i 6 2p p 


7903086256 Informs recipient* of IF Bulletin 79-01, "Environ 
Qualification of Class IE Equipment." dtd 79020B*that valve 
limit switch identified as NAMCO Model 83CMI. should read 
8L3CML 

O 'REILLY. J P Region 2, Atlanta. Office of the Director 
79/02/20 2pp 


7903140465 Forwards IF Info Bulletin 79-02, "Pipe Support Base Plato 
Designs Using Concrete Ezpanslon Anchor Bolts " 

O'REILLY, J P R« 9 » 9 n 2 , Atlanta. Office of the Director 
79/03/08 2pp 


7903000336 Transcript of /90227 hearing in Raleigh NC Pp 
W/enc.1 testimony of Panel One 

SMITH, I W LEEDS* J V , BBlOMTiG 0 Atomic Safety and 
Board Panel 7 9/0S/P7 27lpp 


2, 164-2. 361 
Licensing 


7903080539 Transcript of /9O220 hearing in Raleigh* HC Pp 
14/ end testimony of Pane) Two 

SMITH* 1 W , LTCDS, J V , BRIGHT, G 0 Atomic Safety and 
Board Panel, ' , 9/02'VB 3lBpp 


2, 362-2,621 

Lie onsinj 


79Q3090084 Transo ipt of 
SMITH, I U , LCCP8, */ V f 
Board Panel 7^/03^01 


790301 hearing »n Raleigh, NC Pp 
BRIGHT. G D Atomic Safety and 
27&pp 


2, 662-2. 996 
Licensing 


7903160252 Tienstript of 7/0308 heating held in Raleigh, NC 
Pp 3, 507-3- 792 * 

SMITH, l W * i ELDS* J V , HR I OUT, G, O Atomic Safety and Licensing 

Board Panel 79,0't/OB 205pp 
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DOCKET 50-403 5r,iOt>run Harris Nuclei; Power Plant. Unit 4 


7?03QIQ230 E\a)tiat ian by util of welding defects in Bmbedmonts 
purchased for plant is continuing 7*70319 completion 
art ic i pa ted 

CH1ANQ1, N J • jrohiis Power '< light Co 79/02/12 lp 


7903090250 Repot t in 790129 site >'isil to inspect test fills VR-24-4-1 
4 VR-24-4-2 cor s ti uc trd 1 tested ii> Dec 1978 h Jan 1979 
Inforned applicant of info need, i o test fill program U msp 
•of auxiliary dan dike foundations 
THOMPSON. 0 0 T^psciences Branch 79/02/14 2pp 


79032X023B Points uut misreading or misimdet standing by TS Erwin of 
70122B order It is NC Util Cnmm > s s i on view that NRC should 
be bound by piioi bindings on question of need for power in 
ary licensing pi acceding 

KOCER.fl K Nc i lit Carolina. State of 79/02/27 4pp 


7903270524 Formal ds NURLG 0523> " bun-mar y of Operating Experience W/ 
Recirculating ?ieum Generators. 0 which focuses on recent 
pr obi ect-.s u/deyi adat i on Believes continued plant operation 
does not constitute undue risk 

El&ENHUT.D Q Assistant Director for Systems t Pi ejects 

79/03/02 3pp 


7903050047 Al AD-526 aff uming AFL D 790110 order denying joint petition 
of W Eddleman V Kudiu Alliance to intervene Recent residence 
near facility does not justify tardy filing *< petitioners 
will not contribute to remanded issue 

DUFLCJ.M E Atomic Safety and Licensing Appeal Panel 79/02/13 
5?p 


7903050011 Requests that hearings be held in evenings It on weekends 
EDDLEMAN.W Affiliation Unknown 79/02/02 Ip 


7903050 S 24 Forwards memo detailing i eass i gnment of personnel in NRC 
Region II Intends to have hearing record reflect changes 
RE ! Si E J Branch 3 79/02/06 lp 


7903050128 Confirms /90201 telcnn le reassignment of Region II cadres 
MJflFHY.C E Region 2, Atlanta. Reactor Construction & 

Engineering Support tlranch '*9/02/02 Jp 


7703070007 Forwards ltr from PS Daggett i eques t i ng ' 6 ven i ng sessions be 
held for forthcoming hearing Staff has no indication of 
Interest in evening sessions at this time 
BARTH. C A Branch 3 79/02/00 lp 


790307001) Requests that upcoming hearings be held in the evenings or 
on weekends to allow public attendance 
BAGGETT, P S Affiliation Unknown /9/01/2/ lp 


7903140283 Requests evening or weekend hearings to allow for public 
input 

BLOTNJCVt, J Affiliation Unknown 79/02/00 2pp 


7903060704 Responds to appeal of denial of intervener status to Kudzu 
Alliance ft W I ddlemaii Urges affnmirig denial order because 
interest requirement not satisfied V contentions raised 
are beyond NKl licensing authority Certificate of 8vc end 
BARTH, C A Brunch 3 79/02/09 9pp 


7903070147 Answer s notice of appeal U appeal bvief of Hudiu Alliance 6 
WEddleman by insisting that if allowed intervention, 
petitioners must follow NRC Rules of Practice t< file 
specific contentions Certificate of 6vc end 

TROUGH ID HE. G l &huw. Pittman. Potts. & Tiowbndge 79/02/09 

I3pp 


7903030237 Se.er, directions *« requests fot ov i den 1 1 ai y hearings on 
remanded issue* 

SMITH, I W Ato.ric Safety and Licensing Ooard Panel 79/02/12 2pp 


7903050406 Requests that NRC make RH Wessman available as uitnees in 
remand hearings to testify re rapt of interview of QPc of 
Inspector £< Auditor ♦< his memorandum to HC Dance dtd 770214 
re Jan 197/ insp of Brunswick He should bring his lecoidi 
SMITH. I H Atomic Safety and Licensing Board Panel 79/02/14 ip 


7903220 1 02 Inter vonor requests at* least two evening hearings during 
first weekly session so inter ested citizens may observe 
U participate at A^LD's discretion Certificate of Svc ent 1 
HIVERB. D P North Carolina. State of /9/02/14 2pp 


7903140648 Responds to applicant * vyopov answer to interveners' appeal 
brief h. notice Contends that existing parties will net 
represent pc 1 1 Lionel's * interests properly 1 ejects other 
arguments in 790P09 answer 

EDBLEHAN. W Kudiu Alliance 79*02/15 13pp 


7903130495 Hemor andum l ordcT re order of testimony Requests info from 
parties as soon os agreement on order of witnesses Is 
reached 

DOCKET 50-4-03 Shcaron Ht*ri is Nuclear Power Plant. Unit 4 


7903150200 I lit ervencr s ' response per ALAB-509 in opposition to 
"de minimus' 1 the-oty Alleges theory ignores issue of 
significant 5 substantial releases of radon— 222 to environ 
Certificate of Svc ericl 

KEPFCRD. C Affiliation Unknown 79/02/19 37pp 


7903280300 Requests that hearings bo held at night, so that citiiens w/ 
daytime jobs may attend 

SMITH. R Affiliation Unknown 79/02/20 lp 

7903230297 Forwards responses to ALAR- 509 Thirty-day period for 
responses to documents shall run from 790305 

SK.F1UTSKI.R tl Atomic Safety and Licensing Appeal Panel 79/03/01 
5p p 


7903230143 Applicant's response to i ntoT venoT s. ' motion to remand and/or 
Teopen record Urges denial of motion because ASLB did not 
rely -on Rasmussen Rept in making its decision Certificate of 
five end 

TRDWBR I DOE. & f- Shaw. Pittman. Potts, b Trowbridge 79/03/G n 3pp 

/903130072 Follows up 700301 ltr in response to IE Bulletin 70-02 
Investigations show no unprotected safety-related, terminal 
blocks in any *ys within containment that must function in 
p os t-a c c I den t environ 

MCDUFFIE.M A Carolina Power J. Light Co 79/02/15 Ip 


79030B0533 Forwards IF Info Notice 79-04, “Degradation of Engineered 
Safety Features • 

0 'REILLY. J P Region 2. Atlanta. Office of the Director 

79/02/16 2pp 


79030B0256 Informs rerlpionts of IF Bulletin 79-01, "Environ 
Dual if ication of Class IE Equi parent. " dtd 790200. that valve 
limit switch identified as NAMCD Model 33CML should read 
EL3CML 

O'REILIY.J P Region 3, Atlanta, Office of the Director 

79/02/20 2pp 


7903J 40463 Forwards IE info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 

79/03/09 2pp 


7903220150 Responds to NRC 790227 ItT re IF Insp Repts 50-400/ 79-02, 
50-401/79-02. 50-402/79-01 * 30-403/79-01 on 790123-26 No 
proprietary info 

HOWE, P W Carolina Power & Light Co 79/03/08 lp 


7903220159 Forwards IE Insp Repts 30-400/79-02,50-401/79-02, 
30-402//9-01 ?< 30-403/79-01 on 790123-26 S< notice of 
violation 

MURPHY, C E Region 2r Atlanta, Reactor Construction f< 

Engineering Support Branch 79/02/27 Spp 


7903220166 Notice of violation f i on insp on 790123-26 

* Region 2, Atlanta, Reactor Constr uc t i on * Eng infer ing Support 

Drench 79/02/i6 Qpp 


79032201/3 IE Insp Repts 90-400/79-02, 30-401/79-02, 50-402/79-01 4 
50-403/79-01 on 790123-26 None omp Uanc e noted lack of 
document control 

BRADLEY, R D Region 2. Atlanta, Reactor Construction & 

Engineering Support Branch 79/02/16 Op p 


7903210319 Forwards Ii: Bulletin 79-03. "Longitudinal Wold Defect® in 
AEME 9A-312 Typo 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co M 
O'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/12 Spp 


7903270275 Ack receipt of IE lnsp Repts 50-400/ 79-04, 50-401/79-04. 
50-402/79-03 It 50-403/79-03 on 790205-08 No proprietary 
info 

HCWE.F W Carol ina Power 8c Light Co 79/03/14 lp 


79032/0281 Forwards IE Incp Repts 50-400/79-04,50-401/79-04, 
50-402/79-03, 30-403/79-03 on 790205-B No noncomp 1 i anc t 
no ted 

MURPHY, C E Region 2. Atlanta, Reactor Operation® Nuclear 

Support Branch 79/03/08 2pp 


7903270207 IE ln©p Repts 50-400/79-04,30-401/79-04. 50-402/79-03, 
50-403/79-03 on 790205-OB, No nont omp 1 i anc e noted Major areas 
inspected dams, f oundati on®, c onta inment concrete t* 
p enetra tions, schedule mi I esto-ne®, const progress tt revision* 

SWAN, W B Region 2, Atlanta, Office of the Director 79/03/07 
3pp 
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DOCKET 50-403 Shearon Harr i s Nuclear Poupr Plant, Unit 4 


7903260104 Ac k receipt of IE ln?p Repts 50-400/79-09, 50-4QW79-O5. 
50-402/79-04 6 50-403/79-04 on 790203-08 No proprietary 
info 

HOWE. P W Carolina Power k Light Co 79/03/15 lp 

790328011 1 Forward* It Insp Repts 50 - 4 ' 00 / 79 - 05 . 50-40 1 /79-03, 
50-402/79-04 h 00-403/79-04 Nu noneojnp 1 iant« noted 
MURPHY. -C E Region 2. Atlanta. Reactor Operation* Nuclear 

Support Branch 79/03/06 2pp 

79032 B01 2 4 IE Insp Repts 50-400/79-05.50-401/79-05.30-402/79-04 & 
50-403/79-04 on 790205-OB No no nc omp 1 > ance noted Major areas 
Inspected containment 1 1 ner, wel ding-related spec l* procedure- 
requirements. It fifcup of svc water piping wold 
0 1 RARE). E H Region 2. Atlanta, Office of the Director 

79/03/02 4pp 

790321056B Forwards IE Circular 79-04. ‘Loose Locking Nut on Limi torque 
Valve Operators " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/16 2pp 

7903060536 Transcript of 790227 hearing in Raleigh NC Pp 2,164-2.361 
W/entl testimony Of Panel One 

SMITH. I W Atomic Safety and Licensing Board Panel 79/02/27 
27 lp p 


7903080539 Transcript of 79022B hearing in Raleigh.NC Pp 2.362-2,621 
W/enel testimony of Panel Two 

SMITH. I W Atomic Safety and Licensing Board Panel 79/02/28 
31 Bp p 

790309 0QB4 Transcript of 790301 hearing in Raleigh. NC Pp 2.662-2,896 
SMITH. I W Atomic Safety and Licensing Board Panel 79/03/01 
275pp 

7903160252 Transcript of 790300 hearing held in Raleigh, NC 
Pp 3. 507-3, 792 

SMITH. I W Atomic Safety and Licensing Board Panel 79/03/08 
2B5pp 


DOCKET 30-404 North Ann* Power Station. Unit 3 


DOCKETED SERIES 


7903200221 Forwards "Fnvn on Radiological Monitoring Program," 
quarterly rept for Jul-hept 197B Concludes field man i t or i ng 
4c assay effort ai o adequate re program objectives No 
significant change noted in background levels 
BAUM. E A Vuginia Electric 6 Power Co 79/03/13 ip 

^for^Jul^S * J-970 ^ adiolo 9 icfl * Monitoring Program," quarterly rept 
* Virginia Electric 6 Power Co 70/09/30 lOOpp 


DOCKET 50-405 North Anna Power Station. Unit 4 

790-321030 1 Forwards NURLG-0523, "Summary of Operating Experience w/ 
Recirculating Steam Genei ators. " due to recent problems w/ 
degradation Believes continued plant operation does not 
constitute undun risk W/o end 
EISENHUT, D G 
79/03/02 3 PP 


Assistant Director for Systems 8< Projects 


7903050372 Amend of Condition 4 endorsement to policy MF-57 changing 
liability from *31.500.000 to 436.000,000 

GERAS, T Nuclear Energy Liability Insurance Association 79/02/01 

lp 

7903280315 hifoims that proposed cooperative interest of NC Electric 
Membership Cor p is less than 20 MW 6 that of Did Dominion 
Electrlt Coopei ativ« is between 20 & 00 MW 
FLEXNER, D l Justice, Dept of 7 9/03/22 2pp 

7903090123 Forwards It Info Notice /9-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/02/16 2pp 

7903080314 Informs recipients of IF Uulletin /9-01, "Environ 
Qualification of Cla«s IE Equipment," dtd 79020B, that valve 
limit switch identified as NAM CO Model S3CHI should read 
SL3CML 

□ 'REILLY. J f 3 Region 2, Atlanta, Office of the Director 

79/02/28 2pp 

7903140433 Forwards IF Info Bulletin 79-02, "Pipe Support Hate Plata 
Designs Using Concrete Fipsnsion Anchor Bolts " 

O'REILLY. J P II e g ion 2, Atlanta, Office of the Director 

79/03/08 2pp 


7903210301 Forwards NUREG-0523, "Summary a-P Operating Experience id/ 
Recirculating Steam Generators." due to recent problems w/ 
degradation Believe? continued plant operation does -not 
constitute undue risk W/o end 

EI5ENHUT. D G Assistant Director for Systems I* Project* 

79/03/02 3pp 


7903210151 Forwards IT Bulletin 79-03, "Longitudinal Weld Defocfcs In 
ASME 5A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding V. Engineering Co " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/12 lp 


7903050372 Amend a-f Condition 4 endorsement to policy MF-57 changing 
liability from 431,500,000 to f35.000.000 

GERAS, T Nuclear Energy Liability Insurance Association 79/02/01 

Ip. 


7903260315 Informs that proposed cooperative interest of NC Electric 
Membership Corp is less than 20 MW & that of Did Dominion 
Electric Cooperative is between 20 & BO MW 
FLEXNER. D L Justice. Dept of 79/03/22 2pp 


7903090123 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

Q-'REILLY.J P Region 2. Atlanta, Office of the Director 
79/02/16 2pp 


7903000314 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Clas* IE Equipment,'* dtd 790206, that valve 
limit switch identified a? NAMCO Model 83CML should read 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 2p P 


7903140433 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/09 2pp 


79Q3220019 Forwards IT Circular 79-04. "Loose locking Nut on l.i-nvi t<n qus 
Valve Operators " 

O'REILLY.J P Region 2, Atlanta. Office of the Director 

79/03/ 16 2pp 


7903200221 Forwards "Environ Radiological Monitoring Program." 
quarterly rept for Jul-Sept 1 970 Cone 1 ud es field monitoring 
t< assay effort are adequate rc program objectives No 
significant change noted in background levels 
BAUM.E A Virginia Clectnc ?< Power Co 79/03/IS lp 


7903200228 "Environ Radiological Monitoring Program. '* quarterly repl 
for Jul-Bept 1978 Describes operational program Z> quarterly 
rept* It ana lysis 

* Virginia Electric L Power Co 78/09/30 JOQpp 


DOCKET 50-406 Tuskegea Inst Research Reactor 


7903200309 Forwards revised physical security plan for appioval Fnc J 
Withheld fref 1CJCFK2 790) 

DYBCZAK, Z W Tusk egee Inst 79/03/21 Ip 


DOCKET 50-407 Unfv of Utah Research Reactor 


7903210151 Forward? IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Melding l< Engineering Cq, " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/12 lp 


7903220019 Forwards IE Circular 79-04, "Loose Locking Nut on Limi torque 
Valve Operators " 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 
79/03/16 2pp 


7903060620 Forwards Amend 9 to License R-23 & Amend 3 to License R-12A 
Finds security plan acceptable forwards formatted guidelines 
to rewrite plan for i eneu/al oP License R-23 
RETD.R W Operating Reactors Branch 4 79/01/26- *pp 


7903060623 
REID. R U 


Amend 9 to License R-?5, chang ing security plan 

Opera ting Reactor* Branch 4 79/01/26 2pp 


7903060626 
REID, R W 


Amend 3 to l icense R-126, Chang ing 
Operating Reactors Branch 4 


security plan 
79/01/26 2pp 



OOCHET 50-407 Ur j v of Utah Reseai ch flea*, tor 
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75-Q3DAQ646 Forwards addl guidance re physical security plan License 7903020230 In tjesponse to 790111 NJ?C 1 fc r< su g ge s t * changes to systematic 

Should reflect total amount of U-235* Pu S, U-233 6 percent evaluation program Topic IV-lA, "Operation W/Less than All 

inrlchmant. amount exempt h amount not exempt Loops in Svc " 

SE1D.R U Operating Reactois Branch 4 79/02/02 2pp LINDER* F Dairy land Power Cooperative 79/02/24 2pp 


79032*0192 In response to NRC 790P02 1 ti re use of "Special Nuclear 
Matl of Lou Strategic Siynif icaiue. 1 forwai ds add) info re 
TRIGA fuel. AGN fuel.PuBe Source MRC 223, PuB© Source 3530 & 

U-235 

JENSEN, C M Utah, Umv of 79/03/19 lp 


7903230072 Forwards IE Insp Rept 50-407/79-01 on 790123-26 S« notice of 
violation 

RADS E Mr O L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903230074 Notice of violation from insp on 79012J-26 

■ Region 4, Dallas, Reactor Operations Nuclear Support Branch 
79/02/ 12 lp 


7903230075 IE Inap Rept 50-4O7//9-OI on ->90123-26 None on p 1 1 anc b noted 
failure to follou logging procedures 

DICKERSON, n W , V£RDU?CQ* 0 H , MADSEN* 0 L Region 4, Dallas* 

Reactor Hpeiafcion* Nuclear Support Branch 79/02/12 7pp 


IJOCPET 50-409 La Cl cite Boiling Water Reactor 


7903070252 Forwards "Refueling Plan for Cycle 6*"" proposed changes to 
Tech Specs of provisional License DPR-45 > * check to cover 
amend fee 

LINDER* F Dairyland Power Cooperative 79/02/26 2pp 


7903 0702 34 '"Refueling Plan for Cycle 6 " 

RAFFETY, S J * BUCK* P Dairy land Power Cooperative 79/02/2B 
24pp 


7903070323- Forward’s response to NRC 790214 Tvquest for addl info 
required for review of proposed nod of spent fuel storage 
poo 1 

LINDER* F Dalryland Power Cooperative 79/03/01 10pp 


7903130467 Forwards IE Insp Rept 50-409/78-17 on 70t2lB-21 U notice 
of violation 

DAVIS* A □ Region 3, Chicago, Fuel Facility b Materials Safety 

Branch 79/01/29 2pp 


7903130470 Notice of violation Prom insp on 791210-21 

DAVIS, A E Region 3, Chicago. Fuel Facility U Materials Safety 

Branch /9/01/29 lp 


7903230035 Forwards Fodeial Register notice amending 10CFR73 55* 
Requirements for Physical Protection of Licensed Activities 
in Nuclear Pawn Reactors Against Industrial Sabotage*" to 
defer employee pat-down searches until 790001 

DENTON, H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903290107 Forwards safeguards contingency plan Plan withheld {ref 
10CFR2 790) 

LINDER. F Dairy land Power Cooperative 79/03/23 2pp 


7903070013 Advises of delay in issuance of safety evaluation & EIA re 
proposed license amend for LACBWR 
WQGDKEAR, C P Branch 3 79/01/31 lp 


7903210239 Notes that 6AND77-1927 contains potentially relevant info ra 
issue of spent nuclear fuel sabotage Forwards copy of 79Q122 
unclassified tiansmittal memo Will f oi ward staff assessment 
of Info when available 

HOODKEAD, C P Branch 3 79/02/06 2pp 


7903130103 "Final Structural Design of fuel Storage Well Crash Pad for 
LACBWR Nuclear Power Plant " 

HUSAIN, I , OBL10ADD, A * YOLl, A H Dairyiand Power Cooperative NES 
Q1A0426 76/03/31 95pp 


7903000100 Forwards mods & corrections to NRC guidance* "Review & 
Acceptance of Spent Fuel Storage b Handling Applications," 
sent 700414 

GRIMES. D K Assistant Director for Engineers & Project* 

79/01 /IB 4pp 


79031 20935 Forwards staff recommendations re general content# of 
Offsite Dose Calculation Manual to be submitted w/propo *ed 
radiological effluent Tech Specs 

CRIMES, B K Assistant Directoi for Engineers U Project* 

79/0 i/ 10 4pp 


7903140169 Forward* request for clarifications of info submitted 790104 
t ■ proposed mods to spent fuel storage facility 
ZIEMANN* D L Operating Reactors Branch 2 79/02/14 4pp 


7903J6Q237 Summary of 790209 meeting in Dethesda, MD, u/wt i 1 to discus* 
available info an liquefaction potential t< appropriate soils 
properties investigation program for issue resolution 
H/suppar ting documentation 

ME1M0RE, J S Operating Reactors Branch 2 79/02/15 25 PP 


7903130090 Forward* Plant 8y* Branch input to safety evaluation 
for util's proposed mod to spent fuel storage pool 
LAI HAS i 0 Plant Systems Branch 79/02/21 2pp 


7903130096 Safety evaluation discussing util application for amend 
to operating license to increase capacity of spent fuel 
pool 

LAINAB, G Plant System* Branch 79/02/21 6pp 

7903090066 Sup p 1 to summary of 790209 meeting re liquefaction potential 
si fee. Stressed need to address post-ear thquaVe stability 
Of pile foundation* 

KELLER, L W fceosc iences Branch 79/02/23 lp 


7903130472 IE In&p Rept 50- 409/70-17 on 701218-21 Noncompliance noted 
lack of process or engineering control to limit exposure 
of individual* to airborne concentration* of radioactive 
mat l 

GREGER.L R * HIATT* J W , FISHER* W L Region 3* Chicago, Office 
of the Director 79/01/24 I2pp 


7903150419 In response to NRC 701124 ltr, all relevant info can be found 
util 781127 ltr 

LINDER* F Dairyiand Power Cooperative 79/01/30 tp 


7903140391 Forwards IE insp Rept 50-409/79-01 on 790110-12 No 
noncompliance noted 

F I ORELL l , 0 Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/06 2pp 


7903140995 IE Insp Rept 90-409/79-01 on 790110-12 No none omp II anc e 
noted Major areas inspected review of rcc ord s* proc edUTS s* 
equi pmont, emp 1 oyoe training. r*qual if ication training & fir* 
prevention 

RIDEN.M D - LITTLE, N S Region 3, Chicago* Reactor Operation* 

Nuclear Support Branch 79/02/01 5pp 


7903220474 Forwards IE Insp Rept 50-409/79-02 oh 790122-26 b notice of 
viola t ion 

HEIBHMAN.fl F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/02/13 2pp 


7903230477 Notice of violation from insp on 790122-26 

* Region 3, Chicago, Reactor Operations Nuclear Support Branch 

79/02/13 Lp 


79032204B3 IE In*p Rept 50-409/79-02 *n 790122-26 None omp II anc e noted 
failure to state 10CFR2I applicability on purchase 
d ocumentt 

R 1 DQWAY, K R . WARN1CK, R F Rag ion 3* Chicago* Reactor 

Operations Nuclear Support Branch 79/02/13 9pp 


7903000347 Forward* IE Info Notice /9-04* "Degradation of Engineered 
Safety Features " 

KEPPLER.J 0 Region 3* Chicago, Office of the Director 79/02/16 

ip 


7903070568 Ack receipt of 790206 ltr informing NRC of steps taken to 
correct violation* noted in NRC 790112 ltr Enel withheld 
< ref 10CFR2 790) 

KINO, J A Region 3* Chicago, Safeguards Branch. 79/02/20 Ip 


7903090338 Inform* recipient* of IE Bulletin 79-01. "Environ 
Dual 1 ftca tion of Class IE Equipment, 1 * dttf 790200* that valve 
limit switch identified a* NAM CO Model B3CML should read 
0L3CML 

KEFFLER* J O Region 3* Chicago. Office of the Director 79/03/01 


7903150033 Forward* IE Bulletin 79-02* "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolt* " 

KEPPLER.JO, Region 3, Chicago* Office of the Director 79/03/08 
IP 
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DOCKETED SERIES 


DOCKET 50-40? La Crosse Boiling WafceT Reactor 


7903170553 Forwards IE Bulletin 79-03, 'Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co ,p 
KEPPLER. J 0 Region 3, Chicago, Office of the Director 79703/13 

I? 


7703200&17 Ac 1 isceipl of 79022* ltr i n-Forr-iing NRC af steps taken to 
correct violation? noted in IE Insp Rept 50-409/79-17 
DAVISrA D Region 3, Chicago. Fuel Facility * Materials Safety 

Branch 79/03/12 Ip 


790320 Q320 Responds to NRC 790129 ltr re violations noted Ml IE Insp 
Rept 30-409/70-17 Corrective actions thorough 
dec on tarn J nation initiated foi raduaste bldg areas transited 
by personnel, t work area painted w/epoxy paint 
LINDER, W Du k e Powct Co 77/02/26 4pp 


7903150229 Forwards monthly operating rept for Feb 1979 
LINDER, F Dairyland Power Cooperative 79/03/05 ipp 


790315022? Monthly operating rept for Feb 1979 

PAPWORTH, L 0 Dairy land Power Cooperative 79/03/07 9pp 


DOCKET 30-410 Nine Mile Point Nuclear Station. Unit 2 


7903230009 Notification of 790321 meeting in Los Gatos, CA it/ 
representatives from Hark it owners group to discuss Hark II 
LOCA U safety relief valve pool dynamic loads 

ANDEttEON, C J Containment Systems Branch 79/03/12 I2pp 


7903210179 Fortuaids Endorsements 31 ♦< 32 to AMI Policy NF-226 V 
Endorsements 26 U 27 to MAELU Policy Mr-87 

BARNETT. J E Conover * Associates, Inc Insurance 79/03/14 


7903090099 Forwards IE Insp Rept 50 412/70-14 qn 781211-14 No 
none ompl ianc e noted 

CARLSDWpR T Region 1, Philadelphia. Reactor Construction * 

Engineering Support Branch 79/01/12 2pp 


7903000103 IE Insp Rept 5O-412//0-14 on 7B1211-14 No none amp 1 j ant e 
noted Major areas inspected const activities in pi ogress, 
rebar installation foi containment intei ior slab L 
containment exterior wall conciete placement techniques 
VARELA. A A , C KAUDHARV * S K , hBNSTER. S D Region l, 

Philadelphia. Reactoi Construction i« Engtneeiing Support Branch 
79/91/ 10 6pp 


7903050529 Forwards IE Info Notice /?* 01. ’ Limi torque Valve Geared 
Limit Switch Lubneant “ 

GRIER. B H Region (, Philadelphia Office of the Director 

79/02/09 Ip 


7903080322 Forwards It Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

GRIER, B H Region 1 Philadelphia. Office of the Director 

79/02/1* lp 


7903080468 Informs lecipients of IT Bulletin /9-01. "Environ 
Qualification of Class IE Equipment*" dtd / 90 *!OS, that valve 
limit switch Identified as NANCO Model S3CH1 should road 
SL3CML 

GRIER,B K Region J. Ph l ladelph ia. Office of the Director 
79/02/27 Ip 


79032 1 &Q46 Forwards "Asymmetric LOCA Pool Boundary Load for Hark II 
SODOM. L J General Electric Co - Nuclear Energy Products Di v 
79/03/16 \p 


7903210057 "Asymmetric LOCA Bubble Pool Boundary Load For Mark II 
UPPALr I 8 General Electric Co , Nuclear Energy Products Di v 
79/03/16 I2pp 


7903290083 Forwards proprietary copies of alternate load spec info 
document applicable to wetuell walls, to replace info in 
NUREG-04B7. Enc i withheld (ref 10CFR2 790) W/affidavit 
SOBON. L J General Electric Co .Nuclear Energy Products Div 
79/03/ 3 0 5pp 


7903200367 Forwards IE Insp Kept 30-410//9-0I on 790108-11 No 
noncomp 1 lance noted 

CARLSON, R T Region 1* Philadelphia. Reactor Cons truction it * 

Engineering Support Branch 79/02/06 2pp 


7703200376 IE Insp Rept 30-410/79-01 on 77010B-11 No nancomp 1 i ance 
noted Major areas inspected QC programs for structural stool 
erection Ik we l ding, biol og leal shield ue 1 d ing, d acumen t 
control, c ad w e 1 d welds 6 outstanding items 

NARROW, L , SANDERS, W F . MCGAUGMY, R W Region 1, Philadelphia. 

Reactor Construction 6 Englnem ing Support Branch 79/02/02 
IQpp 


7903060632 Forwards IE Info Notice 79-03, "Liroitorqus Valve Opared 
Limit Switch Lubricant " 

GRIER, D H Region 1, Ph i 1 ade 1 p h i a. Office of the Director 
79/02/0? Ip 


79030B0433 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

GRIER, B. H Region 1, Philadelphia, Office of the Director 
79/02/16 Ip 


7903080517 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, that valve 
limit switch Identified as NAMCD Model S3CKL should read 
8L3CML 

GRIER, BH Region I. Philadelphia, Office of the Director 
79/02/27* lp 


7903060562 Ac k isceipt of interim iept "Reactor Containment Liner, 
Overlay Pod Fillet Weld Crack " 

CARLSON, R T Region l* Philadelphia, Reactor Construction t 

Engineering Support Branch 7?'01/31 lp 


7903270306 Forwards significant deficiency i ept 70-03 re fillet weld 
crack in reactci containment line* 

UQOLEVER.E J Duquesne Light Co 79/03/22 lp 


77032703S7 Significant deficiency lept 7B-Q3 on 701222 final rept on 
reactor containment liner overlay pad fillet weld Crack 
found greatei than half the thickness of liner rr.atl Cracked 
area removed l< uii 1 1 be replaced 
★ Duquesne Light Co 79/03/22 45pp 


DDCKET 30-413 Catawba Nuclear Station. Unit 1 


7903050539 FOIA request for documents re NRC revaluation of Rasmussen 
Rep t 

RILEViJ Carolina Environmental Study Group 79/01/21 lp 


7903260260 Forwards "Electrical Schematics," Vols 1-5 
PARKER* W 0 Duke Powei Co 79/03/21 2pp 


7903260264 Forwards lOCFROO 33 info for operating license application 
PARKER. W a Duke Mower Co 79/03/21 2pp 


7903760268 "License App i icati on, Vol l," consisting of general info per 
I0CFR5G 31 '‘Annual Kept 1977" end 
» Duke Powei Co 79/03/21 B?pp 


7903260243 Forwards "Environ Rept-OL Stage," Vols 14/2 Security plan 
f orth c ami ng, p end i tig NRC determination of amend 
acceptability 

PARKER, W 0 Duke Power Co 79/03/21 2pp 


7903050487 Inter venor petition to re-open safely phases of licensing 
proceedings Urges review of pressui e suppression 
containments. lack of i od sys required by WASH-1370 t 
possible inadequacy of stud bolts 

RILEY i J L Caroling rnvlronmental Study Group 79/01/20 Spp 


7903070260 Followup an notifications of 780621 U 7B1122 re potentially 
reportable deficiencies in cadweld sleeves on containment 
liner knuckle plate Forwards descr lp ti an, ana l ysi s fe 
corrective aciton 

BARTLETT. J Niagaia Mohawk Power Corp 79/02/28 12pp 


DOCKET 50-412 Beaver Valley Power Station. Unit 2 


7903270574 Forwards NUREG -0523, "Summary of Operating Experience W/ 
Recirculating Steam Generators/ * which focuses o-n recent 
prohlems w/degradat ion Believes continued plant operation 
(Toes not constitute undue risk 

EISENHVT, D G Assistant Director for Systems U Projects 
79/03/02 3pp 


790329001 1 Forwards corporate annual i op t, f inane ial forecast & util 
statement re available sources af funds W/o end 
THIES. A C Duke Power Co 79/03/21 lp 


7903260249 Forwards F8AR,Vol 1-12. Tech Specs t< emergency plan 
PARKER, U □ Duke Power Co 79/03/?! 2pp 


7903260231 FSAR,Vol »-12 

if Duke F’ower Co 79/03/21 3160pp 


7903260233 Proposed Tech Specs 

# Duke Power Co 79/03/21 40Qpp 
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7903260357 emerge ncy Plan 

* Duke Pouiei Co /9/03/21 32bpp 


7902200^33 Portal da IF info Notice /9-01 , "Ocrgen-Patersan Hydraulic 
Shock t< Susy Arrestors <HS6A> " 

0 'REILLY* J P Region 2, Atlanta, Office of the Director 

79/02/02 SfHJ 


7903000552 jForuJaids IT Bulletin 79-01. "fciwuon Qualification of Class 
]£ Equipment “ W/list of 11 systematic evaluation program 
plants for uih i c h no action is roqun ed 

O'REll LYi x) P Region 2, Atlanta, Office of the Director 

79/02/09 2pp 


7903290011 FciTWirds cinporate annual r ep 1 , f i nanc i a 1 forecast h util 
statement re available sources of funds W/c encl 
THIES. A C Duke Power Co 79/03/21 lp 


7903260249 Forwards F&AR.VoJ 1-12, Tech Specs & emergency plan 
PARKER i H 0 Duke power Co 79/03/21 2pp 


7903260251 FBAR.Vol 1-12 

a Duke Power Co 79/03/21 3160pp 


7903260253 Proposed Tech Specs 

» Duke Fouiei Co 79/03/21 4Q0pp 


7903090139 ForutnTds II info Notice 79-04, '’Degradation of Engineered 
Safety Features ' 

O'REILLY. J P Region 2, Atlanta. Office of the Directoi 

79/02/16 


79O3O0O249 informs lecipient* of IT flulletm /9-01. "Environ 
Quilifu.it inn of Class It Equipment,’ 1 dtd 790^08. that valve 
limit switch identified as NANCO Model S3CHL should road 
SL 3 CML 

0'REiLLV*J P Region ?. Atlanta* Office of the Dicoctoi 

79/02/2B Jpl’ 

79031 50 1 97 Ack lerejpl of U‘ Insp Hrpts 50 413//9-0J 50-414/79-01 on 

790108-0*? Mo propwetaiy info 
DAIL.I- C Lluko Power Co /9/0?'2B lp 

7903150199 forwards If Insp Repts 30 413//9-0I t> 50-414/79-01 on 
770100-09 No mmccifflp 1 lance rioted 

NURPHY, C ET Region <?, AUat4.ii Reactor Cons ti ut ti on h 

Engineering Support R ranch 79/02/15 Hpp 


7903260257 Emergency Plan 

* Duke Power Co 79/03/21 325p$> 


79030B0552 Forwards IF Bulletin 79-01. "Environ Qualification of Class 
IE Equipment " W/3ist of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY/J P Region 2, Atlanta. Office of the Director 

79/02/09 2pp 


7903070129 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features ° 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903080249 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment." dtd 79020B,that valve 
limit switch identified as NAMCD Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/20 2pp 


7903150202 ,r. (n«p Ho|>U WMI3//V-0I »- 30-4 1 4/ /9-0I on /9010G-09 No 
non. o,|t 1 iancu notoil Ma,oi not inapt-cted uoldino of roaotor 
e od l*ntt pi o ^ 5 ui o boundary *< saf e ty-i r l «ted piping, « 
instal Lation nf in pssui i;or lower support 

RLAKfc, J j , CGNLQN, f L Region 2. Atlanta. Reactor Construction 

8, EnjinaerHig Suppoi t Branch 79/02/14 4pp 

7903140537 r in wards l( Info Bulletin /9 0*‘> “FiP® Support Rase Plate 
Designs Using Concrete Expansion Anchor Dolts 
O'REILLY* *J I’ Region P. Atlanta, Office of the Director 

79/03/00 ip 

maJJltna/ lurw.irds II Bulletin 71-0'h "Longitudinal Weld Defects in 
ASflfc 9A"3W Typo 304 {Stainless gteol Pipe spools ( 

Hanufacturod by Youngstown Welding «i rnginoering Co 
OMttlfl.Y, J P ReQion 2. Atlanta, Office of the Director 

79/03/12 IP 

J903PIOB7S loiN.d, II CHlul.r 79-04, "l»t* l«H*9 Nut on Limitary. 

0*nF]LLY^J*p' 1, ’ Hog 1 on 2. Atlanta. Offlc.0 of tho Dlmctor 
79/03/1 /i IP 


50~414 Catawba Nuclear Station, Unit 2 


790303033-? FCJIA r.Ruo.l for Uofumonl* ro NIlC r.ovaluatlon of naoiwso.n 
RUXV. J Carol in* Cnvironmonl.nl Slu4g Group 79/01/21 lp 

79012&O26O rorunrij* 'I metrical U< ho mn ti o " Vo H 1-5 
PARK-EH.M 0 Duke Fou/er Co 79/03/<fl D.pp 

7903260SO4 Poru.rtf. 10CFM0 33 Info for oporatln S l.con.o *PP“catlon 
PARKER, H 0 Duke Power Co 79, OJ/r, 1 *^PP 

7903260268 "License App 1 Unti on< Vol 1," consisting of general 
10CFB.3Q 31 "Annual Kept 197/" enc 1 
* Duke Power Co 79/03/21 02pp 

/9032AQ2n Foruo.d, »|nvi,.n R.pfOU 91-9''" Vol. 152 BocurHg fl*n 
/, J^noS»lnrP»"<lu,« NRC dekormlnotlon of ornend 

PAPrtER*W^O* ^^DuV e Poo,er Co 7G/03/21 SPP 
7.03090G87 I »to« vonor ’ » petition to reopon ph««»* 

sasiiKWK: :rw ::.;Kp-R p 5ssis» * 

possible inadequacy 5 Studu Group 79/01/20 5?P 

niLGY.-J L Carolina Litvironmonta l otuay vr u 


790315019/ Atk lecmpt of IE Imp Repts 30-413/79-01 *< 50-414/79-01 on 
79OIDR-09 No proprietary info 
DAIL. L C Duke Pnuor Co 79/02/28 ip 

7903150199 Foiwards I E Imp Repts 50-413/79-01 U 50-414/79-01 on 
79D10B-09 No noncompliance noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction h 

Engineering Suppot t Branch 79/02/15 2pp 

79031 50202 IE Insp Repts 50-413/79-01 6 50-414/79-01 on 79010B-09 No 
noncomp 1 1 ance noted Maj&r areas inspected welding af reactor 
coolant, prossui b boundary & safety-related piping. & 
installation of pressurlier lowei support 

BLAKE, J J , CONtOM,T E Region 2, Atlanta, Reactor Construction 

& Engineering Support Branch 79/02/14 4pp 

/903140537 Forwards II Info Bulletin 79-02, "Pipe Support Base Plata 
Designs Using Concrete Expansion Anchor Bolts 
Q'RETLLY.J P Region 2, Atlanta. Office of the Director 

79/D3/0B lp 

7903210127 Forwards IF Bulletin 79-03. "Longitudinal Weld Defects in 
A5ME BA-31J3 Type 304 Stainless Steel Pipe Spools ( 

Manufactured by Youngstown Welding & Engineering Co 
O 'REILLY. '-I P Region 2, Atlanta, Office of the Director 
79/03/12 IP 

7903210575 Forwards IF- Circular 79-04. "Loose Locking Nut on Limitorque 

0*REILLY*j a p° r Region 2, Atlanta, Office of the Director 
79/03/16 lp 


DOCKET 50-416 Grand Gulf Nuclear Stati on, ^rutj. 

79G3020389 Notice of ,11, vitlt on 7G0306 fot routine oburv.tion of 

me teorol09 1 * * l aspects of sites apl *h * 7Q/02/10 2pP 

THOMAS. C O Light Water Reactors Branch 1 79/o^/iu *pp 

7903080177 Forwards recommendations for general 

cSculItilis Manual required w/preposed radiological 

S?£i."V 0Ch *IV,U Motor Root tort Bran.t i 79/02/13 7„ 

7903060272 For»or4» r‘,ot Round re^uont, for a,41 Info r, F3*R R, 4 U..t, 

lSr?P FBAB ^ 

7 ’S“,mput r Si iiiiir my ov: 1 , ‘ 

question s W/encl attendance list 0f ,. oa /av 3*p 
THOMPSON, O Geosciences Branch 79/03/21 ?P 
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DOCKET 50-416 Gi and Gulf Hu-clear Station. Unit l 

7903060232 Findings re investigation of normal reactor protection power 
will be available 790&01.not 790301 as previously estimated 
MCGAUCHY, J F Mississippi Polio r L Light Co 79/03/01 Ip 

790 3210519 Requests addl info ansing from PiTst Round review of FB^R 
Tff auxiliary sys L power sys 

ST0L2,J F Light Water Reactors flranth 1 79/03/01 2<>PP 

7903200361 Forwards Revision O to topical rept rtPL~TCP-l A, "Operat > ona l 
GA Manual. '' per NRC 701P11 instructions 

REAVES. T E Mississippi Power 2, Light Co 79/03/14 lp 


7903260363 "Operational GA Manual. " Revision 0 

BTAMPLEY.N L Mississippi Power h Light Co MPL-TOP-IA 
79/02/14 B9pp 

7903260309 Requests addJ info re capability of nuclear steam supply 
sijs to respond to postulated ATWS transients W/ltr to major 
vendors requesting info U forwarding NUREG-0460. Vc 1 3 
W/o end 

VASSALLO, D B Assistant Director for Light Water Reactors 

79/03/15 3pp 


7903300553 Forwards First Round requests for addl info Requests 
response at F9AR amend by 790622 to maintain review 
schedu 1 e 

aTOLZiJ F Light Water Reactors Branch l 79/03/15 27pp 

7903280269 Forwards affidavit of svc fox distribution of Amend 20 
Affidavit no-t signed oi notariied 

MCQAUGHY. J P Mississippi Power 8« Light Co 79/03/22 £pp 


7903290139 Forwards affidavit of svc for distribution of Amend 20. per 
NRC 700627 request 

MCGAUGHY.J P Mississippi Power t Light Co 79/03/26 Bpp 


7903160253 Forwards Amend l lg Final Environ Rept 

BTAJ1PLEV. N L Mississippi Power 6 Light Co 79/03/15 3pp 


7903160234 Amend 1 to Final Environ Rept re sys demand L reliability 
» Hississlppl Paiiier 6 Light Co 79/03/15 400pp 


7903200239 Forwards affidavit of svc for distribution of Amend 1 to 
Final Environ Rept Affidavit not signed or notariied 
MCGAUGHV, J P Mississippi Power 6 Light Co 79/03/22 2pp 


7903290119 Forwards affidavit of svc for distribution of Amend i to 
Final Environ Rept 

MCGAUOHY, J P Mississippi Power 6 Light Co 79/03/26 2pp 


7903200200 Forwards contingency plan Etui withheld (ref 10CFR2 790) 
8TAMPLEY, N L Mississippi Power b Light Co 79/03/22 Ip 


7903190207 Forwards Amend 20 to FEAR 

9TAMPLEY, N L Mississippi Power U Light Co 79/03/16 3pp 


7903190216 Amend 20 to FEAR re design info. r«g guide responses. revised 
piping & Instrumentation diagrams & revisions to Chapter 
13 

a Mississippi Power L Light Co 79/03/16 450pp 


7903130367 Forwards antitrust review info for amend to application for 
licenses 

BTAHPLEY. H L Mississippi Power U Light Co 79/02/07 ip 


7903130369 Amend to application for licenses* including info for 
antitrust review 

8TAMPLEY.M L Mississippi Power & Light Co 79/02/02 ISOpp 


7903260210 Requests atfdl info r* 790207 submittal for operating license 
antitrust review rate schedules of Itta Renal organiqat i onal 
opposition JnfoJMB EPA voitag* tr ansmi si 1 on description L 
transmission description of West MS EPA 

T0AL8T0N, A Antitrust <4 Indemnity Croup 79/03/12 3pp 


790-3010107 Forwards IF info Notice 79-01. "Berg an -Paters on Hydraulic 
Shock it Sway Arrestors (KSBA). " 

O'REILLY. J P Rag Ion 2. Atlanta. Office of the Director 
79/02/02, 4pp 


7903050571 Responds to IE Bulletin 70-10 re liar gen-Pa l »r son hydraulic 
shack suppressor accumulator spring coils Mechanism is not 
ytl 1 i ted by util 

MCOAUOHY. J. F Mississippi Power L Light Co 79/02/06 ip 


7903070 J6 1 Ac k xecejpt of IF Insp Rept* 30-416/ /B-23 it 80-417/70-23 on 
701227-29 No proprietary info 

MCQAUGHY, J P Mississippi Power >< Light Co 79/02/12 )p 


7903130563 Ack receipt of I£ Insp Rspts 50-416/70-21 It 80-417/70-21 on 
791213-15 No proprietary info 

MCGAUGHY, J P Mississippi Power U Light Co 79/02/12 lp 


79030905B4 Forwards IF Info Notice 79-04, “Degradation of Engineered 
Safety Features " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/02/16 2pp 


7903000206 Infoi ms recipients of IE Bulletin 79-01. ’'Environ 
Qualification of Class IE Equipment," did 790203, that valve 
limit switch identified as NAMCQ Model S3CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/02/28 2pp 


7903140820 Forwards IF Info Bulletin 79-02. "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts 
O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/03/00 lp 


7903210 145 Forwards IF Bulletin 79-03. "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding *< Engineering Co " 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/03/12 Ip 


7903220010 Forwards IE Circular 79-04, "Loose Locking Nut on Limitorqur 
Valve Operators 

O'REILLY.J P Region 2. Atlanta, Office of the Director 

79/03/16 lp 


7903010242 Potential xepor table deficiency on 700623 one iot of itrut 
type hanger mat l , u nat c e p tab 1 e due to weld separat l on. has 
been isolated to prevent use Evaluation continues w/ 
estimated completion by 790401 

MCGAUGH, J P Mississippi Power L Light Co 79/02/07 lp 


7903270449 Interim icpl of potential reportable deficiency at const 
site CE failed to establish & implement an approved GA 
program for electrical work performed under field 
deviation disposition requests L instructions 
MCGAUCHY.J P Mississippi Power it light Co 79/03/19 $p 


DOCKET 50-417 Grand Gulf Nuclear atatmn, Unit 2 


7903020309 Notice of site visit on 790306 for routine observation of 
meteorological aspects of sites 

THOMAS, C 0 Light Water Reactors Branch i 79/02/10 2pp 


7903 000 177 Forwards recommendations for general contents of Offsite 
Doss Calculation Manual required w/proposed radiological 
effluent Tech Specs 

BTQLZ. J F Light Water Reattor* Branch 1 79/02/J3 7pp 


7903000272 Forwards First Round requests for addl info re F0AR Requests 
amend to F3AR by 79021B to reflect response* 

STOLZ.J.F Light Water Reactors Branch t 79/02/16 29pp 


7903000202 Summary of /90PQ1 site visit Inspected monitor wells t< 
boring samples Discussed Round One geotechnical engineering 
questions M/encl attendance list 
THOMPSON, 0 Geosciences Branch 79/02/21 3pp 


7903060232 Findings re investigation of normal reactor protection power 
will be available 790601. not 790301 as previously estimated 
MCGAUOHY. J P Mississippi Power i< Light Co 79/03/01 ip 


7903210510 Request* addl info arising from First Round review of F8AH 
re auxiliary sys V power sys 

9TDLZ.0 F Light Water Reactors Branch 1 79/03/01 20pp 


7903200361 Forwards Revision 0 to topical rept MPL-T0P-1A. "Operation*! 
GA Manual." per NRC 7B1211 instructions 

REAVES. T E Mississippi Power U Light Co 79/03/14 lp 


7903280363 "Operational GA Manual, " Revision 0 

BTAMPLEY. N L Mississippi Power t, Light Co MPL-T0P-1A 
79/02/14 89pp 
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DOCKET 50-417 Grand Gulf Nuclear Station. Unit 2 


7903260309 Requests add] info re capability of nuclear steam supply 
iy* to respond to postulated ATWS transients W/ 1 fci tD major 
vendors requesting info b forwarding NUREG-0460, Vol 3 
W/o end 

VASSALLO* D B Assistant Director for Light Water Reactors 

79/03/ l 5 3pp 


7903200553 Forwards Fust Round requests for addl info Request* 
response as FSAR amend by 790622 to maintain review 
sch edul e 

5T0LZ.J F Light Water Reactors Branch 1 79/03/15 27pp 


7703280269 Forwards affidavit of svc foi distribution of Amend 20 
Affidavit not signed oi nofcariied 

nCCAUGHY, J P Mississippi Power b Light Co 79/03/32 2pp 


7903290139 Forwards affidavit of svt for d i s ti i but i on of Amend 20, per 
NRC 760627 request 

MCGAUQHY, J F Mississippi Power 6 Light Co 79/03/26 2pp 


7903160253 Forwards Amend i to Final Environ RBpt 

3TAMPLEY, N L Mississippi Power ** Light Co 79/03/15 3pp 


79331 £>0254 Amend 1 to Final Envii on Rept re ays demand ti reliability 
* Mississippi Pouiei *« Light Co 79/03/15 dQOpp 


7903280959 Forwards affidavit of svc for distribution of Amend 1 to 
Final Environ Rept Affidavit not signed or notariied 
HCGAUGHY. -J P Mississippi Power A Light Co 79/03/22 2pp 


7903290119 Forwards affidavit of svc for distiibution of Amend 1 to 
Final Environ Rept 

HCQAUGHY, J P Mississippi Power U Light Co 79/03/26 2pp 


79O32BO5B0 Forwards contingency plan Enel withheld (ref J.0CFR2 790] 
STAHPLEY.N L Mississippi Power ?< Light Co 79/03/22 lp 


7903190207 Forwai ds Amend 28 to FSAR 

STAMPLEYrN L Mississippi Power b Light Co 79/03/16 3pp 


7903190216 Amend 28 to FSAR re design info#reg guide re-sp onses, revi sed 
piping b instrumentation diagrams t< revisions to Chapter 

13 

• Mississippi Power b Light Co 79/03/16 450pp 


7903130367 Forwards antitrust review info for amend to application for 

licenses 

STAMPLEY. N L Mississippi Power b light Co 79/02/07 Ip 


7903130369 Amend to application far licenses* inc lud lng info for 
an ti trust review 

6T AMP LEY* M L Mississippi Power * Light Co 79/02/02 ISQpp 


7903280210 Requests addl info re 790207 submittal for operating license 
Antitrust review i ate schedules of Itfca Oenaj organ! rat i anal 
opposition info*MS CPA voltage transmission description b 
transmission description of West MS EPA 

TO ALSTON. A Antitrust !< Indemnity Group 79/03/12 3pp 


7903010107 Forwards IE Info Notice 79-01* "Bergen-Pate non Hydraulic 
Shock C* Sway Ai restore (H8SA1 M 

O'REILLY, J P Region 2* Atlanta. Office of the Director 
79/02/02 4 p p 


7903050571 Responds to IE Bulletin 70-10 re Bet gen-Pa t er s on hydraulic 
shock suppressor accumulator spring coils Mechanism is not 
utilized by util 

MCGAUGHY, d P Mississippi Power b Light Co 79/02/0& lp 


790-3070161 Ac k receipt of IE Ihsp Repts 50-416/78-23 U 50-4 J7/7B-23 on 
78-1227—29. No proprietary Info 

MCOAUQKYi J P Mississippi Power b Light Co 79/02/12 ip 


7903130369 Act receipt of IE Insp Rept* 30-416/78-21 b 50-417/70-21 on 
781213-13. No proprietary info 

'MCOAUGHY. U P Mississippi Power b Light Co 79/02/12 lp 


79030QO3Q4 Forwards IE Info Noticd 79-04* "Degradation of Fnglneered 
Safety Features " 

D'RElLLYtJ P Region 2* Atlanta* Office of the Director 
79/02/16 2pp 


79030 B028 6 Informs recipients of IE Bulletin 79-01, “Environ 
Qualification of Class IE Equipment," dtd 790208. that valve 
limit switch identified as NAMCQ Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2. Atlanta* Office of the Director 

79/02/28 2pp 


7903140329 Foi wards IC Info Bulletin 79-02* “Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, J 8 Region 2, Atlanta, Office of the Director 

79/03/09 lp 


7903210143 Forwards IF Bulletin 79-03, “Longitudinal Meld Defects in 
ASHE 3A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding b Engineering Co 11 
O'REILLY. J P Region 2* Atlanta, Office of the Director 

79/03/12 lp 


7903220010 Forwards IE Circular 79-04* ’'Loose Locking Nut on Limi torque 
Valve Operators " 

O'REILLY. 0 P Region 2, Atlanta. Office of the Director 

79/03/16 lp 


7903010242 Potential reportable deficiency on 790623 one lot of strut 
type hangei matl* unacceptable due to weld separation* has 
been isolated to prevent use Evaluation continues w/ 
estimated completion by 790401 

MCQAUGH, J P Mississippi Power U Light Co 79/02/07, lp 


7703270449 Interim rept of potential Te-porfceble deficiency at const 
site GE failed to establish 6 Implement an approved QA 
program for electrical work performed under field 
deviation- disposition requests U instructions 
MCGAUQHY.J P Mississippi Power 6 Light Co 79/03/15 Ip 


DOCKET 30-423 Millstone Nuclear Power Station. Unit 3 


7903200439 “QA Program Topical Kept, " NU-Q A-i . R evi s 1 on 3 
SWITZER, D C , D1EDRICK.D G Northeast Utilities NU-ftA-1 
79/03/09 lOOpp 


7903020394 Requests info or» evacuation plan* for Suffolk County 
residents in case of accident at any of 9 nearby nuclear 
plants Expresses concern re safety of inhabitants within 
prescribed “emergency planning zone " 

ARM, 0 Affiliation Unknown 79/01/03 3pp 


7903130376 Forward* Endorsement 53 to Policy MF-52 amending liability 
limit in Item 4 to *36,000,000 

&EOER.R h Northeast Utilities* 79/03/06 2pp 


79031 601 59 Forwards Endorsement SB to Policy NF-173 
8EQER, R.M Northeast Utilities 79/03/09 2p p 


7903060640 Forwards IE Info Notice 79-03, “L imi tor qua Valve OaaTed 
Limit Switch Lubricant " 

GRIER* B H Region 1* Philadelphia, Office of the Director. 

79/02/09 lp 


7903080430 Forwards IE Info Notice 79-0-1, "Degradation of Engineered 
Safety Features " 

GRIER. BH Region 1* Philadelphia* Office of the Director 

79/02/16. 2pp 


7903080492 Informs recipient* of IE Bulletin 79-Oi. “Environ 
Gu* 1 If lea tion of Clo*s IE Equipment* ** dtd 790 20B. that valve 
limit switch identified at NAKCD Model 53CML should read 
8L3CML 

GRIER, B H Region 1* Philadelphia. Office of the Director 

79/02/27 lp 


7903290040 Forwards IE Bulletin 79-02, "Pipe Support Base Plat# Deiign* 
Using Concrete Expansion Anchor Bolts " 

GRIER, B H Region 1* Philadelphia* Office of the Director. 

79/03/09 lp 


79030B0538 Ac k receipt of 790129 final rept re vendor <JA program 
breakdown for TUB ECO pip* spools, Will review matter during 
next insp 

CARLBON, R T Region l* Philadelphia* Reactor Construction k 

Engineering Support Branch 79/02/13 lp, 
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DOCKET •90-423 Millstone Nuclear Power Station. Unit 3 


7903270576 Forward* NUREG-0323, "Bummai y of Operating Experience W/ 
Recirculating Steam Generators. " which, focuses on recent 
problem* u/d e g rada t i on Believes continued plant operation 
does not constitute undue risk 

El SENHUT# D G Assistant Director for Systems S, P-rejects 

79703/02 3pp 


DOCKET SO-424 Alvin U Vcgtle Nuclear Plant. Unit I 


7903000533 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

0 'RE ILL V# J P Region 2. Atlanta, Office of the Director 

79/02/16 2pp 


7903140520 Forwards IE Jnfo Bulletin 79-U2. "Pipe Support Ha«o Plate 
Designs Using Concrete Expansion Anchor Dolts " 

□ 'REILLY, J P Region 2, Atlanta. Office of the Director 

79/03/00 2pp 


7903200443 Ac k lecoipt of 790223 Itl informing NRC of steps taken to 
correct violations noted in IE Insp Hepts 50-424/79-01 t 
50-425/79-01 

MURPHY. C E Region 2* Atlanta, Reac toi Constriction t< Engineering 

Support Branch 79/0J/09 Ip 


7903200455 Responds to NRC 790206 1 ti ie violations noted in IE Irip 
Repts 30-424/79-01 h 50-425/79-01 Corrective actions 
Reinhart Catalog 620 sieve inspecloi ordered h procedm e for 
checking sieves will he developed by /90309 
STAFFA.R W Georgia Power Co 79/02.23 ip 


79030B0278 Informs recipients of IE Bulletin 79-01# "Environ 
Qualification of Class IE Equipment." dtdl 790203# that valve 
limit switch identified as NAKCO Model S3CML should redd 
SL3CHL 

O'REILLY, J P Region 2* Atlanta. Office of the Director 

79/02/28 2pp 

7903140520 Forwards IE Info Bulletin 79-02# "Pipe Support Base Plate 
Design* Using Concrete Expansion AnchoT Dolts " 

□ 'REILLY# J P Region 2# Atlanta# Office of the Director 

79/03/08 2pp 


790320044D Ack receipt of 790223 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rppts 50-424/79-01 6 
50-429/79-01 

MURPHY. C E Region 2, Atlanta. Reactor Construction it Engineering 

Support Branch 79/03/09 Ip 


7903200439 Responds to NRC 790206 ltr re violations noted in IE Insp 
Rtpts 50-424/79-01 &■ 3Q-42S/79-01 Corrective actions 
Reinhart Catalog 620 sieve inspector ordered !< procedure for 
checking sieves will be developed by 790309 
STAFF A, R W Geoigia Power Co 79/02/23 Ip 


7903200463 Forwards I£ Insp Repts 50-424/79-Q! & 50-425/79-01 on 
790110-12 it notice of violation 

MUflPHY.C E Region 2* Atlanta# Reactor Construction l« 

Engineering Support Branch 79/02/06 2pp 


7903200472 Notice of violation from insp on 790110-12 

» Region 2# Atlanta. Reactor Construction ti Engineering Support 

Branch 79/01/29 Ip 


7903200475 IE Insp Rapt* 30-424//9-01 L 30-425/79-01 on 790110-12 
Non c omp 1 i a nee noted failure to calibr aggregate test sieves 
HARRIS. J R , OflYANT.U L Region 2. Atlanta. Reactor 

Construction 8c Engineering Support Branch 79/01/29 4pp 


790321Q142 Forward# IE Bulletin 79-03< "Longitudinal Held Defects in 
ASHE &A-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding Engineering Cd, " 

□ 'REILLY* J P Region 2* Atlanta. Office of the Director 
79/03/12 ip 


7903810593 Forwards 1E. Circular 79-04. "Loose locking Nut on Limitorque 
Valve Operators " 

O'REILLY# d P Region 2# Atlanta. Office of the Director 

79/03/16 2pp 


7903220119 Notification of updated evaluation development# to final 
deficiency rept due 790601 & forward* interim rept 
discussing embedded plate assemblies 
EHRENSPERGER. W Geotgi* Power Co 79/02/22 lp 


7903220120 Interim rept re embedded plate assemblies not installed in 
compliance w/design drawings 
* Georgia Power Co 79/02/22 2pp 


7903200463 Foiurards If Intp Rept? 50 424/ >9-01 • 50-425779-01 or> 
790110-12 ti. notice of violation 

MURPHY# C E Region 2, Atlanta, Reactoi Construction I. 

Engineering Support Branch 79/02/06 2pp 


7903200472 Notice of violation from insp on 790110-12 

• Region 2, Atlanta. Reactoi Construe tion V Engineering- Support 
Branch 79/01/29 lp 


7903200475 IE Insp Repts 50-424'/Y-01 •* 50-425/79-01 on 7901 10-13 
Noncompliance i*o£t?d tailuie to calitn aggiegate test sieves 
HARRIS, J R . DRYANT.J C Region 3. Atlanta, Reactor 

Construction 8# Engineering Support Branch 79/01/29 4pp 


7903210142 Forwards IE Bulletin 79-OJ. ’Longitudinal Weld Defects In 
AGUE SA-3J2 Type 304 Stainless bteel Pipe Spools 
Manufactured by Youngstown Welding *, Enginenuig Co " 

O'REILLY, J P Region 2. Atlanta# Office of the Directqi 

79/03/12 lp 


7903210593 Forwaide It Circular 79-04. t oose locking Nut on L im 1 1 o-rqvt 
Valve Opera tors " 

O'REILLY, JP Region 2, Atlanta Office of the Director 

79/03/16 2pj> 

7903220119 Notification of updated evaluation divelopments to final 
deficiency rept -due 790601 8* forwards interim rept 
discussing embedded plate assemblies 
EHREN5PEH0ER. W Georgia Power Co /9/02/22 lp 


7903220120 Interim, rept re embedded plate assemblies not installed in 
compliance -w/design di awing* 

* Georgia Fauior Co /9/02/2P 2pp 


DOCKET 50-431 UC-Banta Barbara Reseai ch Reactor 


7903300055 IE Imp Repts 50-r443/79-G2l fc 90- C 444/79-021 on 
7910124-251 No non c omp i ianc e noted Major areas inspected 
allegation that fi-orrn water was present on previously 
placed concrete prim to subsequent concrete placement 
FOLSOM, & A Region 1* Philadelphia, Office of the Director 

79/02/ J3 7pp 


DOCKET STN-90-43' Floating Nuclear Plant 


7903190036 Summary of 790223 technical meeting re leactor s l ta# des igr 1* 
schedule for application review Attendance 1 1 s t, oi gfl/ii id t ion 
e har t# mi 1 e s tone chart.flow chart 6 aerospace evaluation of 
slag line attack issue end 

SIRKEL. R A Light Watei Reactors Branch 2 79/02/28 I2pp 


7903270598 Forwards NDRC0-0523, "bummary of Operating Experience 
ui/Rec ircu 1-4 ting Steam Generators. " ur.ich focuses on recent 
problems u/d egi adati on Believes continued plant operation 
does not constitute undue risk 

EISENHUT.D 0 Assistant Director foi Systems t< Projects 

79/03/02 3pp 


DOCKET 50-425 Alvin W Vogtle Nuclear Plant. Unit 2 


7903090533 Forward* IE Info Notice 79-04. "Degradation cf Engineered 
Safety Features ’* 

O'REILLY. JP Region 2, Atlanta. Office of the Oirector 

79/02/16 2pp 


7903-080270 Informs recipients of !£ Bulletin 79-01# "Environ 
Qualification of Class IE Equipment." dtd 790209# that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CML 

O'REILLY. -J P Region 2, Atlanta. Office of the Director 
79/02/20, 2pp 


7903290316 Requu^tir addl info re capability of nuclear steam supply 
eys to respond to postulated AIRS transients W/ltv to major 
vendors lequestn.g info & Porwaiding NURE0-0460, Vo 1 0 
W/o «ncl 

VASSALLO.-D D Assistant Director for Light Water Reactors 

79/03/15 3pp 


79032B0364 Descisbes status of product assurance oi gan i iat i on 
Organ i i at i on chart end 

HAGA. F B Offshore Power Systems isubs of Weslinghouse Electric 
Carp ) 79/03/19 2pp 
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DOCKET StU-50-4-37 floating Nuclear Pldiit 


79O301O2Q7 C c/cnrtfrnt i on FFS Hurt J ngrt 64 w/tlose scrutiny of sites 
in (ituari64>i ivbi s qt neal barrier islands Relieves 
accident cons cqueiu.es are much gi e«t$r than For land-based 
plants Notes use or WASH-1400 in preparation of FES 
MEDEMA.N,. W N En v i ronmenta 1 Protection Agency 79/03/26 3pp 


790323036 6 Ac k receipt 
physic* L protec t ion 
u 1 1 1 be included in 
KAGA.P B OF ft. h or e 
Cor p 3- 79/03/19 


OF 770301 NRC 
features in Fa 
next amend to 
Pauei Systems 
1 P 


P 

( 


1 1 1 At k responsibility to provide 

ility design Commitments 

l ant design rept 

subs of West ing house Electric 


7903060040 Advises that applicant oppu.es Natural Ntfscuu cea Defense 
Council's /9Q1 l 1 motion for production of documents as 
unnecessary h w/o merit 

•COWAN. E Z Eckert oeamaii*. Cher in /, Mellott 79/01/26 4pp 


7903300-094 Forwards lb Bulletin 79-02. "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Bolts ■" 

O'REILLY. J P Region 2. Atlanta* Office of the Director 

79/03/0Q Ip 


79032 1 01 IQ Forwards IE Bulletin 79-03. ’'Longitudinal Weld Defects in 
ASHE SA'-aia Type 304 Stainless Steel Pipe Spool* 

Manufactured by Young 6 town Welding & Engineering Co " 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 

79/03/13 lp 


7903210563 Forwards IE Circular 79-04. "Loose Locking Nut on Limitorque 
Valve Operators " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/16 lp 


DOCKET 50-43B Gellsfonte Nuclear Plant. Unit 1 


7903050257 Requests thut applicant fa a inquired tfa file w/A&LB L 
parties copies of ail common icat i onf w/NrtC 

ROSSHAN. A ? Natural Resources Defense Council /9/Oi '30 Ip 


7903050230 Infoima that Natural Resource Defense Council missed filing 
dead i me. by t plans tci file a faiief on its contention ?. 
remain in the pi oceed my Certificate of Syc enc 1 

R □ 1 S MAN . A 7 Natuial Resources Defense Council /9/02/12 4pp 


79032901 17 forward* telagiam sent to ASaLB b NRDC withdrawing 
applicant s motion fpi dismissal of NRDC's programmatic 
Impact statement 

ViEMRSCK. J H Eckert, nram^ns. O.erin 9 Mellott 79/02/M Ip 


790329-0110 Applicant withdraws me. t ion foi dismissal of NflHC's 790206 
programmatic impact statement 

KENR1CK. 0 9 EcVvit. teamans Cherin b Mellott 79/02/14 ip 


7903160*101 Denies applicant * 790206 i equest For 790319 resumption of 
hearing Suggests informal agreement among patties on at 
least three date* to be proposed to ASLB 

WOLFE. s J Atomic Safely arid Licensing Board Panel 79/02/16 lp 


7903220065 notion For tummai y disposition H> failure oF FES to consider 
environ impact K alternatives 

ROISMaMiA 7 Natural Resources Defense Council 79/02/16 Ip 


7903020112 Forwards NRC and EPA evaluation Df r-ept re potential larva} 
fish entrainment TVA has cumpVisd w/Cond i fct an 3 D(2) of 
CPPR-122 ?< CPPR-123 

REGAN. W H Envirorrmsnta 1 Project Branch 2 79/02/14 23pp 


7903030073 Forwards NRC i e c ommendat ions for preparation of Offsite 
Dose Calculation Manual << proposed radiological effluent 
Tech SpeC9 

PARR.Q D Light Water Reactors Branch 3 79/02/14 7pp 


7903270544 Forwards NUriE<»“0523. "Summary of Operating Experience 
w/Rec i rculaling Steam Generator®." which focuses nh recent 
problem ui/degradaticni Believes continued plant operation 
does not constitute unduo risk 

EI5ENHUT.P 0 Assistant Director for Systems It Projects 

79/03/02 3pp 


7903210392 Requests addl info re effluent treatment ays described in 
FSAR 

PARR. Q D Light Hater Reactors branch 3 79/03/05 3pp 


7903260242 Forwards -safeguards contingency plans plans withheld 
(ref 10CFR2 7901 

GILLELAND.JE Tennessee ValUy Authority 79/03/21 lp 


7903160170 Forwards "Annual Rept 1970 " 

QILLELAND. J E Tennessee Valley Authority 79/03/16 tp 


790322006B NRDC s .Iibijuit andum in suppDit of summai y disposition motion 

UTges that programmatic i evlew of floating nuclear plants he 79-0G1602J7 "Annual ftopt 1976 " 

conducted Certificate of Svc end * Tennessee Valley Authority 79/03/16 42pp 

ROlSMAN. A 1 Netui al Rcsdui ces Defense Council 79/02/16 Qpp 


7903220071 
Offshore 
f 1 cr*t l ng 
RQ1SMAN. 


NRDC statement of matl facts which are 
Fowfcr Sys's intent to build more than . 
nuclear plants Certificate of Svc ehcl 
A Z Natural Resources Defense Council 


not ih dispute re 
light 

79/02/16 5pp 


7903060375 Forwards IF lirsp Repts 30-430/ /0-P2 L 50-439/70-22 on 
7B121S-21 No noncqmpl iance noted 

hURPHY.C E Region 2. Atlanta. Reattor Construction h Enginearinp 

Support Branch 79/01/11 2pp 


7903220097 Intel Venn withdraws f c Mil active participation in licensing 
hear i ng*. due to util's withdraw! of Older for floating 
nuclear plants off NJ qoost Certificate of Svc end 

QN5DCJRFF. K A . VAN ffrfK, S C Neu Jersey. State of 79/02/20 4pp 


7903260353 Responds to /901 10 Its ra NRC position contained in FES. Part 
111 Requests that fui then mquii let be addressed to NR C 
counie 1 

SGHINK1.SM Branch 3 79/03/0& 2pp 


7903060379 IE Insp Repts 5Q-438/7B-22 U 50-439/70-22 an 70121B-2I. No 
none amp 1 iance noted Major areas inspected containment* 
reactor coolant pump casing l ns t al 1 at Ion. p tp i ng t pips 
support design 

COMPTDN.R M . MODE NOS* L . BRYANT. J C Region 2. Atlanta. 

Reactor Construction 6 Engineering Support Branch 79/01/11 5pj* 


7903070197 Forwards IE Insp Repts 50-436/78-21 fc< 50-439/7B-21 on 
781219-22 No non c omp 1 i a nc e Aoted 

MORPHY. C L Region 2. Atlanta. Reactor Construction L Engineering 

Support Branch 79/Ql/ll 2pp 


7903210315 Older s public hoai mg to \ esune on 790404 in Dethe sd a # MD* re 
Atlantic Coviity Cifiiens Council oil Fnviron's Contentions 
3a 4c 3c 

HOLFF.S J Atomic safety and tiwensing Board Panel 79/03/12 ip 


790327001 J Explains that floating nuclear plont designer. a* well as 
owner, be a-r* 1 esponsib 1 1 1 ty to factor physical protection 
into design Requests that commitment to this effect be 
included in plant design i ept 10CFR73 55 end 
BAER. R L Light Watei Reactors Branch 2 79/03/01 9pp 


7903080540 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features 11 

O'REILLY. J P Region 2. Atlanta, Office of the Director 

79/02/16 ip 


7 i 030 0 02 ? 1 Infoims recipients of IE Bulletin 79-01. "Environ 
Goal i FI cat ion of Class IE Equipment." dtd 790200. that valve 
limit switch identified ss NAMCO Model 83CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/20 2pp 


7903070199 IE Insp Repts 50-436/ /0-21 b 90-439/7B-21 On 701219-22 Mo 
none amp 1 lame noted Major areas inspected license* action on 
previous msp find mgs. reactor coolant pressure boundary, 
safety-related piping 1/ QA implementing procedures 

BLAKE. J J . CONLON. T E Region 2. Atlanta-. Reactor Construction 

it Engineering Support Branch 79/01/16 6pp 


7902310164 Foruia 
IE Equipment " 
plants far wh I 
O'REILLY. J P 
79/02/00 2pp 


rds IE 
W/l is 
ch no 
Re g 


Bulletin 79-Qi, "Environ dual if ic 
t of 11 systematic evaluation prog 
action is required 

ion 2, Atlanta. Office of the Dire 


a tian 
ram 

c tor 


of Class 


7903020376 Forwards IE 
Safety Features " 

O 'RE ILLY. J P R&g 

79/02/16 2pp 
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DOCKET 50-438 Bellefo nte Nuclear PI ant. Umt 1 


7903000300 Informs recipients of IE Pul Is tin 79-01. ‘Environ 
Qualification of Class IE £quip.merU. " dtd 790208. that valve 
limit switch Identified as NAMCG Model S3CHL should read 
SL3CML 

' 0 'RE I LLY„ J R Region 2, Atlanta. Office of the Director 

79/02/28 2pp 


7903140352 Forwards IE Info Bulletin 79-02. "'Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolts " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/08 Spp 


79032 10 0B7 Forwards IE Bulletin 79-03. 'Tongitud 1 nai Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/03/12 2pp 


7903220026 Forwards IE Circular 79-04. "Loose Locking Rut on Liffli torque 
Valve Operators " 

O'REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/16 2pp 


7903010277 First Interim rept on deficiency re piping embedded in 
structural concrete, initial ly reported 790112 Evaluation of 
extent ft scope of non conform a nee ft effects on structural 
integrity is in progress Identifies tun areas of concern 
OILLELAND, J E Tennessee Valley Authority 79/02/14 ip 


DOCKET 30-439 Dellefont* Nuclear Plant. Lfn i t 2 


7902210164 Forwards IE Bulletin 79-01, "Environ Qualification of Clan 
IE Equipment M H/list of 11 systematic evaluation program 
plants foT which no action is required 

□ 'REILLY. -J P Region 2, Atlanta. Office of the Director 

79/02/08 2pp 


7903020376 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

0 'REILLY, if P Region 2* Atlanta. Office of the Director 

79/02/16 2pp 


7903080300 Informs recipients of IE Bulletin /9*0l. "Environ 
Qua 1 i f i cat i on of Class IE Equipment. " dtd 790208. that valve 
limit switch identified as NAMCO Model 53CML should read 
5L3CML 

□ 'REILLY* J P Region 2, Atlanta, Office of the Director 

79/02/28 2pp 


7903140552 Forwards IF Info Bulletin /9-02, ‘Pipe Support Base FJate 
Designs Using Concrete Expansion Anchor Bolts 14 
O'REILLY. J P Region 2, Atlanta. Office of the Director 

79/Q3/08 2pp 


7903210087 Forwaids IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME 5A-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding ft Engineering Co " 

□ 'REILLY, J P Region 2. Atlanta, Office of the Director 

79/03/12 2pp 


7703220028 Forwards IE Circular 79-04. "Loose Locking Nut on Limitoryvl 
Valve Operators 11 

0 'REILLY* J P Region 2, Atlanta. Office of the Director 

79/03/16 2pp 


7903020 li 2 Forwards NFiC and EPA evaluation of rept re potential larva J 
fish entrainment TVA has complied w/Condition 3 D(2) of 
CPPR-122 & CFPR-123 

RECAN. W H Environmental Project Branch 2 79/02/14 £3jip 


7903050073 Forwards MflC r e commendat ion* for preparation of Offsite 
Dose Calculation Manual It proposed radiological effluent 
Tech Specs 

PARR, O D Light Water Reactors Branch 3 79/02/14 7pp 


7903270544 Forwards NUREG-Q523, ‘'Summary of Operating Experience 
w/Recir e ulat ing Steam Generators," which focuses on recent 
problem w/degradat ion Believes continued plant operation 
does not constitute undue risk 

E18ENHUT.D 0 Assistant Director for Systems 6 Projects 

79/03/02 3 pp 


7903210392 Requests add 1 info re affluent treatment sys described In 
FBAR 

PARR,0 D Light Water Reactors Branch 3 79/03/03 3pp 


7903260242 Forwards safeguards contingency plans Plans withheld 
(r»f 10CFR2 790). 

OILLELAND. 0 E Tennessee Valley Authority 79/03/21 ip 


7903010277 First interim rept on deficiency re piping embedded in 
structural concrete, initially reported 7901 12 Eva 1 uati on of 
extent ft scope of non comf ormanc e h effects on structural 
integrity is in progress Identifies two areas of concern 
OILLELAND. J E Tennessee Valley Authority 79/02/14 ip 


DUCKET 50-440 Pen y Nuclear Power Plant, Unit l 


7703060576 Notification of 790208 meeting in Bethesda.MD re fault* in 
facility intake ft discharge tunnels 

LYNCH. M D Light Water Reactors Branch 4 79/01/23 3pp 


7703270302 Ratification of 790329 meeting w/Cleveland Electric 
Illuminating Co in Dethesda. Maryland to discuss geologic 
Investigation of faults in intake 6 discharge tunnels 
LYNCH, M D Light Water Reactors Branch 4 79/03/16 2pp 


7703090046 Forwaid* JL Insp Repts 50-440/78-17 ft 90*441/70 16 on 
70J21B-2O No noncompHancp noted 

HEISHMAN. R F Region 3, Chicago. Reactor Construction 6 

Engineering Support Branch 79/01/23 2pp 


7903160170 Forwards "Annual Rept 1979 " 

OILLELAND, JE Tennessee Valley Authority 77/03/16 Ip 


7903160217 "Annual Rept 1978 " 

# Tennessee Valley Authority 79/03/16 42pp 


7903060375 Forwards IE Insp Repts 90-438/70-22 ft 50-437/78-22 on 
781218-21 No noncompliance noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction ft Engineering 

Support Branch 79/01 / ft ft 2pp 


7903060379 IE Insp Repts 50-430/78-22 ft 90-437/78-22 on 70J2 18-21, No 
noneomp 11 ence noted Major areas inspected containment, 
reactor coolant pump casing instal latl on, pip i ng ft pipe 
support design. 

COMPTON, R M , ttODENOS, L * BRYANT, J C Region 2, Atlanta, 

Reactor Construction ft Engineering Support Branch 79/01/11 Spp 


7903070197 Forwards IE Insp Repts 30-438/78-21 ft 30-439/78-21 on 
781219-22 No noncomp liance noted. 

MURPHY, C E. Region 2, Atlanta, Reactor Construction ft Engineering 

Support Branch 79/01 /U 2 pp 


7903070199 IE Insp Repts 50-438/78-21 ft 00-439/78-21 on 781219-22 No 
noncomp J lance noted Hajor areas inspected licensee action an 
previous insp findings, reactor coolant pressure boundary r 
safety-related piping ft QA implementing procedures, 

BLAKE, J. J , CONLONi-T E Region 2, Atlanta, Reactor Construction 

ft Engineering Support Branch 79/01/16 6pp 


7903070031 IE Insp Repts 30-440/70-17 ft 30-441/78-16 on 704218-20 Nd 
noncompl iance noted Major area* inspected icactor pressure 
ve**el moving proc edures. qual ity records ft hardware insp 
for Class i ft 2 valves 

ERB.C.H . DANIELSON, D. H Region 3, Chicago, Reactor 

Construction ft Engineering Support Branch 79/01/22 5pp 


7903120537 Forwards If. Insp Repts 50-440/78-15 ft 50-44 1/7B-14 on 
7BU2B-1201 ft notice of violation 

HEISKMAN. R F Region 3, Chicago. Reactor Construction ft 

Engineering Support Branch 79/01/24 2pp 


7903120542 Notice of violation from insp on 781128-1201 

* Region 3. Chicago, Office of the Director 79/01/22 2pp 


7903120970 IE Insp Repts 50-440/ /a-13 ft 30-441/78-14 on 701120-1201 
Noncompliance noted inadequate measures to control purchased 
metis or welding processes ft inadequate documentation of 
pressure test repts 

KONKLIN, J £ , NA1DU.K R . HAYES, D W Region 3, Chicago, Office 
of the Director 79/01/22 iflpp 


7903080375 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features ’■ 

KEPPLER, J, G Regions, Chicago, DffUe of the Director 79/02/16 
IP 
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DOCKET 50-440 Pony Nuclear Power FMant, Unit I 


7903080333 Informs leripirnts of IF Bulletin 79-01, "Environ 
Qualification of Class It Equipment,' dtd 790208, that valve 
limit switch identified as NAHCO Model B3CML should read 
SL3CML 

KEPPLER.J G Region 3/ Chicago. Office of the Director 79/03/01 

tp 


7903150020 Forwards It- Bulletin 79-02, "Pipo Support Base Plate Designs 
Using Concrete txpansinn Anchoi Bolts 11 

KEPPLER. J 0 Region 3. Chicago, Office of the Director 79/03/08 

IP 


7903190346 Forwards U Bulletin 79-03, "Longitudinal Weld Defects in 
AS ME BA-312 Type 301 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding It Engineering Co " 

KEPPLER* J G Region 3. Chicago. Office of the Director 79/03/12 

lp 


790324*0099 Ark receipt of /90301 itr informing NRC of steps taken to 
correct violations noted in IE Insp Kept* 50-440/79-15 It 
50-441/79-14 

FICRELLS.C Uoqion 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 79/03/14 ip 


7903260102 Responds tu NRC 790124 Itr re violations noted in IE Insp 
Pepts 50-400/79 15 h 30-441 / 79-* 14 Corrective actions welds 
have been inspected t< repaired t OA procedures established, 
pr mure teat proceduie will bo revised 

DAVIDSON, D n Cleveland Electric Illuminating Co 79/03/Oi 5pp 

/903 1931 1 i Act receipt of /90P12 interim repl.re SiM Construe tors, Inc 
QA program breakdown 

PI OH ELL I , G Region 3, Chicago. Reactor Construction t< Engineering 

Support Branch /9/03/01 ip 


DOCKET 50-441 Perry Nucloai Power Plant. Unit 2 


790P060596 Notification of 790208 meeting in Bothesda.MD ro faults in 
facility intake U disthaige tunnels 

LYNCH, M D Light Water Reactors Branch 4 79/01/23 3pp 


7903270302 Not l f i co ti on of 790329 meeting w/Cleveiand Electric 
[IlimlnaLiNQ Co in 13efche*da, Maryland to discuss geologic 
Investigation of faults in intake I. discharge tunnels 
LYNCH, M t> Light Water Reactors Branch 4 79/03/16 2pp 


7903090046 Forwards U* Insp Repts 50-440//Q-J7 it 50-441/78-16 on 
701218 *20 No none amp ) lance noted 

HEISIWAN. R f Region 3, Chicago, Reactor Construction S< 

Eng 1 neertng 3upport Branch 79/01/23 2pp 


7903190546 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding It Engineering Co " 

KEPPLER, J G Region 3, Chicago. Office of the Director 79/03/12 

ip 


7903260099 Ac 1c receipt of 790301 itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-440/79-15 k 
50-441/79-14 

FIORELL I . Q Region 3, Chicago, Reactor Construction It Engineering 

Support Branch 79/03/14 Ip 


7903260102 Responds to NRC 790124 Itr re violations noted in IE Insp 
Repts 50-440/79-15 U 50-441/79-14 Corrective actions welds 
have been inspected & repaired b OA procedures established, 
pressure teat prptpdur* will be revised 

DAVIDSON, D R Cleveland Electric Illuminating Co 79/03/01 Spp 


7903190111 Ack receipt of 790212 interim rept.re 5LM Constructors. Inc's 
QA program breakdown 

FIGRELLI.G Region 3. Chicago. Reactor Construction It Engineering 

Support Branch 79/03/01 ip 


DOCKET 50-443 Seabrook Nuclear Station. Unit I 


7903300530 States NRC requirements ro trensfei s of special nuclear 
matl Assigns symbol XTB for activities pending issuance of 
l icense 

SPARKS. E Division of Safeguards 79/03/13 ip 


/9030904I3 Requests names $* addresses of intervenors In proceedings re 
Public Svc Co of NH const permit Also seeks info re current 
status of EPA approval of facility cooling sys 
PHILLIPS, N P Affiliation Unknown 79/01/31 tp 


7903050554 Forwards NRC responses to questions raised by JH Buek re 
Pilgrim L Phillips Cove transmission lines 
BRENNER, L Branch 3 79/02/09 3p p 


7903060329 Responds to ASLAB request by forwarding NRC studies re 
population densities accident risks t* related 
cor r eepond enc e W/o enc 1 

CUTCHIN, \) M Branch 3 79/02/13 2pp 


7903150200 Interveners' response per ALAB-509 in opposition to 

"do minimus" theory Alleges theory ignores Issue of 

significant ?< substantial releases of radon-222 to environ 
Certificate of Eve end 

KEPFQRD, C Affiliation Unknown 79/02/19 37pp 

7903130475 Corrects NRC 79GS09 proposed ASLAB decision Page 56 left out 
"Seabrook in comparison to " 

BRENNER, L Branch 3 79/02/21 lp 


7903090091 IE Insp Ropbs 50-440/73-17 *< 50-441/7Q-16 on 70121 B- 2 O No 
nancomp 1 lance noted Major areas Inspected reactor pressure 
vessel moving procedures, qual i ty records & hardwai e insp 
for Cl-ass 1 *• 2 valves 

EflH.C M . DAUIEL3DN, I) H Region 3, Chicago. Reactor 

Construction 1r rngineoring Support Branch 79/01/22 5pp 

7903120537 forwards IT Insp Repts 50-440/78-15 V 50-441/70-14 on 
78 1 120-1201 6 notice of violation 

HE K EMM AN. ft F Region 3, Chicago. Reactor Construction l< 

Engineering Support Branch 79/01/24 2pp 


7903120542 Notice of violation from insp on 781128-1201 

* Region 3, Chicago- Office of the Director 79/01/22 2pp 

790-3O6Q379 Forwards IF Info Notice 79-04, "Degradation of Engineered 
KFPPLERrj tt O UT ** Region 3, Chtcago- Office of the Director 79/02/16 

7903060353 Informs incipient* of IE Bulletin 

Qua) I ft cat! on of Class IE Fqulpment, " dtd 790*.0Q, that valve 
limit switch identified as NAMCQ Model 83CML should read 

KEPPLER < J 0 Region 3, Chicago. Office of the Director 79/03/Oi 

Ip 


7903090408 Responds to 790130 request for names fc addresses of 
intervenors re Public Svc Co of NH const permit proceedings 

FELTON? J S'" ^Division of Rules and Records 79/03/01 2pp 

7903230297 Forwards responses to AL AD-509 Thirty-day period for 
reioonses to documents shall run from 790305 

SKRUT8KI, R- M Atomic Safety and Licensing Appeal Panel 79/03/01 
3pp 

7903220313 Eeacoast An t i -Po 1 lut ion League's argument re hypothetical 
„t. h.ai Ing. Ar.ua* NRC *« *,« Md. ■«"< 
studu of alt.rnotivp sites Requests .st.tllshment »F 
roul.l appro**,, to sttin, Cart of Svc aoc 

BACUS.R a O'Neil, Backus, Spielman 79/03/02 13pp. 


903260170 Supports proposed alternate sites hearing, in case cooling 
Sowers are at Seabrook. but feels Phi lips Cove is 

non-viab 1 e alternative Certificate of Bvc enc 79/03/02 

D IOWAN, T, , GAD.R K Public Service Co of New Hampshire 79/03/02 

llpp 

90320032B Forwards IF. Insp Repts 50-443/79-01 ft 30-444/79-01 on 
790115-10 No noncamp 1 i anc e noted _ . 

CMUON," T n.iion 1. PhiUd,*.!;!.. R«ct.r C.n.lruetlon I, 


79G3150028 Forward* IE- BulUtin 79-OJ3. ‘R,P e Support r.*B PEat* 

Using Concrete Expansion Anchor p fch j> iv * c tor 79/03/08 

KEPPLER, J 0 Region 3, Chicago, Office of the imeccur 
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DOCKETED SERIES 


DUCKET 50-443 Scabraok Nuclear Station- Unit 1 

7903200333 IE Insp Kept* 50-443/77-01 b 30-444/79-01 on 790115-13 Wo 
noncompliance noted Major areas inspected previously 
unresolved items, work in progress it. const area- reactor 
pressure vessel unloading t* handling k concrete placement 
FOLSOM. B A , BATEMAtl. W H , NCGAUGHY. R W Region I. 

Philadelphia. Reactor Construction ?< Engineering Support Branch 
79/02/06 7pp 


7903150200 I atervenors ' response per ALAR-509 in opposition to 
IJ de minimus" theoi y Alleges thpory ignores issue of 
significant tx substantial releases of radon-222 to environ 
Certificate of Svc -end 

KEFFORD. C Affiliation Unknown 77/02/19 37pp 


7903130475 Corrects NRC /90209 proposed ASLAQ decision Page 5& i B f* 0ut 
"Sea bra ok m comparison to " 

BRENNER, L Branch 3 79/02/21 ip 


7903060625 Forwards IE Info Notice 79-03- "Limi torque Valve Cleared 
Limit Switch Lubricant " 

GRIER. B H Region 1. Philadelphia. Office of ths Director 
79/02/09 ip 


790309-Q40E Responds to 790130 request foi names L addresses of 
intervenors re Public Svc Co ot NH const permit proceedings 
Forward i s.c list 

FELTON, J M Division of Rules end Records 79/03/01 2p| 


7903300049 Forwards IE Insp Rept* 50-443/79-02 h 50-444/79-02 on 
790124-25 No non c omp 1 i anc e noted 

CARLSON. R T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/02/14 2pp 


7903300055 IE Insp Repts 50-443/79-02 8< 50-444/79-02 on 790124-25 
No tinneonp 1 ianc e noted Major areas inspected allegation 
that froien water was present on previously placed concrete 
prior to subsequent concrete placement 

FOLSOM. S A Region 1. Ph i lade 1 pfi la. Office of the Director 
HCGOUGHY.R W Region 1. Philadelphia. Reactor Construction 6 

Engineering- Support Branch 79/02/13 7pp 


7903230297 Forwards responses to ALnB-509 Thirty-day period for 
responses to documents shall run from 790303 

SKRVTSKI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
9pp 


7903220313 Seacoast Anti-Pollution League's argument re hypothetical 
alternative site hearing Argues NRC has not made meaningful 
study of alternative sites Requests establishment of 
rational approach to siting Ceitificato of Svc end 
BACUS.RA O'Neil. Backus, bpielman 79/03/02 15pp 


7903090389 Forwards IE Info Notice 79-04, "Degrada tion of Engineered 
Safety Features " 

GRIER. B M Region 1. P h i lad e 1 ph la « Office of the Director 

79/02/16 lp 


7903260170 Supports proposed altpinate sites hearing, in case cooling 
towers are requited at Seabrook, but feels Phillips Cove is 
non-viable alternative Certificate of Svc end 

DIGNAN. T . GAD, R h Public Service Co ot New Hampshire 79/03/02 

Upp 


79030B0460 Informs i*cipients of IE Bulletin 79-01. '‘Environ 
Dual If ication of Class IE Equipment," dtd 79020B. that valve 
limit switch identified as NAMCD Model S3CML should read 
SL3CML 

GRIER, B H Region S. Philadelphia. Office of the Director 
79/02/27 lp 


7903260120 Ack receipt of 790213 I tr Informing NRC Df stspi taken to 
correct violations noted in IE Insp Repts 50-443/70-16 b 
50-444/73-16 

CARLSON. R T Region 1. Philadelphia. Reactor Construction h 

Engineering Support Branch 79/02/28 Ip 


79032003^0 Forwards IC Insp Repts 50-443/ /9-01 f< 50-444/79-01 on 
790115-18 No none omp 1 lane e noted 

CARLSON, R T Region i, Philadelphia. Reactor Construction b 

Engineering Support Branch 79/02/0/ 2pp 


7903200333 IE Insp Repts 30-443/79»0l *, 50-441/79-01 on 7901 1 5- 1 B Us 
noneompl lance noted Major areas inspected previously 
unresolved items, wort in progress in const area, reactor 
pressure vessel unloading t handling 6 concrete placement 
FDLSOrt, 8 A . BATEMAN, Ini H , MCGAUGHY. R U Region ). 

Philadelphia, Reactor Construction b Engineering Support Branch 
79/02/06 7pp 


7903260129 Responds to NRC 790113 ltr re violations noted in JE Insp 
Repts 50-443/7B- 16 b 30-444/78-16 Corrective actions 
structural steel stored property surveillance of area 
increased 

HASELTINE, J D Public Service Co of New Hampshire 79/02/13 

lp 


7903260131 Forward* IE Insp Repts 50-443/70-16 lx 50-444/70-16 on 
781212-15 8t notice of violation 

CARLSON, R T Region 1. Philadelphia. Reactor Construction k 

Engineering Support Branch 79/01/15 2pp 


7 903260 J 34 Notice of violation from insp an 781212-13 

* Region 1. Philadelphia. Office of the Director 79/01/13 
If 


7903260140 IE Insp Repts 50-443/78-16 b 30-444/70-16 on 701212-13 ' 
Noncompliance noted failure to control matl storage 
FOLSOM. 8 A » FASANO. A N . MCGAUGHY. R W Region 1, Philadelphia. 

ReactoT Construe ti on Engineer mg Support Branch 79/01/12 7pp 


7903060625 Forwards IE Info Notice 79-03. ’ l imitorquo Valve Geared 
Limit Switch Lubricant " 

GRIER, B H Region 1. Philadelphia, Office of the Director 

79/02/09 lp 


7903300049 Forwards IL Insp Repts 50-443//9-02 ♦. 50-444/79-02 on 
790124-25 Ho noncompliance noted 

CARL5DN.Fl T Region 1. Philadelphia. Reactor Construction & 

Engineering Support Branch 79/02/14 2pp 

7903300055 IE Insp Repts 50-443/79-02 i< 50-444/79-02 on 790124-23 
No noncompliance noted Major ai eas inspected allegation 
that froien water ua* present on previously placed conciato 
prior to subsequent concrete placement 

FOLSOM. S A negion 1. Philadelphia. Office of the Director 

MCGDUGHY , R tV Region 1, Philadelphia. Reactor Construction b 

Engineering Support Branch 79/02/13 7pp 


/9O3O8O309 Forwards 1C Info Notice /9-04. "Degradation of Eng inerted 
Safety Features " 

GRIER. 8 H Region l. Ph 1 1 adei ph i a , Office Df the Director 
79/02/16 ip 


7903280025 Forward* IF Bullletin 79-02. “Pipe Support Base Plate Designs 
Using Concrete Espansion Anchor Bolt* " 

GRIER, D. H Region i. Philadelphia! Office of the Director 
79/03/0B Ip 


DOCKET 50-444 Seabroo* Nuclear Station. Unit 2 


7903090413 Request* name* t< addresses of interVenors in proceedings re 
Public Svc Co of NH const permit Also seeks info re current 
statu* of EPA approval of facility cooling sy* 

PHILLIPS. N P Affiliation Unknown 79/01/31 lp 


7903050534 Forward* NRC responses to questions raised by JH Suck re 
Pilgrim << Phillip* Covo transmission lines 
BRENNER. L Branch 3 79/02/09 3pp 


7903060329 Responds to ASLAB request by forwarding NRC studies re 
population densities b accident risks % related 
correspondence ti/o end 

CUTCHINpJ M Branch 3 79/02/13 2pp 


7903000460 Informs recipients of IE Bulletin 79-01. "Environ 
dual i f teat i on of Class JE Equipment," dtd 790208, that valve 
limit switch identified as NANCO Model S3CML should read 
SL3CML 

GRIER. 0 H Region 1. Philadelphia. Office of the Director 
79/02/27 lp 


7703260J20 Ad receipt of 790213 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 5Q-443/7B-16 U 
30-444/78-16 

CARL9DN, R T Region 1, Philadelphia. Reactor Construction b 

Engineering Support Branch 79/02/28 ip 


7903260129 Responds to NRC 790J19 ltr re violations noted in IE Imp 
Repts 90-443/78-16 b 50-444/78-16 Corrective actions 
structural steel stored property t< surveillance of area 
increased 

HASELTINE. J D Public Service Co of Now Hampshire 79/02/13 
If 


7903260131 Forward* IE Insp Repts 30-443/78-16 b 50-444/78-16 on 
781212-15 & notice of violation 

CARLSON. R T Region 1, Philadelphia. Reactor Construction t» 

Engineering Support Branch 79/01/15 2pp 
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DOCKET 50-444 Seabiook Nuclear Station* Unit 2 


7903260-134 Notice of violation from insp on 70 1212-1 5 

* Region 1. P h i 1 ad e 1 p h i a Office of the Director 79/01/12 
h> 


7903260140 IE Insp Rept? 50 443/70-16 & 50-444/70-16 on 701212-15 
Motif omp 1 lane e noted faiiuie to control matl storage 

FGLGOM, S A , FASAND, A N * MCGAUGHY, R U Region 1, PM 1 ad £ lph l a. 

Reactor Construction i Engineering Support Branch 79/01/12 7pp 


79-Q32S0025 Forwards IF Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

OFtlERjQ H Region 1 Philadelphia. Office of the Director 

79/03/08 lp 


DOCKET 50-445 Comanche Peak Steam Electric Sta , Unit 1 


7903120422 Sunmarijes 701024 meeting on geology of site A surrounding 
area No seismic pioblemt 

NAVENT I , ft Light Water Reactors Branch 4 79/01/17 llpp 


7903060657 Requests addl info re reg guide *, branch technical positions 
to complete evaluation of application for operating license 
Responses should be submitted by 790301, 

VARGA. 5 A Light Wafcn Reactors Blanch 4 79/02/02 44pp 


7903060674 Informs of schedule !< procedures foi review of UCAP-G507 
Several applications that reference this tept as basis for 
meeting [EEF 323-1974 =td will be leviewed Requests addl 
info re previous i epts on seismic tests 

STOLT, J F Light Water Reactors Branch 1 79/02/06 2pp 


7903020179 Forwards plans re review of Class IF equipment qualification 
referencing WCAP-B5S/. 'Methodology foi Qualifying 
West i ng h ous o I*Wf<* SD Piovided NSB5 Safety-Related Equipment " 

BAER, R L Light Uatei Reactors Blanch 2 79/02/09 4pp 


7903140125 Dastiibes NRC recommendations for general contents of 
Offsite Dose calculation Manual i equired w/vad i o 1 og i ca 1 
effluent Tech Specs 

BAER . ft L Light Water Reactors Branch 2 79/02/13 7pp 


7903210003 Confirms tolcon of 790216 re defective equipment supplied to 
Tpias Uti k Generating Co Two AV line switchboards were 
shipped u/nuorrect ammeters installed Incorrect ammeters 
■ware removed N correct ammeters installed 
YERROW- FI L General Electric Co 79/02/16 2pp 


7903050 293 Forwards "Exhibit 3, Garland" erroneously omitted from end 
in 790222 Ur, log number TXX-2963 

FULLER. S Teias Utilities Services, Inc 79/02/26 2pp 


7903150140 Summary of 790213 meeting m Bethesda.MD w/TX Utils 
Generating Co to discuss NRC requirements re overhead cranes 
£ pipe breaks outside containment 

B UR WELL , 5 B Light Water Reactors Branch 2 79/02/27 4p p 


79032104 1 £ Foi wards request for add) info re power sys 6 

imstrumentat ion l conti ol Bye Request that FSAR be amended 
to include info sought Response should be submitted by 
790323 

BAER. R L Light Water Reactors Blanch 2 79/02/20 50pp 


7903270621 Forwards NUREQ-0023, "Summary of Operating Experience 
u/ftec Itcu la t ing Steam Generators. 11 which focuses on recent 
problems w/d SQTadat ion Believes continued plant operation 
does not constitute undue risk 

EtSENHUT.D G Assistant Directoi foi Systems U Projects 

79/03/02 3pp 


7903260367 Notification of 790320-PI site visit to Glen Rose. TX w/ 
Caseload Forecast Panel to evaluate consfcr progress !< 
irdependan tly assess fuel load date 

BURRELL. 6 P Light Water Reactors Branch 2 79/03/09 2pp. 


790326030-0 Requests addl info re capability of nuclear steam supply 
tys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info V forwarding NUREG-0460, Vol 3 
M/c end 

VA5SALL0. D D Assistant Director foi Light Water Reactors 
79/03/1 S 3pp 


79Q32B0E44 Notification of 790327 meeting ui/TX Utilities Generating Co 
in Bathes da, MQ tn discuss repair procedures for relocating 
aiiori e-nted vessel support pads 

BURWELL.5J3 Light Water Reactors Branch ? 79/03/19 2pp 
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7903020371 Review of environ rept is complete Proposed action will) not 
affect any projects of DO! , Bureau of Reclamation 

WEfMER, R H Interior, Dept of. Bureau of Reclamation 79/02/22 
lp 


7903070351 Forwards 790212 memo *< 790211 ltr of DE Harley re 
distribution of Fnviron Rept 

WERNER, R Texas Utilities Services, Jnr 79/02/26 4pp 


7903260177 Forwards safeguard contingency plan Plan withheld (ref 
10CFR2 790 1 

GARY. R J Texas Utilities Generating Co 79/03/22 2pp 


7903050340 Forwaids addl info which now completes TX Municipal Power 
Agency antitrust info Concerns application for util tu 
receive ownership interests in facility Draft joint 
ownership agreement ? draft transmission agreement esncl 
* Debevoise & Lieberman 70/12/22 20pp 


7903220074 State of TX'* petition to participate as interested state 
State is concerned w/pi otec ting health L safety of its 
citizens 6 1 ta meeting its future energy needs Certificate 
of Svc end 

LOWERRE, R W Texas. State of 79/02/13 3pp 


7903190153 Forwards NUREG/CR-0400, NRC policy statement re Lewis 
Committee's review of WASH- 1 400. u/FE8 6 SER W/o ends 
CHANDLER, L J Branch l 79/02/14 Ip 

7703060333 Answers request for info re participation in licensing 
proceeding Forwards info W/o end 

ULMAN. M a Operations L Administrative Division 79/02/13 2pp 

7903230140 Applicant would welcome p ar t i c i p at i un of State of TX as 
interested state if healing is held Certificate of Svc end 
REYNOLDS, N S Pebevoise U Lieberman 79/02/26 2pp 


/903220475 Intervention petition of Citizens Association for Sound 
Energy Avers interests affected Affidavits of J Ellis t< E 
Stinsons L Certificate p f Svc end 

ELLIS. J Citizens Association for Sound Energy 79/02/28 6pp 


7903300086 Intervention petition U request for hearing filed by TX 
Association of Community Org am lat 1 on for Reform Now & West 
TX Legal Svc Affidavits of T Thompson t* W Garret 6 
Certificate of Svc end 

CAY. G M West Texas Legal Services 79/03/02 Spp 


7903300102 Citizens for Fair Util Regulation's intervention petition 
Avers interests to be affected requests local hearing 
Affidavit of NH Jacobson % Certificate of Svc end 

JACOB SON, N H Citiiens for Fair Utility Regulation 79/03/03 4pp* 


7903210354 Raises no objection to State of TX 790213 petition to 
participate as interested party if hearing is ordered 
Certificate of Svc end 

CHANDLER, L J Blanch t 79/03/05 Spp 


7903290132 Establishes AELB to rule on intervention petitions tc hearing 
requests L to preside if hearing is ordered 

YORE, J R Atomic Safety and Licensing Board Panel 79/03/09 2pp 


7903200293 Requests explanation of why operating licenses are being 
considered years before const is completed 
MOVICKrO Affiliation Unknown 79/02/20 Ip 


7903060717 Requests intervenor status in proceedings re application of 
TX Utilities Generating Co for operating license 
ELLIS, J Citizens Association for Sound Energy 70/12/30 lp 


7903050204 Notification to disregaid 790102 petition for intervention 
by Citiiens for Fair Utility Regulation in matters re 
operating license antitrust proceeding 

LESS/, R P Office of the Executive Legal Director 79/01/05 lp 


7903070272 Informs that during Jan 1979 South TX Electric Cooperative 
Inc U Medina Electric Cooperative Inc neither initiated nor 
received any discovery r eques ts, W/Cer ti f icate of Svc end 
JOHN, D, F Aliin. Gump, Hauer 6 Feld 79/02/02 4pp 


7903020100 DOJ response to Houston Lighting L Power Co objections It 
motion for a protective order tp HDJ discovery request Urges 
denial of util motion !< seeks answers to all DOJ 
interrogatories Certificate of Svc end 

HARRIS, J L , CLARK, R H # PARMENTER, F H Justice, Dept of 
79/02/06 21 pp 
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DOCKET 50-443 Comanche Peak Steam- £l*ctMc Sta , Unit 1 


79030900 90 Answered DQJ discovery request in Jan 1979 U rocnved 
i nterr o ga tor i as Answers due w/documen ts {ref end 
agreement! Certificate of Svc end 
BALOUGH. R C Austin, TX 79/02/06 5pp 


790-3090094 Informs of Tes-La Electric Cooperative's receipt of 
discovery documents from related Dlsti ict Court case for 
insp No other discovery activity initiated during Jan 
Certificate of Svc end 

BURCHETTE, W H Northcutt Ely /9/02/09 4pp 

7903030196 "info Requested by Attorney General for Antitrust Review of 
T5C Municipal Rawer Agency " 

* Texas Utilities Generating Co 70/12/14 200pp 


7903070150 Motion for extension of time until 790303 to respond to 
790206 motion to compel fuller responses to DOJ first set of 
interrogatories Certificate of Svc end 

FRANKLIN, W J , DOUKMiOHT, J A Lawen* t ei n, Neunan, Rei s , Axel ra d U Toil 

79/02/14 5pp 


7903070422 Advises that '‘Second Bat of Interrogatories b Requests for 
Production of Documents from Houston Lighting Power Co to 
NRC" was hand -d el i ve red on 790212. not 790209 as Certificate 
of Svc states 

PLUME, M Q Anti-Trust Division 79/02/14 ip 


7903130330 Motion by TX Utils Generating Co for extension of time to 
respond or file appropriate motions to 790131 discovery 
request Could not reach counsel for Public Util Board of 
Bra urns vi 11 u> TX Certificate of Svc end 
KNOTTS, J a Debevoise L Lieberman 79/02/14 6 pp 


7903000347 Request* clarification re Interrogatories 162 In search 
set Want* to know whether Houston Lighting 6 Power wants 
Info on all witnesses NRC may call, or only those addressing 
Houston Lighting 6 Power activities 
LEBSY, R. P Anti -Trust Division 79/02/15 lp 


7903130055 Grants time extensions to Houston Lighting U Power L TX 
Utils Generating Co to respond to discovery request* 

MILLER, M E Atomic Safety and Licensing Board Panel 79/02/JS 
2PP 


7903130-170 Motion for extension of time until 790302 to respond to DOJ 
790206 motlo-n to compel, due to late receipt of motion by TX 
Util Generating Co's counsel Certificate of Svc end 
KNOTTS. J B Debevoise 6 Liqberman 79/02/16 4pp 


7903000033 Houston Lighting 6 Power objection* In answers to NRC's 
initial in fcerrogatoriec 6 request* for production of 
document* Certificate of Svc and 
BARNETT. E If Oder 6 Dotts 79/02/20 OApp 


7903030379 Forwards TX Municipal Power Agency ( TMPAJ response to NflC 
790104 Itr requesting adtfl info re pending request to amend 
const permit* to reflect ownership interest of TMPA 
SCHMIDT, H C Teias Utilities Co 79/02/22 lp 


7903030391 Response* of four TX cities fRry an . Denton , Oar land , L 
Greenville) to NRC Question 9 of "Info Requisted by Attorney 
General for Antitrust Review ° W/encl data on smaller 
adjacent elactric util sys 

PLEITZi D Maman, Howell, Smith, Lee 6 Muldrou 79/02/03 6 pp 


7903000329 Noti f i cat 1 on of 790320 prehearing conference in Detfiesda, HD 
to review discovery statu* of parties 6 to hear arguments on 
790216 joint MBS 

MILLER, fl E Atomic Safety and licensing Board Panel 79/0-2/23 lp 


7903220403 CentraL Power 6 Light Co's first set of interrogatories to t 
request for production of documents from Public Util Doard 
of City of Browns v 1 1 J b. TX Certificate of Bvc end 
STAHL, D H 1 5 h am, Lincoln Beale 79/02/23 12pp 


7903260090 Motion by Central Power- ?, Light for extension until 790323 
in which to respond to Houston Lighting U Power Co's first 
set of interrogatories 

STAHL, D M Isham, Lincoln 6 Boalo 79/02/23 6 pp 


7903150100 Grants extension until 790312 for NRC response to Houston 
Lighting 6 Power Co second set of lnterrogatoi ies 6 
request* for production of document* for good cause shown 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/27 J p. 


7903200269 Central Power *< Light Co's second set of interrogator is* E, 
request foi ptoduction of documents, addressed to Houston 
Lighting 6 Power Co 

STAHL. D M Ishatn. Lincoln *< Beale 79/02/27 lOpp 


7903210574 Houston Lighting 6 Powoi Co's response to DOJ motion for 
extension of time Requests ASLD to hold ruling on motion in 
abeyance until 790320 prehearing conference 6 urges adoption 
of fair schedule Certificate of 5vc end 

BDUKNIGHT, J A Louenstei n, Neuman, Rei *, Axdrad 6 Toll 79/02/27 

9pp 


7903220143 Central Power h Light Co's fust set of interrogatories ft 
request for production of documents addressed to TX Util 
Generating Co 

* I sham, Lincoln & Beale 79/02/27 9pp 


7903 1 40608 Responds to DOJ 790206 request to compel City of Austin, TX. 
to provide fullei responses Denies motion re Interrogatories 
7,12 t* I3igrants motion re Interrogatories 5,19 & 22 
MILLER, h E Atomic Safety and Licensing Board Panel 79/02/29 

6 pp 


7903140645 Allows Central Power L Light Co until 790316 to respond to- 
Houston Lighting i* Power Cti'* Interrogatories Defer* ruling 
on DOJ 790222 motion until after /90320 prehearing 
conference 

MILLER, M E Atomic Safety and Licensing Board Panel 79/02/20 

2 pp 


7903230194 Rept on progress Df discovery during Feb 1979 
HARRIS, J L Justice, Dept of 79/02/20 6 pp 


7903060231 Forwards response of Brains Floctric Power Cooperative Inc 
to Question 9 of info requested by Attorney General for 
antitrust review 

SCHMIDT, H,C Texas Utilities Co 79/03/01 I3pp 


7903230280 TX UtiJ Co 6 subsidiaries' answers to NRC's initial 
Interrogatories h request* for production of documents 
Affidavit of au th o i 1 7 a t ion l Ceitificato of Svc end 
RELVEA.S C Worshafn. Forsythe 6 Sampels 79/03/01 24pp 


7903200277 TX Util Generating Co'* response to DOJ 790206 motion to 
compel fuller responses Urges denial or mod of motion 
Certificate of Bvc end 

KNOTTS, J II Debevoise t Lieberpian 79/03/02 lOpp 


7903Q90007 Grant* 790216 motion extending until 790302 TX Util 
Generating Co's time to respond to DOJ motion to compel 
MILLER, tt E Atomic Safety and Licensing Board Fane) 79/02/22 Ip 


7903130577 Application for Issuance of subpoenas for depot! tion of 
RL Wright & for production of documents to Keeper of Record* 
of Gulf State* Util Co Certificate of Bvc end 
POIRIER. K R Spiegel ^HcDlarmld 79/02/22 29pp 


7703140633 Houston Lighting * Power Co's objections to Item* 5,61*1, 
ltd), Kg), 8(c), ?1, 37<«), 43 & 45 of NRC 790115 diicovery 
request Move* AflLB for a protective order Certificate of Svc 

one 1 

FRANKLIN, W J . BARNETT, £ W Daker fc Dotts 79/02/22 Bpp 


7903230190 Motion for extension of time in which to respond to Houston 
Lighting & Power Co's second set of interrogatories U 
document requests Certificate of Bvc end 
HAR-RIS, J L Justice, Dept of 79/02/22 7pp 


7903200287 TX Util Generating Co 'a objections 6 motion for protective 
orders te/resaril to interrogatories J< document request* of 
Brownsvi 1 ie. TX Interrogatories are vague ?< genera 1 1 t esponse* 
would ba burdensome Certificate of Bvc end 
KNOTTS, J 0 Debevoise i< Lieberman 79/03/02 lOpp 


7903300078 Response of South TX Cooperat i ve* Inc & Median Elactric 
Coop erativc, I nc to initial intoi rogator i e* & first request 
for production of documents from Public Util Board of 
Droum > vi 1 1 a, TX Certificate of Svc end 

HUNTER, rt McGinn i s, Lochridge & Kilgore 79/03/02 6 pp 


79O31SO370 Protective order re confidential business info which may be 
submitted by companies in connection w/this proceeding 
MILLER, M £ Atomic Safety and Licensing Board Panel 79/03/06 

6 pp 



191 


DOCKETED SERIES 


DOCKET 30-445 Comanche Peak Steam Electric Sta - Unit 1 


79O3J60307 Grants 790301 joint motion For withdrawal of subpoenas S< 
motions i approves agreement re depositions ?< documents 
HILLER i M E Atomic Safety and Licensing Board Panel 79/03/06 lp 


79O332039B Order re Houston Lighting & Pauier 790115 motion for 
protective order concerning DDJ discovery request Overrules 
objections re speculation argument 6 conjecture Orders util 
to supply requested facts 

HILLERpM E Atomic Safety and Licensing Board Panel 79/03/06 

5pp 


7903200037 Forwards add! info from TX Municipal Power Agency in 
response to Question 9 re antitrust review W/o end 

5HAPAR.H K Office of the Executive Legal Director 79/03/0 7 lp 


7903260131 Grants Houston Lighting 6 Power Co's 790306 motion for 
eitensian until 790320 in which to respond to Central Power 
4 Light Co's second set of interrogatories 

HILLER. M E Atomic Safety and Licensing Board Panel 79/03/00 lp 


7903160183 Informs of status of discovejy NRC has received answers V 
objections from Houston Lighting it Power Co St TX Util 
Co. was served w/second set of Intel rogatories from former 6 
plans to continue reviewing documents 
BLUHE. n B Anti-Trust Division 79/03/09 Ip 

7903220244 Sustains certain of TX Util Generating 790112 objections re 
DO J discovery reque s t s> d en i e s otheis Grants motion to compel 
fuller responses to DOJ interrogatories 2 < a ) b ( b ) . 3( a ) , 4, 7< 9, 

1 2 r 14-16. 20. 2 1 1 23 6 23 

HILLER. M E Atomic Safety and l Iconsing Board Panel 79/03/0? 

5pp 


7 903 30024 1 Grants motion of Gulf States Util to extend until 790411 
period in which to respond to A8LB 790226 subpoena for 
production of documents per request of Public Utils Board of 
Brownsv i S 1 e. TX 

HILLER. H E Atomic Safety and Licensing Board Panel 79/03/13 lp 


7903290111 Application by Public Utils Board of Brounsvi 1 1 e , TX. f or 
issuance of subpoenas for production of documents from 
parent h affiliated companies of Central Power & Light Co 
Certificate of Svc end 

* Spiegel fc McDiarmid 79/03/14 9Bpp 


7903030192 Forwards "Info Requested by Attorney General for Antitrust 
Review of TX Municipal Power Agency ” 

KHOTTS.J B Dpbevoi se << Lieberman 70/12/14 ip 


7903140267 Forwards IE Insp Repts 30-445/78-22 30-446/70-22 on 

701201-31 No noncompliance noted, 

5EIDLE.W C Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 79/01/10 2pp 


7903140272 IE Insp Repts 50-443/7B-22 St SO-446/7B-22 on 701201-31 No 
nenccmp 1 iance noted Major areas inspected const activities 
including molding of reactor coolant 6 emergency core 
cooling pipe sys. storage U malnt of equipment & concrete 
TAYLGfl.R 0 r GROSSMAN. W A Region 4. Dallas, Reactor 

Construction 6 Engineering Support Branch 79/Oi/lO 6pp 


79031 40236 Forwards IE Insp Repts 50-445/ /?-02 & 50-446/79-02 on 
790100-10 No non comp 1 lance noted 

SETDLE.VJ C Region 4, Dallas, Reactor Construction 6 Engineering 

Support Branch 79/01/10 2pp 


7903140263 IE I nap Repts 50-443/79-02 6 50-446/79-02 on 7901 OB- 10 No 
non-compliance noted Major areas inspected const topics 
Including welding of reactor coolant b safety-related pipe, 
containment concrete p lacements, penetration It cable trays 
GILBERT, L D , GROSSMAN, H A , HALL, R E Region 4, Dallas, 

Reactor Construction 6 Engineering Support Branch 79/01/17 6pp 


79D3OS042B Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " W/liet of 11 systematic evaluation program 
plants for which no action is required 

BEYfftlT.H V Region 4, Dallas, Office of the Director 79/02/00. 

»# 


7703000442 Forward* IE Info Notice 79-03, "Limt torque Valve Geared 
Limit Switch Lubricant 11 

SEYFRIT.K V Region 4, Dallas, Office of the Director, 79/02/09 
If 


7903090047 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Features M 

SEYFR1T, ft V Region 4, Dallas, Office of the Director 79/02/16 
lp 


7903070204 Ac k receipt of 790104 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-443/78-20 fe 
50-446/70-20 

6ETDLE, W C Region 4, Dallas, Reactor Construction t Engineering 

Support Drench 79/02/21 lp 


79030702B7 Responds to NRC 701218 ltr re violations noted in IE Insp 
Repts 50-445/70-20 U 50-446/78-20 Corrective actions' 
specifications revised to eliminate requirement for 
submittal of radiographs to arebi tec t/eng lneer 
GARY i R J Texas Utilities Generating Co 79/01/04 3pp 


7903190023 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment) " dtd 790200, that valve 
limit switch identified as NAMCD Model 83CHL should read 
SL3CML 

SEYFR I T, K V Region 4. Dallas, Office of the Director 79/02/27 

lp 


7903280009 Forwards IE Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

SEYFRIT.K V Region 4. Dalles, Office of the Director 79/03/00 

lp 


7903300010 Forwards IE Bulletin 79-03. "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding St Engineering Co," 

BEVFRIT.K V Region 4, Dallas, Office of the Director 79/03/12 

lp 


77032B0287 Ack receipt of 790306 ltr Informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-445/79-03 it 
50-446/79-03 

SEIDLE, W C Region 4. Dallas, Reactor Construction 6 Engineering 

Support Branch 79/D3/J3 lp 


79032B0290 Responds to NRC 790306 ltr re violation noted in IE Insp 
Repts 50-443/79-03 U 50-446/79-03 Corrective actions 
"elephant trunk" length increased to reduce concrete free 
fall, QA procedures changed & emphasized 

GARY, R J Texas Utilities Generating Co 79/03/06 3pp 


7903300003 Forwards 1C Circular 79-04, "Loose Locking Nut on Limltorque 
Valve Operators " 

8EYFRIT, K V Region 4. Dallas, Office of the Director 79/03/16 

If 


7903300200 Forwards JE Info Notice 79-05, "Use of Improper Mat 1 s in 
Safety-Related Components "■ 

SEYFR I T, K V Region 4, Dallas, Office of the Director 79/03/21 

2pp 


7903270324 W Grossman informed on 790126 of potentially reportable weld 
metal defects in shop weld between reactor pressure vessel 
hat leg nozzle "C" It its safe-end Interim response dtd 
79021? has been submitted Investigation will continue 
GARY. ft J Texas Utilities Generating Co 79/03/19 lp 


DOCKET 50-446 Comanche Peak Steam Electric Sta , Unit 2 


>903120422 Summarizes 7B1024 meeting on geology of site U surrounding 
area, No seismic problems 

NAVENTI , FI Light Water Reactors Drench 4 79/01/17 Ilpp 

7903060657 Requests addl info re reg guide Ec branch technical positions 
to complete evaluation of application fo-r operating license 
Responses should be submitted by 790301 

VARGArS A Light Water Reactors Branch 4 79702/02 44pp 


7903060674 Informs of schedule & procedures for review of WCAP-0507. 
Several applications that reference this rept as basis for 
meeting IEEE 323-1974 std will be revi owed. Requests addl 
info re previous repts on seismic tests 

BTOLZ.J.F Light Water Reactors Drench 1 79/02/06 2pp 


7903020178 Forwards plans re Tevlew of Class IE equipment qualification 
referencing WCAP-9387, "Methodology for Qualifying 
Westing-house PWR-3D Provided NS88 9af ety-Rel«t*d Equipment 41 
BAER.R.L Light Water Reactors Branch 2 79/02/09. 4pp. 


7903140125 Describes NRC recommendations for general contents of 
Offsite Dos a Calculation Manual required w/rad lolog i cal 
effluent Tech Specs 

BAER, R L Light Water Reactors Branch 2, 79/02/13. 7pp 


7903210003 Confirms telcon of 790216 re defective equipment supplied to 
Texas Util Generating Co Two AV line switchboards were 
shipped w/incoTrect ammeters installed Incorrect ammeters 
were removed k correct ammeters installed 
YERROW, R L. General Electric Co 79/02/16 2pp. 

I 



192 DOCKETED SERIES 


DOCKET 50-446 Comanche Pea* Steam Electric Sta . Unit 2 


7900030293 Forwards "Exhibit 3 , Oar Ian d " erroneously omitted from end 
in 770222 ltr, log number TXX-2963 

FULLER, 9 Texas Utilities Services. Inc 79/02/26 2pp 


79031501410 Summary of 790213 meeting in Bethesda.MD u/TX Utils 
Generating Co to discuss NRC requirements re overhead cranes 
it pipe breaks outside containment 

DURWELLjS B Light Water Reactors Branch 2 79/02/27 4pp 


79032104 i 1 Forward s request for addl info re power sy* L 

instrumentation t control sys Request that F5AR be amended 
to include info sought Response should be submitted by 
790323 

BAER.R U Light Water Reactors Branch 2 79/02/28 50pp 


7903300102 Citi tens for Fair Util Regulation's intervention petition 
Avers interests to be affected & requests local hearing 
Affidavit of NK Jacobson it Certificate of Bvc end 

JACOBSON, N H Cifciaens far Faiv Utility Regulation 79/03/03 4^p 


7903210354 Reises no objection to State of TX 790213 petition to 
participate as interested party if hearing Is ordered 
Certificate of Svc end 

CHANDLER, LJ Branch 1 79/03/05 2pp 


7903280152 Establishes ASLO to rule on intervention petitions U hiarlrg 
requests t, ta preside if hearing is ordered 

yQRErJ R Atomic Safety and Licensing Board Panel 79/03/09 2pp 


79032BO293 Requests explanation of why operating licenses are being 
considered years before const is completed 
NOVICK.J Affiliation Unknown 79/02/28 lp 


7903270621 Forwards NUREG-QS23., "Summary of Operating Experience 
w/Recirculat ing Steam Generator*. " which focuses on recent 
problems u/degrada t i on Believes continued plant operation 
does not constitute undue risk 

EJSENHUT, D G Assistant Director for Systems t, Projects 

79/03/02 3pp 


7903260367 Notification of 790320-21 site visit to Glen Rose.TX w/ 
Caseload Forecast Panel to evaluate constr progress 6 
Independently assess fuel load date 

BURWELL. B P Light Water Reactors Branch 2 77/03/09 2pp 


7903260308 Requests add] info re capability of nuclear steam supply 
sy* to respond to postulated ATWS transients W/ltr to major 
vendors requesting info it forwarding NUREG-046O. Vol 3 
W/o end 

VASSALL0, D B Assistant Director for Light Water Reactors 

79/03/15 3pp 


79032 B 024 4 Notification of 790327 meeting w/TX Utilities Generating Co 
in Befchesda. MD to discuss repair procedures for relocating 
misoriontetf vessel support pads 

BURWELL. S B Light Water Reactors Branch 2 79/03/19 2pp 


7903020371 Review of environ rept is complete Proposed action will not 
affect any projects of DCH. Bureau of Reclamation 

WEIMER, R H Interior, Dept of. Bureau of Reclamation 79/02/22 

IP 


7903070351 Forwards 790212 memo & 790211 ltr of BE Harley re 
distribut i on of Environ Rept 

WERNER, R Texas Util ibid* Services, Inc 79/02/26 4pp 


7903260177 Forwards safeguard contingency plan Plan uithbeld Cref 
I0CFR2 790) 

QARY.R J Texas Utilities Generating -Co 79/03/22 2pp 


7903050340 Forwards add 1 info which now completes TX Municipal Power 
Agency antitrust info Concerns application for util to 
receive ownership interests In facility Draft joint 
ownership agreement it draft transmission agreement sntl 
* Deb evo i s e & Lieberman 78/12/22 20pp 


7903220074 State of TX 'a petition to participate as interested state 
State is concerned w/protec ting health It safety of its 
citizens 4< in meeting its future energy needs Certificate 
of Svc end 

LOWERfiE, R. W Texas, State of 77/02/13 3pp, 


7903190153 Forwards NURE0/CR-0400, NRC policy statement re Lewi* 
Committee's review of WASH- 1400, u/ FES h SCR W/o ends 
CHANDLER i L J Branch l 79/02/14 lp 


7903050204 Notification to diarcgaid 790102 petition for inter ventipTi 
by Citizens for Fair Utility Regulation in matters re 
operating license antitrust proceeding 

LESSY, R P Office of the Executive Legal Director 79/01/05 ip 


7903070272 Informs that during Jan i9/9 South TX Elettric Cooperative 
Inc it Medina Flectric Cooperative Inc neither initiated nor 
received any discovery requests W/Cer ti f ica te of Svc end 
JOHN, D F Akin, Gump, Hauer K Feld 79/02/02 4pp 


7903020100 DOJ response to Houston Lighting k Power Co objections U 
motion for a protective order re DQJ discovery request Urges 
dental of util motion ?< st>eks answers to all DOJ 
interrogatories Certificate of Svc oncl 

HARRIS, J L , CLARK. R H , PARMENTER. T H Justice, Dept of 
79/02/06 21pp 


7903090090 AnsureTed DDJ discovery request in Jan 1979 & received 
interrogatories Answers due w/documents (rof end 
agreement) Certificate of Svc end 
0AL0UGH, R C Austin, TX 79/02/06 Dpp 

7903090094 Informs of Tex-La Electric Cooperative's receipt of 
discovery documents from related District Court case for 
insp No other discovery activity initiated during Jan 
Certificate of Svc end 

DDRCHETTE, W H Northcutt Ely 79/02/09 4pp 


7903030196 "‘Info Requested by Attorney General for Antitrust Review oh 
TX Municipal Power Agency " 

-» Texas Utilities Generating Co 78/12/14 200pp 


7903070150 Motion for extension of time until 770303 to respond to 
790206 motion to compel fuller responses to DOJ first set of 
inte-rroga t Pries Certificate of Svc end 

FRANKLIN* W J , BOUKNIGHT, J A Lowenstein, Neuman, Reis, Axel rad L Toll 
79/02/14 3pp 


7903070422 Advises that "Second Set of Interrogatories It Request* for 
production of Documents from Houston Lighting 6 Power Co to 
NRC" was hand-delivered on 790212, not 790209 as Certificate 
of Svc states 

DLUME.M B Anti-Trust Division 77/02/14 ip 


7903130350 Motion by TX Utils Generating Co for extension of time to 
respond or file appropriate motions to 790131 discovery 
request Could not reach counsel for Public Util Board of 
Brown svi lie, TX Certificate of Svc end 
KNOTTS, J D Dsbevoise 6 Lioberman 79/02/14 6pp 


7903080947 Requests clarification re Interrogatories 1 it S In search 
set Hants to Vnow whether Houston Lighting L Power wants 
info on all witnesses NRC may call, or only tho*e addressing 
Houston Lighting 6 Power activities 
LESSYrR P Anti-Trust Division 79/02/15 lp 


7903130053 Orents time extensions to Houston Lighting St Power & TX 
Util* Generating Co to respond to discovery requests 
MILLER, H E Atomic Safety and Licensing Board Panel 79/02/15 
2pp 


79031 SOI 78 Motion for extension of time until 790302 to respond to MJ 
790206 motion to compel, due to late receipt of motion by TX 
Util Generating Co's counsel Certificate of Svc end 
KNOTTS, J D Debevoise 6 Lieberman 79/02/16 4pp 


7903080055 Houston Lighting it Power objections & answers to NRC's 
initial interrogator ies 6 requests for production of 
documents Certificate of Svc end 
BARNETT, E W Baker it Botts 79/02/20 36pp 


/903Q50379 Forwards TX Municipal Power Agency iTMPA.) response to NflC 
790104 ltr requesting addl info re pending request to amend 
const permits to reflect ownership interest of TMPA 
- IMIDTjH C Texas Utilities Co 79/02/22 ip 



DOCKETED SERIES 


DOCKET 50-44* Comanche Peal kteam FI er trie Sta , Unit 2 


7903:>503B1 Re-pa'ii*s of icjr Tt cities iBmjstw Denton. Garland) h 
Gteenvi llei ft. NRC Guestiun 9 o* 'Info Requested by Attorney 
General for AiUitiust hp»iew " w end data on smaller 
adjacent electiti u'li sys 

PLF1TZ.0 U^nan HlUc-IJ SmiOl Lee * Muldrou /9/O2/0& 6pp 


79{>3&^0007 Grant- , Jution e « roiui ilig until >90307 TX Ut l i 

Generating C: » tire »o respond *o DOJ motion tu compel 
MILLER, M E Atoiiir -sfdy aim li.cnslhg tJOAl d Panel 79/02/22 lp 


/ 903 1 305 7 7 Appli'dtion tor issuance of subpoenas for deposition a f 
RL Wright f foi pivlud.on of dtcun.ents to Feepu ot Records 
of Gulf Statis Util tti Certificate of Svr one 1 
POIRIER rt M Spiegel * MrDiarmid >9/02/22 29p p 


7903I40F33 Mm con Hiding 7 Powfr r o * objections to Items 5. A(eL 
’iic> V I VI3/ 4'} « 45 or flRi 790115 discovery 

request Mo,vi n 5 i P f u a pioterd.i older Certificate ot Svc 
tnc 1 

FRAMAL.1N, W o PnPM.fr L W Bak^i ‘ Pd t* '®/02/22 6p p 


7903230190 Mninr' »nr e.*en*iim cu f i ms tr« uh 1 1 h to t espond to Houston 
Lighting t Rowe' C<i - se' tnd se' of mtei rogatonrs *« 
document requo_ts _e 1 mutt c* F Lm. end 
HARRIS', J L lept Of / 7 /n ?'? 2 7 pp 

7903090529 Nrtifi: iM m u f 7 9O3?0 piaheaimg conference in Dethpsda.MD 
to review dt«*.o»ery sutm of (ni ties *, to hear arguments on 
79021ft joint f l‘J = 

MILL EFT. M L At«nu Safety and licensing Doard Panel 79 / 0^/33 lp 


7903220403 CiTitiai powei * tight Cc «. fust set of interrogatories to *. 
request for pt vdiit' un or den Uir,t-nf =, ri 001 Public Util Board 
of City of Drowns * 1 1 1 e« f/ Certificate of Sv*. end 
STAHL 1 D H I*Tam. Lincoln ■» Dealt 79/02/23 I2pp 


79 0326009 B Mn-tmt by Ceniial Poud ' Light foi B/tension until 790333 
in which to rpepohij to Houston t igr.tmg ft Potiipr Cn '1 first 
•set of liitri rogatoi l p» 

SfAHlrD M I* him. I 1 nr In 9 Dealt '9/02/23 6 pp 


7903150108 Grants extension until /9<»3|2 for NRC response to Houston 
Lighting fc power Co second set of 1 ntu t ogator 1 es t 
requests foi pi eduction of documents foi good cause shopin 
MlLLftft. M E n*-anw, Cartty and l 1 censing Hoard Panel 79/02/27 lp 


79032002*9 Cent) a l Powei » light v n s *eLond set of 1 nt 0 r rog a tor 1 es L 
request foi production or documextSi addressed to Houston 
Lighting 6 Tower r 0 

STAHL. D M itnam. tjncctn f> Beale 79/02/27 iOpp 


790320027/ T< Util Geneiatmg Cn *> response to DOJ 790206 motion to 
compel fuller r ispan««$ Urges denial 01 mod of motion 
■Certificate of Eve ent 1 

KNOTTS. J B I'sbsrdise 7 Liebeiman 79/03/02 >Opp 

7903200207 TX Util Generating, Co s objections ?< motion for protective 
orders w/regard to interr o-gator 1 ps / document requests of 
Ercwnsvi 11 e, TX I nten 09 a tor its are vague ?< generali responses 
would be buidensam* CeitiPieate of Svc enc 1 
KNOTTS, J U IWbevoise > Liebermar, 79/03/02 lOpp 

7903300078 Respon o of tnuth TX Coopfrative, |nt li Median Electric 
Coop 01 a 1 1 v o, I t»c to imtal int t'M oy«i fc 01 les £■ first request 
for production ut documents from Public Util Doard of 
Brownsville. T a Cei f ificate of Sv-c end 

HUNTER* h McGinnis Iwchiidqe f* Kilgore 79/03/02 6 pp 

7903130378 Pioiecti.e aider re c onf i dent ia ) business info which may be 
submitted by c omp a ri 1 e = in conneitiun w/this proceeding 
Mil LCD. M E ntorriii. Carety amt Ljvcnsmg Board Panel 77/03/06 

&pp 

790316030/ Grants 790301 joint motion foT withdrawal of subpoenas t* 
motions ^ approves aqreriTient re depositions *< documents 
MILLFR.H E atomic Safety and l itensmg Board Panel 79/03/06 lp 


7903220339 OTdei re Houston Lighting h Power /90J15 motion for 
protective oi doi q one e r r» 1 tig DOJ discovery request Overrules 
objections ie speculation aigument ?i conjectuie Orders util 
to supply requested facts 

MILLER. M b Atomic 'jiftty and l icensing Board Panel 79/03/06 
SPP 

790320005/ Forward* add info fron T* Municipal Power Agency iti 
response Out ^ 1 1 on •* ie antitrust id / l eui W.o end 

SHAPAR, H K uftn 1 of the Executive Legal Director 79/03/07 Ip 


7903260 1 5 1 Giants Houston Lighting ** Power Co's 790306 motion for 
extension until 7903/0 in uhich to 1 espord to ■Central Power 
Light Co s second set af intei rogatot ies 
MILLFR. M E Atomic ^afnty and licensing Board Panel 79/03/0B Ip 


7903160105 ln£oims of status of discovery NUC has received answers U 
objections Ft nn Houf ton 1 ightitig b Power Co £, TX Util 
Cotwas served w/seiGhd sat of mtei r uga to r 1 es from former h 
plans to continue reviewing document* 

0LUJ1E, M 0 Antl-TiusL Division 79/03/09 Ip 


/903220244 Sustains certain of TX Util Generating 790112 objections re 
DDJ discovery 1 equests, donl et others Grants motion to compel 
fuller responses to DCJJ i ntex r ogatoi l os 2{ a )?*( b >* 3( a 1* 4, 7. 9, 

12 . 14-16, 20.21, 23 * 2 b 

MILLER, M E Atomic Safety and l icensing Board Panel 79/03/09 
5pp 


7903210574 Htiuslui lighting f« Powll Co's response to DDJ motion for 
e 1 tension o# f utiD Requests ASLD ta hold ruling on motion in 
abeyance uti« 1 1 ’ t »«j 320 prehearing coitfei encc i* urges adoption 


[•QCKET 50-446 Coisancno Peai bfceam Tier trie Sta , Unit 2 


7903220143 Ctrtv si Puwtr 7 light Lo , fust set nf interrogatories & 
request foi pi'.Ju lipn of dnrumenf p addressed to fX Util 
Generating Co 

* Isharci. Lincoln * Deale 79/02'?/ 9pp 


7903300241 Grants motion of Gulf states Util to extend until 790411 
period 111 which to i espond to A5LB 790226 subpoena fur 
production nf {lo^uronts per request of Public Utils Board of 
Dr-ownsvi 1 le, 7 X 

MILLER. M E Atomic Safety and Licensing Board Panel 79/03/13 Ip 


7903290111 Application by Public Utila Doard of Brownsvi 1 le, TX, foT 
issuance of subpoenas tor production of documents Prom 
parent fc afrilvated companies of Central Power ?< Light Co, 
Certificate of Svc enc l 

# Spiegel 4 < rtcDinrmid 79/03/14 9Bp p 


79031406CB Responds to DOJ 790206 inquest to compel City of Austin, TX* 
to provide fuller i»*ponse& Denies motion ra Intel rogatar les 
7.12 & 13, grants motion le InteT t ogatori es 5,19 £, 22 
M-ILLER.M E ^tomi’ Rafl'ty and Licensing Board Panel 79/02/28 

6pp 


7903140645 Allo >4 lential Power A Light Co until 790316 to respond to 
Houston Lighting l Puwer Co's mtei l ogatovles Defers ruling 
<m DOJ 790P22 Totion until aftei *90320 prehearing 
conf irence 

HILLER, M E AtofiMC Lafety and licensing Doard Panel 79/02/28 

2j>p 

7903230 S 94 Ropt on pi ogi ets of discovery during Feb 1979 
HARRIS, J L JuiUce* Dept nf /9/02/28 6pp 

7703060251 Forwards response of Cl ai Ob -fcl ec ti J c Powei Cooperative Itic 
to Question 9 nf mrn requested by Atturney General foi 
anti tr us fc 1 e » 1 ew 

SCHMIDT. H C Te.as Utilities Co ’9/03/01 13pp 


790305019? f-cHwaid-s ’Info Requested by Attorney General for Antitrust 
Review of TX Municipal Power Agency 11 

KNQTT&.J D licbevciise *< Lieborman 70/12/14 lp , 

7903140267 forwurds IF limp Depts 50-445/7B~?2 6 50-446/78-22 on 
781201-31 Mo noucompl lance noted 

SEIDLE, H C Region 4. Dvllas, Reactor Construction 5< Engineering 

Support Branch /9/01/10 2pp 

7903140272 It Insp Ropts 50-445/ 7P~?’2 ?< 50-446/78-22 on 701201-31 No 
noncomp] lance noted Major areas mspecteiJ const activities 
including welding of reactor coolant t< emergency core 
cooling pipe *ys storage 6 niaiul of equipment t< concrete 
TAVlOR.R G - ulintSHAH. W A Region 4. Dallas, Reactor 

Com true t ion T Et.gineenng Support Branch 79/01/10 6pp 

7903140256 Forwaids K Insp Repts 50-445/79-02 U 30-446/79-02 on 
79O1C0 * 10 No noncomp 1 lance rioted 

SEIDLE.WC Region 4, Dallas. Reactor Construction k Engineering 

Support Dr^n.ch /V^Ol/iB 2pp 


7903230230 TX Util Co 7 ^vbsidiutjos answei s to NRC ' s initial 
interrogator t » =» t teq*jew f a for pi Eduction of doew/nents 
Affidavit of authcr > m* i*n r Ceitificate of Svc encl 
RELYEA.fi C vJoifJrtm, Forsythe # C .impels 79^03/01 24pp 



™ DOCKETED SERIES 


DOCKET 50-446 Comanche Peak Steam de-ctrit Sfca . Unit 5 


7903140263 IE Insp Repts 50-445/79-02 & 50-446/79-02 on 790108-10 Mo 
none omp 1 lance imtod Major areas inspected const topics 
Including welding of i eactor coolant It s a F ety-re 1 ated pipe, 
containment concrete p Lac-events, p e netrat l on & cable tTay s 
GILBERT. L D - CROSBNAN, W A , HALL. R E Region 4. Dallas, 

Reactor Construction k Engineering Support Branch 79/01/17 6pp 


79030B0428 Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " U/list of 11 systematic evaluation program 
plants for which no action is required 

SEYFRIT.H V Region 4. Dallas, Office of the Director 79/02/03 

ip 


7903080442 Forwards EE Info Notice 79-03. "L 1 ml torque Valve Geared 
Limit Switch Lubricant 11 

SEYFRIT, K V Region 4, Dallas. Office of the Director 79/02/09 

IP 


7903210210 Forwards notice of violation from insp on 790215 

SEJDLE.W C Region 4, Dallas, Reactor Construction & Engineering 

Support Drench 79/02/20 2pp 


7903210216 Notice of violation from Insp on 790215 Nonccmp 1 i anc e noted 
failure to follow concrete placement procedures 

* Region A, Dallas, Reactor C ansti uc t i on t< Eng ineer i ng Support 

Branch 79/02/20 lp 


790307 0204 Ac 1c receipt of 790104 ltr Informing NRC Of steps taken to 
correct violations noted in IE Imp Repts 50-443/78-20 St 
50-446/7B-B0 

8EIDLE, U C Region 4, Dallas. Reactor Construction & Engineering 

Support Branch 79/02/21 lp 


79&3070297 Responds to NRC 701218 ltr i e violations noted in JE Insp 
Repts 30-443//S-2O L 50-446/7B-2Q Corrective actions 
specifications revised to eliminate t equirement for 
submittal of radiographs to ai ch i tec t/engineer 
GARY.R J Texas Utilities Generating Co 79/01/04 3pp 


7903170023 Informs recipients of It Bulletin 79-01, "Environ 
Qualification of Class IE Equipment, " titd 79020B, that valve 
limit switch identified as NAMCQ Model S3CML should read 
8L3CML 

8EYFRIT. K V Region 4. Dallas. Office of the Director 79/02/27 

IP 


7903230008 Forwards JL Bulletin 79-02, "Dipt Sup pen t Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

SEYFRIT. K V Region 4, Dallas. Office of the Director 79/03/08 

*P 


7903300010 Forwards IF Bulletin 79-03, "Longitudinal Weld Defects in 
A9M£ SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding t Engineering Co w 
8EYFRIT.K V Region 4. Dallas, Office of the Director 79/05/12 
IP 


7903260287 Ac 1c receipt of 790306 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-445/79-03 l 
50-446/79-03 

EElDLEi W C Region 4, Dallas. ReactoT Construction It Eng inhering 

Support Branch 79/03/IU lp 


7903280290 Responds to NRC 790306 ltr re violation noted In IE Insp 
Repts 50-445/79-03 * 50-446/79-03 Corrective actions 
‘’elephant trunk" length increased to reduce concrete free 
fallrQA procedures changed U. emphastjed 

OARYrR, J Texas Utilities Generating Co 79/03/06 3pp 


7903300003 Forwards IF Circular 79-04, ’’loose Locking Nut on Llmi torque 
Valve Operator! " 

SEYFJUT.K V Region 4, Dallas, Office of the Director 79/03/16 

lp 


7903300200 Forwards IF Info Notice 79-05, 'Use of Improper habit in 
Safety-Related Components " 

8EYFRIT.K V Region 4, Pallas, Office of the Director 79/03/21 

app 


7903270324 W Crosemon informed on 790126 of potential 1 y reportable weld 
metal defects in shop weld between reactor pressure vessel 
hot leg noule "C" 6 its safe-end Interim response dtd 
790219 has teen submitted Investigation will continue 
OARY.R J Texas Utilities Generating Co 79/03/19 lp 


DOCKET STN-50-447 GCSSAK-23B 


7903270320 111 response to NRC 7901 J ’ Iti.&L has decided that 
NEDG-24048 should be leviewed under thud category, in which 
costs incurred are assessed to tjnal design approval 
application M/table re review of documents sent to NRC 
SHERWOOD, 9 G Genet si Electric Cu .Nuclear Energy Products D»v 
79/03/13 3pp 


7903300303 Requests NHC assessment review of GF preliminaiy design 
approval extension submittal Discusses past meetings re 
deferral ot exterisiun 

SHERWOOD. G G General Electric tu .Nuclear fnergy Products Div 
79/03/21 2pp 


DOCKET 50-492 Gi eenwoud Tnoiqy Cental, Unit 2 


7903270582 farwaids NURFG-0923, "Su/imiai y of Operating Experience 
W/R e-c i r c u l at x n g Stesr» Generatoi s, " which Focuses on recent 
problems -u/dagradat l on Believes continued plant operation 
doo* not constitute undue risk 

EI6ENHUT , D G Assistant Duectoi for Systems *< Projects 

79/03/02 3pp 


7903260297 Requests adcl info re Capability of nuclear steam supply 
sys to respond to postulated ATW5 transients W/ltr to majoT 
vendors requesting info \ forwarding MUREG-O^oO, Vul 3 
W/o enc 1 

VASS/LLO.D B Assistant Diiectoi for Light Water Reactors 

79/03/15 4 p p 


7903020332 Forwards Amend H to PLAN, Vo Is 1-/ 

# LeRoeuf, Lamb, Lei by f MacRue 79/03/01 lp 


7903020334 Amend 14 tu license application Contains revisions to PSftft 
re changes m unit designs sinti i?’5 
HE I DEL, C !1 Detroit Hi l son Cu 79/02'?* 4pp 


7903020336 Amond 14 to F5AR Includes dusign changer, re uni tiled plants, 
sharing maj&i f ac i 1 1 1 les, use of di aft cooling towers 6 
revisions in A5ME codes 

* Detroit Edison to 70/12/31 3400pp 


7903020363 Forward* &up p l 5 to En.iiuii h up t, const permit stage. 
Vo 1 s 1-3 

JENS, W H DeUoit lid i son Co 79/0?/*!' ip 


7903020364 Environ Rupt, const peimit stage, fcuppl 5, Vols 1-3 
* Detroit fdi*on Co 79/02/P7 BiXiOpp 


7903260269 Forwards Certificate of b/t foi 8upp 1 5 to ER, const permit 
stag e 

MATERS, D R Detroit Edison Co 79/03/t4 4pp 


79032 1 01 73 Fqiwnrds Cex 1 1 f i c « te of t for Amend 14 to application for 
11c ernes 

MATE-R.3, D R Detroit Ldison Co 79/OJ/OB 4pp 


DOCKET 50-453 Greenwood Fnargy Center, Unit 3 


7903270502 Forwards NURf G-0523, "bummary of Opeiating Lxpcrience 
W/Rec i rcu ] a 1 1 ng Steam Genei abort, ” which focuses on recent 
prublems w/ deg; adati on Relievos continued plant opeiation 
does nut constitute undue i ul 

EIBEN’HllT.D G Assistant Director for Systems h. Piojects 

79/03/02 3p p 


/903260297 Requests alol mfo rt capability of nuclear steam supply 
sys to respond to postulated ATW5 transients W/lti to major 
vendors requesting info », forwarding NVREG-0460. Vol 3 
W/o end 

VAE3ALLQ. D B Assistant Director ft,i Light Water Reactors 

79/03/15 4pp 


790302033? forwards Amend 14 to PSAR.Vois l-/ 

* LeDoeuf. Lamb, Leiby 6 MacRae 79/03/01 lp 


7903020334 Amend 14 to license application Contains revision* to FSAfl 
re changes In unit designs since 19/5 
HEIDELiC M Dptioifc Edison Co 79/02/27 4pp 



DOCKETED SERIES 


XXKHET 50-453 Greenwood Fnergy Center, Unit 3 


7903030336 Amend 14 to PSAR Includes design changes re tmitlied plants 
sharing major fact 1 Itissi use of draft cooling towers & 
revisions in ASHE codes 

* Detroit Edison Co 70/12/31 3400pp 


7703030363 Forwards Suppl 3 to Environ Rept, const permit *tag&, 
Vole 1-3 

JEMSi-U H Detroit Edison Co 79/02/27 Ip 


7903130466 IE Insp Rept* 30-454/7B-1 1 . 30-433/70- 1 1 , 30-456/70-14 * 
30-457770-14 on 701214 Wo noncompliance noted Major areas 
inspected licensee corrective actions re reportable 
deficiencies per 1QCFR50 93 t e > 

K0NKL1N, J E , BARRETT. P A , HAYES, D W Region 3, Chicago, Office 

of the Director 79701723 Bpp 


7903130354 Forward* IE Insp Repts 50-454770-10 t* 50-455/7B-10 on 
781212.19 It 790103 No n one omp 1 i arte e noted 

DAVIB.A 0 Region 3, Chicago. Fuel Facility h Materials Safety 

Branch 79/01/29 2pp 


7903020364 
# De tro 


Environ Rept, const permit stage, Suppl 
t Edison Co 79/02/27 2000pp 


5, Vo Is 1-3 


7903260269 Forwards Ceitificate of 

stage 

HATERS. B ft Detroit Edison Co 


8vc for Buppl 3 to ERi const permit 
79/03/14 4pp 


7903130359 IE Insp Repts 50-454/7B-k0 It 50-455/70-10 on 701212,19 U 
790103 No noncompliance noted Major areas inspected 
preop erat ional environ moni tor iny » ons i te meteorological 
monitoring review S< onsite const environ protection program 
A KELSON, W L , ESSIO.T H Region 3, Chicago, Fuel Facility 6 

Materials Safety Branch 79/01/19 5pp 


79032 S 01 73 Foj wards Ceitificate of 
1 j censes 

MATERS, D R Detroit Edison Co 


Svc for Amend 14 to application for 
79/03/0B 4pp 


7903190477 Forwards IE Insp Rept 30-454/79-02 It 30-435/79-02 on 
790123-25 6 notice of violation 

HEISHMAN# R F Region 3. Chicago, Reactor Construction tt 

Engineering Support Branch 79/02/02 2pp 


DOCKET SO -4 9 4 Byron Station, Unit 1 


7 90306060 B Forwards list of 
FBAR Sections 13 2 6 13 5 
COLLINS . P F Operator 


addl info needed to complete review 
re training programs I. procedures 
Licensing Branch 79/02/12 7pp 


of 


7903150277 Establishes schedule for NRC review 
operating licenses Prospective decision date 
Eipt 1981 

BDYD.fl S Division of Project Management 


of application for 
estimated as 

79/02/22 4pp 


790313-0357 Recommendations 6 
addresses fish & wildlife r 
in fc near plant site 6 tran 
included 

BT ORES, ft L Interior, Dep 

2pp 


comments 
e 5 dui c es 
scission 


re ER In general, 
Description of wo 
corridor should b 


t of, Fish 6 Wildlife Ser 


rept adequately 
tiand s 
e 

Vice 79/03/12 


79O3I904BO Notice of violation from insp on 790123-25 

* Region 3, Chicago, Reactor Construction i* Engineering Support 

Branch 79/02/01 lp 


7903190493 IE Insp Repts S0-434/79-Q2 30-453/79-02 on 790123-23. 

Noncomp l Ian c e noted failure to follow procedure 6 to provide 
acceptance criteria in procedure 

LEE. E W K , DANIELSON. 0. H Region 3. Chicago. Reactor 

Construction I* Engineering Support Drench 79/02/Qt 5pP- 


7903220493 Forwards IE Insp Rept 50-494/79-01 L 30-435/79-01 on 
790109-11 I, notice of violation 

HEISHMAN, R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/02/12 2pp 


7903220497 Notice of violation from insp on 790109-11 

# Region 3, Chicago, Reactor Construction L Engineering Support 

Branch 79/02/09 lp 


7903270433 Forwards safeguards contingency plan Withheld 
<r tf I0CFR2 7901 

REED. C Commonwealth Edison Co 79/03/23 tp 


7903090020 Petition to intervene in licensing proceeding* Boltovas 
license should not be issued 

BHINEFLU0, M -J DeKalb Area Alliance for Responsible Energy 
79/01/13 4pp 


7903070021 Forwards proofs of svc for petition to intervene & affidavit 
of &L Gal b r Bath 

SHINEFLUO. M J DeKalb Area Alliance for Responsible Energy 
79/01/16 3pp 


7903090160 Petition to intervene in opeiating license proceedings 
License should not be gianted pending resolution of generic 
safety prob 1 tms, spent fuel compact ion, Class 9 accidents & 
seismic-related site problems 

JOHNSON, □ League of Women Voters of Rockford, IL 79/01/13 3pp 


7903030163 Answer to League of Women Voter* of Rockford, IL petition 
to intervene Finds petitioners have satisfied requirement of 
Standing for interest It may submit contentions Certificate 
of E-vc end 

K ARMAN, M Branch I 79/01/29 4pp 


7903090037 Ack receipt of petitions to intervene in operating license 
proceeding U notice of A8LB establishment of rule on 
petltio-ns to intervene Request* response to petition* 

JOHNSON, D League of Women Voter* of Rockford, IL 79/01/30 lp. 


7903220519 IE Insp Rept 50-434/79-01 & 30-493/79-01 on 790109-11 
None omp 1 J ance noted documented instructions it procedures did 
not exist to assure accomplishment of all design change* 

KONKLIN.J E . NAIDU, K R , HAYE8, D W Region 3, Chicago, Reactor 

Construction U Engineering Support Branch 79/02/07. I0pp 


7903000419 Forwards IE Info Notice 79-04, "Degrad at Inn of Engineered 
Safety Features “ 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 79/02/16 

tP 

7903080343 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Clas* 16 Equipment," dtd 790208, that valve 
limit switch identified as NAhCO Model S3CML should read 

KEPPLER, J 0 Region 3. Chicago, Office of the Director 79/03/01, 

ip 


7903150013 Forward s IE Bulletin 79-02, “Pipe Support Bate Plate Designs 
Using Concrete Eipansion Anchor Bolts 41 

KEPPLER. J Q Region 3, Chicago. Office of the Director 79/03/00 
IP 


7903190539 Forward* IE Bulletin 79-03, "Longitudinal Weld Defects In 
A8ME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding It Engineering €o " 

KEPPLER. J Q Region 3, Chicago. Office of the Director. 79/03/12. 

lp 


DOCKET 90-453 Byron Station, Unit 2 


7903090130 Forwards proof of svc for petition for leave to intervsne 
JOHNSON, 0 League of Women Voters of Rockford, IL 79/02/03 3pp. 


79031 S0430 Forward* proof of svc for intervention petition, & affidavit 
op membership b authorisation Certificate of Svc end 
JOHNSON, B. League of Women Voters of Rockford, IL, 79/02/03 6pp. 

7903 b 30460 Forward* IE Insp Repts 30-454/70-1 1, 50-433/78-1 1. 

30-4 36/70-14 It 30-457/70-14 for insp on 701214 No 
none <smpl lance noted 

HE I BHMAN. R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/01/23 2pp 


7903060600 Forward* list of 
FBAFt Section! 13 2 UP 3 
COLLINS, P, F. Operator 


addl info needed to complete review 
r« training programs & procedures 
Licensing Branch. 79/02/12 7pp 


of 


7903150277 Establishes schedule for NRC review 
operating license* Prospective decision date 
Sept 1981 

BOYD, R.8 Division of Projsct Management 


of application for 
estimated as 

79/02/22 4pp. 
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DOCKET 30-453 Byron Station, Unit 2 7903220493 Forwards IE Insp Rept 50-434/79-01 6 30-455/79-01 on 

„ — 790109-11 & notice of violation 

HEI5HMAN, R F Region 3. Chicago. Reactor Construction 6 


7903150337 R e tommen rfat i on s t comment® re ER In general*rapt adequately 
flddr siict fish l wildlife resources Description of wetlands 
in *i near plant Kite ?< transmission corridor should be 
inc lud ed 

ST 0RE9.R L Interior, Dept of, Fish U Wildlife Service 79/03/12 
2pp 


7903270435 Forwards safeguards contingency plan Withheld 
(ref 10CFR2 790) 

REED, C Commonwealth Edison Co 79/03/23 ip 


7903090020 Petition to intervene in licensing proceedings Believes 
license should not b-e issued 

SHINEFLUO.H J DeKalb Area Alliance for Responsible Energy 
79/01/13 4 p p 


7903090021 Forwards proofs of svc for petition to intervene & affidavit 
of BL Oalbreath 

SHINEFLUOiM J DeKalb Area Alliance for Responsible Energy 
79/01/16 3pp 


7903090160 Petition to intervene in operating license proceedings 
License should not be granted pending resolution of generic 
safety prob iems. spent fuel compact i on, Class 9 accidents & 
seismic-related site pioblems 

JOHNSON, 0 League of Women Voters of Rockford, !L 79/01/13 5pp 


7903050163 Answer to League of Women Voters Df Rockford, IL petition 
to intervene Finds petitioners have satisfied requirement of 
standing for interest & may submit contentions Certificate 
of Svc end 

KARMA W, M Branch 1 79/01/29 4pp 


7903090037 Ad receipt of petitions for leave to intervene in operating 
license proceeding & notice of A9LB establishment of rule on 
petitions for leave to intervene Requests response to 
pet 1 1 i one 

JOHNSON, D League of Women Voters of Rockford, IL 79/01/30 Ip 


Engineering Support Branch 79/02/12 2pp 


7903220497 Notice of violation from in&p on 790109-11 

* Region 3, Chicago. Reactoi Construction & Engineering Support 
□ranch 79/02/09 ip 


7903220519 IE Insp Rept 50-434/ 79-01 i, 50-455/79-01 on 790109-11 
None amp 1 ia nc e noted documented instructions 2< procedures did 
not exist to assure accomplishment of al] design changes 
KONKLIN. J E . NAIDU.K R , HAYCS, 0 U Region 3, Chicago, Reader 

Construction & Engineering Support Branch 79/02/07 IGpp 


7903080419 Forwards IE Info Notice 79-04. ‘Degradation of Engineered 
Safety Features " 

KEPPLEiR,J 0 Region 3, Chicago. Office of the Director 79/02/lfi, 

IP 


7903080343 Informs recipients of IF Bulletin 79-01, ’‘Environ 
Qualification of Class IE Equipment,” did 790200, that valve 
limit switch identified as NAMCQ Mode) S3CML should read 
BL3CML 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/01 

lp 


7903130015 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Dolts " 

KEPPLER , J G Region 3. Chicago* Office of the Director 79/03/00 
IP 


7903190539 Forwards IE Bulletin 79-03, "longitudinal Weld Defects in 
ASME BA '3 1 2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Molding f < Engineering Co ” 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/12 

IP 


DOCKET 90-456 Draidumod Station, Unit 1 


7903090150 Forwards proof of svt for petition for leave to intervene 
JOHNSON, B League of Women Voters of Rockford, IL 79/02/03 3pp 


7903130430 Forwards proof of sve for in tarvent i on petition,!* affidavit 
of membership !< author! lotion Certificate of Svc end 
JOHNSON, B League of Women Voter* of Rockford, IL 79/02/03 App 


7903280006 Request* copy of proposed operating license 

DOHERTY, J F Tesac Public Interest Research GroUp 79/03/07 lp 


7903130460 Forwards IE Insp Repts 50-434/78-11,50-453/70-11, 
30-436/78-14 U 50-457/7B-14 for insp on 781214 No 
mmctunp liance noted 

HEIBHMAN, R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/01/23 2pp 


7903130466 IE In*P Rept* 30-4 34/76-1 1, 50-455/70-1 1 , 50-436/7B-14 It 
SO— 437/7Q-1 4 on 7B1214 No n one omp 1 i anc e noted Major areas 
Inspected licensee corrective action* re reportable 
deficiencies per lOCFRSO 55(e) 

KONKLIN, J E , BARRETT, P A , HAYES, D W Region 3, Chicago, Office 
of the Director 79/01/23 Bpp 


7903130354 Forward* IE Insp Rept* 30-434/7B-10 U 50-455/78-10 on 
781212,19 It 790103 No n onconp 1 ianc e noted 

DAVIS, A B. Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/01/29 2pp 


7903060600 Forward* list of addl info needed to complete review of 
FSAR Sections 13 2 6 13 5 re training programs L procedural 
CDLLINS.P F Operator Licensing Branch 79/02/12 7pp 


7903150277 Establishes schedule for NRC review of application for 
operating licenses Prospective decision date estimated as 
Eept 1951 

BOYD, R 9 Division of Project Management 79/02/22 4pp 


7903270500 Forward* safeguards contingency plan Plan withheld 
fref 10CFR2 790) 

REED, C Commonwealth Edison Co 79/03/23 Ip 


7903060295 Answer to B Nciner Farms, Inc, ot ai, petition to Intervene 
Petitioners have satisfied requirement of Interst & may 
submit contentions Certificate of 0vc end 
KARMAN.M Branch 1 79/01/29 4pp 


7903090037 At k receipt of petitions to intervene in operating llcemr 
proceeding U notice of ASLB establishment of rule on 
petition* to intervene Requests response to petitions 
JOHNSON, B League af Women Voters of Rockford, IL 79/01/30 ip 


7903150430 Forwards proof of svc for intervention petition,!* affidavit 
of membership !, author! lati on Certificate of 8vc end 
JOHNSON, B League of Women Voters of Rockford, IL 79/02/03 App 


'j 

i 


79031303S9 IE In*p Repts 30-454/7B-10 U 30-453/78-10 on 7B1212, 19 U 
790103 No noncompliance noted Major area* Inspected 
pr« o p era 1 1 anal environ mon i tori ng . on* i te meteorological 
monitoring review k onsite const environ protection program 
AXEL SON, W L , E65EQ, T H Region 3, Chicago, Fuel Facility & 

Material* Safety Branch 79/01/19 5pp 


7903190477 Forward* IE Insp Rept 50-434//9-02 fc 30-455/79-02 on 
790123-33 U notice of violation 

HEISHMAN, R F Region 3, Chicago. Reactor Construction & 

Engineering Support Branch 79/02/02 2pp 


7903I904B0 Notice of violation from insp on 790123-25 

* Region 3, Chicago, Reactor Construction & Engineering Support 

Branch 79/02/0J lp 


7703280006 Requests copy of proposed operating license 

DOHERTY, J F Texas Public Interest Research Qroup 79/03/07 lp 


7703130460 Forward* IE Insp Repts 50-434/78-11,30-495/70-11, 
30-436/76-14 Zt 90*437/78-14 for insp on 701214 No 
noncompliance noted 

HEISHMANiR F Region 3, Chicago, Reactor Construction It 

Engineering Support Branch 79/01/23 2pp 


7903130466 IE Insp Repts 50-454/78-11,50-453/70-11,90-456/78-14 & 
30-4 57/7Q- 1 4 on 7B1P14 No noncompl iance.noted Major areas 
Inspected licensee corrective actions re reportable 
deficiencies per 10CFR50 55(e) 

KONKLIN, J E , BARRETT, P A , HAYES, D W Region 3, Chicago, Office 
of the Director 79/01/23 0pp 


7903190493 IE Insp Repts 30-454/79-02 U 30-433/79-02 on 790123-23 
Noncompl ianc « noted failure to follow procedure & to provide 
acceptance criteria in procedure 

LEE, E W K * DANIELSON, 0 H Region 3, Chicago, Reactor 

Construction !« Engineering Bupport Branch 79/02/01 5pp, 


7903130403 Forward* IE Insp Repts 30-436/70-13 t< 30-457/70-13 on 
7B1I2B-30 !c 781219 & notice of violation 

HEI8HMAN,R F Region 3, Chicago, Reactor Construction te 

Engineering Support Branch 79/01/29 2pp 


DOCKETED SERIES 


DOCKET 50-456 Oiaidwood Station. Unit 1 


7900130409 No-t»co of violation from insp on 791120-30 k 704219 

* Region 3, Chicago* Reactor Construction & Engineering Support 

Branch 79/01/25 lp 


79031304J9 IE Insp Rupts 5O-4S6//0-13 ?< 30-437/70-1 3 an 79U28-30, 6 
701219 No nc amp 1 lane e noted Foiluie to provide QC coverage 
procedures ot documentation for grouting activities 

JONES, C E i HAWKINS, F C , HAYES, 0 W Region 3, Chicago, Reactor 

Construction t, Engineering Support Branch 79/01/25 Llpp 


7903080419 Forwards IF Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

KEPPLER, J G Region 3» Chicago. Office of the Director 79/02/16 

IP 


7903130123 Ack receipt of 790126 1 tr forwarding copy of written T<jply 
from AS ME After review of rep ly, tout luded that no 
noncompliance n involved Records will be revised 
accordingly Site procedures will also be revised 

FJ0RELLI,0 Region 3, Chicago, Reactor Construction & Engineering 

Support Brant h 79/03/2i tp 


7903130131 Forwards ASMb response to util inquiry re identified 
noncomp 1 iance on radiographic procedure. uh ich is being held 
in abeyance Requests status change of item from infraction 
to observation W/eticl pertinent cort espondcnce u/ASME 
REED, C Commonwealth Edison Co 79/01/26 3pp 

7903150039 Responds to NRC 1 tr re violations noted In IE Insp Repts 
50-546/70-03 N 547-547/7B-08 Coirccttve actions lifts 
suspension to be in accordance w/coirect beam 
configuration of heaviest object 

CQUGHUN, J Public Service Co of Indiana, Inc 79/02/06 4pp 


7903030343 Infoims recipients of IE Bulletin 79-01, "Environ 
Dual if icat i on of Class IE Equipment," dtrj 790200, that valve 
limit switch identified as NAMCO Mode) S3CML should read 
SL3CI1L 

HEPPLER* J G Region 3. Chicago. Office of the Director 79/03/01 

tp 


7903150015 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEFPLER.J G Region 3, Chicago, Office of the Director 79/03/00 

*P 


7903160054 Act receipt of 790223 1 tr informing NRC of steps taken to 
■correct violation noted in NRC 790129 lir 

FT0RELl 1,G Region 3, Chicago, Reactor Congtiuction t* Engineering 

Support Branch 79/03/09 Ip 


7903 1600 5B Responds to NRC 790129 itr re violation noted in IE Insp 
Repti 50-456/7B-13 k 50-457/70-13 Coriective actions 
grouting work stopped ponding development of grouting 
procedure 

REED. C Commonwealth Edison Co 79/02/23 2pp 


7903190539 Forwards IF Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE BA-312 Type 304 Stainless Bteel Pipe Bpools 
Kanufac tured by Youngstown Welding & Engineering Co 11 
HEFPLER, J O Region 3, Chicago, Office of the Director 79/03/12 

JP 


DOCKET 50-457 Braidwood Station, Unit 2 


79O3O6O&O0 Forwards list of add! info needed to complete review of 
FSAR Sections 13 2 k 13 5 re training programs It procedures 
COLLINS, P F Operator Licensing Branch 79/02/12 7pp 


79Q3I3027? Establishes schedule for NRC review of application for 
operating licenses Piospective decision date estimated as 
Sept 1901, 

BOYD, Ft 8 Division of Project Management 79/02/22 4pg 


7903270300 Forwards safeguards contingency plan Plan withheld 
tref 10CFR2 790) 

REED, C Commonwealth Edison Co 79/03/23 lp 


790-3060295 Answer to B Nsiner Farms, Inc, et al, petition to intervene 
Petitioner* have satisfied requirement of interst k may 
submit contentions Certificate of Bvc end 
KAR.MAN <■ M Branch 1 79/01/29 4pp 


7903090037 Act receipt of petitions to intervene in operating license 
proceeding fc notice of ASLB establishment of rule on 
petitions to intervene Requests response to petitions. 

JOHNSON, D League of Women Voters of Rockford, IL 79/0l/3O> lp 
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7903130430 Forwards proof of sve for intervention petition, it affidavit 
of membership & a uthor \ ia t i a n Certificate of Svc enc 1 
JOHNSON, B League of Women Voters of Rockford, IL 79/02/03 6pp 


7903130460 Forwards IF Insp Repts 50-454/78-11,50-453/70-11, 
50-456/70- 1 4 h 50-457/7B-14 No none omp Uonc e noted 
HEISHMANrR F Region 3, Chicago* Reacto-r Construction & 

Engineering Support Branch 79/01/23 2pp 


7903130466 IE lnsp Repts 50-454/70-11,30-455/70-11,50-456/78-14 h 
30-437/78-14 an 7B1214 No nptic omp 1 1 anc e noted Major areas 
Inspected licensee corrective action* re reportable 
deficiencies per 10CFRSO 35(e) 

KONKLIN. J E Region 3, Chicago, Office of the Director 

79/01/23 Bpj> 


7903130403 Forwards IE Insp Repts 5Q-436/7&-I3 U 30-457/70-13 on 
701120-30 N 761219 6 notice of violation 

KEISKmAN, R F Region 3, Chicago, Reactor Construction tt 

Engineering Support Branch 79/01/29 2pp 


7903130409 Notice of violation from insp on 791120-30 L 701219 

* Region 3, Chicago, Reactor Construction 6 Engineering Support 

Branch. 79/01/23 lp 


7903130410 IE Insp Repts 30-456/70-13 k 50-437/78-13 on 791120-30, k 
781219 Noncomp 1 ianc e noted failure to provide QC coverage 
procedures □!' documentation for grouting activities 

JONES, C E , HAWKINS, F C , HAYES, D W Region 3, Chicago, Reactor 

Construction k Engineering Support Branch 79/01/25 ilpp 


7903000419 Forwards IE Info Notice /9-04, "Degradation of Engineered 
Safety Features " 

KEPPLER, J 0 Region 3* Chicago, Office of the Director 79/0S/I6 

lp 


7903130123 Ack receipt of 790126 lti forwarding copy of written r*ply 
from AStlE After review of rep 1 y, cone lud ed that no 
noncompl lance is involved Records will be revised 
accordingly Site procedures will also be revised 

FlORELLliQ Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 79/02/21 ip 


7903130131 Forwards ASHE response to util inquiry re identified 
noncomp 1 i anc q oh radiographic procedure* which Is being held 
in abeyance Requests status change of item from infraction 
to observation W/enc 1 pertinent correspondence w/ASME 
REED, C Commonwealth Edison Co 79/01/26 5pp. 


7903150039 Responds to NRC Itr re violations noted In IE Insp Repts 
50-346/7B-03 S< 347-947/7B-08 Corrective actions lifts 
w/suspensi on to be In accordance w/correct beam 
configuration of heaviest object 

COUGhLIN.J Public Service Co of Indiana, Inc 79/02/00. 4pp. 


79030B0343 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," tftd 790200* that valve 
limit switch identified a* NAMCQ Model S3CML should read 
SL3CNL 

KEPPLER* J Q Region 3, Chicago* Office of tho Director 79/03/01 

IP 


7903150015 Forwards IE Bulletin 79-02, ’’Pipe Support Pate Plate Designs 
Using Concrete Expansion Anchor Dolt* " 

KEPPLERi J G Region 3, Chicago. Office of the Director 79/03/OB 

IP 


7903160034 Ack receipt of 790223 Itr informing NRC of step* taten to 
correct violation noted in NRC 790129 1 tr. 

FI DR ELL 1 , G Region 3, Chicago, Reactor Construction & Engineering 

Support Drench 79/03/09 lp 


7903160030 Respond* to NRC 790129 Itr re violation noted in IE Insp 
Repts 30-456/70-13 h 50-457/76-13 Corrective actions, 
grouting work stopped pending development of grouting 
procedure 

REED, C Commonwealth Edison Co 79/05/23 2pp 


7903L90S39 Forwards IE Bulletin 79-03* "Longitudinal Wald Defects in 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding tt Engineering Co " 

KEPpLER, J.G Region 3* Chicago* Office of the Director. 79/03/12 

IP 


DOCKET 50-4 5 B River Bend Station, Unit 1 


7903000341 Ack Tecelpt of 790201 Itr providing NRC w/addl info re 
culvert crossing over Alligator Bayou 

8EIPLE, W. C Region 4, Dellas, Reactor Construction & Engineering 

Support Branch 79/02/13 lp 



i 

| 

| 

! 

I 


1*8 DOCKETED SERIES 


DOCKET 50-438 River Bend Station. Unit 1 


7903080542 Confirm* telcon w/R Everett r« required 6-m<jnth delag in 
submittal of add! info r« environ assessment of culvert 
crossing Alligator Bayou Will submit hydrology study k 
mitigating action plan by 790201 

HUMPHREYS. L L Gulf States Utilities Co 79/13/13 lp 

7903080344 Forwards add 1 info on culvert crossing over Alligator Bayou 
requested in Audit Rapt* 50-439/70-04 & 50-439/78-04 
Forwards Flood study 4 discussion of possible mitigating 
actions r« potential environ, impacts W/o ends 
HUMPHREYS. L L Gu 1 f S tats s Ut i 1 i t i es Co 79/02/01 7pp 


7903130240 Forwards "Alligator Bayou Flood Study. Present Bayou 
Hydrology “ 

EE IDLE . U C Region 4, Dallas/ Reactor Construction t Engineering 

Support Branch 79/02/27 lp 


7903130291 "Alligator Oayou Flood Study. Present Bayou Hydrology 
* Gulf States Utilities Co 79/02/29 28pp 


7903130305 Forwards info re archaeological &< historical site surveys 
resulting fro-m proposed changes to transmission routes 
Related Itrs U four overslied naps end 

HUMPHREYS. L L Oul f States Uti 11 ties Co 79/03/04 20*>p 


7903040643 Informs of status of data requested in IE Bulletin 70-12 
Reactor vendor requires more than 60 days for data 
collection Notes delay until generic approach to identifying 
atypical weld cnatl is resolved 

HUMPHREYS/ L L Gulf States Utilities Co 78/11/24 Ip 


7903080413 Forwards IE Bulletin 79-01/ "Environ Qualification of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plants far which no action is required 

6EYFR IT, K V, Region 4/ Dallas, Office of the Director. 79/02/09 

ip 


7903080435 Forwards IE Info Notice 79-03, "Limi torque Valve Geared 
Limit Switch Lubricant " 

BEYFRIT.K V Region 4. Dallas. Office of the Director 79/02/09 
lp 


7903090039 Forwards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features " 

SEYFRIT, K.V Region 4, Dellas. Office of the Director 79/02/16 

lp. 


7903190032 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," did 79020B, that valve 
limit switch identified as NAMCO Nodal S2CML should read 
8L3CML 

8EYFRIT. K.V Region 4. Dellas, Office of the Director 79/02/27. 

lp. 


7903200004 Forwards IE Bulletin 79-02, "Pip* Support Dose Plate Designs 
Using Concrete Expansion Anchor Dolts 11 

8EYFR IT, K V, Region 4. Dallas, Office of the Director 79/03/08 

t|», 


7903300008 Forwards IE Bulletin 79-03. "Long i tud Inal Weld Defects tn 
AS ME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co " 

SEYFRIT, K V Region 4, Dallas. Office of the Director 79/03/12 
lp. 


7903290326 Forwards IE Circular 79-04. “Loose Locking Nut on Lirtitorqu* 
Valve Operators 11 

SEYFRIT, K.V Region 4. Dallas, Office of the Director 79/03/16. 
lp- 


7903300193 Forwards IE Info Notice 79-03. "Use of Improper Mails in 
Safety-Related Components " 

BEYFRITiK.V Region 4, Dallas, Office of the Director 79/03/21 

2pp. 


7903130027 Forwards final resolution U corrective action re deficient 
reinforcing steel supplied by Trans-American Steel, Steel has 
been removed from sit* Util considers Item closed 
HUMPHREYS, L L Gulf States Utilities Co. 70/12/29 2pp 


DOCKET 50-439 River Bend Station, Unit 2 


7903080541 Ack receipt of 790201 itr providing NRC w/addl info r* 
culvert crossing over Alligator Bayou » 

BE IDLE. W C. Region 4, Dallas, Reactor Construction fc Engineering 

Support Branch 79/02/13 Ip 


79030B0342 Confirms telcon w/R Everett re required 6-month delay ir> 
submittal of addl info re environ assessment of culvert 
crossing Alligator Bayou U i 1 1 submit hydrology study V. 
mitigating action plan by 790201 

HUMPHREYS, L L Gulf States Utilities Co 78/12/15 lp 


7903GB0544 Forwards add! info on culvert crossing over Al 1 igater Bn jqi 
requested in Audit Repts 50-458/70-04 b 30-459/78-04 
Forwards Flood study t, discussion of possible mitigating 
actions re potential environ impacts W/o ends 
HUMPHREYS. L L OuJ f States Utilities Co 79/02/01. 7j>p 


7903130240 Forwards “Alligator Bayou Flood Study, Pre s ent Bayou 
Hydrology " 

SEIDLE.W C Region 4. Dallas, Reactor Construction & EngtnurLng 

Support Branch 79/02/27 lp 


7903130251 “Alligator Bayou Flood Study, Present Bayou Hydrology " 
• Qulf States Utilities Co 79/02/20 20pp 


7903150305 Forwards info re archaeological K historical site surveys 
resulting from proposed changes to transmission routes 
Related ltrs fc four oversized maps end 

HUMPHREYS, L L Oulf States Utilities Co 79/03/06 SBpp 


7903060663 Informs of status of data requested in IE Bulletin 76-12 
Reactor vendor requires more than 60 days for data 
collection Notes delay until generic approach to identifying 
atypical weld matl is resolved 

HUMPHREYS, L L Gulf States Utilities Co 78/11/24 Ip 


7903000413 Forwards IE Bulletin 79-01, "Environ Qualification of CLit* 
IE Equipment " W/list of II systematic evaluation program 
plants for which no action is required 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/02/09 
IP 


79030B0435 Forwards IE Info Notice 79-03, "Umi torque Valve Gear'd 
Limit Switch Lubricant 11 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/02/09 

ip 


7903090039 Forwards IE Info Notice 79-04, "Degiadation of Engineer'd 
Safety Features " 

SEYFRIT., ft V Region 4. Dallas, Office of the Director 79/02/16 

ip 


7903 1 90032 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit twitch identified as NAMCO Model S3CML should read 
8L3CKL 

SEYFRIT, It V Region 4, Dallas, Office of thB Director 79/02/27 

ip 


7903280004 Forwards IE Bulletin 79-02, "Pipe Support Base Platt Oetlg-M 
Using Concrete Expansion Anchor Bolts " 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/03/08 

ip 


7903300000 Forwards IE Bulletin 79-03, "Longitudinal Weld Defect* in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 8< Engineering Co " 

SEYFRIT, K V Region 4, Dallas, Office of the Director, 79/03/12 
lp. 


7903290326 Forward* IE Circular 79-04, "Loose Locking Nut on Llmlt&rqui 
Valve Operators " 

SEYFRIT, F. V Region 4, Dallas, Office of the Director 79/Q3/16 
IP* 


79-03300193 Forwards IE Info Notice 79-05, "Use of Improper Metis In 
Safety -Re 1 a ted Components " 

SEYFRIT, K V Region 4, Dallas, Office of the Director 79/03/21 
SPP- 


7903130027 Forward* final resolution 8, corrective action re defUImt 
reinforcing steel supplied by Trans-American Steel Steel has 
teen removed from site Util considers item closed 
HUMPHREYS, L. L Oulf States Utilities Co. 78/12/29. 2pp 


DOCKET 50-460 WPPBS Nuclear Project, Unit 1 


79Q3210492 Forwards NURE0-0&23, "Summery of Operating Experience 'if 
RecircuLat i ng Steam Generators," due to recent problems w/ 
degradation, Believes continued plant operation does not 
constitute undue risk, 

EISENHUT, D G Assistant Director for Systams it Projects 
79/03/02 3pp 
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DOCKET SO-460 MPP5S Nuclear Project. Unit 1 


790 32 4 0301 Requests addl info re capability of nuclear steam supply 
sy* to respond to postulated ATMS transients W/ltr to major 
ven-ffors requesting info & forwarding NUREG-Q460, Vol 3 
tf/o end 

VASSALLDoD D Assistant Director for Light Water Reactors 

79703/13 4pp 


79031*70924 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

EHGElKENj R H Region 9. San Francisco. Office of the Director 
79/02/16 lp 


7903140369 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790300. that valve 
limit switch identified as NAMCO Model S3CML should read 
5L3CHL 

ENGELKEN, R H Region 5. San Francisco. Office of the Director, 
79/02/2 7 Jp 


7903140333 States that IE Bulletin 79-01. “Environ Qualification of 
Class JE Equipment (correction) 1 ' was issued to listed 
licensees in Region 5 

* Region 5. Ban Francisco. Office of the Director 79/02/27 ip 


79(13200093 Forwards IE Insp Repts 50-460/79-03 U 30-513/79-03 on 
790122-26 & 790221 No none omp 1 ianc e noted 

BOOK. H E Region 3. Ban Francisco. Fuel Facility ?< Materials 

Safety Branch 79/02/27 2 PP 


7903280103 IE Insp Repts 30-460/79-03 U 30-313/79-03 on 790122-26 & 
790221, No noncompliance noted Major areas inspected environ 
protection program 

THOMAS. R D . NORTH. 3 . BOOK. H E Region 3. Ban Francisco. Fuel 

Facility 6 Materials Safety Branch 79/02/26 EJpp 


7903130070 Forwards IE Bulletin 79-02. "Pipe Bupport Dose Plate Designs 
Using Concrete Expansion Anchor Dolts " 

ENQELKEN. R H Rogion 5. Ban Francisco. Office of the Director 
79/03/08 tp 


79O3O0O3GO Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

KEPPL0R, J 0 Region 3. Chicago. Office of the Director 79/02/16 

ip 


79030B0361 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment," dt-d 790208, that valve 
limit switch identified as NAMCO Model B3CML should read 
SL3CHL 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/03/01 

ip 


7703130037 Forwards IE Bulletin 79-02, “Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts 11 

KEPFLER. J 0 Region 3. Chicago, Office of the Director 79/03/00, 
Ip- 


7903160062 Ack receipt of 790214 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-40W7B-06 

KEPPLER. -J 0 Region 3. Chicago. Office of the Director 79/03/09. 

Ip 


7903160067 Responds to NRC 790)12 ltr re violation noted in IE Imp 
Rept S0-46I/7B-06 Corrective actions supplier instructed 
in welding requirements U will establish calibr program 
GER87NER.W C Illinois Power Co 79/02/14 2pp 


7903190003 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects In 
ABME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Maiding it Engineering Co " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 79/03/12, 

IP- 


7903130217 Forwards info re potential reportable const deficiency 
concerning defective welds In dryuell wall platework Uelds 
have been repa iredi reportab l e occurrence rept will not be 
submitted 

QER8TMER.W C UUnoU Power Co 79/03/07- 4pp 


DOCKET 30-462 Clinton Power Station. Un i t 2 


7903190493 Forwards IF Bulletin 79-03. "Longitudinal Weld Defects In 
ASME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

ENOELKEN. R H Region 5. San Francisco. Office of the Director 
79/03/ IS lp 


7903260310 Requests addl info r* capability of nuclear steam supply 
sys to respond to postulated ATW8 transients W/ltr to major 
vendors requesting Info 6 forwarding WUREQ-0460, Vo l 3 
W/o end 

VAS9ALL0. D. B Assistant Director for Light Water Reattors. 

79/03/13 3pp 


7903210416 Forward* IE Circular 79-04. "Loose Locking hiut on Llmitorque 
Valve Operator* " 

ENQELKEN.R H Region 3. Ban Francisco. Office of the Director 
79/03/16 lp 


7903050337 Forwards "Annual Rept 1970, " 

WULLER.O E. Illinois Powsr Co 79/02/27 Ip, 


7903260323 Forward* IE Circular 79-03. "Moisture Leakage In Stranded 
Wire Conductor* " 

ENQELKEN, R H Region 3. Bon Francisco. Office of the Director 
79/03/20 lp 

79031S0340 Forwards final ropt re reportable deficiency concerning 
VfKh valve ovvrpr essuri xation Valve manufacturer could not 
guarantee communication between cavity & conduit All valves 
listed will be modified to ensure overpressur i I at Ion 
RENBERGERi D L Washington Public Power Supply System 79/03/09 
3pp 


DOCKET 30-461 Clinton power Station. Unit ! 


7903050370 "Annual flejt 1978 " 

* Illinois Power Co 79/02/27 SBjip. 


79O3O0O3BO Forwards IE Info NotiCB 79-04. "Degradation of Engineered 
Safety Features " 

KEPPLER. J Q, Region 3. Chicago. Office of the Director 79/02/16 
ip 


7903080361 Informs recipients of IE Bulletin 79-01. "Environ 
Qualification of Class IE Equipment." dtd 790208, that valve 
limit switch identified as NAMCO Model 03CML should read 
SL3CML 

KEPPLER. J 0, Region 3. Chicago. Office of the Director 79/03/01. 
lp 


79032&03LO Requests addl info re capability of nuclear steam supply 
*ys to respond to postulated ATWB transients W/ltr to major 
vendors requesting info 6 forwarding NllREQ-0460, Vo l 3 
U/o end, 

VASBALLOt D B Assistant Director for Light Water Reactor* 
79/03/13 3pp 


7903050337 Forward* "Annual Rept 197B M 

tiULLER.O E 111 inois Power Co 79/02/27 lp. 


7903130037 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Bolts. " 

KEPPLER. J 0 Region 3. Chicago. Office of the Director. 79/03/08 

<P 


7903190003 Forward* IE Bulletin 79-03. "Longitudinal Weld Defect* in 
ABME 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co. " 

KEPPLER.J. G Region 3. Chicago, Office of the Director, 79/03/12 

IP 


7903030370 "Annual Rapt 1978 " 

* Illinois Power Co. 79/02/27 2Bpp 


DOCKET 30-463 Fulton Generating Station, Unit 1 


7903130033 Forwards IE In*p Rept 30-461/70^07 on 781219-22 No 
nancomp l lance noted 

HEIBHMAN, R F Region 3. Chicago, Reactor Construction * 

Engineering Support Branch 79/01/?9. 2pp 


7903210446 Forwards 10CFR3. 10CFR50, 10CFR31, 10CFR10Q * NUREO-OIBO re 
early sit* review process. In response to 790205 teleon 
request. W/o ends 

GRAY. J R Branch t 79/03/02 lp 


7903130041 IE Imp Rept 30-461/78-07 on 781219-25 No noncompliance 
noted Mejor areas inspected’ safety-related equipment receipt 
b storage protection, containment structures 8< electrical 
cables work ?» records review 

VANDEL.T E , HAWKINS, F C , HAYES. D W Region 3* Chicago. 

Reactor Construction fc Engineering Support Branch 79/01/29. 

20pp. 
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DOCKET 30-464 Fulton Generating Station. Unit 2 


7903210446 Forwards 1 GCFR2, 1 OCFR50-. 10CFR 5 1 . lOCFfl 100 t* NUREO-O100 re 
early «lte review jirocesi}. in response to 790209 telcon 
request H/o ends 

OFAY. J R Branch 1 79/03/03 Ip 


DOCKET 30-466 Allens Creek Nuclear Station. Unit 1 


79030-70200 Forwards responses to Questions 2.3.3.6.7.30*19 & 20 from 
NRC 790203 ltr re alternative sites 

MCGUIRE* U F Houston Lighting *< Power Co 79/02/22 37pp 


7903210304 Forwards responses to Questions ?. 1 1. 12. 14-18 t* 22 from 
"Alternative Site Visit Questions" of 790205 W/agrtcul tural 
statistics for 1977 L TX water resources data for water 
year 1977 W/oversi/ed drawing 

MCGUIRE* V F Houston Lighting 6 Power Co 79/03/09 46pp 


7903200064 Requests addl info re capability of nuclear steam supply sijb 
to respond to postulated ATWS transients M/ltr to major 
vendors requesting Info 8< forwarding NUREG-0460. Vol 3 
W/o end 

VABSALLO, D B Assistant Director for Light Water Reactors 

79/03/19 3pp 


7903230100 Forwards Amend 51 to P8AR W/affi davit 

TRUNER, E A Houston Lighting & Power Co 79/03/2! 3pp 


7903230101 Amend Si to P9AR, conta i ni ng written documentation of 
c omml events mode to NRC by telc-on re site characteristics 
TURNER* E A Houston Lighting h Power Co 79/03/21 4pp 


7903230102 Responds to isttiti in PEAR & fiuppl 1 to 6ER Have completed 
review of purchasing uncontrolled mineral interests within 
exclusion area of facility Util now controls all mineral 
interests within exclusion area 

TURNER, E. A Houston Lighting 6 Power Co 79/07/19 13pp 


79030701 94 Responds to 790130 petition of K Hooker for suspension of 
proceedings Urges denial qf petition as erroneous & 
irrelevant Certificate of Svc end 

NEWMAN. J R . CULP . R H Lou« ns tein, Newman. Reis. Axel rad 6 Toll 

79/02/09 6-p p 


7903300574 Requests correspondence re facility b opportunity to make 
limited appearaned at const permit hearing 
CYPRUS. 0 8 Affiliation Unknown 79/02/14 lp 


7903030565 Informs that NRC did not receive TX PIRG motion for 
•dmisilon of two contentions until 790209 & will therefore 
file response by 790301 

SOHINK I , 5 M Branch □ 79/02/15 2pp 


7903130036 Discovery procedures to begin 790216 fc end 790402 Prehearing 
conference to be held 790417 

WOLFE. 8 J Atomic Safety and Licensing Board Panel 79/02/16 2pp 


7903140420 Denies 790130 petition for suspension of proceeding* because 
It was filed by K Hooker, who was denied admission as a party 
on 790209 

HOLFE. 0 J Atomic Safety and Licensing Board Panel 79/02/16 2pp 


7903140440 Forwards DOE comment* re NRC final suppl to NUflEG-0470 
80H1NK3.S M Branch 3 79/02/16. lp 


7903210319 Applicant's response to TX PIRG 790202 mot ion for admission 
of two contentions Urges A8LB to deny motion as Issues 
raised should not be considered in licensing proceedings 
Certificate of 3vc end 

CULP . R H i NEUMAN. J R Lowenstein. Nowman, Reis. Axelrad U Toll 
79/02/16 7pp 


7903190005 Notifies of appeal of ASLB 790209 order denying 
intervention 

VQMACKA. A National Lawyers Guild. Houston Chapter 79/02/22 lp 


7703210417 Forwards ltr ?< info re Lewis Rept <NUREG/CR-0400> resulting 
from review of WASH-1400 W/o anti 
SDH INK I . S M Drench 3 79/02/23 lp 


790326Q ICO Requests directed certification of three questions to A SLAB 
re denial of contentions Certificate of Svc end 
SCOTT. J Texas Public Interest Research Group 79/02/23 7pp 


7903130505 Notice 6 supporting brief of appeal ABLB 790209 order 
denying intervention petition Uiges admission of contentions 
2-5 (i 7 of 700929 stipulation w/NRC Certificate of 8 VC end 
DOHERTY. -U F Af f i 1 ia 1 1 on Unknown 79/0^/24 ISpp 


7903 I 30 5 OB Motion for admission of contentions previously abandon** ai 
"Class 9 accident " Contends reactor risk t< large 
radioactivity i please accidents issue should be admitted 
DOHERTY, J F Affiliation Unknown 79/02/24 5pp 


79-0-3130500 Requests appeal from denial of Intervention petition 
HOOKER, K Affiliation Unknown 79/02/27 lp 


7903130502 Urges reversal of ASLB denial of intervention petition, at 
petition was in substantial compliance w/NRC regulations 6 
contentions raise valid issues Certificate of Svc end 
HOOKER. K Aff i 1 lation Unknown 79/02/27 16pp 


7903140051 Requests suspension of proceedings Contends £15 Is deficient 
6 legal requirements have not been satisfied 
MARRACK. D Affiliation Unknown 77/02/27 lp 


7903140635 Notification of appeal re ASLB denial of intervention 
pet i tlon, 

POTTHOFF, F H Affiliation Unknown 79/02/27 lp 

7903140630 Requests one-day extension foi filing appeal brief 
POTTHOf F. F H Affiliation Unknown 79/02/27 lp 


7903! 30104 Brief * notice of appeal from A6LB 790209 denial Of 
intervention petition Rejection of contention re location, of 
transmission corridor was based on incorrect assumption 
RENTFRO, W E Affiliation Unknown 79/02/27 2pp 


7903210313 Notice brief of appeal Objects to NRC'* failure to Inform 
public re hearings h to allow public input Related documents 
enc 1 

FRANBON, P* 3 . F RAMSON. M B Affiliation Unknown 79/02/27 I Ip P 


79032 J 0316 Appeals 790212 denial of intervention status Object* to IfflC 
attitude re implementation of NEPA fc placing burden on one 
asking for info Related documents ond 
MARRACK , 0 Affiliation Unknown 79/02/27 ISpp 


7903140632 Urge* acceptance of Contention 4 re development of tolar 6 
wind energy in TX os a superior alternative to nuclear 
ita t ion 

PDTTHDFF, F H Affiliation Unknown 79/03/01 3pp 


7903210355 Request for extension, unti I 79030G, to respond to TX PlRQ's 
7902-02 motion for admission of two contentions Certificate 
of Svc end 

EDHINKI.S M Branch 3 79/03/01 3pp 


7903210362 Notice of reconstitution of ASLAB for const permit 
proceeding 

5KRUT8KI. R M Atomic Safety and Licensing Appeal Panel 79/03/01 
lp 


7903210464 Provides (nfo re limited appearance statement Explain* 
method for participation in proceeding, s ince petition for 
leave to Intervene has been denied 
SOHINK I . 5 M Branch 3 79/03/01 2pp 


7903210310 Brief responding to appeals from 790209 denial of 
Intervention it to TX PlflG's petition for directed 
certification must be filed by 790319 NRC 1< applicant should 
Inform ASLAB re status of alternate site inquiry 

SKRUTBKI.R M Atomic Safety and Licensing Appeal Panel 79/03/05 
3pp 


7903170011 Appeal* 790209 denial of Intervention statu* Argue* 
residency in proximity of site confer* standing U contention 
r* right to privacy i* sufficient Certificate of Svc end 
VDMACKA, A National Lawyer* Guild. Houston Chapter. 79/02/22 
3pp. 

7903160174 Appeal* denial of intervenor *t»tu* Due to lack of 
notification of de-nia 1 . status a* party should be granted 
Request* ruling that NRC may consider ultimate disposal of 
nuclear we-ste* 

DEBREMAECKER. J Affiliation Unknown 79/02/23 2pp. 


7903220300 Intervener TX PIRG first set of interrogatories to Hou*t= 
Lighting L Power Co 

SCOTT. U hi Texas public Interest Research Group 79/03/05 3pp 


DOCKET 50-467 Allen* Cteek Nuclear Station, Unit 2 


7903070208 Forwards responses to Question* 2,3,5,6,7,10.19 & 20 free t 

NRC 790203 ltr re alternative site* 

MCGUIRE, W F Houston Lighting * Power Co 79/02/22 37pp 



DOCKETED SERIES 


LOCKET 50-467 Allens Creek Nuclear Station. Unit 2 


790321.0304 Forwards responses to Questions 9, 11. 12, 14-18 & £3 from 
"Alternative Site Visit Questions" of 790205 H/agr i cu 1 tura l 
statistics for 1977 TX water resources data for water 
year 1977 W/overswed drawing 

MCGUSRE, M F Houston Lighting t, Power Co 79/03/09 46pp 


DOCKET S0-46S Laguna Verde Station 


7903290293 Recently received cable advising facility attachment info 
far units had not been completed IAEA safeguards will be 
applied if nuclear matl arrives prior to attachment 
camp ) et ion 

S^tEA. J R Office of International Programs SECY-79-12U3 
79/02/26 lp 


DOCKET STM-50-470 CESSAR System 80 


T90321O490 Summary of 790212 meeting w/C-E te acceptance review of 
CESSAR FSAR h standardization policy matters related to 
•C-E.'* application foT Type-1 final design approval for Sys 
BO design W/iist of attendees *< revised agenda 
VILLALVa. I Standardization Branch 79/03/01 6pp 


DOCKET 50-471 Pilgrim Nuclear Power Station. Unit 2 


7903270563 Forwards NUREQ-0523, "Summary of Operating Eicr ionce 
W/R*t ir culating Steam Generators," which focuses on recent 
problems w/degradat ion Believes continued plant operation 
does not constitute undue risk 

E1SENHUT, D G Assistant Director for Systems t< Projects 
79/03/02 3pp 


7903190292 Questions legal procedures re abbreviated recirculation of 
FES suppi re alternative sites analysis Asserts truncated 
procedure is improper 

ADOOTTj h S Simmonds, Winslow, Wi 11 1 s l< Abbott 79/01/09 2pp 


790312O46B Forwards draft suppi to plant FES (NUREG-G3301 & Federal 
Register notice 

RECAN. kl H Environmental Project Branch 2 79/02/2Q Spp 


7903120472 Notice of availability of draft suppi to FES < NUREG-0530 ) 
REGAN. W H Environmental Project Blanch 2 79/02/16 3pp 


7903070316 At-fi Cleeton's motion to compel MRC to provide detailed 
evaluation of impact of 790119 decision re 1975 Reactor 
Safety Study so parties may determine whether safety issues 
should be reopened Certificate of Svt end 
ABBOTT, W S Affiliation Unknown 79/01/25 2pp 


7903130019 Requests right to raise Class 9 issue at proceeding after 
Commission announces its decision on matter 
CORK I N» C Massachusetts, State Of 79/02/06 lp 


7903140163 Opposes intervener Clcetons 1 ' 790125 motions because relief 
sought is unnecessary Related corrsapondanc e *< MA Dept of 
Public Util decision DPU 19494 end 

LEWALD.G H Rapes h Gray STOOD-LEY. D O Boston Edison Co 
79/02/09 24pp 


7903090190 Opposes Cl Batons' 790129 Motion 1 requesting that hearing 
on financial qualifications of applicants be deferred 
because NRC policy favors going forward & advantages of an 
early resolution outweigh delay 
SMITH, 0 H Branch 2 79/02/14 lflpp 


7903000194 Opposes Cleetona' 790123 Motion 3 re reopening record or 
need for power issue because MA Energy Facility Citing 
Council decision has not been shown to contain new info or 
info uhith would materially change facts in record 
SMITH, B H Branch 2 79/02/14 2pp 


7903060200 Responds to Clecto-ns' Motion 4 requesting NRC evaluation 
of impact of NRC policy statement on Reactor Safety Study It 
Lewis Panel review Agrees to provide evaluation by 79030J 
Certificate of 6vc end 

SMITH. D H Branch 2 79/02/14 3pp 


7903120579 Per ASLD 790115 order re status of rev i «u. f orwaTd s draft 
suppi to FES iNUREG-0330) Notifies that NRC is ready to 
proceed on financial qualifications issue k respond to 
questions on remaining uncontented issues 
SMITH, D H Branch 2 79/02/22 2pp 


7903260339 informs of classified document containing info potentially 
relevant to issue of sabotage of spent nuclear fuel N of NRC 
assessment of info to be made available 
SMITH, B H Branch 2 79/03/05 lp 


7903140466 Based on 790116 telcon 8 < previous NRC 761206 decision* 
financial schedules l< forecasts submitted 760623 U 30 do not 
meet 10CFR2 790 requirements k will be placed in NRC PDR 8< 

LPDR H/relevant communications 

PAF1R, 0 D Light Hater ReactoTs Branch 3 79/02/26 3pp 


7903120480 Draft suppi to FES 

* Office of Nuclear Reactor Regulation NUREQ-0530 79/02/26 
iBBpp 


7903210321 Forwards Federal Register notice announcing availability of 
draft suppi to FE8 re alternative sites 
SMITH, B H Branch 2 79/02/20 3pp 


7903140293 Dept has no comments on draft suppi to FEB < NUREQ-053DI 
COWER, M L Agriculture, Dept of 79/03/09 lp 


7903190200 Responds to 790220 1 tr requesting comments on draft suppi to 
FES- tNUHEQ-OSaO) Notes omission on Page 1 & suggests 
inclusion of plan & location map of selected site 

HE JNEHANN, J M Federal Energy Regulatory Commission 79/03/14 ip. 


7903140469 Forwards add! financial info in response to 700-331 request. 
Requests proprietary treatment for -certain matl tr-ef 
10CFRSL 790 3 

BUTLER, R M Boston Edison Co 76/06/23 2pp, 


7903140474 Forwards addl financial info in response to 76033! request 
Requests proprietary treatment of certain mail iref 
1QCFR2 790) 

BUTLER, R M Boston Edison Co 76/06/30 5pp 


7903220275 -‘Annual Rept 1976 « 

* Boston Edison Co 79/02/28 24pp 


7903050212 Forward* Endorsement I to MAELV Policy XB-31 
F0UL6HAM, P A Boston Edison Co 79/02/26 2pp 


7903200356 Discusses transmission line corridor impact on woodlands 
Believes Rocky Point location would cause least ecological 
damage Concurs that Dunstable site is inappropriate because 
Of unavoidable impact on wetlands 

VANDENEURQ, D 0 Agriculture, Dept of 79/03/23 lp 


7903060543 Piovides comments on NRC 790116 statement of outstanding 
Issues in proceeding re alternative s J te s, f inanci a 1 
qual i f i-cati on. need for power It NRC Reactor Safety Study 
ABBOTT, U 8 Qimmonds, Winslow, Willis t< Abbott 79/01/25 5pp 


7903070348 Al<M Cleettm's request for info re financial qualifications 
from Boston Edison in Itr* to NRC Certificate of Svc oncl 
ABBOTT* W S Affiliation Unknown 79/01/25 2pp 


790-3070314 A&M Cleaton motion to reopen hearing record re need for 
power (- file updated testimony due to matl change since 
770701 Wants Boston Edison 771231 forecast U MA Energy 
Facilities Biting Council 781024 decision considered 
ABBOTT, W 9 Affiliation Unknown 79/01/25 3pp 


7903060452 Annual rept re personnel & man-r«m exposure by jab function 
MCGUIRE, P J Boston Edison Co 79/02/28 3pp. 


DOCKET 50-472 Pilgrim NucLoer Power Station. Unit 3 


7903220273 -Annual Rept 1976 " 

* Gaston Edison Co 79/02/28 24pp 


7903050212 Forwards Endorsement 1 to MAELU Policy XB-31 
F0UU6HAM, P A Boston Edison Co 79/02/26 2pp 


7903060432 Annual rept re personnel 6 man-rem exposure by Job function 
MCGUIRE. P J Boston Edison Co 79/02/28 3pp 



DOCKETED SERIES 


DOCKET 8TN-S0-477 Atlantic Generating Station. Unit l 


79033009i«3 Act receipt of 781219 P9AR Amend 33 withdrawing application 
Forwards related Federal Register notice 

BOYD, R S Division ap Project Management 79/03/16 Spp 


7903300964 Notice of withdrawal of application for const permit! It 
facility licenses 

BAER, fl L Light Mater Reactors Branch 2 79/03/16 2pp 


7903150219 Notice o-f Intervenor Atlantic County Citiiens Council on the 
Environ substitution of counsel KA Qnsdorff will substitute 
for RW Potter Certificate of Svc end 
QNSDORFF. K A Affiliation Unknown 79/03/06 4pp 


79030B0337 Respond* to intervenor Atlantic Cou-nty'* brief in support of 
notion to impose terms b conditions Urges denial of 73122? 
notion for failure to comply w/lOCFfl? 730(b) l for lack of 
meritorious request for relief Certificate of Svc end 
B0H1NKI.BM Branch 3 79/02/12 6pp 


7903150236 Denies in terve n or* ' joint nation for failure to comply w/ 
Rules o-P Practice re time for filing brief No statutory 
authority for imposition of atty's fees 

WOLFE, 8 J Atomic Safety and Licensing Board Panel 79/02/15 4pp 


790313040-1 Order dismissing proceeding after 781220 withdrawal of 
application of util 

WOLFE, E J Atomic Safety and Licensing Board Panel 79/02/19, lp 


DOCKET 8TN-30-47S Atlantic Generating Station, Unit 2 


7903300363 Act receipt of 781219 PSAR Amend 33 withdrawing application 
Forwards related Federal Register notice 

BOYD, R 8 Division of Project Management 79/03/16 Spp 


7903300964 Notice of withdrawal of application for conit permits & 
facility licenies 

* BAER, ft L Light Water Reactors Branch 2 79/03/16 Spp 


7903150219 Notice of Intervener Atlantic County Citizens Council on the 
Environ substitution of counsel KA Qnsdorff will substitute 
for RW Potter Certificate of Svc enct 
QNSDORFF, K A Affiliation Unknown 79/02/06 4pp 


7903000557 Responds to intervenor Atlantic County's brief in support of 
motion to impose terms k conditions Urges denial of 70J229 
notion for failure to comply W/10CFR2 730(b) t for lad of 
meritorious request for relief Certificate of Bvc end 
80HINKr,S M Branch 3 79/02/12 6pp, 


7903150236 Denies i n terve nor* ' joint motion for failure to Comply w/ 
Rules of Practice re time for filing brief Na statutory 
authority for Imposition of atty's fees 

WOLFE r S, J Atomic Safety and Licensing Po«T<f Panel 79/02/19 4pp 


7903150401 Order dismissing proceeding after 7Q1220 withdrawal of 
application of util 

WOLFE, 8 J Atomic Safety and Licensing Board Panel 79/02/13 lp 


DOCKET eTN-3O-40O REBAR-4 1 


7903070180 Summary of 780913 meeting u/Mest ing h ouse to discuss future 
licensing plans for stantfardlied N9SB dasigm W/list of 
attendees & outline of Westinghou*# presentation 
O'REILLY, P. D, Standardisation Branch. 76/10/09. lBpp. 


DOCKET STN-50-482 Wolf Creak Generating Station 


790309059 1 Forwards NUREQ/CR-0400, "Risk Assessment Review Group R«p' 
to the US NRC” (Lewis Rept) Commission presently developing 
policy statement re rept 

LEWIS. S. H Office of the Executive Legal Director 79/01/23 i p 


7903150200 Interveners' response per ALAB-5Q9 in opposition to 
u de minimus 14 theory Alleges theory ignores issue of 
significant It substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPF0RD, C Affiliation Unknown 79/02/19 37pp 


7903230297 Forward* responses to ALAB-509 Thirty— day period for 
responses to document* shall run from 790305 

8KRUTSKI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 


7903230304 Forward* NRC policy statement re reactor safety study. Ttvisu 
by Lewis Committee ( NUREQ/CR-0400 ) & survey of NRC u-ses of 
WASH-1400 All documents have been furnished to ASLB U ASLAB 
mamb er s 

LEWIS. 8 H Bt anc h 2 79/03/03 2pp 


79031204 1 3 Requests current status rept re facility const probltm 
WINN.L House of Rep 79/02/12 lp 


7903200339 Requests any info available on soundness of foundation, of 
reactor, in order to respond to constituent's ltr 
WHITTAKER, Q House of Rep 79/03/01 Ip 


7903070166 Forwards IE Insp Rept 50-402/78-16 on 701120-22 No 
nancomp 1 ianc e noted 

QEIDLE. W C Region 4, Dallas, Reactor Construction L Engineering 

Support Branch 79/01/10 2pp, 


7903070 i 6B IE Insp Rept 30-482/78-16 on 701120-22 No noncompliance 
notad Major areas inspected aspects of GA program relating 
to control of design fc procurement, overal 1 conduct of audit 
program & document control 

OBEROj C A , MATT1A, J , CROSSMAN, W A Region 4. DaLIa*. Reader 

Construction fit Engineering Support Branch 79/01/17 Spp 


7903060605 Request* assessment of concrete strength nf reactor building 
base mat based on strength data obtained u/90-day test 
cylinders, fit evaluation of base mat load carrying capacity 
BflYDrR S Division of Project Management 79/02/03 2pp 


790306Q607 Forwards WR Waugh's recommendation* for testing ban mat 
cylinder remnant* Requests NRC comments 
KOE0TER, 0 L Kansas Gas & Electric Co 79/01/16 3pp 


7903000424 Forward* IE Bulletin 79-01, "Environ Qualification of Clan 
IE Equtpmint n W/li*t of 11 systematic evaluation program 
plants! for which no action is required 

SEYFRlTrK V Region 4, Dallas. Office of the Director 79/Q2/0B 

lp^ 


79030BG437 Forward* IE Info Notice 79-03. "Limitorque Valve Geared 
Limit Switch Lubricant " 

SEYFRITiK V Region 4. Dallas, Office of the Director 79/02/09 

IP 


790309004a Forwards- IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

SEYFRIT.K V Region 4. Dallas, Office of fcha Director 79/02/lU 

IP 


7903210343 Forward* IE Insp Rept 50-402/70-13 on 701113-16 1206-00 1 

notice of violation 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/02/16 
4pp 


7903210546 Notice of violation from Imp on 701113-16 fi< 1206-00 
* Region 4, Dalla*, Office of the Director. 79/02/15, 3pp 


393 Forward* NVRE0-0523, "Summary of Operating Experience 

Ire u 1 at Ion Steam Generators, H which focuses on recent 7903210554 IE Insp Rapt 30-402/78-13 on 701113-16 & 1206-00 

Noncomp 1 ianc e noted, fal lure to establish mix design per 
specifications fi< procedures, Pai lure to meet concrete 
cr ltar la, fa i lur e to provide complete info fit failure to test 
OBERG'C.R . GROSSMAN, W A , HALL, ft E Region 4, Dallas, Of Met Of 
the Director- 79/02/15 40pp 


7903H 10570 Forwards "Rept of Inve*tl gation of KS Gas fit Electric fltvdy 
of Low Concrete Cylinder Strengths of Reactor Containment 
Bldg Bata Mg t “ Conclude* util study does not assure 
structural adequacy of base mat concrete 
HAMM, R. C Hamm Engineers, Inc 79/02/02 Ip 

7903210578 "Rept of Investigation of KS Gas 6 Electric Study of Low 
Concrete Cylinder Strength* of Reactor Containment Bldg Base 
Mat, " 

HAMM i ft C, Hamm Engineer*. Inc NRC-05-77-106 79/02/02 50fp 



DOCKETED SERIES 


DOCKET BTN-50-402 Wolf Creek Generating Station 


7TO3O7O2'30 Ack receipt of 701228 ltr informing NRC of step* taken to 
correct violations noted in IE lnsp Rept 50-482/78-12 
fiEIDLE. W C Region 4. Dallas# Reactor Construe fc ien & Engineering 

Support Branch 77/02/21 Ip 


7903070239 Responds to NRC 781127 ltr re violations noted in IE lnsp 
Kept 30~402/76- 12 Corrective actions welding procedures will 
be revi sued, heaters given neu c a b 1 e s* mot or maint procedures 
changed to include motoi shaft rotation 

KOESTER.G L Kansas Gas 6 Electric Co 70/12/28 3pp 


7703170022 Informs recipients of IE Bulletin 77-Oi# "Environ 
Qua ) if i cot i on of Class IE Equipment#" dtd 790209, that valve 
Unit switch identified as NAKCQ Model S3CML should read 
SC3CML 

S-EYFR IT. H V Region 4# Dallas# Office of the Director, 79/02/27 

If 


77032901*73 Agrees that placement of concrete in safety-related 
structures other than containment bldg may nou continue as 
result of IE tnsp Rept 30-492/79-03 on 790220-23 Notes that 
base mat concrete issue is unresolved 

&EYFRIT, K V Region 4# Dallas. Office of the Director 77/03/09 
2fp 


7903280007 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Designs 
(/sing Concrete Expansion Anchor Bolts 

BEY FRIT. K V Region 4, Dallas, Office of the Director 77/03/08 

ip 


7703300063 Forwards i£ Bulletin 77*03. "Longitudinal Wold Defects in 
A5ME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding L Engineering Co M 
■BEY-FRIT* V, V Region 4. Dallas, Office of the Director 79/03/12 

ip 


790330000S Forwards IE Circular 79-04. "Loose Locking Nut on Limttorque 
Valve Operators " 

5EYFRIT*K V Region 4# Dallas, Office of the Director 77/03/16 
IP 


79033002D3 Forwards IE Info Notice 77-05# "Use of Improper Metis in 
Safety-Rotated Components " 

SEYFfi 1 T# K V Region 4. Dallas# Office of the Director 79/03/21 
*PP 


DOCKET STH-50-483 Calloway Plant. Unit 1 


770321046-8 Forwards NUREQ-0323, "Summary of Operating Experience w/ 
Recirculating Steam Generators," due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EI6ENHUT. D G Assistant Director for Systems & Project* 
79/0-3/02 3pp 


7703260312 Requests ad d 1 info re capability of nuclear steam supply 
tyfc t-o respond to postulated ATW9 transients W/ltr to major 
vendoT* requesting Info fc forwarding NUREG-0460# Vo I 3 
W/o end 

V ASS ALL O, D B Assistant Diroctor for Light Water Reactors 

79/03/15 3p p 


7703220351 Pbt 770111 1 tr. forward a project agreement to Appeal Board 
which u«s promised at conclusion of oral argument in show 
cause proceeding 

REYNOLDS. W B Bhau, Pittman. Potts# h Trowbridge 79/01/16 Ip 


7903070566 Affirms A8L0 700929 decision may suspend const permit until 
builder cooperate* w/NRC investigation Does not decide issue 
of NRC authority to protect discharged "whistleb lower* '* 

DUFt-Cl. M E Atomic Safety and Licensing Appeal Panel 79/02/23 
30p* | 


7903130018 Forwards IE Insp Rapt* SO-4G3/70-13 fit 30-486/70-03 on 
791120-22 No noncompliance noted 

HE1SHMAN, R P Region 3# Chicago, Reactor Construction 

Engineering Support Branch 79/02/01 2pp 


7903130021 IE lnsp Rept 30-483/78-13 6 90-406/78-03 on 781120-22 No 
noncompliance noted Major areas inspected GA programs t» 
design fit procurement control, conduct of audit program & 
document control 

aCHLElBINZ.E R , HAYES, D W Region 3, Chicago# Reactor 

Construction L Engineering Support Branch MATTIA, vL C Region 

l, Philadelphia, Office of thB Director 79/01/25 8pp 


79033(30030 Forward* IE lnsp Rept 50-403/78-14 on 701204-06 No 
non camp 1 fence noted 

HE1SHMAN.R F Region 3# Chicago, Reactor Construction it 

Engineering Support Branch 77/02/01 2pp 


203 

7903130033 IE lnsp Rept 50-483/76-14 on 781204-06 No none omp I iance 
noted Major areas inspected action on bulletin* fit circulars, 
site t-our. safety-related piping record s# observe ti o n of work# 
welding fit nondestructive examination 

SCHWE1BIMZ.E R . HANSEN, vt A . HAYES, D W Region □. Chicago. 

Reactor Construction & Engineering Support Branch 79/01/26 
I4pp 


7903220411 Forwards IE lnsp Rept 50-483/79-01 8< 50-486/79-01 on 
770130-31 No none Dmplianc e noted 

F I 0RELL1 , G Region 3. Chicago, Reactor Operations Nuclear Support 

Branch 79/ OS/ 13 2pp 


7703220418 IE lnsp Repti 50-483/77-tH fit 50-486/79-01 on 790130-31 No 
none omp 1 iance noted Major area* inspected licensee action* 
on bulletins 6 circulars 

BCHWE1B1NZ.E R # KNDR. R C Region 3, Chicago, Reactor 

Operations Nuclear Support Branch 77/02/14 5pp 


7903080386 Forward* IE Info Notice 77-04# "Degradation of Engineered 
Safety Features " 

KEPPLER, J O Region 3. Chicago. Office of the Director 79/02/16 

IP 


7703080367 Inform* recipients of IE Bulletin 79-01. "Environ 
Quel ification of Class IE Equipment# " dtd 790208# that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

KEPPLER, \J Q Region 3# Chicago# Office of the Director 79/03/01 

IP 


7903150047 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Design* 
Using Concrete Expansion Anchor Bolts " 

KEPPLER, J 0 Region 3, Chicago, Office nf the Director 79/0 3/09 

IP 


7703170563 FoTwardi IE Bulletin 79-03, "Long 1 tu 6 kna 1 Weld Defect* in 
ASMS 6A-312 Type 301 Stainless Eteel Pipe Spool* 

Manufactured by Youngstown Welding fit Engineering Co " 

KEPPLER, J 0 Region 3, Chicago, Office of the Director, 79/03/12 

lp. 


DOCKET STN-50-404 Tyrone Energy Park# Unit 1 


7903270506 Forwards NUREQ-0523, "Summary of Operating Experience u/ 
Recirculating Steam Generator*," which focuses on recent 
problem* u/deg rada 1 1 on Believes continued plant operation 
doe* not constitute undue risk 

E3SENHUT, Q 0 Assistant Director for Bystems t Project*, 

79/03/02 3pp 


7903130200 Intervetior* ' response p«t ALAD-509 In opposition to 
"de minimus" theory Alleges theory Ignores issue of 
significant fit substantial releases of radon-222 tq environ 
Certificate of Eve end 

KEPFORD, C Affiliation Unknown 79/02/19. 37pp 


77G315D304 Objection uf intervenors Ecology Atticn of Oswego fit Northern 
Thunder to ALAB-3QY because "de minimus' 1 theory re radon 
emission 1* absurd Requests hearing to- consider evidence of 
other approaches to cost benefit analysis 
IHRIQ. R Northern Thunder 79/02/17 22pp. 


7903230297 Forwards response* to ALAB-509 Thirty-day period for 
responses to document;* shall run from 790303 

8KRUT5K 1 j R M Atomic Safety end Licensing Appeal Panel, 79/03/01 
3pp 


7903230271 Forwards NRC policy statement re reactor safety « tudy, review 
by Lewi % Committee <NUfl£Q/CR-Q400 ) L survey of NRC use* of 
WASH-1400 All documents have furnished to ABLB fit ABLAB panel 
members 

LEWIE# 0 H Branch 2 79/03/05 lp 


7903130024 Forward* IE lnsp Rept 30-404/78-02 on 7B1 120-22. No 
noncompliance noted 

HE1SHMAN. R F, Region 3# Chicago, Reactor Construction It 

Engineering Support Branch 77/02/01 2pp 


7703130020 IE lnsp Rept 30-484/70-02 on 781120-22 No noncemp 1 lane > 
noted Major areas inspected GA program, re design 5< 
procurement controlr conduct of audit program 6 document 
control 

SCHWEIBINZ# E R. # HAYES, 0 W Regions# Chicago, Reactor 

Construction & Engineering Support Branch MATTIA, J, C Region 

1# Philadelphia, Office of the Director 79/01/23 6pp. 


7703080341 Forwards IE Info Notice 79-04, "Degradation &ff Engineered 
Safety Feature* " 

KEPPLER, j, o Region 3. Chicago, Office o-f the Director. 79/02/16 

ip 



204 DOCKETED SERIES 


DOCKET STN-50-484 Tyrone Energy Park, Unit l 


7903080364 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equ i ptnervt, " dtd 79 0200, that valve 
limit switch identified as NAMCO Model S3CNL should read 
8L3CML 

KEPPLER , J 0 Region 3, Chicago, Office of the Director 79/03/Gi 

IP 

7903140034 Forwards IE Bulletin 79-02, "Pipe Support Case Plate Designs 
Using Concrete Expansion. Anchor Dolts ” 

KEPPi.ES, J 0 Region 3. Chicago. Office of the Director 79/03/09 

Ipp 


79030B0462 Informs recipients of IE Bulletin 79-01, “Environ 
Qua 1 1 f ica 1 1 on of Class IE Equipment, 11 dtd 790208. that valve 
limit switch identified as NAMCO Model 53CML should road 
SLDCML 

GRIER, B H Region 1, Philadelphia, Office of the Director 

79/02/27 I p 


79032QQ036 Forwards IE Bulletin 79-02, "Pipe Support Base Plate Deiiqni 
Using Concrete Expansion Anchor Bolts " 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 

79/03/08 i p 


7903140038 IE Info Bulletin 79-02, "Pipe Support Oase Plate Designs 
Using Concrete Expansion Anchor Bolts " Reviews numerous 
failures & deficiencies of concrete expansion anchors 
Requests verification of safety & design requirements 
* Region 3, Chicago, Office of the Director 79/03/08 3pp 


7903190007 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spuols 
Manufactured by Youngstown Molding ?r Engineering Co " 

KEPPLER, J C Region 3, Chicago. Office of the Director 79/OD/12 

IP 


DOCKET 8TN-30-4Q5 Sterling Polu«t Project Nuclear, Unit l 


DOCKET STN-50-4B6 Calloway Plant, Un 1 1 2 


7903210460 Forwards NUREG-0323, "Summary of Operating Experience u/ 
Recirculating Steam Generators," due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

E1SENHU7, D G Assistant Director for 5ystcms X, Projects 

79/03/02 3pp 


7903260312 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATW3 transients W/ltr to major 
vendors requesting info 4- forwarding NUREG-0460, Val 3 
W/o end 

UAGSALLQ, D D Assistant Director for Light Water Reactors 

79/03/15 3pp 


7903270312 Forwards NUREG-0923, "Summary of Operating Experience w/ 
Recirculating Steam Generators," which focuses on Tscint 
problems w/d e grad a t ion Believes continued plant operation 
does not constitute undue risk 

EI8ENHUT, D O Assistant Director for Systems & Projects 
79/03/02 3pp 


7903130 1 83 Extend* until 790302 time for NRC consideration of petition 
for review of ALAB-302 Piled by Ecology Action of Oswego 
CHILK,8 J Office of the Secretary of the Commission 79/02/16 
iP 


7903150200 In t e rven a rs * response per ALAB-509 in opposition to 
M de minimus" theory Alleges theory ignores issue of 
significant ic substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


7903190384 Objection of intervenes Ecology Action of Oswego & Northern 
ThundeT to ALAB-509 because "de minimus" theory re radon 
amission is absurd Request* hearing to consider evidence of 
other approaches to cost benefit analysis 
I HR IQ, R Northern Thunder 79/02/19 22pp 


7903220331 Per 790111 lti, forwards piojett agreement to Appeal Board 
which was promised at conclus'ion of oral argument in show 
cause proceeding 

REYNOLDS, W B Shaw, Pittman, Potts, Trowbridge 79/01/16 Ip 


7903070566 Affirms A5LB 780928 decision may suspend const permit until 
builder cooperates w/NRC investigation Does not decide issue 
of NRC authority to protect discharged "whistleblowers ,l 
DUFLO, M E Atomic Safety and Licensing Appeal Panel 79/02/23 
3Bpp 


790313001 3 Forwards IE Insp Repts 50-483/70-13 & 30-486/70-03 on 
781 J BO-22 No non c omp i l anc e noted 

HEIBHMAN, R F Region 3, Chicago, Reactor Construction 4« 

Engineering Support Branch 79/02/01 2pp 


7903130021 IE Insp Rept 90-483/78-13 4 00-486/70-03 on 76 J 1 20-22 
noncamp 1 iapce noted Major areas inspected DA programs re 
design & procurement control, conduc t of audit program & 
document control 

5CHWEJ B INZ , E R , HAYES, D W Region 3, Chicago, Reactor 

Construction 8, Engineering Support Branch MATTIA, J C Region 
1, Philadelphia, Office of the Director 79/01/25 Gpp 


7903230297 Forward* responses to ALAB-509 ThiTty-day period for 
responses to documents shall Tun from 79Q303 

BKRUT8K I , R M Atomic Safety and Licensing Appeal Panel 79/03/01 
3pp 


7903220411 Forward* IE Insp Rept 90-483/79-01 fc S0-4B6/79-01 on 
790130-31 No noncomplianCQ noted 

FIORELLI.G Region 3, Chicago, Reactor Operations Nuclear Support 

Branch 79/02/13 2pp 


7903140610 Extend* until 790309 time for NRC consideration of petition 
for review of ALAB-302, f i led by Ecology Action of Oswego 
CHILK.e J Office Of the Secretary of the Commission 79/03/02 
lp 


7903220360 Recommends NRC deny petition of Ecology Action of Oswego for 
revietf of ASLAD decision ALAB-302 Di scute Ion of other 
arguments raised by Ecology Action & draft oTrfer denying 
review of ALAB-502 end 

FITZGERALD, J A Office of the General Counsel 8ECY-A-79-6 
79/01/16 18p p 


7903220366 Decision ALAB-302 affirming ASLAD 770026 decision re alt 
issues except those concerning need for power & environ 
impact of radon releases 

DUFLO, M E Atomic Safety and Licensing Appeal Panel 70/10/19. 
27pp. 


7903260194 Grants in part Ecology Action of Oswego's petition to review 
ALAB-302. Issue to be heard Is wether ASLAD correctly 
interpreted NRC's "obviously superior" std for rejecting 
applicant's proposed sits Briefs due by 790409 

CHILKeB J Office o-f the Secretary of the Commission 79/03/08 
2pp 


7903060616 Forwards IE Info Notice 79-03# "Llmitorqu* Valve Geared 
Limit Switch Lubricant " 

OfllEft,!} H Region 1, Philadelphia, Office of the Director 
79/02/09. Ip 


79030B0239 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features n 

GRIER, 0 H Region i, Philadelphia, Office of the Director 
79/02/16 Ip. 


7903220418 IE Insp Repts 50-4D3//7-01 t, 90-406/79-Qi on 790130-31 Ha 
none omp 1 ia nee noted Major areas inspected licensee actions 
on bulletins V circulars 

SCRHE I Q INZ , E R , KNDP, R C Region 3, Chtcago, Reactor 

Operations Nuclear Support Branch 79/02/14 5pp 


7903000386 Forwards IE Info Notice 79-04, "Degradation of EnglnierH 
Safety Features " 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/02/16 
IP 


7903080367 Inform* recipients of IE Bulletin 79-01, "Environ 
Qualification of Class lb Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model B3CML should read 
SL3CML 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/03/01 

If 

7903190563 Forwards IE Bulletin 79-03, "Longitudinal Held Defects In 
ASME 8A-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co " 

KEPPLER, J G Region 3, Chicago, Office of the Director 79/(13/12 

ip 


DOCKET STN-50-400 Perkins Nuclear Station, Unit 1 


7903130261 Forward* "Tests to Evaluate Coefficient of Static FrUtlen 
Between Steel ?< Concrete " 

DAILi L C Duke Power Co 79/02/21 lp 


7903130200 "Test* to Evaluate Coefficient of Static Friction Oilmen 
Steel <c Concrete " 

RABBAT, B G , RUS3ELL, H 0 Duke Power Co 79/02/2B 3Qpp 
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DOCKET STN-50-4B9 Perkins Nuclear Station* Unit 1 


7?0-ao304l'5 Advises that RP Wilson replaces R Roberson rc all 
c«rr esp-ondenc e in proceeding 

WILSON, fl P South Carolina, State of 79/01/23 lp 


7903130110 Forwards resolution by Montgomery County Board of 
Commissioners opposing licensing t> const of facility 
MC ALLAY, H P Montgomery County, NC 79/02/13 lp 


7903 L 301 12 Resolution opposing licensing h const of facility based on 
tremendous consumption of water by cooling towers & large 
increase in electricity rates 

MCAULAY. H P . CRANFORD,? Montgomery County, NC 79/02/13 3pp 


7903200263 Applicant's further suppl pi oposed findings of fact U 
conclusions of law Certificate of Svc end 
MCGARRYt J M Duke Power Co 79/02/23 82pp 


7903260346 Interveners' motion to i toper record i< for addl hearing*, re 
reactor safety t« geological study Fui ther suppl proposed 
findings of Fact proposed conclusions of law Certificate 
of Svc * 1 ? d 

PFEFFERKORN, W G PfefferVern 8* Cooley. P A 79/03/03 25pp 

7903220073 Urges prompt decision in favor of plant license because of 
reed for ehergy independence from QPEC countries & cost of 
delay in developing alternate sources 
STYLES, J S Affiliation Unknown 79/03/05 lp 


7903290011 Forwards corporate annual repti f inane ia 1 forecast & util 
statement re available sources of funds W/o end 
TH1ES, A C Duke Power Co 79/03/21 lp 


79O3O0O i 592 Forwards IF Bulletin 79-01, “Environ Qualification of Class 
lE Equipment " W/list of 11 systematic evaluation program 
plants For w-hich no action Is required 

O'REILLY, J p Region 2, Atlanta, Office of the Director 
79/02/09 2pp 


7903090129 Forwards IF Info Notice 79-04, 'Degradation of Engineered 
Safety Features “ 

d '"RE ILLY# \J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


79Q3O0O249 Informs recipients of IC Bulletin 79-01* "Environ 
Qualification of Class IE Equipment; 1 ' dtd 790208. thaL valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
1 9/02/ 2 □ 2pp 


7903140537 Forwards IE Info Bulletin 79-02, “Pipe Support Plate 

Eesign* Using Concrete Expansion Anchor Holts " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/09 Ip 


7903210127 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding U Engineering Co 11 
0'RE|LLY,J P Region 2, Atlanta, Office of the Director 
79/03/12 lp 


7903210975 Forwards IC Circular 79-04, "Loose Locking Nut on Limltorque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 lp 


DOCKET STN-50-489 Perkins Nuclear Station, Unit 2 


79103150291 Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel V Concrete " 

DAIL.L C Duke Power Co 79/02/gl lp 


79O31SO2B0 “Tests to Evaluate Coefficient of Static Friction Between 
Steel 6 Concrete " 

RABQAT, D G , RU89ELL, H G Duke Power Co 79/02/2B 30pp 


7903050415 Advises that RP Wilson replaces R Roberson t» all 
correspondence in proceeding 

WILBON.R P Gouth Carolina, State of 79/01/25 Ip 


7903200269 Applicant's further suppl proposed findings of fact fc 
conclusions of law Certificate of Svc end 
MC GARRY , J M Duke Power Co 79/02/23 02pp 
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7903260346 Interveners' motion to reopen record 6 for addl hearings re 
reactor safety U geological study Further suppl proposed 
findings of fact proposed conclusions of law Certificate 
of Svc end 

PFEFFERKORN, W G Pfefferkorn t> Cooley, P A 79/03/05 25pp 


7903290011 Forwards corporate annual re p t, f l nanc i a 1 forecast 6 util 
statement re available sources of funds W/o otic 1 
THIE8, A C Duke Power Co 79/03/21 lp 


7902200235 Forwards IE Info Notice 79-01 , “B erg en-Pat er son Hydraulic 
Shack & Sway Arrestors iH$SA> " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/02 5pp 


7903080552 Forwards IF Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY.J P Region. 2, Atlanta, Office of the Director 

79/02 /Q9 2pp 


7903090129 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features 11 

□'REILLY. J P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903000249 Informs recipients of IE Bulletin 79-01, “Environ 
Qualification o-f Class IE Equipment. " dtd 790208, that valve 
limit switch identified as NAMCO Model 53 CML should read 
SL3CML 

□'REILLY, J P Region 2, Atlanta* Office of the Director 

79/02/20 2pp 


7903140537 Forwards IE Info GuHetin 79-02, ’Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, JP Region 2, Atlanta, Office of the Director 

79/03/00 I p 


7903210127 ForuiaTds IE Bulletin 79-03, "Long i t u d i na 1 Weld Defects in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co “ 

O'REILLY, J P Region 3, Atlanta, Office of the Director 

79/03/12 lp 


7903210575 Forwards IE Circular 79-04, "Loose Locking Nut on Limitorque 
Valve Dp BT-e tors " 

O'REILLY , J P Region 2, Atlanta, Office of the Director 

79/03/16 lp 


DDCKET STN-50-490 Perkins Nuclear Station, Unit 3 


7903150381 Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel L Concrete 11 
QAIL, L C Duke Power Co 79/02/21 lp 


7703150203 “Tests to Evaluate Coefficient of Static Friction Detween 
Steel U Concrete " 

RABBAT, Q 0 i RUSSELL, H Q- Duke Power Co, 79/02/2B 30pp 


7903050415 Advises that RP Wilson replaces R Roberson re all 
correspondence in proceeding 

WILSON, R P South Carolina, State of 79/01/25 lp 


7703150110 Forwards resolution by Montgomery County Board of 
Commi ssicher s opposing licensing U const of facility 
MCAULAY.H P Montgomery County, NC 79/02/13 lp 


7903130112 Resolution opposing licensing 6 const of facility based on 
tremendous consumption of water by cooling towers 6 large 
increase in electricity rates 

MCAULAY, H P , CRANFORD, T Montgomery County, NC 79/02/13 3pp 


7903200265 Applicant's further suppl proposed findings of fact 6 
conclusions of leu Certificate of Svc and 
HCOARRY.J M Duke Power Co 79/02/23 02pp 


7903260346 Intervenars' motion to reopen record t, for addl hearings re 
reactor safety U, geological study Further suppl proposed 
findings -of feet proposed conclusions of law Certificate 
of Svc end 

PFEFFERKORN, W,G Pfefferkorn b Coaley, P A 79/03/03 2Spp 


7903220073 Urges prompt decision in favor of plant license because of 
need for energy independence from OPEC countries & cost of 
delay in developing alternate sources 
STYLES. J. 8 Affiliation Unknown 79/03/05 lp 
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DOCKET QTN-50-490 Perkin* Nuclear Station, Unit 3 


7903290011 Forwards corporate «nnual npt. financial forecast U util 
statement re available sources of funds W/o *ncl 
THIES.A C Duke Power Co 79/03/21. 1? 

7902230233 Forward* IE Info Notice 79-01, " Bergen-Pater son Hydraulic 
Shock & Sway Arrestor* (HSSAl " 

O'REILLY, J P Rag ion 2, Atlanta, Office of the Director 

79/02/02 3pp 

7903030332 Forward* IE Bulletin 79-OW "Environ Qua l i f i ea ti on of Clas* 
IE Equipment " H/list of 11 systematic evaluation program 
plant* for which no action 1* required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/09 2pp 

7903090129 Forward* IE Info Notice 79-04, ''Degradation of Engineered 
Safety Feature* M 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 

79/02/16 2pp 

79030B0249 Informs recipients of IE Bulletin 79-01, "Environ 
Q-Ua ttf Ketlon of Class IE Equipment," dtd 79020S, that valve 
limit .witch Identified a* NAMCO Model S3CML should read 
SL3CML 

O'REILLY, J P Region 2i Atlanta, Office of the Director 
79/02/26 2pp 

7903140337 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts 
O'REILLY, J P Region 2, Atlanta, Office of the Director 

79VQ3/QS lp 


7903210127 Forward* l€ Bulletin 79-Q3, -"Longitudinal Weld Defect* In 
AEME BA-312 Typa 304 Stainl"** Steel Pipe Spools 
Manufactured by Youngstown Welding 8c Engineering Co 
O'REILLY, JP Region 2, Atlanta, Office of the Director 

79/03/12 Ip 


7903210373 Forwards IE Circular 79-04. "Loose Locking Nut on Limltorqu 
Valve Operators " 

0 'REILLY, J P. Region 2, Atlanta. Office of the Director 
79/03/16 Ip 


DOCKET STN-30-491 Cherokee Nuclear Station, Unit 1 


7903130291 Forward* “Tests to Evaluate Coefficient of Static Friction 
Between Bteel & Concrete, " 

DAIL.L C Duke Power Co 79/02/21. lp 


7903 1 302Q8 "Tests to Evaluate Coefficient of Static Friction Between 
Bteel & Concrete 11 

RABBAT, B 0 Duke Power Co 79/02/29 30pp 


7903030413 Advise* that RP Wilson replaces R Roberson re all 
correspondence in proceeding. 

WILSON, R P. South Carolina. State of 79/01/23 Ip 


7903130200 Int erven or s ' response per ALAB-309 in opposition to 
"ile minimus" theory Alleges theory ignores issue of 
significant & substantial releases of radon-222 to environ 
Certificate of 9vc end. 

KEPFORD, C Affiliation Unknown 79/02/19 07pp 


7903230297 Forward* responses to ALAB-30? Thirty-day period for 
responses to documents ehall run from 790303 

8KftUT8KI»R M Atomic Safety and Licensing Appeal Panel 79/03/01 
3pp. 


7903290011 Forwards corporate annuel rep t, f inane i a i forecast & util 
statement re available sources of funds, W/o end 
* c Duk , p ow , r Co 79/03/21 lp 


7903080249 Informs recipients of IE Bulletin 79-01, "Environ 
Qua 1 i f icat i on of Class JE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model S3CML should read 
SL3CML 

0 J RE1LLY,J P Region 2, Atlanta, Office of the Director 

79/02/2B 2pp 


7903140537 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/03/08 Ip 


7703210127 Forwards IE Bulletin 79-03, "Longitudinal Weld Defect* in 
AEME 5A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding fc Engineering Co " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/12 lp 


7903210573 Forwards IE Circular 79-04, "Loose Locking Nut on Limltoriui 
Valvt Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/16 lp 


DOCKET 8TN-30-492 Cherokee Nuclear Station, Unit 2 


79031 502 Bt Forwards "Tests to Evaluate Coefficient of Static Friction 
Between Steel t< Concrete 11 
BAIL, L C Duke Power Co 79/02/21 lp 


7903150280 "Tests to Evaluate Coefficient of Static Friction Detwetn 
Steal k Concrete “ 

RABBAT, B Q Duke Power Co 79/02/20 30pp 


DOCKET STN-50-492 Cherokee Nuclear Station, Unit 2 


7903030413 Advise* that RP Wilson replaces R Roberson re all 
correspondence in proceeding 

WILSON. R P South Carolina, State of 79/01/23 Ip 


7903150200 Int e rvenor* ' response per ALAB-309 in opposition tt> 
"de minimus” theory Alleges theory ignores issue of 
significant A substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


7903230297 Forward* responses to ALAB-309 Thirty-day period for 
responses to documents shall run from 790303 

BKRUTBKIiR M Atomic Safety and Licensing Appeal Panel 79/03/01 
Spp 


7903290011 Forwards corporate annual r ep t, f inane ia 1 forecast & Util 
statement re available sources of funds W/o end 
THIEQ, A C Duke Power Co 79/03/21 lp 


7902280233 Forwards IE Info Notice 79-01, "Dergen-Pa t erson Hydraulic 
Shod & Sway Arrestor* ( H88A ) " 

O'REILLY, J P. Region 2, Atlanta, Office of the Director 
79/02/02 Spp 


7903000332 Forwards IE Bulletin 79-01, "Environ Qua J i f ieation of CUu 
IE Equipment 11 w/list of ii systematic evaluation program 
plants for which no action is required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/09 2pp 


7903090129 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Features M 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903080249 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 83CML should read 
EL3CHL 

O'REILLY, J, P Region 2, Atlanta, Office of the Director 

79/02/28 2pp 


7903140537 Forward* IE info Bulletin 79-02, "Pipe Support Das* Plat* 
Designs Using Concrete Expansion Anchor Bolts ’’ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/03/08 Ip 


7903210127 Forwards IE Bulletin 79-03, "Longi tud inal Weld Pifect* in 
A8ME BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding *.< Engineering Co " 

O'REILLY, J P Region 2, Atlanta- Office of the Director 

79/03/12 ip 
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DOCKET STN-50-492 Cherokee Nuclear Station, Unit 2 


7 9032 J 057 3 Forwards IE Circular 79—04, 'loose Locking Nirfc on Lira i tor^ire 
Vilve Operators “ 

0’RE1LLY»U P Region 2, Atlanta, Office of the Director 
79/03./ 1 6 ip 


790316015-9 Forwards Endorsement 39 to Policy NF-173 
SEGER.R M Northeast Utilities 79/03/09 2pp. 


7903150047 Forwards IE Bulletin 79-02, ’'Pipe Support Date Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLEft, J G Region 3, Chicago, Office of the Director 79/03/03 
lp 


DOCKET STN-30-49J Cherokee Nuclear Station, Unit 3 


79 03 1 50261 Forwards "Tests 
Between Steel U Concrete 
CALL, L C Duke Power Co 


to Evaluate Coefficient of Static Friction 


79/02/21 lp 


790315028B "Tests to Evaluate Coefficient of Static Friction Between 
Steel *, Concrete " 

SABBAT, B G Duke Power Co 79/02/28 30pp 


7903030415 Advises that RP Wilson replaces R Roberson re all 
correspondence in proceeding 

WILSON, R P South Carolina, State of 79/01/25 ip 


790-3130200 Intervenors' response per A1 AB-909 in opposition to 
"de minimus" theoi y Alleges them y ignores issue of 
significant U substantial releases of radon -222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


DOCKET 50-497 Montague Nuclear Power Station, Unit 2 


7903200421 Forwards Revision 3 to ”QA Program Topical Rapt," NU-GA-i 
it responses to questions in NRC 781221 1 tr Revision 3 
replaces former QA topical rept, sobml tted 7BQ20I 
CQUN9 IL» W G Northeast Utilities 79/03/09 5p p 


79032C0439 "QA Pr ogram Top i ca 1 Rept," NU-QA-1, Revi s lost 3 

SWITZER, DC Northeast Utilities NU-QA -1 79/03/05 lOOpp 


79-03130376 Forwards Endorsement 53 
limit In Item A to ♦36,000.000 
SEQERiR H Northeast Utilities 


to Pol 1 c 9 HF-52 amending 
79/03/06 2pp 


liability 


7903160159 Forwards Endorsement 58 
SEGER.R M Northeast Utilities 


to Policy 
79/03/09 


NF— 173 

2 pp 


7903230297 Forwards responses to ALAB-509 Thirty-day period for 
responses to documents shall run from 790305 

6 KRUTSKI , R M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903290011 Forwards corporate annual rept, financial forecast It util 
statement re available sources of funds W/o end 
THIE 8 .A C Duke Power Co 79/03/21 lp 


7902280233 Forwards IE Info Notice 79-0 1 Berg en-Pa ter son Hydraulic 
Shock it Sway Arrestors (H5EA > " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/02 5pp 


79030B0552 Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment ,J W/list of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY, J P Region 2 , Atlanta, Office of the Director 
79/02/09 2pp 


DOCKET STN-50-490 South Texas Project, Unit 1 


7903060524 Requests addl info for review of FSAR Specific info required 
includes reactor phys i c s, effluent treatment , radio 1 og ical 
assessment It hydrology 

PARR, Q D Light Water Reactors Branch 3 79/02/02 7pp- 


79Q30300B3 Forwards NRC recommendat i ons for preparation of Offsite Dose 
Calculation Manual 8 < radiological effluent Tech Specs 
PARR , □ D Light Water Reactors Branch 3 79/02/14 7pp 


79030005B5 Forwards request for addl info by 790521 to complete F9AR 
review re mat 1 s Integrity, reactor f ue 1 s , ac c 1 d en t it analysis, 
emergency p 1 ann i ng, g e o 1 ogy /» ei amol ogy *< geotechnical 
eng ineer ing 

PARRiD D Light Water Reactors Branch 3 79/02/14 ?4pp 


7903170019 ForwaTds request far addl info for review of FBAR re 
containment sys 

PARR, Q. D. Light Hater Reactors Branch 3 79/02/23 app 


7903090129 Forwards IF Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2 pp 


7903QB0249 Informs recipients of IF Bulletin 79-01. "Environ 
Qualification of Class 1 IE Equi pmont, "d t<J 7903D9 that valve 
Unit switch identified as NAMCQ Model S3CML should read 
5L3CML 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/02/28 2 pp 


7903 L 4033 7 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plato 
Designs Using Concrete Expansion Anchor Dolts " 

O'REILLY, U P Region 2, Atlanta, Office of the Director 

79/03/00 Ip 

I 

7903210127 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding Engineering Co " 

O'REILLY, -J P Region 2, Atlanta, Office of the Director 

79/03/12 lp 


7903210573 Forwards IE Circular 79-04, "Loose Locking Nut on Limitorque 
Valve Operators " 

O'REILLY, U P Region 2, Atlanta, Office of the Director 
79/03/16 Lp 


7903190056 Requests addl meteorology info to continue review of FSAR 
Info includes ambient air tempt, design wind velocity, 
atmospheric stability conditions b reliability of control 
room access to met e pro In g i col info 

PARR, O D, Light Water Reactors Branch 3 79/02/26 Q? p 


7903270313 Forwards NUnEO-0523, "Summary of Operating Experience v/ 
Recirculating Steam Generators , n which focuses on recent 
problems w/d egr a dati on Believes continued plant operation 
does not constitute undue risk 

EIBENHUT, D Q Assistant Director for Systems 8 c Project* 

79/03/02 3pp 


7903260199 Forwards request for addl info re mechanical engineering in 
order to complete review of FSAR 

TURNER, E A Houston Lighting & Power Co 79/03/09 3Bp p 


79032B0064 Requests addl info re capability of nuclear steam supply ays 
to respond to postulated ATWS transients U/ltr to major 
vendors requesting info *< forwarding NURE0-Q460, Vol 3 
W/o encl. 

VAB 8 ALLQ, D B Assistant Director f ~ ■ 

79/03/15 3pp 


7903120263 No 
WEINER, R H 
IP 


comments on Amend 2 to Environ itepc- 
Interior, Dept of. Bureau of Reclamation 


79/03/02 


DOCKET 50-496 Montague Nuclear Power Station, Unit 1 


7903200421 Forwards Revision 3 to "QA Program Topical Rap t, 1,1 NU-QA-l 
fc responses to questions in NRC 701221 Itr Revision 3 
replaces former QA topical rept, submi tted 780201 
CCUNSBLrW 0 Northeast Utilities 79/03/09 5pp 


7903140290 Mo 
ROGERS, V E 


comments on Amend 2 
Interior, Dept of 


to Environ Rept 
79/03/06 lp 


7903070305 Forwards NUREG/CR-0400, "RUV 
NRC" dtd Sept 1978 W/o end, 

MCGURREN, H J Branch t 79 / 02/02 


Assessment Review Qroup 

lp 


to 09 


7903200439 "QA Program Topical Rapt , 11 NU-QA-1, Revision 3 

SWITZER, D C Northeast Utilities NU-QA-1 79/03/05 lOOpp 


7903130376 Forwards Endorsement 53 to Policy MF-52 amending liability 
limit in I tern 4 to ♦ 36, 000, 000 

SEDER , R Ml Northeast Util i ties 79/03/06. 2pp 


7903060707 Responds to amen 
Intervene Urge# denial op 
Intervention requirements 
MCGURREN, H U Branch 1 


ded supp -1 petition of D Mapke 
petitions for failing to satl 
Certificate of Svc encl 
79/02/06 9pp 


p efcit i on 
spy 


to 
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7903210307 Support* i n t o rv«n t i an petitions of D Made* Austin Citizen* 
for Economical Energy & Citizens Concerned about Nuclear 
Power* Inc because they raise important contentions & can 
make valuable contribution Certificate of Svc end 
LDWERRE* R W Tuai* State of 79/02/19 5pp 


7903130546 Petition to intervene by Citizens for Equitable Util** Inc* 
filed lete due to group's unawarenec: of proceedings Argues 
standing as matter of right t> discretion Lists nine 
contentions Authorization it Certificate of Svc end 
BUCHORNj P Affiliation Unknown 79/02/23 26pp 


7903220079 Forwards NRC's "Rules of Practice" L informs of procedures 
re limited appearances Mill send notices of hearings 
HCGURREN. H J Branch 1 79/02/16 lp 


7903220317 Opposition by util to intervene petition of Citizens for 
Equitable Utils Petition dots not show good cause for 
untimel lness & fails to demonstrate ability- to assist 
proceeding Certificate of Svc and 

NEWMAN * J R Louenste in* Neuman* Rel t* Axelrad it Toll 79/03/02 2? ?P 


7903130922 Joint H0Q for production of documents & deposition Issued 
by A8LB on 790131 on application by Central Power U Light 
Movants* five manufacturers not parties in p roc eed i ngs* arg oe 
subpoenas are too broad Certificate of Svc end 

COHNrR E • LE1DL* R J Butler* Blnion. Rice* Cod U Knapp 79/02/16 
I7pp 


7903090196 Informs of status -of review of discovery documents re West 
TX Util Co* et a i * vs TX Electric Svc Co by -Public Util Board 1 
of Brownsvi 1 Is* TX interrogatories & document requests have 
be«h fi led t served U corrected Certificate of Svc and 
POIRIER* M R Spiegel U McDiarmid 79/02/01 5pp 


7903090392 Discovery status rept of Central Power Kt Light Co for Jan- 
1979 Initial interrogatories 6 request for production of 
documents received Extension of time for response requested 
Applies for subpoena issuances 

RYAN* T 0 Isham, Lincoln L Beale 79/02/01 6pp 


7903060299 Forwards Certificate of Svc for response by City of Ban 
Antonia to first set of interrogatories & request for 
production of documents from DOJ City has received l* 

Initiated no other discovery requests in Jan 

HOOD* J C Matthews* Nowlin* Macfarlana & Barrett 79/02/02 4pp 


7903020100 OCJJ response to Houston Lighting & Pouer Co objections & 
motion for a protective order re DOJ discovery request Urges 
denial of util motion & seeks answers to all DOJ 
interrogator 1 as Certificate of Svc end 

HARRIS* J L * CLARK* R H * PARMENTER, F M Justice* Dept of 
79/02/06 21 pp 


7903090090 Answered DOJ discovery request in Jan 1979 it received 
interrogatories Answers due u/documents (ref end 
agreement) Certificate of Eve end 
BALOUQH, R C Austin* TX 79/02/06 Spp, 


79030201-44 Houston Lighting L Power Co's first set of written 
interrogatories to Central Power h Light Co, Request* 
response within 14 days Certificate of Svc end 
BARNETT, E W Baker 1* Botts 79/02/07 49pp 


7903090094 Inform* of Tex-La Electric Cooperative's receipt of 
discovery documents from related District Court case for 
insp.No other discovery activity Initiated during Jan 
Certificate of Bvc end 

BURCHETTEiW H Northcutt Ely 79/02/09 4pp 


7903200470 In response to 790131 1 tr, advises that all document* made 
available re antitrust proceeding were also made available 
to representatives of Spiegel & McDiarmid 
8AMPEL8.M D Worsham, Forsythe 6 Samp els 79/02/09. lp 


7903220097 Typographical error exists on Page 2 of Houston Lighting b 
Power Co's Interrogatory 2 The date "January i, l?6Si " ihoulil 
be substituted for "January I. J97S’’ in the third line Bvc 
list end, 

'"TT* E, W Baker it Batts 79/02/12. 6pp 


7903070422 Advises that "Second Set of Interrogatories & Requests for 
Production- of Documents from Houston Lighting & Power Co to 
NRC" was hand-delivered on 790212* not 79020? as Certificate 
of Svc states 

BLJME. H D Antx-T rust Division 79/02/14 ip 


7903150390 Motion- by TX Utils Generating Co for extension of time to 
respond or file appropriate motions to 790131 discovery 
request Could not reach counsel for Public Util Board of 
Brownsvi 1 ) e* TX Certificate of Svc enc 1 
KNOTTBrJ B Debevoise fe Lieberman 79/02/14 6pp 


7903000547 Requests clarification re Interrogatories 1 & 2 in search 
tet Hants to know whether Houston Lighting L Power wants 
info on all witnesses NRC may call* or only those addressing 
Houiton Lighting it Power activities 
LESSY, R P Anti-Trust Division 79/02/15 lp 


7903130059 Grants time extensions to Houston Lighting b Power it TX 
Utils Generating Co to respond to discovery requests 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/15 

2pp 


7903070324 Forwards transcript of final argument before UB District 
Court in Dallas W/o end 

BLUME* H D Anti -Trust Division 79/02/16 lp 


7903150170 Motion for extension of time until 790302 to respond to DOJ 
790206 motion to compel* due to late receipt of motion by TX 
Util Generating Co's counsel Certificate of Bvc end 
KNOTTS* J D Debevoise |< Lieberman 79/02/16 4pp 


7903000039 Houston Lighting & Power objections U answers to NRC'* 
initial interrogatories & requests for production of 
documents Certificate of Svc end 
BARNETT* E U Baker *< Botts 79/02/20 36pp 

7903090007 Grants 790216 motion extending until 790302 7X Util 
Generating Co's time to respond to DOJ motion to compel 
MILLER* M E Atomic Safety and Licensing Board Panel 79/02/2 2 Ip 


7903130577 Application for issuance of subpoenas for deposition of 
RL Wright tr for production of documents to Keeper of Records 
of Gulf States Util Co Certificate of Svc end 
POIRIER, M R Spiegel i< McDiarmid 79/02/22 29pp 


7903140633 Houston Lighting & Power Co's objections to Items 5, 6(e)* 
1(d)# 1(g). G< c ) * 21, 37(a)* 43 t 45 of NRC 790115 discovery 
request Moves ASLB for a protective order Certificate of Bvc 
end 

FRANKLIN, W J , BARNETT. E W Baker b Botts 79/02/22 Bpp 


7903230190 Motion for extension of time in which to respond to Houston 
Lighting L Power Co's second set of interrogatories 6 
document requests Certificate of Svc end 
HARRIS* J L Justice* Dept of 79/02/22 7pp 


7903080329 Notification of 790320 prehearing conference in BethBsda.HD 
to review discovery status of parties «* to hear arguments on 
790216 joint HQS 

HILLER* M E Atomic Safety and Licensing Board Panel 77/02/23 lp 


7903140629 Opposition by Public Utils Bbard of Brownsvi 1 1 e* TX, t o joint 
MG3 filed on 790216 Argues that requested info is relevant 
to decision ASLB must make Certificate of Svc end 
POIRIER* M Spiegel 6 McDiarmid 79/02/23 iOpp 


7903220403 Central Power 8t Light Co's first set of i nterr ogator 1 *■* to t 
request for production of documents from Public Util Board 
of City of Drawnsvl 11 e* TX Certificate of Svc enc I 
STAHL. D M Isham. Lincoln & Beale 79/02/23 12pp. 


7903260090 Motion by Central Power k Light for extension until 790323 
in which to respond to Houston Lighting & Power Co's first 
set of interrogator its 

STAHL, D M Isham, Lincoln A Beale 79/02/23 6pp 


7903150108 Grants extension until 790312 for NRC response to Houston 
Lighting U Power Co second set of interrogatories Jc 
requests for production of documents for good cause shown 
MILLER, M £. Atomic Safety and Licensing Board Panel 79/02/27 ip 


3200269 Central Power & Light Co's second set of interrogatories i 
equest for production of documents, addressed to Houston 
ightlng h Power Co 

TAHLiD m Isham, Lincoln * Beale 79/02/27 IOpp 
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7903210974 Houston Lighting U Power Co's response to DOJ motion for 
* 1 tens i on of time Requests ABLE to hold ruling on motion in 
abeyance until 790320 prehearing conference ti urges adoption 
of fair schedule Certificate of Svc end 

BtHJKNKJHT , J A Louienstei n, Newman, Reis, Ax r 1 rad & Toll 79/02/27 
9pp 


7903220143 Central Power J< Light Co's first sot of interrogatories & 
request for production of documents addressed to TX Util 
Generating Co 

* Ilham* Lincoln it Deale 79/02/27 9pp 


7903140603 Responds to DOJ 790206 request to compel City of Austin, TX, 
to provide fuller responses Denies motion re Interrogatories 
7*12 & 13i grants motion re Interrogatories 9,19 t* 22 
HILLER* M E Atomic Safety and Licensing Board Panel 79/02/20 

6pp 


7903140643 Allows Central Power & Light Co until 790316 to respond to 
Houston Lighting U Power Go's interrogatories Defers ruling 
on DOJ 790222 motion until after 790320 prehearing 
tonfirenc e 

HILLER* li E Atomic Safety and Licensing Board Panel 79/02/20 
2?t> 


7903230194 Rept on progress of discovery during Feb 1979 
HARRIS, JL Justice, Dept of 79/02/20 6pp 


7903260131 Grants Houston Lighting & Power Co's 790306 motion for 
extension until 790320 in which to respond to Central Power 
* Light Co's second set of interrogatories 

HILLER, M E Atomic Safety and Licensing Board Panel 79/03/08 Ip 


7903160195 Informs of status of discovery NRC has received answers h 
objections from Houston Lighting & Power Co 6 TX Util 
Co, was served w/second set of interrogatories from former £, 
plans to continue reviewing documents 
BLUME, M B Anti-Trust Division 79/03/09 ip 


7903220244 Sustains certain of TX Util Generating 790112 objections re 
DOJ discovery requests) denies others Grants motion to compel 
fuller responses to DOJ interrogator tes 2< a )& I b ) , 3 < a » , 4, 7, 9, 

12, 14-16,20, 21*23 It 25 

MILLER, HE Atomic Safety and Licensing Board Panel 79/03/09 
5pp 


79032B0076 Motion by Public Utils Board of City of Br ounsvi 1 1 TX, f or 
clarification of 790307 ASLB order granting Central Power & 

Light & Utils Board joint motion for withdrawal of subpoenas 

& motions Certificate of Svc end 

POIRIER, M Spiegel It McDlarmid 79/03/12 6pp 


790330024 1 Grants motion of Gulf States Util to attend until 790411 
period in which to respond to ASLB 790226 subpoena for 
production of documents per request of Public Utils Board of 
Brownsville* TX 

MILLER, M E Atonic Safety and Licensing Board Panel 79/03/13 Ip 


790326034 V Central Power l< Light Co's objections L motions for 
protective order re certain lnterroga tor i es ?< document 
requests from Public Util Board of Drownavil le* TX Affidavit 
of VdC Price U Certificate of Svc end 
RYAN, T 0 ] sham, Lincoln h Beale 79/02/20 i 1 pp 


790-3140601 Joint notion for protective order to ensure confidentiality 
of info lc document* produced by movants V. to allow for 
devs I opm-etit of evidonce Proposed order & Certificate of Bvc 
trie 1 

CQIlM, Ft E * LEIDLi R J Butler* Hinton. Rice. Cook it Knapp 79/03/01 

i9pp 


7903140642 Joint motion for withdrawal of application for subpoenas L 
mot I uni, per agreement of movant* on production of witnesses* 
rub j to issuance af protective order Certificate of Svc 

enc 1 

RYAN* T 0 Isliam* Lincoln it Deale COHN* R E * LEIDL* R J Butler* 
Pinion* Rice, Cook it Knapp 79/03/01 13pp 


7703230200 TX Ut 1 1 Co subsidiaries' answers to NRC's initial 
Interrogator ie s 6 requests for production of documents 
Affidavit of author i latlon & Certificate of Svc end 
RELYE A* B C Worsham* forsyth* U Sampols 79/03/01 24pp 


7903200377 TX Util Generating Co's response to DOJ 790206 motion to 
compel fuller responses Urges denial or mod of motion 
Certificate of Svc end 

KNOTTS* J 3 DebevoUe it Lieborman 79/03/02 lOpp 


T9032002B/ TX Ulll Generating Co's objections & motion for protective 
-order* w/rogard to interr ag otor 1 e» 8< document requests of 
BrownivUlB.U Interrogatories are vague U g eneralj responses 
would be burdensome Certificate of Svc end 
KNOTTS* -J B Deb oyolso U Lleberman 79/03/02 lOpp 


79032004701 Submits Feb 1979 progress rept for Houston Lighting U Power 
Ce Certificate of Gvt oncl „ 

FRANKLIN* U J Louenste in* Newman* Rei s, Ax elrad it Toll 79 / 03 /oa 

4pP 


79G330OO7B Response of South TX Cooperative* Inc L Median Electric 
Cooperative, Inc to Inital interrogatories Ik first request 
for production of documents from Public Util Board of 
Bt owns v i 1 1 e* TX Certificate of Bvc end 

HUNTER* M McGinn is, Lochridge 6 Kilgore 79/03/02 &PP 


7903290111 Application by Public Util* Board of Drownsvl 1 le* TX* f or 
Issuance of subpoenas for production of documents from 
parent it affiliated companies of Central Power It Light Co 
Certificate of Svc end 
* Spiegel L Me Di arm id 79/03/14 9Bpp 


79031 402B7 Forwards IE Insp Rept* 50-490/70-18 i* 50-499/70-10 on 
701219-22 No n one omp 1 lance noted 

SEIDLE, W C Region 4, Dallas, Reactor Construction U Engineering 

Support Branch 79/01/09 2pp 


7903140289 IE Insp Rept* 30-490/70-18 %t 50-499/70-10 on 701219-22 No 
noncomp 1 lance noted Major areas inspected const activities 
re post ten* i oning , concrete p lacement* house keep ing . 
equipment storage L previous insp 

HUBACEK, W 0 , CRQS3MAN, H A Region 4* Dallas. Reactor 

Construction 8* Engineering Support Branch 79/01/09 5pp 


7903070000 Ack receipt of 790122 ltr informing NRC of steps taken to 
correct violation* noted in IE Insp Repts 3O-490/7B-I7 8* 

50-499/7B-17 

SEIDLE, W C Region 4. Dallas, Reactor Construction & Engineering 

Support Branch 79/02/07 ip 

7903070003 Responds to NRC 701221 ltr re violation* noted in IE Imp 
Rept* 50-490/78-17 «< 30-499/70-17 Corrective action* 
radwBlder uunlifloHnn t"** *- f •* “ J 
DOCKET STN-50-490 South Teia# Project, Unit 1 


7903080423 Forwards IE Bulletin 79-01* "EnviTon Qualification of Class 
IE Equipment " W/list of ti systematic evaluation program 
plants for which no action Is required 

QEYFR1T, K V Region 4, Dallas, Dffice of the Director 79/02/00 


7903080436 Forwards IE Info Notice 79-03, ■'Limi torque Valve Geared 
Limit Switch Lubricant " 

5EYFRIT, K V Region 4, Dallas, Office of the Director 79/02/09 


7903260034 Forwards IE Insp Rept 50-490/79-02 it 50-479/79 02 on 
790123-26 U 790130-0202 it notice of violation 


SEIDLE * U C 
Support Branch 


Region 4* Dallas 
79/02/15 2pp 


Reactor Construction it Engineering 


7903150370 Protective order re confidential business info which may be 
submitted by companies in connection w/this proceeding 
HILLER, M E Atomic Safety and Licensing Board Panel. 79 /OJ/oo 
6pp. 

7903160307 Grants 790301 joint motion for withdrawal of subpoena* * 
motions it approve* agreement re deposition* 6 documents i D 

MILLER* M E Atomic Safety and Licensing Board Panel 79/03/06 P 

7903220363 Order re Houston Lighting U Power 790115 

protective order concerning DOJ discovery request Dverr 
objections re speculation argument 6 conjecture Orders u 


objection* re spe 
to supply requested facts 
MILLER, M E Atomic Safety and Licensing Board Panel 

5pp 


79/03/06 
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7903260043 Forwards IE Insp Rept* •30-4907 79-01 L 30-499/79-01 on 
* 790123-26 t 790130-0202 & notice of violation 

9EIDLE. W C Region 4, Dallas.* Reactor Construction U Engineering 

Support Dranth 79/02/16 2pp 

7903260047 Notice of violation from insp on 790123-26 I* 790130-0202 
* Region 4, Dallas Reactor Construction & Eng i nearing Support 

Branch 79/02/16 tp 

7903260051 IE lnsp Rfrpts 50-490/79-01 50-499/79-01 on 790123-26 |r 

790130-0202 Nuncomp 1 i anc & noted transcription of cadwelding 
examination checdist records toot place u/o documented 
instructions! procedures! or drawings 

HUDACEKi M G * GROSSMAN! U Q , HALL# R E Region 4* Dallas# 

Reactor Construction & Engineering Support Branch 79/02/13 9pp 


7903190029 Informs recipients of IE Bulletin 79-01# "Environ 
Qualification of Class IE Equipment. " dtd 790208# that valve 
Limit switch identified as MAMCD Model S3CML should read 

SEVFRITiK V Region 4. Dallas. Office of the Director 79/02/27 

ip 

7903210199 Ack receipt of 790108 8< 790214 \ trs informing NRC of steps 
taken to correct violations noted in IE lnsp Repts 
50-490/78-16 U 50-499/79-16 

8E1DL£*W C Region 4.- Dallas* React-or Construction I* Eng i neer ing 

Support Branch 79/03/02 lp 

7903210201 Responds to NRC 790117 1 fcr re violations noted in IE Insp 
Repti SO- 4 90/7 ft- 16 5 50-499/78-16 Corrective actions 
training conducted in housekeeping insp procedures* megger 
testing & warehouse naint card tys 

TURNER# E A Houston Lighting * Power Co 79/02/14 Ip 

7903280010 Forwards IE Bulletin 79-02# "Pipe Support Bose Plate Designs 
Using Concrete Expansion Anchor Doits u 

SEYFFUTjK V Region 4# Dallas* Office of the Director 79/03/0B 

IP 

7903300012 Forwards IE Bulletin 79 - 03 # "Longitudinal Held Defects in 
ASME SA -312 Type 304 StainUis Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

SEYFRIT. K V Region 4. Dallas. Office of the Director 79/03/12 

lp 

7903290324 Forwards IE Circular 79-04- "Loose Locking Nut on Limltorque 
Valve Operators " 

SEYFRIT# K V Region 4# Dallas# Office of the Director 79/03/16 

IP 

79033Q0196 Forwards IE Infq Notice 79-03# "Use of Improper Mafcl* 1 rt 
Safety -Related Components 11 

SEYFRITiK V Region 4, Dallas# Office of the Director 79/03/21, 

2pp. 


79031 90 16B Forwards interim rept on reportable deficiency re improper 
anchor bolt matl first reported on 790209 Final rept will be 
submitted 790601 

TURNER# E A Houston Lighting Power Co 79/03/08 Lp 


7903190169 On 790205 util notified NRC of potential ly reportable 
deficiency re installation of anchor bolts mfg from 
improper matl by Brown & Root Caused by failure of GC 
personnel to verify requisitions 
a Houston Lighting k Power Co 79/Q3/0B 2pp 


7903220403 Cential Pouer «* Light Co's first set of interrogatories to fc 
request for production of documents from Public Util Board 
of City of ftrawnsvi lie# TX Certificate of Svc end 
STAHL# P M I sham. Lincoln & Beale 79/02/23 12pp 


79031900-56 Requests addl meteoi ology info to continue review of FBAR 
Info includes ambient air t emp s# d es l g n wind velocity# 
atmospheric stability conditions & toliability of control 
room access to meteorological info 

PARR# 0 D Light Water Reactors Branch 3 79/02/26 Bpp 


7903270315 Forwards NUREG-0523, "feummary of Operating Experience W 
Recirculating Steam Generators# " which focuses on recent 
problems u/d e g y adat ion Believes continued plant operation 
does not constitute undue risk 

EISENHUT. D G Assistant Duetto? for Systems !* Projects 

79/03/02 3pp 

7903260199 Forwaids request for addl info re mechanical engineering in 
order to complete review of FSAR 

TURNER. E A Houston Lighting *< Power Co 79/03/09 38pp 

79032B0064 Requests addl info re capability of nuclear steam supply «y« 
to respond to postulated ATWS transients W/ 1 tr to major 
vendors requesting info f* forwarding* NURCQ-O460# Vol 3 
W/o end 

VASSALLO. 0 B Assistant Directoi for Light Water Reactors 

79/03/15 3pp 

7903120263 No comments on Amend 2 to Environ Rept 

WELMER. ft H Interim. Dept of* Bureau of Reclamation 79/03/02 

lp 


7903140 290 N-o comments on Amend P to Environ Rept 
ROQERS. U E Interior# Dept of 79/03/06 ip 


7903070305 Forwards NUREG/CR-0400. "Risk Assessment Review Group to U3 
NRC" dtd Bop t 1973 W/o end 
MCGURREN#H J Branch i 79/02/02 Ip 


790306070 7 Responds to amended suppl petition of 0 Marke petition to 
intervene Urges denial of petitions for falling to satisfy 
intervention requirements Certificate of Svc end 
MCGURREW#H J Branch 1 79/02/06 9pp 


7903210307 Supports intervention petitions of I) Mai V e# Aus t i n Citizens 
for Economical Energy & Citizens Concerned about Nuclear 
Power# Inc because they raise important contentions J< can 
make valuable contribution Certificate of 8vc ene 1 
LCHERRE# R W Texas, State of 79/02/19 5pp 


7903 1 30346 Petition to intervene by Citizens for Equitable Utils# Ire, 
filed late duo to group's unawai eness of proceedings Argues, 
standing as matter of right 6 discretion lists nine 
contentions Authorization f< Certificate of Svc end 
BUCHORN.P Affiliation Unknown 79/02/23 26pp 


7903220075 Forwards NRC * 9 "Rules of Practice" |< Informs Of procedures 
rc limited appearances Will send notices of hearings 
MCGURREN. H J Branch 1 79/02/16 lp 


7903220317 Opposition by util to intervene petition of Citizens for- 
Equitable? Utjls Petition does not show good cause for 
untimeliness 6 Pails to demonstrate ability to assist 
proceeding Certificate of Svc end 

NEWMAN. J R Lowenstein# Newman. Reis# Ax el rad U Toll 79/03/02 29pp 


7903130322 Joint MGS for production of documents & deposition issued 
by ASLQ ofi 790131 on application by Central Power t< Light 

nn«KPT «;TN-iirt-4P9 Smith Taxis Pro lect# Unit 2 Movants, five manufac turer s not parties in proceed ings# argue 

subpoenas are too bioad Certificate of Svc end 

COHN# R E # LE1DL,R J Butler, Dinion# Rice. Cook U Knapp 79/02/1* 
1 7pp 


903050156 Informs of status of review of discovery documents re West 
TX Util Co#*t alivs TX riectric Svc Co by Public Util Board 
of Brounsv i 1 1 e» TX Interrogatories h document requests have 
been filed# served ?< corrected Certificate of Svc end 
PDIR JEfl # M R Spiegel f# McDiarmld 79/02/01 5pp 


'903050332 Discovery status rept of Central Power V Light Co For iJa>n 
1979 Initial Interrogator ies i< request for production of 
documents received Extension of time for response requested 
Applies for subpoena Issuances 

BYANrT <7 Itham. Lincoln & Deala 79/02/01, 6pp 
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790304)0259 Forwards Certificate of five for response by t,lty of San 
Ant; o n i q to f ii st set of interrogator ies It request for 
production of documents from DQJ City has received t< 
initiated no other discovery requests in Jan 

WOOD, J C Hat thews- Nowlin- Macfarlahe It Barrett 79/03/02 4pp 


7903020100 DOJ response to Houston Lighting t< Power Co objections It 
nation for a protective order re DOJ discovery request Urges 
denial of util motion (* seeks answers to all DDJ 
intar rogatori es Certificate of Svc end 
HARRIS, JL Justicei Dept of 79/02/04) 21pp 


790 309 0090 Answered DDJ request in Jah 1979 it received interrogatories 
Answers due u/documents (ref end agreement) Certificate of 
Svc end 

AALQUCH- ft C Austin, TX 79/02/06 Spp 


7903020144 Houston Lighting l< Power Co's first set of written 
int*TT ogaton es to Central Pouiar & Light Co Requests 
response within 14 days Certificate of Svc end 
FARHETT, E U Baker It Batts 79/02/07 49pp 


7903090094 Informs of Tex~La Electric Cooperative's receipt of 
■discovery documents fi am related District Court case for 
insp Mo othei discovery activity initiated during Jan 
Certificate of Svc end 

UURCKETTE, U H Noithcutt Ely 79/02/09 4pp 


7903200470 Jn response to 790131 Itr, advises that all documents made 
available re antitrust proceeding wei e also made available 
to representatives of SpiegBl t- McDiarmid 
QAHRELS, M 0 Worsham- Forsythe !« Sampels 79/02/09. Ip 


7903220057 Typographical error ousts on Page 2 of Houston Lighting & 
Power Co's fnfcoi i ogatory 2 The date "January |-1960> ,< should 
be substituted for "January 1-197(1° in the third line Svc 
List end 

BARNETT. E U Baker 4. Botts 79/02/12 6pp 


7903070130 Motion for ei tension of time until 790305 to respond to 
79020a motion to compel fuller responses to DDJ first set of 
I hterrcflator i e $ Certificate of Svc end 

FRANKLIN, U J Lowens t e l n . Newman, Re i s- Ax e 1 rad «< Td.11 79/02/14 

5pp 


7903070422 Advises that "Second Set of Intel rogatori a s & Requests for 
Production of Documents from Houston Lighting 6 Power Co to 
mC" was hand-de 1 ivei ed on 790212- not 790209 as Certificate 
of Svc states 

BMJHE. M B Anti-Trust Division 79/02/14 ip 


7903150350 Motion by TX Utils Qeneiating Co for extension of time to 
respond or file appropriate motions to /9Q131 discovery 
request Could not reach counsel for Public Util Board of 
Brownsvi lie, TX Certificate of Svc end 
KNOTTS- J B Dcbevoise Lieberm.m 79/02/14 6pp 


79030 B 0547 Requests clarification re interrogatories l k 2 ir search 
• et Hants to know whether Houston Lighting |< Power wants 
info on all witnesses NRC may callior only those addressing 
Houston Lighting 4c Power activities 
LESSYi R p Anti -Trust Division 79/02/15 ip 


7903130055 Grants time extensions to Houston Lighting & Power t* TX 
Utils Generating Co to i espond to discovery request* 

HILLER, M E Atomic Safety and Licensing Board Panel 79/02/15 

2pp 


7903070524 Forwards transcript of final argument before US District 
Court in Dallas W/o end 

PLUME, B Anti-Trust Division 79/02/16 ip 


7903130577 Application far issuance Of subpoenas for deposition of 
RL Mnght Z< for production of documents to Keeper of Records 
of Gulf States Util Co Certificate of Svc enc 1 
PDIRIEFI-M R Spiegel U McDiarmid 79/02/22 29pp 


7903140633 Houston Lighting £< Power Co's objections to items 5>6 (b), 
Kd>, US), 8(c >.2l, 37(a>, 43 fi. 45 of NRC 790115 discovery 
request Moves -\5LB for a protective order Certificate of Svc 
enc 1 

FRANKLIN, W J Baker U Dotts 79/02/22 Bpp 


7703230J90 Motion for detention of time in which to respond to Houston 
Lighting i- Power Co's second set of interrogatories & 
document requests Certificate of Svc end 
HARRIS- JL Justice, Dept of 79/02/22 7pp 


7903080529 Notifies of prehearing conference to be held on 790320 in 
Dethesds- MB, to review discovery status Of parties & to hear 
arguments on 790216 joint MGS 

HILLER, li E Atomic Safety and Licensing Board Panel 79/02/23 lp 


7903140625 Opposition hy Public Utils Board of flrownsviile.-TX.to joint 
HG9 filed on 790216 Argues that requested info is relevant 
to decision A5LB must make Certificate of Svc end 
POIRIER- M Spiegel ?<MeDUrmid 79/02/23 lOpp 


7903260098 Motion by Central Power tt Light extension until 790323 in 
which to respond to Houston Lighting L Power Go's first set 
of interroga tor i es 

&TAHL-D M i sham- Lincoln & Beale 79/02/23 6pp 


7903150109 Grants ei tension until 790312 fur NRC response to Houston 
Lighting S* Power Co second set of Interrogatories & 
requests for production of documents for good cause shown 
HILLER, M E Atomic Safety and Licensing Doard Panel 79/02/27 Ip 


79032002&9 Central Power & Light Co's second set of interrogatories & 
request for production of documeii fcs, addressed to Houston 
Lighting h Power Co 

STAHL, D.H Isham, Lincoln 6 Deale 77/02/27 iOpp 


7903210574 Houston I ighting It Power Co's response to DQJ motion for 
extension of time Requests ASLB hold ruling on motion in 
abeyance until 790320 prehearing conference 6 urges adoption 
of fail schedule Certificate of Svc end 

HOJKNICHT- J A Lowenstein, Newman^ Roi Sr Axelrad & Toll 79/02/27 
9pp 


7903220143 Central Power ?< Light Co's first set of interrogatories 8c 
request for production of documents addressed to TX Util 
Generating Co 

* I*ham. Lincoln fc Beale 79/02/27 9pp 


79Q31406QB Responds to DQJ 790206 request to compel City of Austin- TX. 
to provide fuller responses Denies motion re Interrogatories 
7, 12 6 i3f grants motion re inte-rr ogatorl bi 5-19 L 22 
MILLER, M E Atomic Safety and Licensing Board Panel 79/02/2B 
6pp 


7903140645 Allows Central Power & Light Co until 790316 to repond to 
Houston Lighting & Power Co's i ntei roga tor let Defers ruling 
on DDJ 790222 motion until after 790320 prehearing 
conference 

MILLER- M E Atomic Safety and Licensing Board Panel 79/02/23 
2PP 


7903230174 Rept on progress of discovery during Feb 1977 
HARRIB- J L Justice, Dept of 79/02/28 6pp 


79 


7903150178 Motion for extension of time until 790302 to respond to DOJ 
790206 motion to compel- due to late receipt of motion by TX 
VJtil Generating Co's counsel, Cert i fi cate of Svc end 
KNOTTS, J B Debevoise tt Lieberman 79/Q2/16 4pp 


7903GB0053 Houston Lighting tt Power objections & answers to NftC-'s 
Initial interrogate! j es *< requests for production of 
documents Certificate of Svc end 
BARNETT, E* U Baker & Botts 79/02/20 36pp 


7903090007 Grants 790216 motion extending until 790302 TX Util 
Generating Co's time in which to respond to DOJ motion to 
compel 

MILLER- M E Atomic Safety and Licensing Board Panel 79/02/22 lp 
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DOCKET 8TN-50-499 South Texas Project. Unit 2 


DOCKETED SERIES 


7903160183 Informs, of status of discovey NRC has received answers h 
objections from Houston Lighting i, Power Co & from TX Util 
Co was served w/second set of interi ogatories from former & 
plans to continue reviewing documents 
BLtlttE, M B Anti-Trust Division 77/03/09 lp 


7703230200 TX Util Co tr sub * i tf iar J e s ' answers to NRC's initial 
Interrogatories U requests for production of documents 
Affidavit of authorl ra fcion 6 Certificate of Svc end 
Ft EL YE A. S C Wot sham. Forsythe t Sampels 79/03/01 24 pp. 


7703200277 TX Util Generating Co v s response to DOJ 790206 motion to 
compel fuller responses Urges denial or mod of motion 
Certificate of Svc end 

KNOTTS, J B Debevoise it Lieberman 79/03/02 10pp 


7703200237 TX Util Generating Co'i objections t< motion for protective 
orders w/regard to interrogatories U document requests of 
Brown svi 1 1 e. TX Interrogatories are vague it g enera 1 1 respon s a s 
would be burdensome Certificate of Svc end 
KNOTTS, JB Debevoise U Lieberman 79/03/02 lOpp 


7903200473 Submit* Feb 1979 progress rept for Houston Lighting it Power 
Co Certificate of Svc end 

FRANKLIN, W J Lowenste i n, Newman, Re i s , A*« Ira d &< Toil 77/03/02 
4pp 


7703300073 Response of South TX Coaperat ivednc l< Median Electric 
Cooperative, Inc to inital interrogatories U first request 
for production of documents from Public Util Board Df 
Brownsvi lie, TX Certificate of Svc end 

HUNTER, 41. McGinnis, Lochridge U Kilgore 79/03/02 6pp 


7703150378 Protective order re confidential business info which mag be 
submitted by companies In connection u/tht* proceeding 
HILLER, M E Atomic Safety and Licensing Board Panel 79/03/06 
ipp 


7903160307 Grants 790301 joint motion for withdrawal of subpoenas b 
motion* U approves agreement re depositions & documents 
MILLER. H E Atomic Safety and Licensing Board Panel 79/03/06 lp, 


7903220300 Order re Houston Lighting it Power 790115 motion for 
protective order concerning DOJ discovery request Overrules 
objection* re speculation argument U conjecture Orders util 
to supply requested facts 

MILLER, M E Atomic Safety and Licensing Board Panel 79/03/06 
»PP 


7903260131 Grants Houston Lighting it Power Co'* 790306 motion for 
extension until 790320 in which to respond to Central Power 
& Light Co's second sat of interrogatories 

MILLER, M E Atomic Safety and Licensing Board Panel 79/03/08 lp 


7903070000 Ad receipt of 790122 ltr informing NRC Df steps taken to 
correct violations noted in IE Insp Rapt* 50-490/78-17 & 
30-479/70-17 

BEIDUE»W C. Region 4, Dallas, Reactor Construction & Engineering 
Support Branch 77/02/07 lp 


7703070035 Responds to NRC 7B122L ltr re violations noted in IE Insp 
Repts 50-47B/7B-17 fc 50-497/70-17 Corrective actions 
cadwelder qualification Insp «c teat results reviewed 
TURNER, E A Houston Lighting U Power Co 79/01/22 2pp 


79030B0423 Forwards IE Bulletin 79-01, "Environ Ova 1 i f i c atlon of Class 
IE Equipment " U/3ist of H systematic evaluation program 
plants for which no action It required 

8EYFR3T, K. V Region 4. Dallas, Office of the Director 79/02/00 
IP 


7903030436 Forwards IE Info Notice 77-03. "Llmitorque Valve Geared 
Limit Switch Lubricant M 

BEYFRITiK V Region 4. Dallas, Office of the Director 79/02/09 

lp 


7903260034 Forward* IE Insp Kept 50-490/79-02 5, 50-499/79-02 on 
790123-26 «C 790130-0202 & notice of violation 

8E1DLE, W C Region 4, Dallas, Reactor Constru c ti on it Engineering 

8uj»jort Branch, 79/02/13 2pp 


7903260038 Notice of violation from insp on 790123-26 & 790130-0202 
* Region 4 j Dallas, Reactor Construction 6 Engineering Support 
Branch 79/02/15 l p< 


7903260056 IE Insp Rept 30-490/79-02 U 30-499/79-02 on 790123-26 it 
790130-0202 Non compliance noted. blueprints were not 
identified as supereed »d, nor were they controlled 
HUHACEK, W G. , GROSSMAN, W A , HALL, ft E Region 4, Dallas, 

Reactor Construction 4c Engineering Support Branch 79/05/12. Bpp, 


7903220244 Sustains certain of TX Util Generating 790112 objections r» 
DDJ discovery requests) denies others Grants DOJ motion to 
compel fuller responses as to interrogatories 2(a )&(b 1, 3<a >, 
4,7,9,12,14-16,20,21,53 t< 25 

MILLER, M E Atomic Safety and Licensing Board Panel 79/03/09 
5pp 


79032B0076 Motion by Public Utils Board of City of Brounsvi 1 1 e , TX, f or 
clarification of 790307 ASLB order granting Central Po-wBr It 
Light & Utils Board joint motion for withdrawal of subpoenas 
it motions Certificate of Svc end 
POIRIER, M Spiegel It McDiarmld 79/03/12 6pp 


7903300241 Grants motion of Gulf States Util to extend until 79041J 
period in which to respond to A8LU 790226 subpoena for 
production of documents per request of Public Utils Board of 
Br owns vi 1 le, TX 

MILLER, M E Atomic Safety and Licensing Board Panel 79/03/13 lp 

7903290111 Application by Public Utils Doard of Brownsvi 1 1 e, TX. f or 
issuance of subpoenas for production of documents from 
parent it affiliated companies of Central Power & Light Co 
Certificate of Svc e-hc 1 
* Spiegel & McDiarmid 79/03/14 90pp 


7903140207 Forwards IE Insp Repts 50-496/78-18 it 50-499/78-LB on 
781219-22 No non comp l lane e noted 

8E I DLE, W -C Region 4, Dallas, Reactor Construction it Engineering 

Support Branch 79/01/07 2pp 


7903H0289 IE Insp Repts 50-498/78-18 8. 50-499/78-10 on 701219-25 No 
roncompllance rioted Major areas inspected conBt activities 
re post tensioning, concrete p 1 ac emeri t, h ousel eep i ug , 
equipment storage ?< previous insp 

HUBACEK. W G , CROESMAN, W A Region 4, Dallas, Reactor 

Construction L Engineering Support Branch 79/01/09 5pp 

7903090044 Forwards IE Info Notice 79-04, "Degrade t i on of Engineered 
Safety Features " 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/02/16 

lp 


7903260043 Forward* IE Insp Repts 50-49S/79-01 5, 30-499/79-01 on 
790123-26 & 790130-0202 !* notice of violation 

&EIDLE.H C Region 4, Dallas, Reactor Construction 4, Engineering 

Support Branch 79/02/16 2pp 


7903260047 Notice of violation from insp on 790133-26 U 790130-0205 
* Region 4, Dallas, Reactor Construction & Engineering Support 

Branch 79/82/16 lp 


7903260051 IE Insp ft opts 50-490/79-01 h 50-499/79-01 on 7901E3-26 6 
790130-0202 None omp 1 ianc b noted transcrip t i on of cad welding 
examination checklist records took place w/o documented 
instructions, procedures, or drawings 

m/BACEK,W 0 , GROSSMAN, W G , HALL, R E Region 4, Dallas, 

Reactor Construction 6 Engineering Support Branch 79/02/13 ?pp 


7903190029 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Cla** IE Equipment," dtd 790208, that valve 
limit switch Identified a* NAMCQ Model 83CML should read 
BL3CML, 

BEYFRIT.K V Region 4, Dallas, Office of the Director 79/02/27 

If. 


7903210198 Ack receipt of 790108 & 7902J4 Itrs informing NRC of stlft 
tak*n tD correct violations noted in IE Insp Repts 
50-499/70- 1 6 &t 30-499/70-16 

SEJDLEi W C Region 4, Dallas, Reactor Construction it Englneiring 

Support Branch, 79/03/02 Ip 


7903210201 Respond* to NRC 790117 ltr re violations note-d In IE Intp 
Repts 30-490/70-16 I c 50-499/78-16 Corrective action* 
training conducted in housekeeping insp procedures, megg &r 
testing 6 warehouse malnt card sy* 

TURNER, E A Houston Lighting t< Power Co 79/02/14 lp, 


7903200010 Forward* IE Bulletin 79-02, "Pipe Support Base plate Design* 
Using Concrete Expansion Anchor Bolts " 

BEVFRIT. K V Region 4, Dallas, Office of the Director 79/G3/0B 
lp 



DOCKETED SERIES 


DOCKET 8TN-50-499 South Texas Project, Unit 2 


7903300012 Forwards IF Bulletin 79-03, "Longitudinal Weld Defects in. 
ASrtE BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co " 

SEYFRITiK V Region 4, Dallas, Office of the Director 79/03/12 
IP 


7903590324 Forwards IF Circular 79-04. "Loose Locking Nut on Limitorque 
Valve Operators " 

■SEVFR] T > K V Region 4, Dallas, Office of the Director 79/03/16 


7903300196 Forwards IE Info Notice 79-05, "Use of Improper MatU in 
Safety-Related Components " 

SEYFRIT.K U Region 4, Dallas, Office of the Director 79/03/21 

2pp 


7903190160 Forwards interim rept on reportable deficiency re improper 
anchor holt matl first reported on 790208 Final rept will be 
submitted 790601 

TURNER. E A Houston Lighting & Power Co 79/03/08 Ip 


7903190169 Qn 790205 util notified NRC of potentially reportable 
deficiency re installation of anchor bolts mfg from 
improper mat! by Drown fc< Root Caused by failure of <IC 
personnel to verify requisitions 
* Houston Lighting 6 Power Co 79/03/00 2pp 


CKXKET 50-500 Davis-Besse Nuclear Power Station, Unit 2 


7903020174 Informs util of proposed action that may be necessary to 
resolve concerns identified in NURE 0 - 046 O. "An t ic ipat e d 
Transients w/o Scram for LWRs " 

30YD, fl B Division of Project Management 79/02/08 3pp 


7903270521 Forwards NUREG-0523, "Summary of Operating Experience w/ 
Recirculating Steam Generators, " which focuses on recent 
problems ui/dugradation Believes continued plant operation 
dues not constitute undue risk 

El BEN HUT, D Q Assistant Director for Systems k Projects 

79/03/02 3pp 


7903220272 Util believes that any unit design & component fabrication 
scheduled to occur 790313 If 791101 can proceed w/o affecting 
reactor backup scram sys. increased reactor coolant iy« 
pressure relief capacity 6 long-term cooldown valves 
ROE, L E Toledo Edison Co 79/03/13 ip 


7903050264 Forwards Amend 26 to application for licenses, as Revision 22 
to PSAR i ncarporating changes to main steam U feedwater line 
breaks outside containment 

ROE.L E Toledo Edison Co 79/03/02 2pp 


7903050269 Amend 26 to application for license submitted «s Revision 22 
to PSAR 

ROE, L E Toledo Edison Co 79/02/20 65pp 


7903130200 Intervenors' response per ALAD-509 in opposition to 
**de minimus" theory Alleges theory Ignores issue of 
significant U substantial releases of radon-222 to environ. 
Certificate of Svc end 

KEPFORD, G Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAD-509 Thirty-day period for 
responses to documents shall run from 790305 

8UHUT8KI,R M Atomic Safety and Licensing Appeal Panel 79/03/01 

3pp 


7903270364 Forwards Endorsement 27 to NELIA Policy NF-336 
LLOYD, R. D Marsh 8« McLennan, Inc 79/03/22 2pp 


DOCKET 30-301 Davii-Bess* Nuclear Power Station, Unit 3 


7903020174 Informs util of proposed action that may be necessary to 
resolve concerns identified in NUREG-Q460, "Anticipated 
Transients w/o Scram for LWRs " 

BOYD, R. 9 Division of Project Management 79/02/08. 3pp 


7903270521 Forwards NUREG-Q523, "Summary of Operating Experience w/ 
Recirculating Steam Generators. w which focuses on recent 
problems w/d e gradation Believes continued plant operation 
does not constitute undue risk 

EI8ENHUT, 0. 0 Assistant Director for Systems l< Projects 
79/03/02 3pp 


7903220272 Util believes that any unit design It component fabrication 
scheduled to occur 790313 & 791101 can proceed w^o affecting 
reactor backup scram sys, Increased reactor coolant sys 
pressure relief capacity U long-term cooldown valves. 

RDE,L e Toledo Edison Co 79/03/13 lp 


7903050264 Forwards Amend 26 to application for licenses, as Revision 22 
to PEAR incorporating changes to main steam 6 feedwater line 
breaks outside containment 

ROE, L E Toledo Edison Co 79/03/02 2pp 


7903050269 Amend 26 to application for license submitted as Revision 22 
to PSAR 

ROE.L E Toledo Edison Co 79/02/28 63pp 


7903130200 Intervenors' response per ALAB-509 in opposition to 
"do minimus" theory Alleges theory Ignores issue of 
significant &c substantial release* of radon-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37p p 


7903230297 Forward* rasp onse-s ' fca ALAB-509 Thirty-day period for 
rcspan»as to documents shall run from 790303 

SKRUT8HI, R fl Atomic Safety and Licensing Appeal Panel 79/03/01 

5pp 


7903270364 Forwards Endorsement 27 to NELIA Policy NF-836 
LLOYD, R D Marsh McLennan. Inc 79/03/22 2pp 


DOCKET STN-50-502 Haven Nuclear Plant, Unit 1 


7903060613 Forwards request for add! info for PBAR review Info must be 
available by 790402 Forwards First Round questions for which 
responses have not been received 

PARR, Q D Light Hater Reactors Branch 3 79/02/06 34pp 


7903090078 Notification of 790307 meeting W/util in Deth*sda,MD to 
discuss util's investigation of Lake Michigan faulting & its 
relationship to Haven Nuclear Plant 

CAPRA, R Light Water Reactor* Branch 3 79/02/16 lp 


7903120133 Forwards request for aridl info to continue evaluation Of 
PBAR Info requested ire lodes , mat 1* eng ineering, strut tuta l 
engineering U hydrology Requests notification if 790402 
submittal date cannot be met 

FARR.O.D Light Water Reactors Branch 3, 79/02/16 13pp. 


7903190144 Approves 790130 request for withholding info 

(ref 1 QCFF12 790)re steam line break releases to containment 
U justification of design basis for emergency sys. 

PARR, O D Light Water Reactors Branch 3 79/02/26 2pp 


7903210475 Forward* NUREQ-0523, "Summary of Operating Experience w/ 
Rec i rculat ing Steam Generator," due to recent problems w/ 
degradation Delleves continued plant operation doe* not 
constitute undue risk 

EJSENHUT, D Q Assistant Director for Systems & Project* 

79/03/02. 3pp 


7903140442 Ack receipt of NRC 790226 ltr forwarding addl requests for 
info re PSAR & site addendum W/»*ception of Items 130 27, 

130 29 & 130 31, will provide responses to requests by 
790402. 

QURBTE3N, B Wisconsin Electric Power Co 79/03/07, ip 

7903300569 Summary of 790307 meeting in B*thesda,Md u/util re geologic 
investigation of possible faulting under Lake Michigan. 

CAPRA. R A Light Water Reactors Branch □ 79/03/15 5pp 


7903260406 Informs of completion of review of Amend 17 to PSAR. 
Determines Section 13 2 should be revised. 

COLLINSfP F Operator Licensing Branch 79/03/05, 2pp. 


7903270364 Reviews Amend 12 to ER covering const effect* on terrain, 
vegetation & wi lcU 1 fe, intake sy* & const of transmission 
line* 

LAPOINT. D F Interior, Dept of. Fish tc Wildlifa Service 79/03/23 

2pp 


7903270298 Forward* preliminary physical security plan Plan withheld 
(re f 10CFR2 790). 

QUR9TE3N, S Wisconsin Electric Power Co 78/12/19. lp 


7903140079 Forward* request for addl info re preliminary physical 
security plan Info withheld (ref 10CFR2. 790) W/o eticl, 

PARR, Q. D Light Water Reactors Branch 3 79/02/16 2pp 
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DOCKET 50-513 WPPSB Nuclear Project- Unit 4 


DOCKETED SERIES 


7903140369 Inform recipients of IE Bulletin 79-01- "Environ 
Qualif (cation of Class l£ Equipment*" d td 7902GB, that 
limit twitch identified as NAMCQ Model 53CML should read 
Si. 3 C ML 

EfiOELKEN-R H Region 3- San Francisco- Office of the Director 

79/03/27 lp 


7903210209 Notes that BAND77-1927 contains potentially relevant Info 
re issue of spent nuclear fuel sabotage Forwards copy of 
790122 unclassified transmittal memo Mill forward staff 
assessment of info when available 
BOR DENICK, B M Branch 4 79/02/07 2pp 


7903300320 Forwards requests for updated financial info 

VARGA, S A Light Water Reactors Branch 4 79/03/07 9pp 


79031403B3 States that IE Bulletin 79-01, "Environ Qua 1 1 f icat i on of 
Class IE Equipment < correc tion) " was issued to listed 
licensees in Region 5 

a Region 3- Ban Francisco* Office of the Director 79/02/27 ip 


7903280093 Forwards IE Insp Repts 30-460/79-03 k SO-3 1 3/79-03= on 
790122-26 & 790221 No non c omp 1 i a nc e noted 

BOOK* H E Region 5. San Francisco, Fuel Facility h Materials 

Safety Branch 79/02/27 2pp 


79032B0J03 IE Insp Repts 30-460/79-03 l< 50-513/79-03 on 790122-26 k 
790221 No noncomp 1 lane e noted Major areas inspected environ 
protection program 

THOMAS, R.D - NORTH, 8 * BOOK, H E Region 5, San Francisco, Fuel 

Facility k Materials Safety Branch 79/02/26 5pp. 


7903150070 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
.Designs Using Concrete Expansion Anchor Bolts " 

ENOELKENi R H Region 5, San Francisco, Office of the Director 

79/03/08 lp 

7903190493 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASMS 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Maiding fc Engineering Co 11 
ENGELKEN. R H Region 5, Ban Francisco, Office of the Director 

79/03/12 lp 


790^210416 Forwards IE Circular 79-04, "Loose Locking Nut on Ltffli torque 
Valve Operators ■* 

ENOELKEN-R H Region 5, San Francisco, Office of the Director 
79/03/16 Ip 


7903260323 Forwards IE Ctrcukar 79-03, "Moisture Leakage In Btrandsd 
Wire Conductors 11 

ENQELKE.Ni R H. Region 5- San Francisco, Office of the Director 
79/03/2D lp 


DOCKET 3TN-50-516 Jamesport Nuclear Station, Unit 1 


7903050065 Forwards notice of availability of partial initial decision 
L initial decision of ASLB 

REGAN, W H Environmental Project Branch 2 79/02/0B 2pp 


7903190306 Responds to 790103 ltr expressing concern re time ayailtli 
foT evacuation of people of Suffolk County, NY, in event of 
core melt accident Assures that 50-milp radius evacuation 
would not be required 

DEYOJNO, R C Division of Site Safety k Environmental Analysis 
79/03/01 3p p 


7903270497 Forwards NUREQ-0323, "Summary of Operating Experience W/ 
Rec i rcula t i ng Steam Generators, " due to recent problems 
w/dt gradation Believes continued plant operation does not 
constitute undue risk 

E1SENHUT, D G Assistant Director for Systems k Projects 
79/03/02 3pp 


7903290312 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info & forwarding NUREG-0460, Vol 3 U/o 
one 1 

VA6SALL0* D B Assistant Director for Light Mater Reactors 

79/03/13 3pp 


7903220510 Forwards 7B1222 order directing remand, reopen in g Jameiport 
record on Issues of noed- c ompara t i ve economics & 
alternatives W/o end 

LIKE, I Reilly- Like 6 Schneider 70/12/27 lp 


7903260096 Forwards Lewis Committee Rept ( NUREQ/CR -04001 W/o end 
BORBENICK, B M Branch 4 79/01/10 lp 


7903150340 Forward* final Tept re reportable deficiency concerning 
WKM valve overpressurliat i on Valve manufacturer could not 
guarantee coimunica t ion between cavity 1* conduit All valves 
listed will be modified to ensure overpressuri ration 
RENBERQER-, D L Washington Public Power Supply System 79/03/09 
3pp. 


DOCKET 50-514 Pebble Springs Nuclear Plant, Unit l 


7903190394 Forwards proposed agenda for 790521 nesting In Portland, DR, 
w/Bonnvville Power Administration to discuss power 
transmission grids. Forwards FES k NRC suppl testimony 
on Seabrook W/o ends 

BALLARD, ft L Environmental Project Branch 1 79/02/14. 3pp 


7903200291 Plan to schedule 790401 as target date for draft of 
alternative site study Cost re imbursement arrangements will 
be formalised shortly 

BALLARD, R L. Environmental Project Branch t 79/02/15. 3pp 


7903210200 Notes that 8AND77-1927 contains potentially relevant info 
re issue of spent nuclear fuel sabotage Forwards copy of 
790122 unclassified transmittal memo. Will forward staff 
assessment of Info when available 
BORDEN I CK* B M Branch 4 79/02/07 2pp. 


7903300520 Forwards requests for updated financial info 

VARGA, B A, Light Water Reactors Branch 4 79/03/07 9>p, 


DOCKET 50-515 Pebble Springs Nuclear Plant, Unit 2 


7903190394 Forwards proposed agenda for 790221 meeting in Portland- OR, 
w/Bonneville Power Administration to discuss power 
transmission grids Forwards FES k NRC suppl testimony 
on Beab rook. W/o ends 

BALLARD, R, L Environmental Project Branch 1 79/02/14. 3pp. 


7903200291 Plan to schedule 790401 as target date for draft of 
alternative site study Cost reimbursement arrangements will 
be form 1 lied shortly 

BALLARD, R L. Environmental Project Branch 1 79/02/15 3pp 


7903050440 Applicant's opposition to Suffolk County, NY's 790I0G request 
for stay Opposes request) no proof of any 10CFR2 700(e) 
criteria W/Cert i Mcete of 8vc 

REVELEY, W T Long Island Lighting Co 79/01/20 lOpp 


7903130072 Motion for extension of time until 790226 in which to file 
brief on exceptions to 781226 initial decision Granted by 
ASLAB 790212 Certificate of Svc end 
LIKE, 1 Suffolk County, NY 79/02/06 4pp 


7903070433 Informs of document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel, NRC assessment of 
significance of info is being conducted 
BDRDENICK. 0 M Branch 4 79/02/08 2pp 


7903270272 Ac k receipt of 790200 ltr advising of classified document re 
issue of sabotage of spent nuclear fuel at facility Requests 
aid in bringing draft document to attention of local law 
enforcement officials 

LIKE, I Reilly* Like k Schneider 79/02/14 lp 


7903020394 Requests info on evacuation plans for Suffolk County 
residents in case of accident at any of 5 nearby nuclear 
plants Expresses concern re safety of inhabitant* within 
prescribed "emergency planning zone 11 
ARM* 0 Affiliation Unknown 79/01/03 3pp 


7903050536 Forwards IE Info Notice 79-03, "Limi torque Valve Geared 
Limit Switch Lubricant " 

OR I ER , B- H Region 1, Philadelphia, Office of the Director 

79/02/09 Ip 


7903080410 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

GRIER, B,H Region 1, Philadelphia, Office of the Director 

79/02/16 Spp 


7903030456 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Clast IE Equipment," dtd 790208, that valve 
limit twitch identified as NAMCO Model 83CML should read 
SL3CML 

GRIER, B H. Region 1, Philadelphia, Office of the Director 
79/02/27 lp 



DOCKETED SERIES 


DOCKET 5TN-30-517 Jame sport Nuclear Station. Unit a 


7W30500fc«i Forwards notice of availability of partial initial decision 
It Initial decision of ASL8 

REOANi W H Environmental Project Branch 2 79/02/00 2pp 

79O3L90386 .Responds to 790103 ltr expressing concern re time aval It le 
for evacuation of people of Suffolk County; NY* in event of 
core melt accident Assures that 50-mile radius evacuation 
would nut he required 

DEYOUNG. R C Division of Site Safety & Environmental Analysis 
79/03/01 3pp 


7903270497 Forwards NUREG-0S23, "Summary of Operating Experience W/ 
Recirculating Bteam Generators." due to recent problems 
v/i tprada tion Believes continued plant operation does not 
constitute undue risk 

EISENHUT.D G Assistant Director for Systems h Projects 
79/03/03 3p p 


T'JODSYOO 1 2 Requests addl info ru capability of nuclear steam supply 
sys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info & forwarding NUREQ-Q460, Vol □ W/o 
«ncl 

VASSAL LQ, D B Assistant Director for Light Mater Reactors. 
79/03/18 3pp 


7903220510 Forwards 781222 order directing rpirandi reopening Jam? sport 
record on issues of need, comparat i ve economics «< 
alternatives W/o end 

LIKE, I Reilly. Like & Schneider 78/12/27 lp 


7903260096 Forwards Lewis Committee Rept (NUREQ/CR-0400) W/q end 
BOA DENICK. B M Branch 4 79/01/10 lp 


7903030440 Applicant's opposition to Suffolk County, NY's 790108 request 
for stay Opposes requestj no proof of any 10CFR2 7BBU) 
criteria W/Cer li f icate of 8vc 

REVELEY, W T Long Island Lighting Co 79/01/20 lOpp 


7903130072 Motion for extension of time until 790226 in which to file 
brief on exceptions to 701226 initial decision Granted by 
ASLAB 790212 Certificate of Svc end 
LIKE. I Suffolk County, NY 79/02/06 4pp 


7903070433 Informs of document containing info potentially relevant to 
*nu» of sabotage of spent nutloar fuel NRC assessment of 
significance of info is being conducted 
BOR DENICK, B H Branch 4 79/02/00 2pp, 


7903270273 Ack receipt of 79020B ltr advising of classified document re 
Issue of sabotage of spent nuclear fuel at facility Request* 
aid in bringing draft document to attention of local law 
enforcement officials 

LIKE, I Reilly, Like & Schneider 79/02/14 Ip 


7903020394 Requests info on evacuation plans for Suffolk County 
residents in case of accident at any of 5 nearby nuclear 
plants Expresses concern re safety of inhabitants within 
prescribed "emergency planning tone ■* 

ARHi Q Affiliation Unknown 79/01/03 3pp 


7900030936 Forwards IE Info Notice 79-03. "Limitorque Valve Geared 
Limit Switch Lubricant " 

CRIER* 0 H Region 1, Philadelphia. Office of the Director. 
79/02/09 Ip 


7903080410 Forwards IE Info Notice 79-04* "Degradation of Engineered 
Safety Features " 

CRIER* 0 H Region 1* Philadelphia, Office of the Director. 
79/02/1 b, 2pp. 


7903030436 Informs recipients of IE Bulletin 79-01, "Environ 
Cue 1 i f i cat i on of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model S3CML should read 
BL3CHL 

CRIER, B H Region i, Philadelphia, Office of the Director 
79/02/27 lp 


DOCKET STN-30-518 Hartsville Nuclear Plant* Unit i 


7903210482 Forwards NUREG-0323, "Summary of Operating Experience ui/ 
Recirculating Steam Generators, w due to recant problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EISENHUT.D G Assistant Director for Systems l< Projects 
79/03/02 3pp 
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79O320Q37O Identifies conflict between ACI Standard 31B-71 U mechanical 
piping codes ic min test pressures f* holding times for leak 
testing of piping to be embedded In concrete Believes AC I 
requirements are excessive Plans to revise P3AR accordingly 
GILLELAND. J E Tennessee Valley Authority 79/03/21 J2pp 


7903290009 Identifies conflict between ACI Standard 319-71 b mechanical 
piping codes re min test pressures & holding times far leak 
tasting of piping to be embedded in concrete Believes ACI 
requirements are excessive Plans to revise P8AR accordingly 
QILLELAWD, JE Tennessee Val 1 ey Auth ori ty 79/03/21 2pp 


7903070396 Opposes exceptions of inter venors, WN Young, et al,to AS LB 
701031 decision on motion for summary disposition Urges that 
decision be affirmed as i ntervenor* ' issues are foreclosed & 
not appropriate at this stage Certificate of Svc enci 
PATDN.W D Branch 4 79/02/01 1 lp p 


7903070123 Forwards memo informing of document containing info 
potentially relevant to issue of sabotage of spent nuclear 
fuel L of NRC assessment of info to be made available 
BATON* W 0 Branch 4 79/02/08 2pp 


7903130200 In t ervan nr* ' response per ALAB-3Q9 in opposition to. 
"de minimus" theory Alleges theory ignores issue of 
significant & substantial release* of radon-222 to environ 
Certificate of Svc end 

KEFFORD, C Affiliation Unknown 79/02/19 37pp 


7903000094 Interveners' reply re their appeal of AS LB 701031 decision 
Contends that operation impacts on endangered species was an 
open Issue U ASLB was correct in addressing it Certificate 
□ f Svc end 

ELL 1 9, L J Ellis, L J PYLE* R 0 Pyle, R D 79/02/50 6pp 


7903230297 Forwards responses to ALAB-507 Thirty-day period far 
responses to documents shall run from 790305 

SKRUTEKI.R M Atomic Safety and Licensing Appeal Panel 79/03/01. 
Spp 


7903160170 Forwards "Annual Rept 1978 " 

OILLELAND. J E Tennessee Valley Authority 79/03/16 lp 


7903160217 "Annual Rept 1970 " 

* Tennessee Valley Authority 79/03/16 42pp. 


7903070163 Forward* IE Insp Rept* 50-318/79-02, 30-519/79-02, 
50-350/79-02 l< 30-321 /79-OE Na non £ amp 1 i nnc « routed 

MURPHY. C E Region 2, Atlanta, Reactor Construction fc Engineering 

Support Draroeh 79/01/17 2pp. 


7903070170 IE Insp Repts 30-310/79-02* 90-514/79-02, 50-320/79-02 If 
50-521/79-02 on 790102-03 No noncomp 1 i «nc « rooted Major 
insp acted . elec trlcal OA implementing procedures Pot Class IE 
components & observation of physical storage of motors 
WALTERS, 0 K. Region 2, Atlanta, Reactor Construction L 

Engineering Support Branth 79/01/16 6pp 


7903130078 Forward* IE Insp Rept &Q-31B/79-03, 30-317/74-03. 30-320/79-03 
U 30-321/79-03 on 790108-11 b notice of vielati&n 

MURPHY* C E Region 2* Atlanta, Reactor Construction & Engineering 

Support Branch 79/01/18 2pp 


7903130083 Notice of violation from Insp on 790108-11 

* Region 2* Atlanta, Reactor Construction It Engineering Support 

Branch 79/01/17 lp 


7903150090 IE Insp Flept 30-310/79-03,30-319/79-03.50-320/79-03 * 
30-321/79-03 on 79010&-1 1. Noncomp 1 i anc a noted failure to 
control deviation requests 

BURDETTE, T E . HEflDT. A R Region 2. Atlanta. Reactor 

Construction & Engineering Support Branch 79/01/17, 7pp 


7902210164 Forward* IE Bulletin 79-01, "Environ Qualification of Clast 
IE Equipment " M/ligt of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY. J. P Region 2« Atlanta. Office of the Director, 

79/02/08 2pp. 


7903000340 Responds to NRC 701220 ltr re violations noted in IE Inep 
Repts 50-31B/7S-16. 50-319/78-16, 30-820/79-16 & 50-52i /7B-16. 
Corrective actions distribution changed for const 
specifications St 60-day revision requirements reiterated 
03LLELAND.J E Tennessee Valley Authority 79/01/11. 3pp, 
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DOCKET STN-30-518 Hartevllle Nuclear Plant. Unit 1 


7903070526 Ac k receipt of 79020B itr informing NRC of steps talren to 
correct violations noted in IE Insp Repts 50-510/79— 03, 

50-519/79-03, 90-520/79-03 U 50-521/79-03 

MURPHY. C E Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch 79/02/14 ip 


7903070533 Responds to NRC 790118 )tr re violations noted in IE lnsp 
■Repts 50-518/79-03.50-519/79-03.30-520/79-03 U 50-521/79-03 
Corrective actions decision to be made soon to either delete 
deviation request from QA or establish firmer control 
GTLLELAND, J E Tennessee Valley Authority 79/02/08 3pp 


7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903080296 Ack receipt of 790111 «, 0214 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
30-310/72-16. 50-319/78-16, 50-520/78-16 ?< 50-521/78-16 
MURPHY. C E Region 2. Atlanta, Reactor Construction U Engineering 

Support Branch 79/02/21 tp 


7903080334 Responds to NRC 790119 ltr t« violations noted in IE Insp 
Repts 50-510/70-16. 30-319/78-16. 50-320/78-16 k 50-521/78-16 
Corrective actions proper document distribution procedure 
reemphasized to personnel 

GILLELAND, J E Tennessee Valley Authority 79/02/14 3pp 


7903080340 Responds to NRC 701220 k fcr re violations noted in IE Insp 
Repts 30-318/78-16,30-519/70-16,50-520/78-16 & 50-521/78-16 
Corrective actions distribution changed for const 
specifications It 60-day revision requirements reiterated 
GILLELAND, J E Tennessee Valley Authority 79/01/11 3j>p 


7903080344 Forwards IE Insp Repts 30-510/70-16.50-519/78-16, 
30-320/78-16 6 30-321/78-16 on 7BU27-30 & notice of 
violation 

MURPHY, C E Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch 78/12/20 2pp 


7903080410 Notice of violation from Insp on 701127-30 

* Region 2. Atlanta, Reactor Construction It Engineering Support 
Branch. 70/12/15 lp 


7903080440 IE insp Repts 50-318/70-16.30-319/78-16,30-320/70-16 St 
30-321/70-16 on 701127-30 Noncomp 1 lone » noted failure to 
control Issue of specification changes. 

CROWLEY, II R . LENAHAN. J J , CONLON. T E Region 2, Atlanta, 

Reactor Construction & Engineering Bupport Branch 70/12/19 
Hpp 


7903080300 Informs recipients op IE Bulletin 79-01, "Environ 
Qualification qf Class IE Equipment,” dtd 79020B, that valve 
limit switch Identified as NAMCO Model 83CHL should read 
8L3CML 

□ 'REILLY, J P Region 2. Atlanta, Office Df the Director 

79/02/28 2pp 


7903140332 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts." 

O'RErLLY, U P Region 2, Atlanta. Office of the Director 
79/03/08, 2pp 


7903210087 Forwards IE Bulletin 79-03, "Longitudinal Weld Defact* tn 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Maiding k Engineering Co " 

O'REILLY, J P, Region 2. Atlanta, Office of the Director, 
79/03/12 2pp 


7903220028 Forwards IE Circular 79-04, "Loose Locking Nut on Limi torque 
Valve Operators, " 

O'REILLY. J.P Region 2. Atlanta, Office of the Director 
79/03/16. 2pp 


7903010236 Follows up 781006 rep tf NCR CHT/PB-70-Uen use of non-ASME 
component* on primary containment personnel access airlock* 

Expects final rapt to hr transmitted by 790816 Sufficient 
info not yet available. 

GILLELAND,*/ E Tennessee Valley Authority 79/02/13 lp 


DOCKET STM-SO-319 Hartsville Nuclear Plant, Unit 2 


7903210482 Forwards NUREG-0323, "Summary of Operating Experience w/ 
Recirculating Steam Generator*, " due to recent problems u>/ 
degradation Believe* continued plant operation does not 
con«t1tute undue risk. 

E18ENHUT.D 0. Assistant Director for Systems & Projects 
79/03/02 3pp 


7903200370 Identifies conflitt between AC I Standard 318-71 & mechanical 
piping codes re min test preEsui es & holding times for leak 
testing of piping to be embedded in concrete Believes ACT 
requirements are eicessive Plans to revise PSAR accordingly 
GILLELAND , J E Tennessee Valley Authority 79/03/21 2pp 


7903070396 Opposes eiceptions of intervenoi s, WN Voung.el al.to ASU3 
701031 decision on motion for summary disposition Urges that 
decision be affirmed as intervener s ' issues are foreclosed & 
not appropriate at this stage Certificate of Svc end 
PATON, W D Branch 4 79/02/01 llpp 


7903070123 Forwards memo informing of document containing info 
potentially relevant to issue of sabotage of spent nuclear 
fuel & of NRC assessment of info to be made available 
PATDN.M D Branch 4 79/02/08 2pp 


7903150200 Intervenors' response per Al A0-DO9 In opposition to 
"de minimus" theory Alleges theory ignores Issue of 
significant It substantial releases of radon-222 tn environ 
Certificate of Svt end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


77030B-0084 I n fcBrvenar s ' reply re their appeal of ASLQ 781031 decision 
Contends that operation Impacts on endangered species use an 
open issue ** ASLB was correct in addressing it Certificate 
of five one 1 

ELLIS, L J Ellis, L J PYLE, R B Pyle, R D 79/02/20 6pp. 


7903230297 Forwards responses to ALAR-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKI.R M Atomic Safety and Licensing Appeal Fane] 79/03/01 
5pp 


7903160170 Forwards "Annual Rept 1978 " 

GILLELAND , J E Tennessee Valley Authority 79/03/16 Ip 


7903160217 "Annual Rept 1970 " 

* Tennessee Valley Authority 79/03/16 42pp 


7903070163 Forwards IE Insp Repts 30-318/79-02,50-919/79-02, 
50-320/79-02 ?t 50-521/79-0? No none omp 1 i anc e noted 

MURPHY, C E , Region 2, Atlanta. Reactor Construction & Engineer irj 
Support Branch 79/01/17 2pp 


7903070170 IE Insp Repts 30-518/ /9-02, 50-51 9/79-02, 30-520/ 79-D? It 
30-321/79-02 on 790102-03 No none omp 1 i anc o noted Major 
inspec ted < e] ectrica 1 QA implementing procedures for Clast IE 
components It observation of physical storage of motors 
WALTERS, D K Region 2, Atlanta, Reactor Construction U 

Engineering Support Branch 79/01/16 6pp 


7903150078 Forwards IE Insp Rept 50-518/79-03, 50-519/79-03, 50-520/79-0J 
50-521/79-03 on 790100-11 f< notice of violation 
MURPHY, C E Region 2, Atlanta, Reactor Construction 4, Engineering 

Support Branch 79/01/18 2pp 


7903150083 Notice of violation from insp on 790108-11 

* Region 2, Atlanta, Reactor Construction t* Engineering Support 
Branch 79/01/17 ip 


7903130090 IE Insp Rept 50-318/79-03, 50-51 9/79-03, 30-320/79-03 it 
30-521/79-03 on 790100-Jl Noncompliance noted failure to 
control deviation requests 

BURDETTE, T E , HEFIDT, A R Region 2, Atlanta, Reactor 

Con* truct i on U Engineering Support Branch 79/01/17, 7pp 


7902210164 Forwards IF Bulletin 79-01, "Environ Qualification of Class 
IE Equipment 11 W/)l*t of II systematic evaluation program 
plant* for which no action is required 

O'REILLY, J P Region 2, Atlanta. Office of the Director 
79/02/09 2pp 


7903070528 Ack receipt of 790200 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-518/79-03, 

50-319/79-03, 50-520//7-03 U 50-321/79-03 

MURPHY, C. E Region 2, Atlanta. Reactor Construction % Engineering 

Support Branch 79/02/14 lp 


7903070933 Responds to NRC 79011B ltr re violations noted in IE Insp 
Repts 30-310/79-03, 50-319/79-03. 30-520/77-03 & 30-531/79-03 
Corrective actions decision to be made soon to either deist* 
deviation request from QA or establish firmer control 
GILLELAND , J E Tennessee Valley Authority 79/02/08 3pp 


7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineired 
Safety Features " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 
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DOCKET STN-50-519 Harttville Nuclear Plant. Unit 2 


79030B0296 Ack receipt of 790111 & 0214 ltrs informing NHC of steps 
taken to correct violations noted in IE Insp Repts 
5G-51B/7B-I6 50-519/78-16, 5O-52O//0-16 k 50-521/78-16 

MURPHY, C E Region 2. Atlanta. Reactor Construction h Engineering 

Support Branch 79/02/21 Ip 


79O'3O0Q , 334 Responds to NRC 790119 1 tr re violations noted in JE Insp 
Repts 50-518/70-16. 50-519/78—16# 50-520/78-16 k 50-521/76- 16 
Corrective actions pi opei document distribution procedure 
reemphasized to personnel 

G1LLELANI). J E Tennessee Valley Authority 79/02/14 3pp 

7903080340 Responds to NRC 7B1220 ltr re violations noted in IE Insp 
Repts 50-510/78-16. 50-519/78-16. 50-520/76-16 6 50-521/78-16 
Corrective actions distribution changed for const 
specifications 60-day revision requirements reiterated 
G1LLELAND. J E Tennessee Valley Authority 79/01/11 3pp 


7903080344 Forwards IE Insp Repts 50-510/70-16.30-519/78-16. 
50-320/70-16 *' 50-521/78-16 on 781127-30 6 notice of 
viola 1 1 on 

HURPHY.C E Region 2. Atlanta. Reactor Construction It 

Engineering Support Branch 70/12/20 2pp 


79030B041B Notice of violation fi om insp on 781127-30 

« Region ?. Atlanta. Reactor Construction *< Engineering Support 
Dranch 78/12/15 Ip 


7903080440 IE Insp Repts 50-318/78-16,50-519/78-16,50-520/78-16 & 
50-531/78-16 on 781127-30 None omp 1 i anc e noted failure to 
control issue of specification changes 

CROWLEY. B R , LENAHAN. J J . COnlON, T E Region 2. Atlanta, 

Reactor Construction ^ Cnginen T m 3 Support Branch 78/13/15 
I4pp 


7903150200 Intervenors' response per ALAB-309 in opposition to 
l 'de minimus' 1 theory Alleges theory ignores issue of 
significant k substantial releases of radon-222 to environ 
Certificate of Svc end 

HEPFCRD, C Affiliation Unknown 79/02/19 37pp. 


79030BQ094 Interveners' reply re their appeal of A8LB 7Bl03i decision. 
Contends that operation impacts on endangered species was an 
open issue 6 A5LQ was correct in addressing it Certificate 
of Svc end 

ELLIS, L J Ellis, L J PYLE. R U Pyle, R B 79/02/20 6pp 


7903230297 Forwards responses to ALAB-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUT6K1.R M Atomic Safety and Licensing Appeal Panel 79/03/01. 
5pp 


7903160170 Forwards "Annual Rept 1978 " 

GlLLELAND. J E Tennessee Valley Authority 79/03/16 Ip 


7903160217 “Annual Rept 1978 « 

* Tennessee Valley Authority 79/03/16 42pp 


7903070165 Forwards IE Insp Repts 50-510/79-02,50-319/79-02. 
50-320/79-02 It 50-521/79 -02 No none ump 1 ian c e noted 

MURPHY, C E Region 2. Atlanta. ReactnT Construction k Engineering 

Support Branch 79/01/17 2pp 


7903070170 IE Insp Repts 50-5 1 8/79-02, 30-519/79-02. 50-520/79-02 h 
30-521/79-02 on 790102-03 No none omp 1 1 anc e noted Major 
inspected electrical <3A implementing procedures for Class IE 
components l* observation of physical storage of motors 
UALTERS. D K Region 2. Atlanta, Reactor Construction k 

Engineering Support Branch 79/01/16 6pp 


7903CB0300 Informs recipients of IF Bulletin 79-01, "Environ 
Qual i f l cation of Class It Equipment." dtd 790208, that valve 
limit switch identified as NAMCQ Model S3CML should read 
SL3CML 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
79/02/28 2pp 


7903140352 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plato 
Designs Using Concrete Expansion Anchor Bolts " 

O 'REILLY, J p Region 2, Atlanta. Office of the Director 
79/03/08 2pp 


7903210087 Forwards IF Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Hanufactured by Youngstown Welding k Engineering Co " 

O'REILLY, J P Region 2, Atlanta, Office af the Director 
79/03/12 2pp 

7903220020 Forwards IF Circular 79-04. "Loose Locking Nut on Limitorque 
Valve Operators " 

U'REILLY.J P Region 2, Atlanta. Office of the Director 
79/03/16 2pp 


79&30L0236 Follows up 781006 reptlNCR CHT/PB-7B-1 ) an use of non-ABME 
Components on primary containment personnel access airlocks 
ETpect* final i ept to be transmitted by 790816 Sufficient 
Info not yet available 

OILLELAND, J E Tennessee Valley Authority 79/02/15 lp 


DOCKET STN- 50-520 Hertsville Nuclear Plant. Unit 3 


7903150078 Forwards IP Insp Re 
& 50-524/79-03 on 790108-11 
MURPHY. C E Region 2, At 

SuppOTt Branch 79/01/18 


7903150083 Notice of violati 
» Region 2 i Atlanta, R 

Branch 79/01/17 ip 


pt 30-510/79-03. 50-519/79-03. 50-520/79-03 
It notice of violation 

lanta. Reactor Construction L Engineering 

2pp 


on from Insp on 79010B-H 

eactoT Construction k Engineering Support 


7903150090 IE Insp Rept 50-518/79-03,50-319/79-03.50-320/79-03 k 
50-321/79-03 or> 790100-11 Noncorap l lance noted failure to 
control deviation requests 

BURDETTE. T (£ . HERDT, A R Region 2, Atlanta. Reactor 

Construction k Engineering Support Branch 79/01/17 7pp 


7902210164 Forwards IE Bulletin 79-01. "Environ Qualification of Class 
IE Equipment " W/llst of 1 1 systematic evaluation program 
plants for which no action is required 

□'REILLY. U P Region 2, Atlanta, Office of the Director 

79/02/0B 2pp 


7903070528 Ack receipt of 790208 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-318/79-03, 
30-519/79-03.30-520/79-03 U 50-521/79-03 

MURPHY, C E Region 2, Atlanta, Reactor Construction k Engineering 

Support Dranch 79/02/14 ip 


7903070533 Responds to NRC 790110 ltr re violations noted in IE Insp 
Repts 50-518/79-03. 50-319/79-03, 30-320/79-03 k 30-321/79-03 
Corrective actions decision to be mode soon to either delete 
deviation request from QA or establish firmer control 
01LLELAND. J E Tennessee Valley Authority 79/02/0B 3p p 


7903210402 Forwards NUREG-0523. "Summary of Operating Experience ui/ 
Recirculating Steam Generators." due to recent problems u/ 
degradation Believes continued plant operation does not 
constitute undue risk 

EIQENHUT. D G Assistant Director for Systems t< Project* 
79/03/02 3pp 


7 903260370 Identifies conflict between ACI Standard 318-71 U mechanical 
piping codes re min test pressures k holding time* for leak 
testing of piping to be embedded in concrete Believes ACI 
requirements are excessive Plans to revise PSAR accordingly 
OELLELANDiJ E Tennessee Valley Authority 79/03/21 2pp. 


7903070396 Opposes exceptions of intervenor s, WN Young, et al.to ASLC 
781031 decision on motion for summary disposition Urges that 
decision be affirmed as interveners' issues are foreclosed & 
not appropriate at this stage Certificate of 3vc end, 

PATON. HD Branch 4 79/02/01 llpp 


7903070123 Forwards memo informing of document containing info 
potentially relevant to issue of sabotage of spent nuclear 
fuel k, of NRC assessment of info to be made available 
FA70N.W D Branch 4 79/02/00 2pp 


7903020376 Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Feature* * 

0 'REILLY. J, P Region 2. Atlanta. Office of the Director 
79/02/16 2pp 


7903080296 Ack receipt of 7901 li 6 0214 Itrs informing NRC of step* 
taken to correct violation* noted In JE Insp Rept* 

30-5 18/7B- 1-6. 90-519/78-16* 50-520/78-16 k 30-3P1/7B-16 

MURPHY, C E Region 2, Atlanta. Reactor Construction U Engineering 

Support Branch 79/02/21, ip 


79030B0334 Responds to NRC 790119 ltr re violation* noted in IE In»p 
Repts 50-518/78-16,50 519/70-16, 50-520/78-16 8. 30-521/78-16 
Corrective actions proper document distribution procedure 
reemphasized to personnel 

GTLLELAND. J E Tennessee Valley Authority 79/02/14 3pp 


7903080340 Responds to NRC 781220 ltr re violation* noted in 1C ln«p 
Repts 50-518/78-16, 50-519/70-16. 50-520/78-16 fc 30-321/78-16. 
Corrective actions distribution changed for const 
specifications & 60-day revision, requirements reiterated. 
OILLELAHD, J E Tennessee Valley Authority 79/01/il 3pp 
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DOCKET 8TN-30-520 Hartsvllle Hu-clear Plant. Unit 3 7903160170 Forward* "Annual Rept 19/0 " 

~ * ■* *" ”* — — — GILLELAND, J E Tennessee Valley Authority 79/03/16 l p 


79030B0344 Forward* IE Insp Rept* 30-316/70-16.30-319/70-16. 
30-320/76-16 it 50-321/78-16 on 731127-30 U notice of 
violation 

MURPHY, C E Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch 7B/12/20 2pp 


7903080416 Notice of violation from insp on 7B1127-3Q 

* Region 2. Atlanta. Reactor Construction & Engineering Support 
Branch 78/12/15 lp 


7903060440 IE Insp Rept* 30-316/78-16. 30-319/70-16, 50-520 / 78-16 & 
50-521/78-16 on 781127-30 Noncamp 1 i anc e noted failure to 
control Issue cf spec i f lest i on changes 

CROWLEY. D R . LENAHAN.J J , CONLGN, T E Region 2> Atlanta, 

Reactor Construction it Engineering Support Branch 78/12/13 
14pp 


7903080300 Inform* recipients of fE Bulletin 79-01, "Environ 
dual if i cation of Class IE Equipment," dtd 790200, that valve 
limit switch identified as NAM CO Model S3CML should read 
SL3CML 

P 'REILLY. J P Region 2, Atlanta, Office of the Director 
77/02/23 2pp 


7903140952 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY. J P Region 2, Atlanta, Office cf the Director 
79/03/08 2p p 


7903210087 Forwards IE Bulletin 79-03, "Long 1 tudinal Weld Defects in, 
ASHE 8A-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding tc Engineering Co " 

O'REILLY, J*P Region 2. Atlanta, Office of the Director 
79/03/12 2pp 


790322002a Forwards IE Circular 79-04. "Loose Locking Nut on Llmitorque 
Valve Operators " 

O'REILLY, J F Region 2. Atlanta, Office of the Director 
79/03/16 2pp 


7903010236 Follow* up 701006 rept (NCR C«T/PB-76-n on use of non-ASME 
component* on primary containment personnel access airlocks 
Expects final rept to be transmitted by 790B16 Sufficient 
Info not yet available 

QILLELAND, J E Tennessee Valley Authority 79/02/19 lp 


JDCKET 8TN-50-521 Harttvill* Nuclear Plant. Un i t 4 


7903210482 Forward* Nl/REG-0523, "Summary of Operating Experience w/ 
Rec ircul a t ing Steam Generators, " due to recent problem* ui/ 
degradation Believes continued plant operation does not 
constitute unrfirfr risk 

EISENHUT, D 0 Assistant Director for Systems Sc Projects 
79/03/02 3pp 


7903290009 Identifies conflict between AC I Standard 31B-71 $, mechanical 
piping codes re min test pressures 8, holding times for leak 
testing of piping to be embedded In concrete Believes ACI 
requirements «t® excessive Plans to revise P8AR accordingly 
0 ILL EL AND, J E Tennessee Valley Authority 79/03/21 2pp 


'903070396 Opposes exceptions of t n tarvenora, WN Young, et *l,to ASLB 
701031 decision on motion for summary disposition Urges that 
decision be affirmed as intervenors' iitues are foreclosed & 
not appropriate at this stage Certificate of 8vc end 
PATDNiW. D Branch 4 79/02/01 Upp 


903070123 Forwards memo informing of document containing info 
potentially relevant to Issue of sabotage of spent nuclear 
fuel of NRC assessment of info to h« made available 
PAT0N, W. D Brandi 4 79/02/08 2pp 


903130200 Interveners' response per ALAB-309 In opposition to 
"de minimus" theory Alleges theory ignore* issue of 
significant «< substantial releases of radon-222 to environ 
Certificate of Svc end 

■KEPPORD, C Affiliation Unknown 79/02/19* 37pp 


903000084 Interveners' reply re their appeal of ASLB 7BI031 decision 
Contends that operation impacts on endangered species was an 
open Issue h ASLB mas correct in addressing It Certificate 
of Svc end 

ELLIS. L J Ellis, L J 79/02/20 6pp 


903230297 Forward* responses to ALAB-509, Thirty-day period for 
response* to documents shall Tun from 790305 

BKRUT8KI, R. M Atomic Safety and Licensing Appeal Pans! 79/03/01 
3pp. 


7903160217 "Annual Rept 1978 " 

* Tennessee Valley Authority 79/03/16 42pp 


7903070165 Forwards IE Insp Rept* 50-318/79-02,50-319/79-02, 
50-520/79-02 & 50-321/79-02 No none amp 1 1 anc e noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction U Enc ineerina. 

Support Branch 79/01/17 2pp n? 


7903070170 IE Insp Repts 50-516/79-02, 30-919/79-02. 50-520/79-02 It 
30-521/79-02 on 790102-05 No none omp 1 i anc a noted Major 
inspected electrical GA implementing procedure* for Class !E 
components observation of physical storage of motors 
WALTERB, D K Region 2. Atlanta, Reactor Construction 8. 

Engineering Support Branch 79/01/16 6pp 


79031 5 Q07B Forwards IE Insp Rept 30-318/79-03, 30-519/79-03, 30-520/79. m 
& 50-321/79-03 on 790108-11 U notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction h EnginetMnB 

Support Branch 79/01/18 2pp * 


7903 1 500B3 Notice of violation from insp on 790108-li 

* Region 2, Atlanta, Reactor Construction & Engineering Sup»ot-l 
Branch 79/01/17 lp M 


7903 J 50090 IE Insp Rept 50-518/79-03, 50-519/79-03, 30-320/79-03 h 
30-521/79-03 on 790100-11 Noncomp lianc e noted failure to 
control deviation requests 

BURDETTE, T E Region 2, Atlanta. Reactor Construction 6 

Engineering Support Branch 79/01/17 7pp 


7902210164 Forwards IF Bulletin 79-01, "Environ Qualification of Clin 
IE Equipment " W/ltst of 11 systematic evaluation program 
plants for which no action is required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 

79/02/06 2pp 


7903000340 Responds to NRC 781220 ltr re violations noted In IE Imp 
Repts 50-51B/7B-16, 50-319/78-16, 50-520/78-16 30-321/78-16 

Corrective actions distribution changed for const 
specifications & 60-day revision requirement* reiterated 
OJLLELAND, J E Tennessee Valley Authority 79/OJ/l I 3pp 


7903070328 Ack receipt of 790200 ltr informing NRC of steps taken U 
correct violation* noted in IE Insp Rept* 30-518/79-03, 
50-319/79-03.30-520/79-03 It 50-521/77-03 

MURPHY, C E Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch 79/02/14 lp 


7903070533 Respond* to NRc 790110 ltr re violations noted in IE Imp 
Repts 50-516/79-03, 30-319/79-03. 50-520/79-03 & 30-521/79-03 
Corrective action* decision to be made soon to either delete 
deviation request from QA or establish firmer control 
GILLELAND, J E Tennessee Valley Authority 79/02/08 3pp 

7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, V P Region 2, Atlanta, Office of the Director 

79/02/16 2pp 


7903080296 Ack receipt of 790111 t< 0214 Itrs informing NRC of Step! 
taken to corroct violation* noted in IE Insp Repts 
50-318/70-16,30-519/78-16,50-520/70-16 & 50-321/70-16 
MURPHYfC E Region 2, Atlanta, Reactor Construction fc Engineering 

Support Branch. 79/02/21 lp 


7903080334 Respond* to NRC 790119 ltr re violation* noted in IE Imp 
Rept* 3O-510/78-L6, 30-919/70-16, 30-520/70-16 & 50-521/70-16 
Corrective action* proper document distribution procedure 
rtemphasiied to personnel 

GILLELAND, J E Tennessee Valley Authority 79/02/14 3pp 


7903000344 Forward* IE Insp Repts 50-51 0/7B-16, 50-5 1 9/76- 1 6, 
50-52O/7B-16 & 50-521/70-16 on 781127-30 6 notice of 
violation 

MURPHY i C E Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch 78/12/20 2pp 


79030004 IB Notice of violation from insp on 781 127-30 

* Region 2, Atlanta, Reactor Construction & Engineering Support 
Branch 78/12/19 lp 


7903080440 IE In*p Rept* 30-518/78-1 6, 50-319/70-16, 30-920/70-1 6 b 
50-321/76-16 an 781 127-30 Nancomp 1 lance noted, fat 1 ure to 
control Issue of specification changes 

CROWLEY, B R Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch 70/12/15 14pp 



DOCKETED SERIES 


DOCKET STN-50-521 Hartsvllle Nuclear Plant* Unit 4 


7903090300 Informs recipients of IE Bulletin 79-01, "Environ 
Gratification of Class IE Equipment," dtd 790200, that valve 
limit switch identified as NAMCO Model 33CML should road 
SL.3CML 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/28 2pp 


790314Q532 Forwards IE Info Bulletin 79-02, "Ripe Support Base Plate 
Design* Using Concrete Expansion Anchor Dolts " 

O'RESLLY.J P Region 2, Atlanta, Office of the Director 
79/03/00 2 p p 


79032100B7 Forwards IE Bulletin 79-03, "longitudinal Weld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spaots 
Manufactured by Youngstown Welding & Engineering Co “ 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/ 1 2 2pp 


790322002 B Forwards IE Circular 79-04, "Loose Locking Nut on. Limitorque 
valve Operatois " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/ J* 2pp 


7903010236 Follows up 781006 repUNCR CHT/PB-78-1 ) on use of non-ABME 
components on primary containment personnel access airlocks 
Expects final rept to be transmitted by 790016 Sufficient 
Info not yet available 

GILLELANDiJ E Tennessee Valley Authority 79/02/15 Ip 


DOCKET STM-30-522 Skagit Nuclear Power Project, Unit 1 


7903060668' Notification of 790223 meeting w/NRC> USGS & Puget Bound 
fewer Sc Light re aeromagnet l c survey of site 

PELTIER. I A Light Water Reactors Branch 1 79/02/09 Spp 


79030603 1 8 Ack receipt of FY 70 Annual Rept Info re flow through the 
river bottom h history of radiation leaks will be sent when 
available Forwards list of articles for Skagit Sys 
Cooperative biologists 

LEECH, P H Environmental Project Branch 2 79/02/13 3pp 


7903060696 Qummar i i es 790122 meeting w/util re facility review schedule 
6 host method for submittal of new info 
WASTLER, S L Geosciences Branch 79/02/13 6pp 


7903060427 Forwards proprietary aoromagnetic data in response to NJIC 
questions of June 1970 W/encl affidavit of JE Mecca re 
proprietary status of info <ref 10CFR2 790) i 

MECCA, J E Puget Sound Power b Light Co 79/02/23 4pp 


7903220036 Summary of util 790223 presentation of asrooia g nB t it data of 
site area W/encl attendance Hat 

PELTIER, I A Light Water Reactors Branch 1 79/03/03 13pp 


7903290303 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATW6 transients W/ltr to major 
vendor* requesting info V forwarding NUREO-0460, Vo 1 3 W/o 
tnc 1 

VASSALLO, D D Assistant Director for Light Water Reactors 
79/03/13 3pp 


7903200247 Notification of 790418 meeting w/NRC, UBGS, t* Puget Sound 
Power U Light in Bethesda,hD to discuss applicant's 
presentation of site regional tectonics 

PELTIER, I A Light Water Reactors Branch 1 79/03/19. 2pp 


7903070393 States NRC position re State of WA's legislative 
deter mi nation of need for power Determination may be 
considered as indication of need, but not as dispositive re 
need for facility Certificate of 8vc end 
SWANSON, D T Branch I 79/02/02 Spp 


7903190381 Advises Board that NRC is providing parties m/BAND77- 1 927. 
SECY-78-3U U SECY- 78-31 1 A 
BLACK, H L Branch 1 79/02/02 2pp 


7903060660 Forwards testimonies by NRC, appl icent L 0 kag i ton i an* 
Concerned About Nuclear Plants W/o end 
BLACK, R L Branch 1 79/02/06 2pp 


7903150101 Applicants' comments re State of WA's determinations on need 
for power Urges that determinations provide suppl 
justifications on need for power Certificate of Eve end 
THOMSEN, F T , LITTLE. D S Perkins, Coie, Stone. Oleen * Williams 
79/02/09 1 2pp 


7903160123 Request mod of Pos t -Conf e renc e Order 2 to require submittal 
of statements of issues by 790226 because Issue* have 
undergone extensive consideration Requests answers to this 
motion by 790220 Certificate of Svc encl 

LITTLE, D S Perkins, Coie, Stone, Olsen & Williams 79/02/12 Spp 


7903070089 Energy Facility Site Evaluation Council of State of WA brlaf 
an need far power question Urges that, by chosing state forum 
U losing, intervener should not be allowed to renew issue 
before NRC W/supporting documentation 

CARR, T F , GORTON, 6 Washington, State of. 79/02/13 Otpp 


7903070343 Forwards NRC responses to 790109 interrogatories 6 
affidavits of L Git tl eman, RP Denise & 8 Hastier 
8 WAN SDN, D T Branch 1 79/02/13 ISpp 


7903070546 Supplies responses re seismolog ical studies to intervBnor's 
790109 interrogatories L request for production to NRC dtd 
790109 

MORRIS, R H Interior, Dept of 79/02/07 2pp 


7903 1 30309 Draft of applicants' revised statement of Issue* replacing 
"Applicants' List of Principal Issues," dtd 790109 
THOMSEN, F T Perkin*, Coie, Stone, Olsen !« William* 79/02/16 
UPP 


7903200053 Intervehor's response to applicant's 790212 motion for mod 
Pout-Conference Order 2 re shortening of filing time Urge* 
denial of motion because intervenor cannot comply by 790236 
Certificate of Svc encl 

GENDLER.M H , LEED, R M Leed, Roger H 79/02/20 4pp 


7903300076 Opposition by intervenor to app 1 icants '790212 motion for mod 
of Post-Conference Order 2 Asserts burden of filing by 
790226 would be too great Certificate of Svc encl 
5TACHCN, E Forelaws on Board 79/02/20 Spp 


7903270641 Applicants' revised statement of issues. per ASLB 7902QB 
order Certificate of Svc encl 

THOMSEN, F T Perkins, Coie, Stone, Olsen & Will lame 79/02/32 
17pp 


7903080463 Dentes applicants' motion for mod of Po s t~Con f orenc e 
Order 2 Affirm* 790309 as date for parties to file new 
interim statement of issue* 

DEALE, V D Atomic Safety and Licensing Board Panel 79/02/23 lp 


7903200049 Urges denial of intervenor tribes' petition for review of 
ASLAB decision vacating 5, remanding AELD decision granting 
intervention Issue i* inappropriate for NRC review 
Certificate- of Svc encl 

SWAN BON, D T Branch I 79/03/03 10pp 


7903210231 Applicants' answer in opposition to Indian tribes' petition 
for review of denial of intervention status Certificate of 
Svc encl 

THOMSEN, F T ♦ LITTLE, D S Perkins, Cole, Stone, Olson fc Williams, 
79/03/07 lOpp- p 


7903260174 Orders AELD to address merits of petition far review of 
ALAB-323 filed by intervenor tTibe* 

CHlLKiB J Office of the Secretary of the Commission 79/03/08 

ip 


7903220092 Discusses present & projected need* for energy in 8tete of 
WA Quote* statistical predictions showing population will 
continue to outstrip energy supply b that need for 
plant is greater now than during 1977 WA energy crisis 
ADAIR, F. B Washington, State of 79/02/22 2pp 


7903070563 Memo by intervenors re status of "need for power" issue 
under state law ASLB must consider compatibility of 
licensing action w/NEPA Certificate of &vc encl 
LEED, R M Leed, Roger M 79/02/00 7pp 



222 DOCKETED SERIES 


DOCKET 8TN-50-S23 Skagit Hut l ear Power Project, Unit 2 


7903060318 Ack receipt of FY 70 Annual Rept Info re flow through the 
river bottom lc history of radiation leaks will be sent when 
available Forwards list of articles for Skagit Sys 
Cooperative biologists 

LEECH. P H Environmental Project Branch 2 79/02/13 3pp 


7903060696 Summarizes 790122 meeting u/util re facility review schedule 
Jc best method for submittal of new Info 
WASTLER, S L Geoscience* Branch 79/02/13 6pp 


7903060427 Forwards proprietary aeromagnetic data In response to NBC 
questions of June 197S W/ enc 1 affidavit of -JE Mecca re 
proprietary status of info <ref I0CFR2 790 > 

MECCA, J E Puget Sound Power & Light Co 79/02/23 4pp 

7903220036 Summary of Util 790223 presentation of ser omagnet 1 c data of 
site area W/encl attendance list 

PELT I Eft. 1 A Light Hater Reactor* Branch 1 79/03/05 I3pp 


7903290303 Requests aeJdl info re capability of nuclear steam supply 
sys to respond to postulated ATWS transient* W/ltr to major 
vendor * requesting info & forwarding NUREG-0460, Vo 1 3 W/o 
end 

VA95ALLCLD B Assistant Director for Light Water Reactors 

79/03/19 3pp 

79032-80247 Notification of 790410 meeting w/Wf?C, USGb, « ruget Sound 
Power t Light in Bethesda.MD to discuss applicant's 
presentation of site regional tectonics 

PELTIER,- I A Light Water Reactors Branch 1 79/03/19 2pp 


7903190501 Advises Board that NRC Is providing parties W/SAND77- 1 927, 
eECY“70-3tl & 6ECY"*78-31 1A 
BLACK., R L Branch 1 79/02/02 2pp 


7903060660 Forwards testimonies by NRC, applicant & 3k ag i ton i an* 
Concerned About Nuclear Plants U/o oncl 
BLACK, R L Oranch 1 79/02/06 2pp 


7903070363 Memo by intervenor* ra statu* of "need for power’ 1 issue 
under- state law ASLfl must consider compatibility of 
licensing action w/NEPA Certificate of Gvc end 
LEED, R M Leed, Roger M 79/02/08 7pp 


7903150101 Applicants' comments re State of WA's determination* on need 
for pauieT Urges that d etermi nations provide suppl 
justifications on need for power Certificate of five end 
7HDNSEN.F T , LITTLE, D 8 Perl ins, Coie, Stone, Olsen !< Williams ' 
79/02/09 12pp 


7903160123 Request mod uP Post-Conference Order 2 to require submittal 
of statement* of issues by 790226 because Issue* have 
undergone extensive consideration Requests answers to this 
motion by 790220 Certificate of Svc end 

LITTLE. D, 8 Perkins, Cole, Stone. Olsen U Hi! 1 iams 79/02/12 3pp. 


7903070080 Energy Facility Site Evaluation Council of State of WA brief 
on naed for power question Urge* that, by chosing state forum 
& losing, intervenor should not be allowed to renew issue 
before NRC H/s upper ting documentation 

CARR, T F I QDRTON.S Washington, State of 79/02/13 31pp 


7903300076 Opposition by intervenor to app 1 icants '79021 2 motion for nad 
of Post-Conference Order 2 Asserts burden of filing by 
790226 would be too great Certificate of Svc one 1 
STACHON, E Fore laws on Hoard 79/02/20 5pp 


7903270641 Applicants' revised statement of issues. pBr ASLT) 79020B 
order Certificate of Svc end 

THOMSEN, F T Perkins, Coie, Stone. Olsen & Williams 79/02/22 
17p p 


7903080463 Denies applicants' motion for mod of Post-Conference 
Order 2 Affirms 790309 as datB for parties to file new 
Interim statement of issues 

DEALE. V B Atomic Safety and Licensing Board Panel 79/02/23 Ip 


7903200049 Urges denial of intervenoi tribes' petition for review of 
ASLAB decision vacating 4- remanding ASLB decision granting 
intervention Issue is inappropriate for NRC review 
Certificate of Svc end 

SWANSON, D T Branch 1 79/03/05 10pp 


7903210251 Applicants' answer in opposition to Indian tribes' petition 
for review of denial of intervention status Certificate of 
Svt end 

THOMSEN, F T , LI TTLF, D S Perkins, Coie. Stone, Dl*en & William* 
79/03/07 lOpp p 


7903260174 Orders ASL B to address merits of petition for review of 
ALAT3- 523 filed by intervenor tribes 

CHILK. 5 J s Office of the Secretary of the Commission 79/03/08 

«P 


7903200324 Request* that NRC assuie that concerns of nearby Indian 
tribe member* be analyied prior to issuance of const permit 
UDALL, M K Senate 79/03/00 lp 


DOCKET STN-50-52Q Palo Vei de Nuclear Station, Unit I 


7903010331 Notides of 790208-09 meeting to tout site «< discus* status 
of const Meeting cancelled 

STRIGHT.R L Light Water Reactors Branch 3 79/01/13 2pp 


7903270573 Forwards NUR$=G~0323r "Summary of Operating Experience 
w/Rec lrcu 1 at ing Steam Generators," which focuses on recent 
problems w/deg rado t i on Believes continued plant operation 
doe* not constitute undue risk 

E ISENHUT* D 0 Assistant Director for Systems & Project* 

79/03/02 3pp 


7903200067 Requests addl info re capability of nuclear -steam supply *y* 
to respond to postulated ATW5 transients W/ltr to major 
vendors requesting info !< forwarding NURCG-0460, Vol 3 W/o 
enc 1 

VAS9ALL0, D □ Assistant Director for Light Water Reactor* 

79/03/13 3pp 


7903070218 FOTuavds proof of svc for Amend 20 to PSAR 

VAN BRUNT , E E Ariiona Public Service Co 79/03/02 2pp 


7903070368 Forwards proof of svc for Amend 20 to P9AR served upon 
H Atkinson, Ch-a 1 rm-an of Board of Supervisor* of Maricopa, AZ, 
on 790302 

VAN BRUNT, E E Ariiona Public Service Co 79/03/02 2pp 


7903070545 Forwards NRC responses to 790109 interrogatories 4t 

■affidavit* of L Gi ttlemani RP Denise & 3 Wastler 7903300392 "Annual Rapt 1978 " 

BWANBON, D T Branch 1 79/02/13 I5pp « Arizona Public Service Co 79/02/22 36pp 


7-903070346 Supplies responses re seismol og ical studiei to Intervenor'* 7903060334 Forwards IE Imp Rept 90-528/70-07, 30-529/78-06 *< 
790109 Interrogatories U request for production to NRC dtd 00-530/70-03 No noncompl iance noted 

79010? BOOK, H E Region 5, San Francisco, Fuel Facility U Materiel* 

MORRIS, R t H Interior. Dept of 79/02/07 2pp Safety Branch 79/01/19 2pp 


79031303B9 Draft of applicants' revised statement of isiues replacing 
"Applicants' List of Principal Issue*," dtd 79010? 

THOMSEN, F T Perkin*, Cole, Stone, Olsen * William* 79/02/16 
llpp 


79031303H7 Forward* draft of applicant*' revised statement of issue*, 
dtd 7902-16, per ASL0 Post-Conference Order 2 Final 
submission to be mailed by 790223 

THOMSEN. F T Perkin*, Cole, Stone, Olsen & William* 79/02/16 

2pp. 


7903200053 Intervenor 's response to applicant's 790212 motion far mod 
Post-Conference Order 2 re shortening of filing time Urges 
denial of motion because intervenor cannot comply by 790226 
Certificate of Svc end 

OENDLERrM W « LEED, R M Leed. Roger M . 79/02/20 4p p 


7903060341 IE Insp Rept* 50 52B//8 07,50-529/70-06 6 50-530/78-05 cn 
791204-06 No roncomp 1 lane e noted Major area* inspected 
audits of environ program & imp 1 omontation of environ 
protection const permit requii aments 

NORTH, H S , BOOK. H E Region 5, San Francisco. Fuel Facility 6 

Materials Safety Branch 79/Gi/19 7pp 


7903190506 Forward* IF Ir.Po Notice /9-04, "Degradation of engineered 
Safety Feature* 11 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 

79/02/16 Ip 


7703140383 Informs recipients of IE Bulletin 79-01, "Environ 
Dual i Meat ion of Class IE Equipment," dtd 79020B, that valve 
limit switch identified as NAMCQ Modal S3CML should read 
SL3CHL 

ENGELKEN. R H Region 5, Ban Francisco, Office of the Director 

79/02/27 ) p 
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DOCKETED SERIES 


DOCKET STN-50-528 Palo Verde Nuclear Station, Unit 1 


790-3140583 States that Ifc Bulletin 79-01. "Environ Qua 1 1 f i ca t ton of 
Class IE Equipment (correction) 11 was issued to listed 
licensee* in Region 3 

* Region 5* San Francisco. Office of the Director 79/02/27 Ip 


79031500*2 Forwards IF Bulletin 79-02. "Pipe Support Base Plate Design 
Using Concrete Expansion Anchor Bolts 

ENGELKEN, R H Region 5. San Francisco. Office of the Director 

79/03/08 Ip 


7 5 03 19 04 7 2 Forwards IE Bullei 
ASHE 5A-312 Type 304 Stain 
Manufactured by Youngstown 
ENGELKEN, R H Region 5. 
79/03/12 lp 


:in 79-03, "Longitudinal Weld 
ess Steel Pipe Spools 
Welding A Engineering Co " 
San Francisco. Office of the 


Defects in 


Director 


7903190472 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
AS ME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding * Engineering Co " 

ENGELKEN, R H Region 5, San Francisco. Office of the Director 

79/03/12 lp 


7903210401 Forwards IE Circular 79-04. “Loose Locking Nut on Llmitorque 
Valve Operators " 

ENGELKEN, R If Region 5, San Francisco, Office of the Director 

79/03/16 lp 


79D32A0316 Forwards IE Circular 79-03, "'M-oisture Leakage in Stranded 
litre Conductors " 

ENGELKEN, R H Region 5. San Francisco, Office of the Director 

79/03/20 lp 


DOCKET STN-SO-330 Palo Verde Nuclear Station, Unit 3 


790321040L Forwards IE Circular 79-04, 
Valve Operators " 

ENGELKEN, « H Region 5, San Franc 

79/03/ l* lp 


"Loose Locking Nut 
ecd. Office of the 


on Limi torque 
Di rec tor 


7703010331 Notifies of 770203-07 meeting to tour site & discuss status 
of const Meeting cancelled 

STR1 GHT , R L Light WafceT Reactors Branch 3 77/01/19 2pp 


7903260316 Forwards IE Circular 79-09, "Moisture Leakage in Stranded 
Wire Conductors 

ENGELKEN, R H Region 5, Gan Francisco, Office of the Director 

79/03/20 lp 


KJCHEf STN-50-5?? Palo Vorde Nuclear Station, Unit 2 


7703010331 Notifies of 790200-09 meeting to tour site t< discuss status 
of const Meeting cancelled 

3TR1&HT. R L Light Water Reactors Branch 3 79/01/15 2pp 


7903270573 Forwards NUREG-Q523, '“Summary of Operating Experience 
w/ftre ir cu lati rvg Steam Generators," which focuses on recent 
problems w/d a grada 1 1 on Believes continued plant opeiation 
does not constitute undue risk 

E iSEMHUr* D 0 Assistant Director for Systems S, Projects 

79/03/02 3 P p 

7903200067 Requests addl info re capability of nuclear steam supply sys 
to respond to postulated ATWG transients W/ltr to major 
vendors requesting info *< forwarding NUREG-G460, Va 1 3 W/o 

enel 

VASSALLO, D B Assistant Director for Light Water Reactors 

79/03/13 3pp 


7903270573 Forwards NUREQ-0523, "Summary of Operating Experience 
w/Rec ircu l a ting Steam Generators," which focuses on recent 
problems w/degra dat Ion. Believes continued plant operation 
does not constitute undue Tlsk 

El SEN HUT, D G Assistant Director for Systems A Projects 

79/03/02 3pp 


7903230067 Requests addl info re capability of nuclear steam supply sys 
to respond to pustulated ATWB transients W/ltr to major 
vendors requesting info l> f upward ing NURE0~O460, Vol 3 W/o 
enc 1 

VASSALLO. D B Assistant Director for Light Water Reactors 

79/03/15 3pp 


7903070218 Forwards proof -of sve for Amend 20 to PBAR 

VAN9RUNT.E E Ariiufia Public Service Co 79/03/02 2pp 


790307036B Forwards proof of sve for Amend 20 to P5AR served upon 
H Atkinson, Cha Irman of Board of Supervisors of Maricopa, AZ, 
on 790302 

VAN BRUNT, E E Arinina Public Service Co 79/03/02 2pp 


7903300392 "Annual Repfc 1970 " 

» Ariiona Public Service Co 79/02/22 36pp 


7903070216 Forwards prooP of sve for Amend 20 to PBAR 

VANBRUNT, E E Aritona Public Service Co 79/03/02 2pp 


79030703*6 Forwards proof of sve for Amend 20 to P8AR served upon 
H Att Inson, Chfli rman of Board of Supervisors of Maricopa, AZ, 
on 790302 

VAN BRUNT, E E Ariiona Public ServitB Co 79/03/02 2pp 


7703300392 "Annual Rept 1970 » 

* Arizona Public Service Co 79/02/22 36pp 


7903060334 Forwards IE Itfip Rept 30-528/78-07,50-529/70-06 t* 
50-530/78-05 No n one omp 1 t anc e noted 

BOOK. H E Region 5. Dan Francisco, Fuel Facility it Material* 

Safety Branch 79/01/19 2pp 


7903060341 IE Insp Repts 90-520/78-07,50-339/70-06 U 30-330/70-05 on 
781204-06 No noncompliance noted Major areas inspected 
audit* of environ program t< implementation of environ 
protection const permit requirements 

NORTH* H S , DOCK, H E Region 3, Ban Francisco, Fuel Facility it 

Materials Safety Branch 79/01/19 7pp 


7703060334 Forwards IE Insp Repfc 30-928/78-07, 50-529/ /S-0 A h 
50-530/7B-09 No noncompliance noted 

BOOK, H E Region 5, San Francisco, Tuel Facility & Materials 

Safety Branch 79/01/19 2pp 


7903190306 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* " 

ENGELKEN, R H Region 3*. San Francisco, Office of the Director 

79/02/16, lp ‘ 


77030*0341 IE Insp Repts 30-32B/78-07, 90-329/78-06 & 50-330/70-03 on 
701204-0* No noncomp 1 lane e noted Major areas inspected 
audit* of environ program It implementation of environ 
protection const permit requirements 

NORTH, H 3 , BOOK, H fc Region 9, San Francisco, Fuel Facility t* 

Materials Safety Branch 79/01/19 7pp 


7903140383 Informs rec ip 
Qualification of Class 
limit switch identifie 
SL3CML 

ENGELKEN. fl H Regia 

79/02/27 lp 


lent* of IC Dulle 
IE Equipment, d 
& as NAMCD Model 

n 9* San Franci*-c 


tin 79-01, "Environ 
td 790-208, that valve 
B3CML should read 

o, Office of the Director 


7703190506 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

ENGELKEN, ft H Region 5, San Francisco, Office of the Director 
79/02/16 lp 


7903)40383 Informs recipients of 1C Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCO Model 83CML should read 
SL3CKL 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/02/27 Ip 

7903140983 States that IC Dul letin .79-01 , "Environ Qualification of 
Class EE Equipment < turret t ion) " was issued to listed 
licensees in Region 3 

» Region 9, San Francisco, Office of the Director 79/02/27 Ip 


7903150062 Forwards IE Bulletin 79-02, "Pipe Support Base Plate D»*ign 
tfstng Concrete Expansion Anchor Bolts “ 

ENGELKEN, R H Region 5, San Francisco, Office of the Director 
79/03/00 lp 
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DOCKET STN-50-53O Palo Verde Nuclear Station, Unit 3 


7903260316 Forwards IE Circular 79-05, ’‘Moisture Leakage in Stranded 
Wire Conductors 11 

ENGELKEN, R H Region Si San Francisco, Office of the Director 

79/03/20 lj> 


DOCKET 8TN-30-545 RESAR-35 


7903070180 Summary of 780915 meeting w/We st i ngh ouse to discuss future 
licensing plans for standardized NSS9 designs M/list of 
attendees & outline of Westinghouse presentation 
Q'REILLYjP 0 Standard i lati on Branch 78/10/05 13 p p 


DOCKET ST M— 50— 53i GESSAR-251 


7903070100 Responds to 781 130 ltr re extension of Preliminary Design 
Approval 9 & 10 for GESSAR-251 It 238- t e* pec t ive 1 j Request 
for extension will be reviewed six months prior to 
expiration 

HELTEMES, C J Standardization Branch 79/02/12 2pp 


7903270320 In response to NRC 790U7 Itr.GE has decided that 
NEDD-24049 should he reviewed under third category, in which 
costs incurred are assessed to final design approval 
application W/table re review of documents sent to NRC 
SHERWOOD, 0 O General Electric Co (Nuclear Energy Product* DlV 
79/03/13 3pp 


DOCKET 8TN-50-33Z POP SAR 


7903290165 Forwards Amend 9 to BAR, in response to NRC 790124 ltr 
discussing preliminary design approval extension 
BOI CE, C W C F Braun It Co 79'/03/09 lp 


7903290368 App A, Amend 9 to SAR. "Ex tens i on Review Matter for 
Preliminary Design Approvals " 

* C F Braun U Co 79/03/09. I30pp 


DOCKET 8TN-3 0-535 GA8SAR-6 


7<? 0307027i Forwards 1979 Advance Premium Endorsement 10B to ANI Policy 
CDHREAj C Marsh & McLennan, Inc 79/02/20 2pp. 


7903070273 Forwards 1979 Advance Premium Endorsement 46 to MALEU Policy 
MF— 39 

CDRREAr C Marsh & McLennan. Inc 79/02/28 2pp, 


7903 1 303 49 Forwards Endorsements 75 k 76 for calendar year* 1972 i, 
1973 Endorsement* 94 it 93 foT calendar years 1975 & 1976, 
Endorsements 105-107 for calendar year* 1977 U I97B 
CORREA, C Marsh * McLennan. Inc 79/03/12. iBpp. 


7903270294 Forwards Endorsement 96 to ANI Policy NF-34 
CORREA, C Marsh & McLennan. Inc 79/03/21 3pp 


7903290123 Forwards Endors omenta 26,26-40,44 t 45 to MAELU Policw 
MF-39. * 

CORREA. C Marsh h McLennan, Inc 79/03/21 21 pp 


DOCKET 30-537 Clinch River Breeder Reactor 


7903090226 Forwards i t em-b y-i tam assessment of resolvability of open 
items in NRC staff review Requests resumption of NRC-DQE 
safety review fc technical interchange activities 

W Energy, Dept of, Clinch River Breeder Reactor Plant 
79/03/05 IBpp 


79 So?f°? <?4 , FDrW * rds * pflda vlt confirming distribution of Amend 48 to 
P9AR to local officials b EPA 

COPELAND, R.L Energy, Dept of 79/02/28 2pp 


DOCKET 5TN-30-546 Marble Kill Nuclear Station, Unit 1 


7903010323 Notification of 790227-28 site visit to Plainfield, IN by 
Caseload Forecast Panel to assess status of const N/encl 
proposed agenda 

WILSON. J N Light Water Reactors Branch 4 79/02/06 5pp 


7903150275 Ack receipt of NRC 790301 concurrence to addl conditions 
for Archeological Site 12-JE-l 1 9/ 1 20 W/agreament to 
conditions. Executive Director has no objections to NRC 
determination of no adverse effect 

TANNENBAl/H, J E Advisory Council on Historic Preservation 
79/03/08 lp 


7903150270 Apologizes for delay in returning 781018 ltr w/NRC 
concurring signature Delay due to need for applicant's 
commitment re addl conditions to mitigation plan it 
assurance from, IN Historic Preservation Officer 

BALLARD, R L Environmental Project Branch 1 79/02/20 Ip 


7903050194 Responds to 781201 decision ALAB-509 Requests info re radon 
in the milling b mining of U 6 long-term radon emission mg t 
Urges completion of QEIS on mill tailings to provide basis 
for public input Certificate of Svc end 
FREY, D 0 Sassafras Audubon Society 79/01/09 3pp 


7903190200 In ter v« nors ' response per ALAB-907 in opposition to 
"de minimus" theory Alleges theory ignores issue of 
significant fc substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFCRD, C Affi 1 iation Unknown 79/02/19 37pp 


7903230297 Forwards responses to Al.AB-509 Thirty-day period for 
responses to documents shall run from 790303 

SKRUTSKIiR M Atomic Safety and Licensing Appeal Panel 79/03/DI 
5pp 


7903060576 Forwards IE Insp Rept* 50-546/70-08 ft, 30-547/78-00 on 
7B1 106-09 & notice of violation 

HEI8HMAN, R F Region 3, Chicago. Reactor Construction U 

Engineering Support Branch 79/01/08 2pp 


7903060577 Notice of violation from insp on 7B1 106-09 

* Region 3. Chicago, Reactor Construction k Engineering Support; 
Branch 78/12/28 2 PP 


7903060582 16 Insp Kept* 50-546/78-00 It 50-547/78-08 on 7011D6-0? 
None amp Haute noted failure to follow procedures re handling 
equipment 6 failure to provide adequate in«p of cadwelding 
activities 

BCHWEIBIN2, E R , GALLAGHER, E J , HAYES, D W Region 3. Chicago. 

Reactor Construction & Engineering Support Branch 78/12/20 
Slpp 


7903 1 30075 Forwards 16 Insp Rept* 50-546/78-10 It 30-S47/7Q-IO on 
781212-14 No noncomp 1 iance noted 

HEISHMAN.R F Region 3, Chicago. Reactor Construction it 

Engineering Support Branch 79/02/08 2pp 


79031300BO IE Insp Rept 50-546//8-10 It 50-547/78-10 on 78121C-I4 Ho 
no ncomp 1 i anc e noted Major areas inspected previous Imp 
findings U site tour, 

BCHWElBINZiE ft <■ -JONES, C E , HAYES, D W Region 3. Chicago. 

Reactor Construction fc Engineering Support Branch 79/01/20 3pp 


DOCKET 30— 53B Memphis State Uni v Research Reactor 


7903300394 Requests amend to License R-127 
20 watt levels continuously & 1,000 watt 
intermittently 

JONES, D W Memphis State Unlv 79/03/23 


to allow power operation at 
levels 

lp. 


7903210358 Submits followup rept 
facility on 790123 per Section 
License R-i27 Electrical power 
reactor operation Svc restored 
JONES, D W. Memphis State Univ 


to occurrence at ADN-201 reactoT 
6 9, 2 of App A to 
outage occurred during 
in 3-b 

79/01/29. 5pp, 


7903280309 Forwards IE Insp Repts 50-546/79-01 h 50-547/79-01 on 
790110-12 No noncomp 1 iance noted 

HEIBHMANiR F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/02/14 2pp 


7903220513 IE Insp Repta 50-546/79-01 It 50-347/79-01 on 790110-12 No 
n oncomp 1 i anc e noted Major area* in&pec ted* rad 1 Dgraphl c 
testing activities t licensee evaluation of potential 
reportable item 

EC-HWEID INZ, E R , HAYES, D W Region 3, Chicago, Reactor 

Comtruction it Engineering Support Branch 79/02/12. 4pp 
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DOCKET STN-50-546 Marble Hill Nuclear Station. Unit i 


79030BQ373 Forwards IE Info Notice 79-04. “Degradation of Engineered 
Safety Features 11 

VEPPLtiR.J Q Region 3. Chicago. Dffice of the Director 79/03/16 
IP 


7903150027 Act receipt of 790208 ltr informing NRC of steps taken to 
correct violations nqted in IE Insp Repts 50-546/78-00 & 

50-547/78-08 

F ] OR ELL 1 1 0 Region 3. Chicago, Reactor Construction It Engineering 

Support Branch 79/02/27 ip 


79030B0365 Informs recipients of IE Bulletin 79-01. "Environ 
O ua 1 1 f i cat i on of Class IE Equipment," dtd 790208, that valve 
limit switch identified as NAMCQ Model S3CML should read 
SL3CKL 

KEPPLEft.J 0 Region 3, Chicago. Office of the Director 79/03/01 

7903150043 Forwards IF Bulletin 79-02. "Pipe Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/OB 

Ip 


7903190008 Forwards IE Bulletin 79-03, "Longitudinal Weld Defects in 
ASHE BA-31.2 Type 304 Stainless Steel Pipe Spools 
Harm f actured by Youngstown Welding U Engineering Co " 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 79/03/12 

If 


DOCKET STN-50-347 Marble Hill Nuclear Station, Unit 2 


7903010323 Notification of 790227-20 site visit to Plat n Fie 1 d, IN by 
Caseload Forecast Panel to assess status of const W/encl 
proposed agenda 

HIL50N. J N Light Water Reactors Branch 4 79/02/06 5pp 


7903150275 Ack receipt of NRC 790301 concurrence to addl conditions 
for Archeological Site 12-JE-U9/120 W/agreement to 
conditicm, EiecutsvB Director has no objections to NRC 
determination of nd adverse effect 

TANNENBAUM. J C Advisory Council on Historic Preservation! 

79/03 /Q8 Ip 


7903IS027Q Apologizes for delay in returning 701010 ltr w/NRC 
concurring signature Delay due to need for applicant's 
commitment re addl conditions to mitigation plan S< 
assurance from IN Historic Preservation Officer, ■ 

BALLARD, R L Environmental Project Branch 1 77/02/20 Ip 


7703030194 Responds to 701201 decision ALAB-309 Requests info re radon 
in the milling I. mining of U Sc long-term radon emission mgt 
Urges completion of DEIS on mill tailings to provide basis 
for public input Certificate of Svc end 
FREY, D 0 Sassafras Audubon Society 79/01/09 3p p 


7703150200 Intervener*' response per ALAB-309 in opposition to 
*de minimus" theory Alleges theory ignores issue of 
significant U substantial releases of radon-222 to environ 
Certificate of Svc end 

KEPFORD, C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAB-309 Thirty-day period for 
responses to documents shall run from 790305 

SHftUTSKl.R M Atomic Safety and Licensing Appeal PanBl 79/03/01 
3pp 


7903060576 Forwards IE Insp Repts 50-546/76-08 t* 50-547/78-08 on 
781106-09 (c notice of violation 

HE IBHMANi R F Region 3, Chicago, Reattor Construction & 

Engineering Support Branch 79/01/00 2pp 


7903060377 Notice of violation from insp on 701106-09 

* Region 3, Chicago, Reactor Construction tt Engineering Support 

Branch, 78/12/20 2pp 


7903060562 IE Insp. Repts 50-546/78-00 6 50-547/70-08 on 701106-09 
Non comp 1 sance noted failure to follow procedures re handling 
equipmant t. failure to provide adequate insp of cadwelding 
activities 

SCHWEIQlNZrE R , 0 ALL AO HER, E J , HAYE9, D W Region 3, Chicago, 

Reactor Construction it Engineering Support Branch 7B/J2/2B 
3 lP*> 


7903130075 Forwards IE Insp Repts 50-546/78-10 It 30-547/78-10 on 
7B1S12-14 No noncomp l lance noted 

HEIBHMAN, R F Region 3, Chicago, Reactor Construction & 

Engineering Support Branch 79/02/00 2pp 


226 

79031300BO IE Insp Kept 50-546/78-10 U 50-547/7B-10 on 7B1512-14 No 
noncompliance noted Major areas inspected previous insp 
findings k site tour 

SCHWE1D 1 HZ, E R , JONES, C E . HAYES, D W Region 3, Chicago. 

Reactor Construction & Engineering Support Branch 79/01/20 3p p 


7903220509 Forwards lE Insp Repts 50-546/79-01 U 30-347/79-01 an 
790110-15 No noncompl 1 ance noted 

HEISHMAN, R F Region 3, Chicago, ReattOT Construction Sc 

Engineering Support Branch 79/02/14 2pp 


7903220515 IE Insp Repts 50-546/79-01 9* 50-547/79-01 on 790110-12 No 
noncompliance noted Major areas inspected radiographic 
testing activities *< licensee evaluation of potential 
reportable item 

BCHWEIOINZ, E R . HAYES. D VI Region 3, Chicago, Reactor 

Construction ?> Engineering Support Branch 79/02/12 4pp 


7903000373 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features ** 

KEPPLER.J O Region 3, Chicago, Office of the Director 79/02/16 

IP 


7903150027 Ack receipt of 79020a ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-346/7B-08 & 

50 - 547 / 70-00 

FIORELLI , 0 Region 3, Chicago, Reactor Construction & Engineering 

Support Branch 79/02/27 Ip 


7903080365 Informs lecipients Of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dfcd 790208, that valve 
limit switch identified as NAMCQ Modal B3CML should read 
SL3CML 

KEPPLER.J 0 Region □, Chicago, Office of the Director 79/03/01 

IP 


7903150045 Forwards ie Bulletin 79-02, "Pip© Support Base Plate Designs 
Using Concrete Expansion Anchor Bolts " 

KEPPLER.J G Region 3, Chicago, Office of the Director 79/03/08 

ip 


79031 90000 Forwards IE Bulletin 79-03, "Longitudinal Meld Defects in 
ASHE SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Engineering Co ° 

KEPPLER.J 0 Region 3, Chicago, Office of the Director 79/03/18 

ip 


DOCKET 50-549 Greene County Nuclear Power Plant 


7903060105 Summarises 790112 meeting In Bethesda, HD w/utll r« 
tentative conclusions of NRC environ review, espec ially re 
Lehigh cement matter Lists items discussed re Lehigh 
Portland Cement Co claims it sit© disadvantages 
BUR WELL, 5 , BAJWA, 3 Office of Nuclear Reactor Regulation 
CUNNINGHAM . O Office ©f the Executive Legal Director 79/02/02 
3pp 


7903270534 Forward* NUREO-0323, "Summary ©P Operation Experience 
w/R ©circulating Steam -Generators," which focuses on recent 
problems w/d egrad atlon Believes continued plant operation 
does not constitute undue risk 

EISENHUT, D 0 Assistant Director for Systems U Projects 

79/03/02 3pp 


7903140324 In response to NRC 790131 ItT, plant will be designed U 
constructed to implement design options prior to Pinal 
decision on ATWB issue 

EARLY, P J Power Authority State of New York 79/03/07. 2pp. 


79030700-15 FES re const of facility 

« Division of Site Safety & Environmental Analysis NUREQ-0512 
79/01/31 720pp Available at NTI8 


7903300099 Responds to 790220 ltr Reason comment* an FES appear more 
reduced in size is fact they were received an legal site 
paper U had to ha put through reducing copier in order to 
fit on page for printing 

REGAN, W. H Environmental Project Branch 2. 79/03/09. Ip 


7903300103 Would like to know why FES Is more reduced in tin 
than other statements. 

DERNER, M Affiliation Unknown 79/02/20 ip 


7903300115 Comment* on DES depth of analysis is far from conclusive. 
Athens & Cemanton site* have different characteristics t 
environ alternatives to proposed transmission lines should 
be explored 

PALMER, H D Affiliation Unknown 76/04/3Q 7pp 
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DOCKET 50-949 Gr<ine County Nuclear Power Plant 

7903300120 Offers consents on EES Believes schools in 5 utile radius of 
plant are too close in case of accidents Hudson River water 
ulll be used as male-up water for cooling towers !< will 
be returned sterile of life 

BERNER, M, Affiliation Unknown 76/04/29 5pp 


7903280 033 Requests extension of time to make discovery requests re 
testimony & proposed exhibits 

ENGEL. D A New fork. State of 79/02/27 lp 


7903200037 Motion of Dept of Environ Conservation for extension of tint 
to submit discovery requests 

ENGEL. D A New YorJt. State of 79/02/2/ 2pp 


79031 5 02 IB FES incomplete until requirements of Natl His 
Preservation Act of 1966 Section 106 are met 
UTLEY. R H Advisory Council on Historic Preservation 
2pp 


tom 

79/03/12 


7903050999 Forwards NRC testimony in suppl to FES. draft Itr.Jist of 
Greene County FES sections S, contentions to which they are 
addressed W/encl professional qualifications of fiM Rush. NE 
Hinkle L E Peele 

LEWIS. SH Branch 2 79/02/0? J6 pf 


7903070404 Notifies that Power Authority of State of NY applied For 
discharge permit 6 requested verification of best available 
intake technology Rec ommendSatl ons For permit have been made 
hearings will be held by 790402 
MAOI0ON. S R New York, State of 79/02/09 ?pp 


790309020*? Forwards final two pieces of NRC suppl testimony re 
decommissi oning, Pr ice-Anderson Act L witnesses' 
qua! if icatmns 

LEWIS. S H Branch 2 79/02/lfa 2pp 


7903060297 Suppl testimony on d e c omm i s s ion ing Sc stipulated contentions 
CALKINS. G D Fuel Process Systems Standards Branch 

MURPHY, T D Division aF Site Safety !j Environmental Analysis 
WOOD, R S Antitrust U Indemnity Group 79/02/16 lBpp 


79030B0303 Suppl testimony re Pr l C e-Anderson Act Responds to Gttiiens 
to Preserve Hudson Valley Contention tl-GibMiv) 

CHIPMAN. G L Accident Analysis Branch COFLAN. 3 M Cost 

Benefit Analysis Branch CANCEL. F J Division of Site Safety v 
Environmental Analysis 79/02/16 I2pp 


703260141 Belatedly forwards testimony of RE Henshaw re terrestrial 
ecology 

ENGEL, D A New York, State of 79/02/21 2Gpp 


790-3300156 Forwaid-s Cemonton Civic Association's motion For extension 
of time 

MICKQLITCH, J A Cemonton Civic Association 79/02/27 lp 


7703300157 Motion for extension or time until 790314 in which to file 
testimony K exhibits 

NECKDLITCH. J A Affiliation Unknown 79/02/27 2p p 


7903210452 Requests indiiation from lecipients if they wish to continue 
receiving filings NRC correspondence Otheiwise names will 
be deleted 

LEWIS, € H Branch 2 77/02/2B 2pp 


7903200362 Forwards testimony re transpor tatlon, metcorol agica 1 impact! 
4 socioeconomic impacts, on behalf of Green County, NY, 
munic ipali ties 

DUTZEL.A K Butiel & Fast 79/03/02 ISOpp 


7903220267 Objections to certain intei » ogator i es 6 request for 
production of documents propounded by Powei Authority of NY 
Interrogatories not relevant to mattei s in controversy or 
require addl research Certificate of Svt one 1 
LEWIS. s H . MOORE, J C Branch 2 79/03/05 1 7pp 


7903260003 Notification of prehearing conference in Albany, NY, on 770314 
to establish presentation of evidence foi evidentiary 
hearings resuming on 790402 

GQODHQPE, A C Atomic Safety and Licensing Hoard Panel 79/03/00 

2pp 


7903210267 Rules or. motions for summary disposition of certain 
contentions re health 1 safety filed by applicant L NRC 
Denies applicant's motion for summary disposition 

FERGUSON, G A , COLE, R F . GOOOHOPF , A C Atomic Safety and Llcemlng 
Board Panel 79/03/09 48pp 


*03220444 Forwards request 
file testimony & exhibits 
Cement Co 

WH1T£, A F DeGraff. Fay. 


for 2-week eitension of time in which to 
on behalf of Lehigh Portland 

Conway U Holt-Harris 79/02/23 lp 


7903120002 Forwards IE Insp Rept 30-549/78-02 on 701219-20 Ho 
honcomp 1 iance noted 

CARLSON, R T Region 1, Philadelphia, Reactor Construction t> 

Engineering Support Branch 79/01/17 2pp 


7903220469 Lehigh Portland Cement Co's motion for extension of time 
until 790316 in which to File testimony 6 exhibits Lehigh 
has been inve* tigat ing new info mode available 790201 
Affidavit of AF White end 

WHITE. A F DeGraff , Foy# Conway U Holt-Harri* 79/02/23 Bpp 


7903 J 20004 IE Insp Rept 50*549/70-02 tin 781219-20 No none omp i lari e* 
noted Major areas inspected project status Sc Imp- lementa t i on 
of GA directives, including ovgani xat ion, procurement L 
audits 

FOLSOM, 6 A . MC6AUGHY, R W Region 1. Philadelphia, Reactor 

Construction 6 engineering Support Branch 79/01/16 4pp 


70330007 1 Greene County, NY's interrogatories to NRC re NLfREG-0312 
Aniwers requested an or before 790309 Certificate of Svc 
end 

BUTZELp A K Butrel * Has* 79/02/23 22f>p 


703070561 Joint order on motion by intervener Lehigh Portland Cement 
Co for extension of time to File testimony & exhibits 
Extension until 790316 granted for good cause shown Other 
discovery directed to Lehigh must be filed- by 790326 
GOODHOPErA C Atomic Safety and Licensing Board Panel COHEN, E D 
New York, State of 79/02/27 2pp 


703220003 Bequests 1 tr From MH Church be placed in docket file 
ABRAHAM, K Region i, Philadelphia, Office of the Director 

79/02/27 lp 


DOCKET STN-30-530 GL95AR-23Q OOP Interface 


7903070,100 Responds to 701130 Itr ie extension of Preliminary Design 
Approval 9 *< 10 for GLSSAR-251 h 230, r e »p cc t i vo 1 y Request 
for extension will be i ©viewed six months prior to 
e x ptra t i on 

HELTEMES, C J Standard l xation Branch 79/02/12 2pp 


7903270320 In response to NRC 790117 ltr,GE has decided that 
NED0-2404B should be reviewed under third category, in which 
cost* incurred are assessed to final design approval 
application W/table re review of documents sent to NRC 
SHERWOOD, G Q General Electric Co , Nuclear Energy Products Div 
79/03/13 3pp 


7903220009 Is opposed to proposed nuclear power plants in New York 
State Favors development of solar energy 
CHURCH. M H Affiliation Unknown 79/D2/Q7 ip 


7963220011 Responds to 790207 ltr Comment! an closing down Indian 
Point Unit 1 Forwards NRC position on issues * 

ra lied. 1 i cens ing position papers on routine emissions of 
radioactivity it decommissioning of nuclear facilities 
ABRAHAM, K Region I. Philadelphia! Office of the Director 
79/02/27 2pp 


7703260346 Supports MY State Dept of Environ Conferva tion 'a request t.> 
NRC for production of documents 
EAGE-L, D A. New York. State of 79/02/27 ip 


DOCKET 50-552 Mental to di Castro (CNEL-A), Unit l 


7903090315 Requests withdrawal of /9011O application for amend of 
llcense.ro addl intermediate consignees Objectives of amend 
served by issuance oF License XCON-169 

WILSON, B D General Electric Co .Nuclear Energy Products Div 
79/02/20 lp 


7903150307 Forwards draft of applicants' revised statement of issuss* 
dtd 790216, pbt A5LB Post-Conference Older 2 Tina* 
submission to be mailed by 790223 

THOMSEN. F T Perkins, Cole, Stone, Oisen L Williams 79/02/16 

2pp 


7903260350 Support* NY State Dept of Environ Conservation's 
interrogatories to NRC Interrogatories re FES enc 1 
ENGEL, D A New York, State oP 77/02/27 3pp 
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POCKET ST M-50 553 Phipps Rend Nuclear Plant, Unit J 


T'lOD S40T 37 Approves conceptual design of intake structure shoreline 
screening device Eipi esses concei n »e conditions fo-r screen 
bijpas s i ng, such conditions should be specified prior to 
opera 1 1 on 

PEG AN* U H Environmental Project Branch 2 79/02/23 2pp 


7903290009 Identities conflict betuoen ACl Standard 318-71 & mechanical 
piping codes re mtn test pressui es \ holding tifhes for leak 
testing of piping to be embedded in conci ete Relieves ACT 
requirements are excessive Plans to revise PSAR accordingly 
&[ LL ELAND. J E Tennessee Valley Authority 79/03/21 2p p 


7903080592 Forwards NUREQ/cn-0400. ’’Risk Assessment devieui Group Rapt 
to the US NRC" (lewis Rept) Commission presently developing 
polity statement re rept 

CDLDOERG, 5 C Office of the Executive Legal Director 79/01/23 

lp 


7903150200 Interveners' response per ALAB-509 in opposition to 
“de minimus" theoiy Alleges theory ignores issue of 
significant K> substantial releases of t adon-222 to environ 
Certificate of Svc end 

PEPFORD-C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAD-509 Thirty-day period for 
responses to documents shall run from 790305 

SKRUTSKI.R M Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


79O316D170 Forwards '’Annual Rept 1978 " 

O ILL ELAND i J E Tennessee Valley Authority 79/03/16 ip 


7903160217 '’Annual Rept 1978 « 

* Tennessee Valley Authority 79/03/16 42pp 


7902210164 Forwards IE Bulletin 79-01, "Environ Qua 1 i f i cat i on of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plant* for which no action is required 

0 r REILLY i J P Region 2, Atlanta. Office of the Director 
79/02/0B 2pp 


7903020376. Forwards IE Info Notice 79-04. "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region 2. Atlantai Office of the Director 
79/02/16 2pp 


7903080300 Informs recipients of IT Uulietin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 79020a, that valve 
limit switch identified os NAHCQ Model 93CMI should read 
SL3CML 

Q'RETLLYrJ P Region 2, Atlanta. Office of the Director 
79/02/20 2pp 


7903140352 Forwards II Info Bulletin 79-02, "Pipe Support Rase Plate 
Designs Using Concrete Expansion Anchor Dolts " 

O'REILLY, J P Region 2. Atlanta. Office of the Director 
79/03/00 2pp 


79-032 1 0037 Forwards IE Bulletin 79-03, "longitudinal Weld Defect* in 
ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding A Engineering Co " 

D 'REILLY, -J P Region 2, Atlanta, Office of the Director 

79/03/12 Spp 

7903280020 Forwards IF Circular 79-04, "loose Locking Nut on Limi torque 
Valve Operators “ 

O 'RETLLY, J P Region 2, Atlanta. Office of the Director 

79/03/16 2pp 


7903010236 Follows up 781006 rept<NCR CHT/PD-78-i) on use of n an-ASME 
components on primaiy containment personnel access airlocks 
Expects final rept to be transmitted by 790816 Sufficient 
Info not yet available 

OTLLELAND. J E Tennessee Valley Authority 79/02/15 Ip 


DOCKET STN-50-534 Phipps Rend Nuclear Plant, Unit 2 


7903M0I37 Approves conceptual design of intake structure shoreline 
screening device Expresses concern le conditions for screen 
b yp-assing * sveh conditions should be specified prior to 
operation 

REQAN. W H Environmental Project Branch 2 79/02/23 2p p 

7903290009 Identifies conflict between ACl Standard 318-71 l< mechanical 
piping code* ie min test pressures L holding times for leak 
testing of piping to be embedded in concrete Relieves ACl 
requirements are excessive Plans to revise PSAR accordingly 
CILLELAND, J £ Tennessee Valley Authority 79/03/21 2pp 
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7903000592 Forwards NUREQ/CR-040D, "Risk Assessment Review Croup Rept 
to the US NitC’ 1 (Lewis Kept) ’Commission presently developing 
policy statement re rept 

03LDBERG. S C Office of the Executive Legal Director 79/01/23 

ip 


7903130200 Interveners' t esponse per ALAB-507 In opposition to 
"de minimus" theory Alleges them y ignores issue of 
significant & substantial releases of radon-222 to environ 
Certificate of Svc encl 

KEPFDRD, C Affiliation Unknown 79/02/19 37pp 


7903230297 Forwards responses to ALAI1-509 Thirty-day period Por 
responses to documents shall run from 790005 

SKRUTSKI.R II Atomic Safety and Licensing Appeal Panel 79/03/01 
5pp 


7903160170 Forwards ’Annual Rept 1970 11 

GILLELAND. J E Tennessee Valley Authority 79/03/16 lp 


7903160217 "Annual Rept 1978 " 

* Tennessee Valley Authority 79/03/16 42pp 


7902210164 Forwards IE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment Jl U/list of 11 systematic evaluation program 
plants for which no action is required 

O'REILLYpJ P Region 3. Atlanta, Office of the Director 

79/02/00 2pp 


7903020376 Forwards IF Info Notice 79-04. "Degradation of Engineered 
Safety Features ” 

a 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903000300 Informs lecipients of IE Bulletin 79-01, "Environ 
Qua limitation of Class IE Equipment," dtd 7903 OS. that valve 
limit switch identified as NAMCO Model E3CMI should read 
SL3CKL 

0 ' R E 1 1 LY , \i P Region 2, Atlanta, Office of the Director 

79/02/20 2pp 


7903140532 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Dolts w 
O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/03/08 2pp 


7903210007 Forwards IE Uulietin 79-03. "Longitudinal Weld Defect* in 
ASME SA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding k Engineering Co M 
D 'REILLY. J P Region 2, Atlanta, Office of the Director 
79/03/12 2pp 


7903220029 Forwards IE Circular 79-04, "Loose Locking Nut on Limi torque 
Valve Operators " 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


7903010236 Fellow* up 7Q1006 repUNCR CHT/PB-70-ll on uie of non-ASME 
components on primary containment personnel access airlock* 

Expect* final rept to be transmitted by 790016 Sufficient 
info not yet available 

GILLELAND, J E Tennessee Valley Authority 79/02/15 ip 


DOCKET SIN- 50-556 Black Fox Station, Unit 1 


7903200010 FQIA request for Reed Rept 

HUNT « Q D Affiliation Unknown /9/02/J3 lp 


790319Q343 Summary of 790123 meeting in Du th esde , MD w/Pub 1 i c Bvc C-o oP 
OK U its agents re const permit application 

THCKABrC O Light Water Reactor* Branch 1 79/02/15 7pp 


7903290020 Denial of FQlA Toquest for nuclear reactor study r» QE'* 
boiling water nuclear steam supply sys (Reed Rept) k related 
sub-task force repts which serve at appendices 

WOLFE, Q J Atomic SaPety and Licensing Board Panel 79/03/23 Spp 


7903080201 Forward* applicants' testimony of Conrad, Engmann 8? 
Connolly on Contentions 0 & 9 re fire protection in rebuttal 
to NRC 701209 direct testimony Witness will testify on 
790224 

GALLO, 0 Isham, Lincoln & Bealo, 79/02/09. i6pp 


7903070075 Amend to 790105 protective order to reflect bases for AQLfl 
ruling 

WOLFE, 9- J Atomic Safety and Licensing Doard Panel 79/02/12 Ip 
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DOCKET STN-50-556 Black Fox Station. Unit l 


79031 SO 32S Forward* applicants' rebuttal testimony by Gang & Walker 
re ASLB Question 10-4 concerning "QA - Special Processes 11 
Witnesses will testify on 790224 
GALLO. J I shan* Lincoln fc Beale 79/02/12 0PP 


7903070409 Notifies of appearance of JR Farris on behalf of 
lntervenorsi Cit i i ens Action for Safe Energy* I Younghein it 
L Burrell Certificate of Svc end 

FARR I S. J R Green* Feldman, Hall U Woodard 79/02/13 4pp 


79030B0579 Forwards applicants' testimony responding to ASLB's 790119 
question re stability criteria for containment vessel 
design Witness will testify on 790221 W/related 
corrssp ondence, d eslgn specs it svt list encl 
GALLO, J Isham, Lincoln & Seale 79/02/13 46p p 


7903090101 Wants facility const stopped because of sanctity of life 
* Sunbelt Alliance, Oklahoma City 79/02/15 Ip 


7903090213 Informs off document containing info potentially relevant to 
Issue of sabotage of spent nuclear fuel NR.C assessment of 
Info to be made available W/o end 
DAVIS, L D Dranch 4 79/02/JS 2pp 

7903210064 Updates 791207 ltr re waste disposal permit application. 
Forwards draft permit !< document* 

MURPHY 1 , F M Isham, Lincoln & Beale 79/02/19 12pp, 


79032601 03 State of OK's petition to participate as interested state 
Notices of appearance of JO Thomas it CS Rogers & 

Certificate of Svc end 

THOMAS, J 0 , ROGERS, C 3 Oklahoma, State of 79/02/27 6pp 


7903260018 Forwards interveners' motion to suppl record Requests info 
re matters to be argued at hearing 
DALTON, A T Dalton, A T 79/03/01 Ip 


7903260025 Intervenor* ' motion to suppl record w/TuUa Urban Study, 
prepared by US Army Corps of Engineer* Excerpt from study U 
Certificate of Svc end 

DALTON, A T Dalton, A T 79/03/01 6pp 


7903160193 Objects to delays in const due to numerous hearings See* 
need for greater electrical power in area Suggests 
governmental inter f arenc a is causing unnecessary delay* In 
energy development 

BROOKS, KV Affiliation Unknown 78/02/18 lp 


79031601 9B Protests introduction of Reed Rept in dosed sessions of 
DUck Fox -health t* safety hearings Expresses skepticism of 
fairness of process Requests all sissions be opened to 
publ i c 

HUNT, If D Sunbelt Alliance, Oklahoma City 79/02/13 lp 


7903 1 90076, Responds to 790218 Itr re licensing delays in issuance of 
permit Anticipates Licensing Board will decide whether const 
permits should be issued sometime this spring 

ENQELHARDT, T F Deputy Executive Legal Director 79/03/08 lp 


7903190084 Expresses concern over delay in const Cites cost to 
taxpayers of frequent hearing* & increased amount of 
electrical power that will be naedsd within next five years 
BROOKS, K V Affiliation Unknown 79/02/18 lp 


7903260237 Forwards loan guarantee commitments it station ownership 
agreement in response to NRC request Asks receipt of 
documents be noted in SER Suppl 2 it that no financial 
qualification conditions be imposed on const permits 
EWINOrT. N Public Service Co of Oklahoma 79/03/21. 73pp 


7903140279 Forward* IE Insp flepts 50-536/79-01 * 50-957/79-01 on 
790109-10 No none omp 1 lane e noted 

8EIDLE,W C Region 4, Dallas, Reactor Construction L Engineering 

q„nftOV'f lln*nrl. 10 '01/25 3pp 


79030BQ630 Transcript of 790220 hearing in Tulsa, OK Pp 7666-7796 H/encJ 
exhibit, "Testimony for Radiological Contentions No 16 ,J 
WOLFE, S J , FURDOM, P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/20 190pp 


79030905J3 Transcript of 790221 hearing in Tulsa, OK Pp 7797-7990 
W/encS exhibits 

WOLFE. 5 J , FURDOM, P U , SHON, P J Atomic Safety and Licensing Board 
Panel 79/02/21 263pp 


79030BQ496 Transcript of a 790222 hearing in Tulsa. OK Pp 7999-0000 
W/encL exhibits 

WOLFE, S J , PURD-GM, P W , SHDN, F J Atomic Safety and Licensing Board 
panel 79/02/22 )20pp 


79030 BO 52 B Transcript of 790223 hearing in Tulsa. OK Pp 8089-9290 
W/encl exhibits 

WOLFE, S J , PUR D DM. P W , SHON, F J Atomic Safety and Licensing Beard 
Panel 79/02/23 473pp 


7903130272 Transcript of 790226 healing hold in Tulsa OK Pp 8291-8445 
W/encl exhibits U testimony 

WOLFE, 8 J , FURDOM, P U , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/26 425pp 


79030 B 0509 Transcript of a 790227 hearing in Tulsa, OK Pp 8447-0499 
W/encl exhibits 

WOLFE, B J , FURDOM. P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/27 73pp 


7903080531 Transcript of a 790220 hearing in Tulsa, OK Pp B500-8601 
W/encl exhibits 

WOLFE, S J , PUR D DM, P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/23 U3pp 


7903300534 Fniuards corrected Page 8599 from /9022B hearing transcript 
SIMPSON, M A ACE Federal Reporters, Inc 77/03/14 2pp 


DQCKET BTN-50-55/ [Hack Fox Station, Unit 2 


7903200010 FO I A request for Reed flept 

HUNT, D D Affiliation Unknown 79/02/13 lp 


7903190343 Summary of 790123 meeting in Bethesda,MD w/Publlc BvC Co ol 
OK it its agents re const permit application 

THOMAS, C 0 Light Water Reactors Branch I 79/02/15 7pp 


7903200020 Denial of FOIA request fol nuclear reactor study re GE'l 
boiling water nuclear steam supply sys (Reed Rept> U related 
sub-task force rept* which serve as appendices 

WOLFE, s J Atomic Bafoty and Licensing Board Panel 79/03/23 2pp 


7903080201 Forward* applicants' testimony of Conrad, Eng maim it 
Connolly on Contentions 8 H re fire protection in rebuttal 
to NRC 781200 direct testimony Witness will testify on 
770224 

HALLO, J Isham, Lincoln & Deale 79/02/09 16pp 


790307007& Amend to 790105 protective otder to reflect bases For ASLB 

ruling 

WOLFEi B J Atomic Safety and Licensing Board Panel 79/02/12 lp 


790315032B Forwards applicants' rebuttal testimony by Qang it Walter 
re A9LD Question 10-4 concerning "GA - Special Processes " 
Witness** will testify on 790224 
GALLO, J Isham, Lincoln & Deal* 79/02/12 0pp 


7903070408 Notifies of appearance of JR Farris on behalf of 
Intervener s, Ci ti xens Action for Safe Energy, I Younghoin & 

L Burrell Certificate of Svc encl 

FARRIS, JR Green. Feldman, Hall «< Woodard 79/02/13 4pp 


79030B0979 Forwards applicants' testimony responding to ASLB's 790119 
question re stability criteria for containment vessel 
design Witness will testify on 790221 W/rolated 
correspondence, de sign spec* t< svc list encl 
GALLO, J, I sham, Lincoln & Beale 79/02/13 46 pp 


7903090101 Wants facility const stopped because of sanctity of Ilf* 
» Sunbelt Alliance, Oklahoma City 79/02/15 lp 


7903090213 Informs uf document containing info potentially relevant to 
issue of sabotage of spent nuclear fuel NRC assessment of 
info to be made available W/o encl 
DAVIS, L D Dranch 4 79/02/19 2pp 
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DOCKET STN-50— 557 Black Fqx Station. Unit 2 


7903310064 Updates 78120/ ltr re waste disposal permit application 
Forwards draft permit & documents 

MURPHY, P M i sham. Lincoln l< Beale 79/02/19 I2pp 

7903260103 State of DK ' % petition to participate as interested state 
Notices of appearance of JO Thomas h CS Rogers 6 
Certificate of Svc end 

THOMAS. J G , ROGERS. C S Oklahoma. State of 79/02/27 &pp 

79032 600 IS Forwards intprvenors* motion to suppl record Requests info 
r« matters to be argued at hearing 
DW-TON, A T Dalton, A T 79/03/01 lp 


7903260025 Interveners' motion to suppl record w/Tul*a Urban Study, 
prepared by US Army Corps of Engineers Excel pt from study & 
Certificate of Svc enc J 

DALTON, A T Dalton, A T 79/03/01 6pp 


7903160193 Objects to delays in const due to numerous hearings Sees 
need for greater electrical power in ai ea Suggests 
governmental uiterf erence is causing unnecessary delays In 
energy development 

BHDOKS.K V Affiliation Unknown 78/02/18 lp 


7903160198 Protests introduction of Reed Rept in closed sessions of 
Black Fox health U safety hearings Expresses skepticism of 
fairness of process Requests all sessions be opened to 
public 

HUNT. D D Sunbelt Alliance, Oklahoma City 79/02/13 Ip 


7903190076 Responds to 790218 1 tr re licensing delays in issuance of 
permit Anticipates Licensing Board will decide whether const 
permits should be issued sometime this spring 

ENOELKARDT, T F Deputy Executive Legal Director 79/03/00 lp 


79031 900B4 Expresses concern ovei delay in const Cites cost to 
taxpayers of fi equent hearings & Increased amount of 
electrical power that will be needed within next five years 
0 ROOKS , K V Affiliation Unknown 79/02/ifl Ip 


7903260237 Forwards loan guarantee commitments U station ownership 
agreement in response to NRC request Asks receipt of 
documents be noted in BER Suppl 2 & that no financial 
qualification conditions be imposed on const permits 
EWING, T N Public Service Co of Oklahoma /9/03/21 73pp. 


79031 40279 Forwards IE Insp Repts 30-556/79-01 6 50-'537/79-Ol on 
790109-10 No noncompl ianco noted 

SEIDLE.W C Region 4. Dallas, Reactor Construction U Engineering 

Support Blanch 79/01/20 2pp 


79031 4G2B3 IE Insp Repts 50-336/79-01 k 30-397/77-01 on 790109-10 No 
none omp 1 i anc e noted Major areas inspected const activities !< 
status, personnel indoctrination U vendor surveillance 
records 

HUBACEK.W 0 , CROSSMAN, W A Region 4, Dallas, Reactor 

Construction & Engineering Support Branch 79/01/24 3pp 


7903060011 Transcript of 790219 hearing Jn Tulsa, OK Pp 7494-7663 

HOLFE, 8 J , PURDOM.P W , 6HQN, F J Atomic Safety and Licensing Board 
Panel 79/02/17 l7Spp 


7903000630 Transcript of 790220 hearing in Tulsa, OK Pp 7666-7796 W/etld 
exhib s t, "Test imony for Radiological Contentions No 16 " 

HOLFE , S J P PURDOM.P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/20 190pp 


7903080513 Transcript of 790P21 hearing in Tulsa, OK Pp 7797-7990 
H/encl exhibits 

HOLFE j £ J , PURDOM.P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/21 263pp 


7903080496 Transcript of a 790222 hearing in Tulsa, OK Pp 7999-8008. 
W/encl exhibits 

HOLFE. 8 J. , PURDOM, P w , SHON, F J Atomic Safety and Licencing Board 
Panel 79/02/22 120pp 


7903080528 Transcript, of 790223 hearing in Tulsa, OK Pp 0087-3290. 

W/encl exhibits 

WOLFE, 8 J , PURDOM, P W , SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/23 475pp 

7903130272 Transcript of 790226 hearing held in Tulsa DK Pp 0291-8445 
W/encl exhibits fc testimony 

WOLFE, S. J 1 PURDOM, P w . SHON, F J Atomic Safety and Licensing Board 
Panel 79/02/26 425pp 


79030B0509 Transcript of a 790227 hearing in Tulsa, OK Pp 0447-8499 
W/encl exhibits 

WOLFE, 9 J , PURDOM, P U , SKON, F J Atomic Safety and Licensing Board 
Panel 79/02/27 73pp 


7903000531 Transcript of a 79022B hearing in Tulsa, DK Pp 0500-8601 
W/enc) exhibits 

WOLFE, S J , PURDOM.P W , SHON, F J Atomic Safety and Licensing Board 
Pnnel 79/02/28 113pp 


7903300534 Forwards corrected Page 8599 from 790220 hearing transcript 
SIMPSON,** A ACE Federal Reporters, Inc 79/03/14 2pp 


DOCKET 50-560 EQPPSAR 


7903010334 Forwards NftC 790117 ltr which, was sent to GE w/info 
re Impact of revised fee schedule on review of post- 
preliminary design appi oval matters 

HELTEMESi C J Stand ard i zat i on Branch 79/02/02 lp 


7903120136 Summary of 790126 ACR9 subcommittee 790209 full ACRS 
meetings Meeting covered H0PSSAR/BBAR-205 application Full 
committee indicated they would write favorable ltr to 
Commission 

BNELL. J Standardization Branch 79/02/16 lp 


7903150177 Forwards ACRS Rept. DBPBBAR/B8AR-205 

HELTEME8, C J Standardization Branch 79/03/36 2pp 


7903150100 Committee believes balance of plant design proposed in 
Q0P83AR is acceptable for preliminary design approval 
Safety-related equipment 1* protection against Industrial 
sabotage should be -considered 

CARODN, M VJ ACRS - Advisory Committee on Reactor Safeguards 
79/02/16 2pp 


DOCKET 0TN-5O-566 Yellow Creek Nuclear Plant, Unit l 


7703270544 Forwards NUREG-0523. '‘Summary of Operating Experience 
w/fiecirc-u lat 1 ng Steam Generators," which focuses Dn recent 
problem w/degradat i on Believes continued plant operation 
does not constitute undue risk 

ElSENHUTiD G Assistant Director for Systems & Projects 
79/03/02 3p p 


7903290009 Identifies conflict between AC1 Standard 318-71 U mechanical 
piping codes re min test pressures 1, holding times for leak 
testing of piping to be embedded In concrete Believes ACL 
requirements are excessive Plans tn revile PSAR accordingly 
0 1LLELAND, J E Tennessee Valley Authority 79/03/21 2pp 


7903160170 Forwards "Annual Rept 1970 " 

01LLELAN0, J E Tennessee Valley Authority 79/03/16 lp 


7903160217 "Annual Rept 1970 " 

* Tennessee Valley Authority 79/03/16 42pp 


7903090003 Forwards IE Insp Repts 50-566/79-01 U 50-567/79-01 on 
770109-12 No noncompl iance noted 

MURPHY, C E Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Pranch 79/01/26 2pp 


7903070006 IE Imp Repts 30-366/79-01 1* 50-567/79-01 on 790109-12 No 
noneomp 1 ianc e noted Major areas inspected const status.GA 
records l« aud i ts, c 0 ntro 1 of weld matl, civil design drawing 
rsview & action on previous items 

GOUGE, M J , KEflDT.A R Region 2, Atlanta, Reactor Construction 

5, Engineering Support Branch 79/01/26 6pp 


7902210164 Forwards IE Bulletin 79-01, “Environ Qualification of Class 
IE Equipment " H/llst of It systematic evaluation program 
plants for which no action, is required 

O'REILLY, J F Region 2, Atlanta, Office of the Director 

79/02/00 2pp 


7903020376 Forwards IE Info Notice 79-04, '‘Degradation of Engineered 
Safety Features M 

0 'RETLLY, J P Region 2, Atlanta, Office of the Director 
79/02/16 2pp 


7903280063 Forwards IE Insp Rept* 50-366/79-02 4< S0-567/79-02 on 
790123-26 Nd nontompliance noted 

MURPHY. C E Region 2, Atlanta, Reactor Operations fJucle-ar Support 

Branch. 79/02/16 2pp 
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DOCKET 8TN-90 -366 Y»ltou Creel Nuclear Plant, Unit i 


7903200065 IE ln*P Repts 30-566/79-02 k 50-567/79-02 on 790123-26 No 
nontomp J iance noted Major areas inspected const status & 
plant structure'!, site preparatioii. Foundations ?< previously 
reported uniesplved items 

SWAN, W Q . BRYANT. J C Region 2, Atlanta, Office of the 

Director 79/02/13 5pp 


7903080300 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class IE Equipment," dtd 790200, tha t valve 
limit switch identified as NAMCD Model 93CHL should Tead 
SL3CML 

O'REILLY. J P Region 2. Atlanta, Office of the Director 
79/02/20 2pp 


7903140532 Forwards IE Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Concrete Expansion Anchor Bolts " 

O'REILLY, JP Region 2, Atlanta, Office of the Director 
79/03/08 2pp 


7903210087 Forwards IE Bulletin 79-03, ’‘Longitudinal Weld Defects in 
ASHE 8A-3I2 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding 6 Engineering Co '* 

O'REILLY, J P Region 2, Atlanta, OffitB of the Director 
79/03/12 2pp 


7903220020 Forwards IE Circular 79-04. "Loose Locking Nut on Limitdrque 
Valve Operators 11 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/16 2pp 


OOCKFT BTN-3Q-367 Ya 11 ow Creek Nuclear Plant. Unit 2 


79032 70344 Forwards NUREG-0323, ‘“Eum/nary of Operating Experience 
<u/R*c ircu lating Steam Generators, " which focuses on recent 
problem w/d egrad a 6 1 on Believes continued plant operation 
does not constitute undue risk 

E 1 8ENHUT , D G Assistant Director for Systems k Projects 

79/03/02 3pp 


7903290009 Identifies conflict between AC I Standard 318-71 U mechanical 
piping cedes re min test pressures L holding times for leak 
testing of piping to bo embedded in concrete Believes ACI 
requirements are excessive Flans to revise PEAR accordingly 
QXLLELAND.J E Tennessee Valley Authority 79/03/21 3pp 


7903160170 Forwards "Annual Rept 1978 M 

OILLELANDrJ E Tennessefl Valley Authority 79/03/16 Ip 


7903160217 “Annual Rapt 1973 " 

* Tennessee Valley Authority 79/03/16 42pp 


7903090005 Forwards IE Insjj Repts 30-566/79-01 k 50-367/79-01 on 
790109-12 No noncomp liance noted 

MURPHYiC E Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch 79/01/26 2pp 


7903390006 IE Insp Repts 90-566/79-0J k 50-567/79-01 on 790109-12 No 
n DTSccmp 1 lance noted Major areas inspec ted! const status, BA 
records U aud i ts. centre 1 of weld matlidvil design drawing 
review & action on previous items 

GOUGE, M J , RERQT.A R Region 2, Atlanta, Reactor Construction 

& Engineering Support Branch 79/01/26 6pp 


7902210164 Forwards JE Bulletin 79-01, "Environ Qualification of Class 
IE Equipment " W/list of 11 systematic evaluation program 
plants for Which no action is required 

O'REILLY, J F Region 2. Atlanta. Office of the Director 
79/02 /QS 2pp 


7903020376 Forwards IE Info Notice 79-04, "Degradation of Engineered 
Safety Features " 

O'REILLY, J P Region a, Atlanta, Office of the Director 
79/02/16 2p p 


7903280063 Forwards IE Insp Repts 30-56*6/79-02 50-567/79-02 on 

790123-26 No noncomp l lance noted 

MURPHY. C, E Region 8, Atlanta, Reactor Operations Nuclear Bopport 

Branch. 79/02/16 2 PP 


7903200065 IE Insp Rapt* 50-366/79-02 tc 30-56//79-02 on 790123-26 No 
noncompliance noted Major areas Inspected -const status 
plant structures. * 1 te prepare tl on, foundations St previously 
reported unresolved items 

BWANrW B , BRYANT. U C Region 8. Atlanta, Office of the 
Director 79/02/15 5p,p. 


7903080300 Informs recipients of IE Bulletin 79-01, "Environ 
Qualification of Class JE Equipment," dtd 790200, that valve 
limit switch identified as NAMCO Modol S3CML should read 
SL3CHL 

□ 'REILLY, J P Region 2, Atlanta, Office of the Director 

79/02/28 2pp 

790314055? forwards It Info Bulletin 79-02, "Pipe Support Base Plate 
Designs Using Conciete Expansion Anchor Bolts " 

O'REILLY. J P Region 2, Atlanta, Office of the Director 

79/03/08 2pp 


79032100B7 Forwards IF Bulletin 79-03, “Longitudinal Weld Defects in 
ASHE SA-312 Type J04 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding & Eng ihbov i ng Co 11 
0 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/12 2p p 


7903220028 Forwards IE Circular 79-04. "loose Locking Nut on Limltorqu* 
Valve Operatot s " 

0 'REILLY, J P Region 2, Atlanta, Office of the Director 
79/03/ 16 2pp 


DOCKET STN-50-36B N£P Nuclear, Unit l 


79Q22B0083 Ack 781129 phone calls to H Julian of C8A re projected us« 
of Quonset Point Naval Air Station !< pieparation of G9A 
impact statements for both Quonset Point S< Charlestown air 
s tat 1 ons 

FERRELL. C Accident Analysis Branch 70/11/29 2pp 


7903020181 Forwards map showing piopnsed rights-of-way for units 
Requests map showing location of Nai raqansett tribal 
reservation, including poition protected by historical 
landmark legislation 

BALLARD, R L Environmental Project Branch 1 79/02/06 9pp 


79O3O0OJ63 Notification of meeting on 79022B to discuss proposed 
revetment design criteria 

STRIGHT , R | Light Water Reactors Branch 3 79/02/09 3pp 


7903D7002B Requests an antitrust review of MA Municipal Wholesale 
Electric Co 

SNAPAR.H K Office of the Executive Legal Director 79/02/23 ip 


7903140666 Responds to end util /012O1 Hr to DOI discussing plan* for 
access control in immediate environ of proposed plant NRC 
const permit application cannot be resolved until GSA makes 
final decision on site 

VASSALLO, D D Assistant Director for Light Water Reactors 
79/02/23 6pp 


7903200032 Summarises meeting w/Noui Lnglatid Power on 7902P8 to discut* 
applicants' plan for design of revetment structural 
backfill W/encl list of attendees 

STRICHT.R L Light Water Reactors Branch 3 79/03/02 4pp 


770327O5B0 Forwards NURLG-0923, "Summary of aperatlng Experience w/ 
Recirculating Steam Generators, 11 which focuses on recent 
problems w/rfegradation Believes continued plant operation 
does not constitute undue risk 

E I SEN HUT, B 0 Assistant Director fox System* k Project* 
79/03/02 3pp 


7903263290 Requests add! inPo re capability of nuclear steam supply 
sys to Tespond to postulated ATWS transients W/ltr to major 
vendors requesting info t. forwarding NURCG-0460, Vo 1 3 W/o 

*71C l 

VAS9ALLO, D fl Assxstant Director for Light Water Reactor* 
79/03/15 4pp 


7903270456 Forwards 790124 Hr to C Andrus from AK Morse re location of 
proposed Moonstone Beach facility Requests ropt of Siting 
studies if proposals for nuclear facilities in RI 
a Interior, Dept of, Fish k Wildlife Service 79/03/20 2pp 


7903280316 Evaluates effect of total loss of onsite l< offsite AC 
electrical power Si ml 1 taneous loss of hoth sources is highly 
unlikely since multiple single failures are required foT 
such occurrence 

HARRINGTON, J New England Power Co 79/03/22 7pp 


7903150343 Forwards Amend N12 to R8AR 

STEVE N3, J R New England Rower Co 79/03/13 2pp 
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DOCKET STN-50-S6B HEP Nuclear, Unit 1 


79Q3I5D346 Amend N12 to P5AR Includes text revisions, rearalysis a# LOCA 
h miscellaneous changes 

* New England Power Co 79/02/28 400pp 

79032B0367 Forwards affidavit of distribution of PEAR Amend 12 
HARRINGTON , J New England Power Co 79/03/20 3pp 


7903130311 Forwards cwri ent schedule for remainder of environ review 
Schedule assumes timely receipt of EPA input to FES W/EPA 
770928 ltr 

DEYOUNG. R C Division of Site Safety b Environmental Analysis 
79/02/16 7pp 


7703090333 Notice of withdrawal of UN Capalba C new entry of 
FJ Wi 1 t iams as counsel for lntervonor Town of Hopkinton. 
as at 781204 Certificate of Svc end 

CAPALBOj 0 N , WILLIAMS, T J Hopkinton. RI 78/12/27 4pp 

7903060297 Informs of status of NRC SCR b DES expects to issue DES 
790330 & FES 790013 SFR depends on nine outstanding issues 
CIPKHIN. J M Branch 3 79/02/12 2pp 


7903190461 Forwards notice of withdrawal of appearance 6 new Entry 
MAC CARA TO i V J Nardone, Turo *< Naccarato 79/02/16 Jp 


7903190460 Notice of substitution of JR Payne for VJ Naccarato as 
counsel on behalf of Westerly, fil. effective 701204 
Certificate of Svc end 

NACCARATO, V J , PAYNE, J R Nat done, Turo It Naccarato 79/02/16 
4pp 

7903120402 Requests cons i d era t i on of 790122 ltr from J Feldman re use 
of nut leaT power 
PELL, C Senate 79/02/00 lp 

7902210090 Vo I 4 of Revision 3 to "General b Financial Info," including 
annual repts t< info re ML Public Svc Co Withheld (ref 
10CFR2 790) 

* New England Power Co 79/01/31 200pp 

7903200300 Notice of receipt of addl antitrust info filed on 790119 re 
t u o ad-dl ownership participants Forwards deadline for 
submittal of public views 

PARR. 0 D Light Water Reactors Branch 3 79/03/13 2pp 


7903260376 Ack receipt on 790115 of addl antitrust info re ME Public 
Svc Co *< MIA Municipal Wholesale Electric Co Federal Register 
notice end 

PARR, O » Light Water Reactor* Branch 3 79/03/13 lp 


7903260304 ACK receipt, on 7901J5, of addl antitrust info re ME Public 
Svc Co l< MA Municipal Wholesale Electric Co Federal Register 
Federal Register notice eric 1 
notice end 

PARR.O D Light Water Reactors Branch 3 79/03/13 lp 


7903260306 Ack receipt, on 790115* of addl antitrust info re ME Public 
Svc Co 6 f1A Municipal Wholesale Electric Co Federal Register 
notice end 

PARR, O D Light Water Reactors Branch 3 79/03/13 lp 


7903200127 Ack teceipt.on 790115, of addl antitrust info pertaining to 
M£ Public Svc Co 6 MA Municipal Wholesale Electric Co 
Federal .Register notice end 

PARR, O D Light Water Reactors Branch 3 79/03/13 Ip 


DOCKET STN-30-569 NEP Nuclear, Unit 2 


7903020101 Forwards map showing proposed rights-of-way for units 
Requests map showing location of Narragansett tribal 
rtservat ( on. i nclud ing portion protected by historical 
landmark legislation 

BALLARD, R L Environmental Project Branch 1 79/02/06 5pp 


7903000163 Notification of meeting on 790228 to discuss proposed 
revetment design criteria 

8TflI<JHT , R L Light Water Reactors Branch 3 79/02/09 3pp 


7903070028 Requests an antitrust review of MA Municipal Wholesale 
Electric Co 

8HAPAR i H K Office of the Executive Legal Director 79/02/22, lp 


7903140666 Responds to end util 781201 ltr to UDI discussing plans for 
access control i r< immediate environ of proposed plant NRC 
const permit appl xcation cannot bo resolved until GSA makes 
final decision on site 

VA8SALLQ, D B Assistant Director for Light Water Reactors 

79/02/23 6pp 


7903200032 Summaries meeting w/New England Power on 790220 to discuss 
applicants' plan far design of revetment U structural 
backfill W/encl list of attendees 

STRIGHT, R L Light Water Reactors Drench 3 79/03/02 4pp 


7903270590 Forwards NURE0-0523, "Summary of Operating Experience in/ 
Recirculating Steam Generators," which focuses on recent 
problems w t tfegra d at lu n Believes continued pFant operation 
does not constitute undue risk 

E I SEN HUT* D G Assistant Director for Systems & Projects 

79/03/02 3pp 


7903260298 Requests addl info re capability of nuclear steam supply 
s y 5 to respond to postulated ATWS transients W/ltr to major 
vendors requesting info tc fo-i warding Nl/REG-0460, Vol 3 W/o 
«nc 1 

0A6SALL0*D 0 Assistant Director for Light Water Reactors 

79/03/i 5 4pp 


7903270456 Forwards 790124 itr to 0 Andrus from AH Morse re location of 
proposed Moonstone Beach facility Requests rept of siting 
studies b proposals for nuclear facilities in Rl 
* Interior* Dept of. Fish b Wildlife Service 79/03/20 Spp 


7903200316 Evaluates effect of total loss of onsite it offsite AC 
electrical power Simi 1 tone o us loss of both sources is highly 
unlikely since multiple single failures are required for 
such occurrence 

HARRINGTON, J New England Power Co 79/03/22 7pp 


7703130343 Forwards Amend N12 to P5AR 

STEVENS, J R New England Power Co 79/03/13 2pp 

7903150346 Amend NIP to P8AR Includes text rev i s i an* . reana I y* l * of LOCA 
& miscellaneous changes 

* New England Power Co 79/02/20 40Dpp 

7903280367 Forwards affidavit of distribution of P0AR Amend 12 
HARR INOTON, J New England Power Co 79/03/20 3pp 


7903150311 Forwards current schedule far remainder of environ review 
Schedule assumes timely receipt of EPA input to FEB W/EPA 
770920 ltr 

DEYOUNG* R C Division of Qite Safety & Envir n nmen tal Analysis 
79/02/16 ->pp 


7903090333 Notice of withdrawal of BN Capalbo U new entry of 
FJ Williams as counsel for intervenor Town of Hopkinton, 
as of 781204 Certificate of Svc end 

CAPALBO, B N , WILLIAMS, F J. Hopkinton, HI 78/12/27 4pp 


7903060297 Informs of status of NRC BER it DES expects to issue DES 
790330 b FCS 790813 6ER depends on hln-e outstanding issue* 
CUTCH1N, J.ti Drench 3 79/02/12 2pp 


7903190461 Forwards notice of withdrawal of appearance N new entry 
NACCARATO, V J Nardonfr, Turo 5< Naccarato 79/02/16 lp 


7903190460 Notice of substitution of JR Payne for VJ Naccarato a* 
counsel on behalf a P Westerly, RI , af Pective 781204 
Certificate of Eve end 

NACCARATO, V J , PAYNE, J R Nardnne* Turo b Naccarato 79/02/16 

4pp 

7903120402 Requests consideration of 790122 ltr from J Feldman T« use 
of nuclear power 
PELL, C 8en»t« 79/02/00 lp 

7902210095 Vol 4 of Revision 3 to "General b Financial Inf o , n including 
annual repts 8< info re ME Public 8vc Co Withheld treP 
10CFR2 7901 

# New England Power Co 79/01/31 200pp 


7903200500 Notice of receipt of addl antitrust Info filed an 790113 re 
two addl ownership participants Forward* -deadline for 
•ubmitlal of public views 

PARR, □ D Light Water Reactors Branch 3 79/03/12 2pp. 
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DOCKET 8TN-50-569 NEP Nuclear, Unit 2 


7903260376 Ac* receipt on 790115 of addl antitrust info re ME Public 
Bvc C« it MA -Municipal Wholesale Electric Co Federal Register 
notice end 

PARR, 0 D Light Water Reactors Branch 3 79/03/13 Ip 


7903260384 Acl receipt, on 790115, of addl antitrust info re ME Public 
Bvc Co fc MA Municipal Wholesale Electric Co Federal Register 
Federal Register notice one 1 
notice end 

PARR i D D Light Water Reactors Branch 3 79/03/13 Ip 


7903260386 Ac k receipt, on 790115. of add! antitrust info re ME Public 
Svc Co & HA Municipal Wholesale Electric Ca Federal Register 
notice encL 

PARR, 0 D Light Water Reactors Branch 3 79/03/13 Ip 


7903200127 Ac k receipt, on 790113, of addl antitrust info pertaining to 
ME Put 1 ic Bvc Co 4 MA Municipal Wholesale Electric Co 
Federal Register notice end 

PARR.O D Light Water Reactors Branch 3 79/03/13 Ip 


DOCKET B7N-30-572 REBAR-414 


7903070160 Summary of 780915 meeting u/tfe sting ho-use to discuss future 
licensing plans for standardited N55B designs U/list of 
attendees 8c outline of Uestinghouse presentation 
O'REILLY, P D Standardization Branch 70/10/05 lBpp 


7903060SB? Summary of 7BI201 meeting in Bathe* da . MD, u/Wes ting house 
Electric COTp to discuss plans for standardited designs 
Focuses on WE plans to submit FDA-2 for RESAR-412 design 
W/encl 412 model description 

O'REILLY, P D Standardization Branch 76/12/13 5pp 


7903060083 Summary of 701201 meeting In 9 stbesda, HD u/W»s t lng h ouse 
re REBAR-414 Integrated protection sy* design verification 
program status it future plans W/encl proposed documentation 
It summery of R&D Info 

O'REILLY, P D Standard i ration Branch 7B/12/19. ?pp 


79030701 57 Summary of 701215 meeting in Q e thesda, MD u/Wes t ing h ouse 
re REBAR -414 integrated protection sys W/Ilst of attendees, 
response to NRC guidelines re design ver 1 f icati on, val i tfation 
& schedule 

O'REILLY, P D Standardization Branch 79/01/11 24pp 


7903070141 Summarizes 7BQ911 meeting to -discuss addl review effort for 
RESAR-414 integrated protection sys Staff requested 
Westinghousa to submit comments on defense in depth by 
790914 Neit meeting scheduled for 700916 

JOYCE, J Electric, Instrumentation 6 Control Systems Branch 

79/02/00. 3pp 


7903060692 Summarizes 7B1Q03 meeting to discuss addl review effort for 
RESAR-414 integrated protection ey % NRC agreed that addl 
refinement of defense-in-depth guidelines fc positions would 
be required, 

JOYCE, J Electric. Instrumentation «< Control Systems Branch 

79/02/12. 6pp 


7903060062 Summarizes 700926 meeting re addl review effort for 
REBAR-414 integrated 'pTotec t i on sy«. Purpost of meeting to 
brief NRC on preliminary conclusions re def ense-in-dep th 
assessment of fac i l i ty. W/encl lUt of attendee*. 

JOYCE, J Electric, Instrumentation 8t Control Systems Branch 

79/02/12 5pp 


DOCKET STN-S0-580 Erie Nuclear Plant, Unit 1 


7903140180 8ER re constr Suppl 1 

a Office of Nuclear Reactor Regulation NURE0-0423 79/01/25 

73pp Available at NTIG 


7903270566 Forwards NliREG-0523, '’Summary of Operating Experience 
w/Rec irculat ing Steam Generators, " which, focuses on recent 
problems w/dagrada tlon Believes continued plant operation 
does not constitute undue risk. 

EI8ENHVT, D. 0. Assistant Director for Systems & Projects 
79/03/02. 3pp, 


7903260305 Requests addl info re capability af nuclear steam supply 
ays to respond to postulated ATMS transi ents. M/ 1 tr to major 
vendor* repeating info -Sc forwarding NJREG-0460, Vol 3 W/o 
encl. 

VASBALLO, D, B , Assistant Director f-Or Light Water Reactors 
79/03/15. 4p p 


79030-70003 Motion to dismiss interveners E Stebbins U Coalition for 
Safe Electric Power as parties because contentions were 
dismissed & intervenors defaulted on responsibilities as 
parties Certificate of Svc encl 

CHURCHILL, S U Shaw. Pittman, Potts, 8, Trowbridge 79/02/16 Bp? 


79033QG5BB Requests convening of radiological health t< safety phase of 
const permit hearing Related SER suppl was issued in Jan 
Certificate of Bvc encl 

SILBERG. J E Shaw, Pittman, Potts, t< Trowbridga 79/03/05 3pp 


DOCKET STN-50-581 Erie Nuclear Plant, Unit 2 


7903140180 SER re const, Suppl 1 

* Office of Nuclear Reactor Regulation NUREG-0423 79/01/25 
75pp Available at NTIS 


7903270506 Forwards NUREG-0523, "Summary of Operating Experience 
w/Rec irculat ing Steam Generators, " which focuses on recent 
problems u/degradation Believes continued plant operation 
doe* not constitute undue risk 

■EIEENKUTi D © Assistant Director for Systems V Projects 
79/03/02 3pp 


7903260305 Requests addl info re capability of nuclear steam supply 
sys to respond to postulated ATWS transients W/ltr to major 
vendors requesting info 6 forwarding NUREQ-0460, Vol 3 W/o 
encl 

VASBALLQi D D Assistant Director for Light Water Reactors 

79/03/15 4pp 


79O3O7O0B3 Motion to dismiss intervenors E Stebbins it Coalition for 
Safe Electric Power as parties because contentions were 
dismissed l» interveners defaulted on x esponsxb 1 1 itles as 
parties Certificate of Svc encl 

CHURCHILL, a W Shaw, Pittman. Potts, ?< Trowbridge 79/02/16 Gpp 


790330-0380 Requests convening of radiological health & safety phase of 
const permit hearing Related SER suppl was issued in Jan 
Certificate of Svc end 

8ILDERG.J E Shaw. Pittman, Potts, & Trowbridge 79/03/05 3pp 


DOCKET 90-582 Sundesert, Unit i 


7903270929 Forwards NUREG-0323, "Summary of Operating Experience 
w/Rec I rcula ti ng Steam Generators, " which focuses on 
recent problems w/dogradati on Believes continued plant 
operation does not constitute undue riel 

EtBENHJT, D. 0 Assistant Director for Systems 6 Projects 

79/03/02 3p p 


790321C230 Notes that BAND77-1927 contains potentially relevant info r* 
issue of spent nuclear fuel sabotage Forwards copy of ?90122 
unclassified transmittal memo Will forward NRC assessment 
of info when available 

BORDENICK, P M Branch 4 79/02/07 3pp 


DOCKET 50-503 Sundeserti Unit 2 


7903270529 Forwards NUREG-0523, "Summary of Operating Experience 
w/RecIrcu lat Jng Steam Generators, " which focuses on 
recent problems- w/tf egradetion Believes continued plant 
operation does not constitute undue risk 

EIBENHUT, D G Assistant Director for Systems & Projects 

79/03/02 3pp 

7903210230 Notes that SAND77-1927 contains potentially relevant info re 
Issue of spent nuclear fuel sabotage Forwards copy of 790122 
unclassified transmittal memo Will forward NRC assessment 
□f info when available 

DORDENICU, B M Branch 4 79/02/07 3pp 


DOCKET 3TN-50-5B4 OIBDSAR, Gibbs Hill 


7903230201 Responds to 790108 1 tr requesting guidance or c 1 art f i c a t i ort 
re 01BB8AR design Current policy is to discourage inclusion 
of option* within a single preliminary design approval 
BOYD. R S Division of Project Management 79/03/00 3pp 


7903190215 Forwards Amend 10 to GIB89AR 

PRIETO, R Gibbs It Hill, Inc (subs of Dravo Corp ) 79/03/09 Ip 


7903190225 Amend 10 to GIBBSAR supporting application for preliminary 
approval of std plant design W/ov«r*lied drawings. 

PRIETO, R Gibbs 8t Hill, Inc (subs of Dravo Corp ) 79/03/D? 

277pp 
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DOCKET STN-SO-591 ESSAR, EflASCQ Services 7903090369 Forwards petition for co-intervention of Palo Verde Nuclear 

— — - I n terve nor* 

BARD, L Affiliation Unknown 79/02/14 lp 

7 9031 "5 0440 Summary of 790123 meeting between NRC 6 Ebasco re ESS AR 
review schedule Topics included Ebasco changes in regulatory 

requ i remen ts *» review of three referenced NSSS designs 7903090377 Petition for co-intervention by Palo Verde Nuclear 

SHELL, J C Standardization Branch 79/03/01 ip Interveners Expresses concern for safety & welfare of 

members in case of accident t< agrees iu/content i ops filed fry 
L Brad on 780911 

RHODES, L Palo Verde Nuclear Interveners 79/02/14 Ip 

XHKKET STN-S0-&92 Palo Verde Nuclear Station, Unit 4 


7903140293 Specifies three mods that may be 
concern* re ATWS Requests commitment that 
not preclude these mods 

PAftft.O D Light Water Reactors Branch 


necessary to 
plant design 

3 79/02/14 


resolve NRC 
Will 

3PP 


7903060261 Responds to 790110 ltr urging Commission to fund 
intervention proceedings Concludes such action is 
inappropriate 

HENDRIE, J M Commission 79/02/26 lp 


7903200439 Forwai ds mfo re alternative transmission line routes, as 
requested in NRC 790220 ltr 

VAN DRLfNT.E E Ariiona Public Service Co 79/02/20 22pp 


7903210402 Forwards written statement of M Reader as limited 
appearance Statement concerns moral obligation programs 
versus technology needs 

SQHINKI i B M Branch 3 79/02/26 53pp 


7903210156 Forwards “Biological Assessment of Piopoeed Transmission 
Line Corridors Linking Valley !< Mira Lama Substations 1 ' & 
eap Hap not end 

VAN BRUNT. E E Ariiona Public Service Co 79/02/20 2pp 


7303210162 “Biological Assessment of Proposed Transmission Line 
Corridors Linking Valley % Mira Lome Substations 11 
# Ariiona Public Service Co 78/12/31 40pp 


7903220139 Notice of appearance af CA Dischpff on behalf of joint 
applicants Certificate of Svc end 
9 ISCHOFF, C A Snell & Wi lmer 79/02/26 3pp 


79032&0I92 Discusses stipulation of ap p 1 leant, NRC & L Bard re 
contentions to be admitted Parties have agreed that certain 
stipulations in intervention petition are to be withdrawn & 
replaced w/other stipulations W/Cer b i f icate of Svc 
SQHINKI, 6 M Dranch 3 79/02/26 4pp 


7903020316 Objects to 790102 conclusions V recommendations of 
Regulatory Requirements Review Committee fleeting 81 
re application of Alternate 4 as contrary to NRC 
standard i lation policy 

VANBRUNT, E E Ariiona Public Service Co 79/02/20 2pp 


7903270573 Forwards NtlftEQ-0523. "Summary of Operating Experience 
u/Rec ir cul atlng Steam Generators, M which fetuses on recent 
problem w/degradation Believes continued plant operation 
does not constitute undue risk 

EISENHUT, D G Assistant Director for Systems l Projects 

79/03/02 3pp 


7903120253 Opposes suggested changes in stations' design to implement 
NUREG-0460, Vol 3 Requests reconsideration in light of 
standardization program t* industry support 
VANBRUNT, E E Arizona Public Service Co 79/03/07 3pp 


79032OO3B9 Notification of 790321 meeting w/AZ Public Bvc to discuss 
seepage analysis (4 proposed design basis groundwater level 
STRIGHTiR L Light Water Reactors Branch 3 79/03/07 2pp 


7903210450 Forwards I0CFR2, 20. 50. 51« 71, 73 U 100, per 790221 prehearing 
Conference discussion 

&OHINKI , B M Branch 3 79/02/27 lp 


7903230136 Amend 3 to intervention petition Contains three contention* 
re transportation of hazardous mails 
SARD, L Affiliation Unknown 79/03/02 Ip 


7903210393 Responds to Palo Verde Nuclear Istervenor* 790214 petition 
for co-intervention A5LB should grant petitioner reasonable 
time to amend defects identified in pleading Certificate 
of Svc end 

BOHINK.1,5 M Branch 3 79/03/06 Bpp 


79032301 53 Grant L Bard's intervention petition *< four petitions to 
participate Sets schedule for completion of public hearing 
& filing date far limited appearance requests 

LAZO, ft, ti Atomic Safety and Licensing Board Panel, 79/03/06 7pp 


7903300392 "Annual flept k97Q " 

# Arizona Public Service Co 79/02/22 36pp 


79032 1 0167 Roquests NRC comments on const of 500 kV transmission 
line interconnection between facilities of AZ Public Bvc Co 
b San Diego Gas & Electric Co 

VAN BRUNT, E E Arizona Public Service Co 79/03/12 5pp 


7903230067 Requests addl info re capability of nuclear steam sgppj-y syt 
to respond to postulated ATWQ transients W/ltr to major 
vendors requesting info 6 forwarding NUREG-0460, Vo 1 3 W/o 

«nel 

VAS3ALL0rD & Assistant Diroctoi for Light Wator Reactors 
79/03/15 3pp 


7903270293 Notification of 790329 meeting w/ACRS subcommittee in 
Phaenk «r Arl 1 ona to discuss review of const permit 
application fry Arizona Public Bvc Co 

SfRIGHlVft L Light Water Reactors Branch 3 79/03/16 2pp 


790D070222 Forwards proof 
officials on /90302,per 
VANBRUNDTrE E Arizona 


Of svc for Amend 3 
10CFR2 101(a)(3) 
public Service Co 


to PSAR, served upon 
79/03/02 4pp 


1 1 sted 


7903130029 Forwards SFR in connection w/app 1 icatian for const permit 
6 federal Register notice 

PARR, Q 0 Light Water Reactors Branch 3 79/03/01 2pp 


7903090117 Confirms 790223 meeting in 
GOLDBERG, J R Anti-Trust Division 


7903020351 In response to NRC request 
antitrust hearing on applications I 
SHENEFIELD, J H Justice, Dept of 


Dethesda, ME 

79/02/09 lp 


for advice, advise 
s necessary 

79/02/22 4pp. 


t that no 


7903190067 Forwards addl antitrust info re section 105c of Atomic 
Energy Act of 1934, as amended.™ expanded ownership of 
facility 

SALTZMANrJ Antitrust U Indemnity Group 79/02/28 Ip 


7903120963 Forwards IE Tnsp Repts 3Q-592/7B-02 I* 50-993/70-02 or 
781 106-09 No noncompl lane » noted 

SPENCER, G 8 Region 3, San Francisco, Reactor Construction U 

Engineering Support Branch 79/01/31 2j>p 


7903120571 IE Tnsp Repts 50-392/78-02 50-593/78-02 on 781106-08 No 

none ompllanca noted Major areas inspected, OA program re 
design L procurement activl ties, audi ts & site 
invest igat i o-ns 

VDRDERBRUEGGEN , 1 HUTSON, T W. , HAYNES, R C Region 3r San 

Francisco, Reactor Cotis true t ion S< Engineering Support Branch 
79/01/30 7pp 


7903130030 
PARR, 0 D 


Notice of availability of SER re 
Light Water Reactors Branch 


proposed plant 
3 79/03/01 


2pp 


7903130069 SER re application for const permit 

* Office of Nuclear Reactor Regulation NUREG-0320 79/02/30 
5Q0pp Available at NT1S 


7903080519 Transcript of special prehearing conference in Phoenix, Az 
Pp 1-106 

LAZO, ft M , G1LINBKY, V „ STODER.G J. Atomic Safety and Licensing 
Board Panel 79/02/21 I06pp 


7903220373 Forwards SER for ACRS review Four issues in Section 1. S 
TfJtain outstanding 6 will require .resoluti on before 
Issuance of const permit 

VASSALLCh D B Assistant Director for Light Water Reactors 

79/03/01 Ip 
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DOCKET STM-50-593 Palo Verde Nuclear Station, Unit 5 


7903140293 Specifies three mods that may be necessai y to resolve NRC 
concerns re ATWS Requests ccir.ni tmen t that plant design will 
not preclude these mods 

PARR.O D Light Water Reactors Branch 3 79/02/14 3pp 

7903200459 Forwards info re alternative transmission line routes, as 
requested in NRC 790220 1 tr 

VAN BRUNT i E E Ar liona Public Service Co 79/02/20 22pp 


79035101 56 Forwards "Biological Assessment of Proposed Transmission 
Line Corridors Linking Valley 1* Mira Lama Substations" fc 
map Map not enc l 

VAN BRUNT, E E Arizona Public Service Co 79/02/20 2pp 


7903210165 "Biological Assessment of Proposed Transmission Line 
Corridors Linking Valley tt Mira Lama Substations " 

+ Arizona Public Service Co 78/12/31 40pp 


7903060261 Responds to 790U0 ltr uiging Commission to fund 
intervention proceedings Concludes such action is 
inappropriate 

MENDRIE, J M Commission 79/02/26 lp 


7903210402 Forwards written statement 
appearance Statement concerns moral 
versus technology needs 
S0H1NKI.S M Branch 3 79/02/26 


of M Reader as limited 
obligation programs 

53 pp 


7903220139 Notice of appearance 
applicants Certificate of Svc 
OISCHOFF.C A Snell b Wi lmer 


of CA Rischoff on behalf of 
enc 1 

79/02/26 3pp 


joint 


7903260152 Discusses stipulation of applicant, NRC b L Bard re 
contentions to be admitted Parties have agreed that certain 
stipulations in intervention petition are to be withdrawn U 
replaced w/other stipulations W/Cer t i f > cate nf Svc 
SOHINH.I.S M Branch 3 79/02/26 4pp 


7903020316 Objects to 790102 conclusions t< r eeammendat i on* af 
Regulatory Requit aments Review Committee Meeting Bl 
re application of Alternate 4 as contrary to NRC 
standard! zation policy 

VAN B RUNT, E E Arizona Public Service Co 79/02/29 2pp 


7903270573 Forwards NURE0-0523, "Summary of Operating Experience 
u/R« c Ircu 1 atlng Steam Generators." which focuses on recent 
problem w/d egradafcson Believes continued plant operation 
does not constitute undue risk 

E16ENHUT. D G Assistant Director For Systems h Projects 

79/03/02 3pp 


7903210450 Forwards I0CFR2, 20, 50, 51 . 71 . 73 fc< 100. per 790221 prehearing 
conference discussion 

SCIHINKI.S n Branch 3 79/02/27 ip 


7903230136 Amend 3 to intervention petition Contains three contentions 
re transportation of hazardous metis 
DARDiL Affiliation Unknown 79/03/02 lp 


7903210399 Responds to Palo Verde Nuclear Intervenors 790214 petition 
foT co-intervention ASL B should grant petitioner reasonable 
time ta amend defects identified in pleading Certificate 
of Svc end 

SGKTNKI.S M Branch 3 79/03/06 9pp 


7903120255 Opposes suggested changes in stations' design to implement 
NUREQ-G460, Vol 3 Requests reconsideration in light of 
standard 1 ration program & industry support 
VANBRUNT, E E Arizona Puh li c Service Co 79/03/07 3pp 


7903280153 Grant L Bard's intervention petition ?< four petitions to 
participate Sets schedule for completion of public hearing 
& filing date for limited appearance i equests 

LAZO, R M Atomic Safety and Licensing Board Panel 79/03/06 7pp 


79032003 B 9 Notification of 770321 moating w/AZ Public Svc to discuss 
seepage analysis & proposed design basis groundwater level 
8TRIGHT«F1 L Light Water Reactors Branch 3 79703/07 2pp 


7903300392 "Annual Rept 1978 " 
# Arizona Public Service Co 


79/02/22 36p p 


7903210187 Requests NRC comments on conlt of 500 kV transmission 
line interconnection between facilities of AZ Public Svc Co 
L Ban Diego Gas & Electric Co 

VANBRUNT. E E Arizona Public Service Co 79/03/12 5pp 


7903280067 Requests addl info re Capability Of nuclear steam supply sys 
to respond to postulated ATWB transients W/ltr to major 
vendors requesting info b forwarding NUHEQ-0460, Vol 3 W/d 

tncl 

VASSALLQ. D 0 Assistant Director for Light Water Reactors 

79/03/15 3pp 


7903270295 Notification of 790329 meeting w/ACRS subcommittee in 
Phoeni u Ari zona to discuss review of const permit 
application by Arizona Public Svc Co 

8TRI0HT, ft L. Light Water Reactor* Branch 3 79/03/16 2pp 


7903070252 Forwards proof of svc for Amend 3 to PEAR, served upon listed 
Officials on 790302, par IOCFR2 i01Ca)O) 

VANBRUNDT, E- E Arizona Public Service Co 79/03/02 4pp 


7903130029 Forwards SER in connection u/appl icat ion for const permit 
tt Federal Register notice 

FARR, O. D Light Water Reactors Branch 3 79/03/0 1 2pp 


7903050117 Confirms 790223 meeting in Bethesda, HD 
GOLDBERG, J R Anki-Ttust Division 79/02/09 Ip 


7903020351 In response to NRC request for advi c e, advi *«? s that no 
antitrust hearing on applications is necessary 
SHENEFIELD. J H Justice, Dept qf 79/02/22 4pp 


7903190067 Forwards addl antitrust info re section 105c of Atomic 
Energy Act of 1934, as amended. re expanded ownership of 
facility 

SALT2MAN, J Antitrust 6 Indemnity Group 79/02/2B lp 


7903120565 Forwards IF Insp Repts 30-592/70-02 5, 30-593/78-02 on 
781106-08 No noncomp 1 lance noted 

SPENCERjO 9 Region 5. San Francisco, Reactor Construction t 

Engineering Support Branch 79/01/31 2pp 


79 03120 571 IE Insp flupts 50-592/70-02 b 50-593/7B-02 on 761106-00 tfo 
noncompliance noted Major areas inspected QA program re 
design 6 procurement ac ti vi ties, and i is & site 
investigations 

VORDERBRUEGGEN. , HUTSON, T W , HAYNES, R C Region 5, San 

Francisco, Reactor Construction 6 Engineering Support Branch 
79/01/30 7pp 


7903130030 
PARR, 0- D 


Notice of availability of SER re 
Light Water Reactors Branch 


proposed plant 
□ 79/03/01 2pp 


7903130065 6ER re application for const permit 

« Office of Nuclear Reactor Regulation NUREQ-0520 79/02/26 
soopp Available at NT IS 


7903080519 Transcript of special prehearing conference in Pfioenii.Ai 
Pp 1-106 

LAZO, R M , GILINSKY, V , STOflER, Q J Atomic Safety and Licensinj 
Board Panel 79/02/21 106pp 


DOCKET 8TN-30-99S GAISSAR, Gilbert Associates 


7903220273 Forwards SER for ACRB review Four issues in 
remain outstanding 6 will require resolution before 
Issuance of const permit 

VA8SALL0»D 9 Assistant Director for Light Water 


Section I B 
Reactors 


7903150290 Forwards Amend 3 to SAR, w/technical b editorial changes 
Requests future NRC correspondence be sent to H Lorenz, Or oup 
Vice President 

LORENZ. H Gilbert Associates, Inc 79/03/14 22Bpp 


DOCKET STN-90-596 New Haven, Unit 1 


7903010004 Forwards Federal Register notice of hear ing, not l ce of 
receipt of application b availability of environ rept 
Display ad placed in two local papers. Const permit 6 
operating license applications now docketed 
PARR, 0 D light Water Reactors Branch 3 79/02/06 2pp 



ODCMET 5TN-50-596 New Haven. Unit 1 


23S 


DOCKETED SERIES 


7903010005 Notice of heai ing of application for const permit* for two 
FUR* kcated lit Oswego County, NY Hearing to be conducted by 
AS -a Discusses 1 ad i o 1 og i 1 a 1 t> enviion issues re Atomic 
Energy Act 

tNILK.S J Office of the Secretary of the Commission 79/02/05 

I Ipp 


7903-010007 Notice of receipt of application for const permits & 
operating licenses ♦< availability of environ rept Discusses 
related heai ing t licensing procedui es 

DR DUE RICK. A W Light Watei Reactors Branch 3 79/02/02 4pp 

7 9030903 3 B Provides inFa to assist in bringing maps up-to-date re 
plant const 

PAftR.a D Light Watei Reactors Branch 3 79/02/06 Ip 


archaeological resnnrr^ n «n 1)51 4Ca 9 e environ rept re 

uhat t V p. of testing «« p.r?o™« *" ** •*«'*»« 

DELAPaf.TE.CT , or .' ^ 7„0 3 , 1S 2pp 

7903300 168 Wishes ttj intervene in ..ll.,, , 

proposed facility Concerned »a»tt#iMll!! J,™"' t °5 #r * tlon of 
£>n safe transportation of chtl!£ln J , ^ l " pact of c °n*t 
school population CMldP *" * lnpact change m 


pop 

VONINSKI, p 


Meiico Academy V Centra] School HE. NY 


79/03/26 2pp 


respcnsl io'j'S!sk'p'‘79030l ‘ n 

SHAPAR.HK Office of the E.eeutiv. Lego, Director 79/02/28 


2 pp 


7 9031 30 263 Forwards questions re instrumentation & control 
PAPR. a D Light Water Reactors Branch 3 79/02/16 Spp 


7903260178 NY State Energy Qfc 's 
state Certificate of Svc end 
KUHBERQ, 8 Q New York. State 


petition to participate as interested 
of 79/03/05 4 pp 


7903130455 Notification nf 790227 meeting w/NY State Electric b Oas 
CoTp to discuss j nstr umentat ion f< control acceptance review 
questions 

CAPRA* R Light Water Reactors Branch 3 79/02/16 2 pp 


7903160236 Forwards affidavit of svc t 
fUNTIQH.A E New York State Electric 


svc list. per 
*i Gas Corp 


NRC 790119 request 
79/03/13 3pp 


7903210276 Notification of date change of meettng w/NY State Electric h 
Caa Corp* from 790227 to 790220 Purpose of meeting is to 
dltcusa instrumentation tr ronlral sgs acceptance review 

questions 

CAPRA. R Light Water Reactors Branch 3 79/02/16 Ip 


7903210279 Notification of 790306 meeting w/NY State Electric it Gas 
Corp in A1 bang, NY. t o discuss administrative procedures to be 
followed in amending Environ Rept 

SELLS. D E Environmental Project Branch 2 79/03/01 3 pp 


7 903270620 Forwards NURCG-0523, “Summary of Operating Experience W/ 
Recirculating Gteam Generators," which focuses on recent 
problems w/degrada t r on Believes continued plant operation 
does not constitute undue risk 

E ISEHHUT# D G Assistant Director for Systems l< Projects 
79/03/02 Jpp 


7903130205 Forwards data tape containing meteorological U air quality 
data used in impact analysis Also forwards hard copy 
pflrtowt of first & last 50 records to fulfill requirements 
of Reg Guide 1 /O.Section 2 3 3 

KINTIGH* A L New Yoi k State Electric N Gas Corp 79/03/09 lp 


DOCKET STN-50-S97 New Haven.. Unit 2 


Par-wards Federal R.gUUr nat.ce of hear.ng, no Uc. of 
receipt of application b availability of environ rept 
Display ad placed in two local papers Const permit & 
operating License applications now docketed 
PARR. 0 D Light Water Reactors Branch 3 79/DP/06 2 pp 


7 e? Sw 2 10 ? 05 h * aMng application for const permits for two 

PWRs located in Oswego County. NY Hearing to be conducted by 
A3LD Discusses radiological 6 environ issues re Atomic 
Energy Act 

CtifLK'S J Office of the Secretary of the Commissio 
1 lpp 


79/02/03 


7903010007 Notice of receipt of application for const permits 6 
operating 1 icenses availability of environ rept Discusses 
related hearing b licensing procedures 

DRDhERICK, A W Light Water Reactor* Branch 3 79/02/02 4pp 


79G309033B Provides info to assist in bringing maps up-to-date re 
plant const 

PARR . 0 D Light Water Reactors Branch □ 79/02/06 ip 


79032602BQ Forwards ltr* sent to town supervisors at* each alternative 
site p«r 10CFR2 101 f< applicable nows releases on alternate 
Sit* **lecUo«is Desmbes meetings u/local officials at each 
sit* location 

HAY.fi U New York Stale Electric 6 Gas Corp 79/03/21 37pp 


7903300215 Forwards two qvbi site maps of site b vicinity showing 
relationship of site to nearby streams, both pro- b post- 
const Responds to acceptance review question 

KINTIGH. A E New York State Electric b Qa* Corp 79/Q3/2B Ip 


7903J50252 Forwards affidavit of svc for Amend 1 to PSAR 8 * const permit 
*pp I l-ca t ion 

MNTJGH.-A E New York State Electric b Gas Corp 79/03/12 4pp 


7903300366 Forwards Amend 2 to PSAR 

KtNTlGH. A E Public Service Electric U Gas Co of New Jersey 
79/03/23 2pp 


7903130263 Forwards question* re instrumentation 6 control 
PARR . Q D L i ght Water Reactor* Branch 3 79/02/16 5pp 


7903130435 Notification of 790227 meeting w/NY State Electric b Das 
Corp to discus* instrumentation It control acceptance review 
ques t i ory* 

CAPRA, R Light Water Reactors Branch 3 79/02/16 2pp 


7903210276 Notification of date change of meeting w/NY State Electric !i 
Gas Corp, from /90P27 to 790220 Pwipoae of meeting is to 
discuss instrumentation & control sy* acceptance review 
question* 

CAPRA, R Light Wafcor Reactors Branch 3 79/02/16 ip 


7903210279 Notification of 790306 meeting W/NY State Electric b Gas 
Corp in Albany, NY. to discuss administrative procedures to be 
followed in amending Environ Rept 

EELL&i D E Environmental Project Branch 2 79/03/01 3pp 


7903300367 Amend ? to PEAR W/oveisiie drawings 

* Public Service Uectrtc b Gas Co of New Jersey 79/03/23 
200 p 9 


7903070323 Offers no objections to NY State Electric l< Gas Corp 
• nviTon rept te envm age of mineial resources it mining 
THOMSON. R D Interior, Dept of. Bureau of Mines 79/03/02 lp 


7903230173 Forwards Amend 1 to Environ Rept 

MNTUGH. A E New York State Eloctnc 6 Gas Corp 79/03/16 I3pp 


7903270620 Forwards NUREG-0523, "gummaru of Operating Experience W/ 
Recirculating Steam Generators, 
problem* w/d egrad at ion Believe* 
does not constitute undue risk 
EISENHUT, D G Assistan 
79/03/02 3pp 


79031 50285 Forwards data tape containing meteorological U air 
data used in impact analysis Also forward* hard copy 
printout of first & last 50 records to fulfill requirements 
of Reg Guide 1 70, Section 2 3 3 

K.INTIOH 1 A E New York State Electric 6 Gas Corp 79/03/09 


quality 


lp 


79M230-177 Fnviron Rept Amend 1, comprised of page change*. & responses 
to NRC 790119 request for add! info 

e New York state Electric ?< Gas Corp 79/03/16 I600pp 


7903150252 Forwards affidavit of svc for Amend 1 to P 8 AR 6 const permit 
KINTIOH.A E New York State Electric 6 Gas Corp 79/03/12 4pp 


79031900-4 5 Forwards agreement between NRC 8 < State of NY for Public Bvc 
Commission of NY to provide section* for DE 8 6 FES 
GQSSICK.L V Office of the Executive Director for Operation* 
79/02/26 13pp 


7903300366 Forwards Amend 2 to PSAR 

KlNTtGH, A E Public Service Electric it Gas Co 
79/03/B3 2pp 


of New Jersey 



DOCKETED SERIES 


DOCKET §7N-3Q-5?3 Palo Verde Nuclear Station* Unit 5 


7903140293 Specifies three mods that (nay be necessaiy to resolve NRC 
concerns re ATW3 Requests commitment that plant design will 
not preclude these mods 

PAflR.O D Light Water Reactors Branch 3 79/02/14 3pp 


7903200439 Forwards info re alternative transmi s s i on Sine ioute*«as 
requested In NRC 790220 ltr 

VAN BRUNT* E E Aritana Public Service Co 79/02/20 22pp 


79032101 Si Forwards "Biological Assessment o-f Pi oposed Transmission 
Lin* CorridoTa Linking Valley i- Mira Loma Substations 11 U 
map hap not end 

VAN BRUNT* E E Aruona Public Service Co 79/02/20 2pp 


7903210162 "Qiologlcal Assessment of Proposed Transmission Line 
Corridors tinting Valley & Mira Loma Substations •* 

* Arisona Public Service Co 70/12/31 40pp 


7903060261 Responds to 790110 ltr urging Commission to Fund 
intervention proceedings Concludes such action is 
inappropriate 

HENDftlE* J M Commission 79/02/26 lp 


7903210402 Forwards written statement of M Reader as limited 
appearance Statement concerns moral obligation programs 
versus technology needs 

SOH I NK ] * 5 M Dranch 3 79/02/26 33pp 


7903220139 Notice of appearance of CA Bischoff on behalf of joint 
applicants Certificate of Svc end 
B ISCHDFF, C A Snell t< Wi lmer 79/02/26 3 PP 


79032601 52 Discusses stipulation of ap p 1 1 c ant* NRC 6 L Bard re 
contentions to be admitted Parties have agreed that certain 
stipulations in jntei venti on petition are to be withdrawn X» 
replaced u/other stipulations W/Cert j f i cate nf Bvc 
SOH 1 NK 1 < S M Branch 3 79/02/26 4pp 


7903020316 Objects to 790102 conclusions f< recommendations of 
Regulatory Requirements Review Committee Meeting 31 
re application of Alternate A as contrary to NRC 
standardisation policy 

VANBRlINTrE E Arizona Public Service Co 79/02/20 2pp 


790-3270373 Forwards NUREG-0523, "Summary of Operating Experience 
w/R«c i r cula t t ng Steam Oeneretars* " which focuses on recent 
problem w/d egradation Believes continued plant operation 
doai not constitute undua risk 

EISENHUTrD G Assistant Director for Systems l* Protects 

79/03/02 3p p 


7903 I 202 09 Opposes suggested changes in stations' design to implement 
NUREG-0460* Vol 3 Requests reconsideration in light of 
standardization program & industry support 
VANBRUNTi E E Ariiona Puhllc Service Co 79/03/0/ 3pp 


7903200309 Notification of 790321 meeting w/az Public Svc to discuss 
* nal V* U ** proposed design basis groundwater level 
STRICHT.R L Light Water Reactors Branch 3 79/03/07 2pp 


79032104 50 Forwards lOCTRa. 20 50.31.71*73 U 100. per 790221 prehearing 
conference discussion 

SOH INK 1 1 S M Branch 3 79/02/27 ip 


7903230136 Amend 3 to intervention petition Contains three contentions 
re transportation of hazardous matls 
BARD, L Affiliation Unknown 79/03/02 Ip 


7903210398 Responds to Palo Verde Nuclear Interveners 790214 petition 
for c o- i nter vrnt i on ASl R should grant petitioner reasonable 
time to amend defects identified in pleading Certificate 
of Svc end 

fiOHINKlrS M Branch 3 79/03/06 Bpp 


7903280153 Grant L Bard's Intervention petition 6 four petitions to 
participate Sets schedule for completion of public hearing 
t filing date for limited appearance requests 

LAZOrR M Atomic Safety and Licensing Board Panel 79/03/06 7pp. 


7903300392 "Annual Rept 197B “ 

* Ariiona Public Service Co 79/02/22 36pp 


7903210107 Request* NRc comments on Const of 500 kV transmission 
line Interconnection between facilities of AZ Public Svc Co 
it San. Diego Gas 6 Electric Go 

VANBRUNT, E E Artiona Public Service Co 79/03/iB 3pp, 


7903280067 Requests add 1 info re capability of nuclear steam supply sgs 
to respond to postulated ATUIS transients W/]tr to major 
vendors requesting info h forwarding NUR.EG-0460. Vo 1 3 W/o 
enc I 

7 S>nS/iS' D 2 Assistant Director for Light Water Reactor* 


7903270293 Notification of 790329 meeting w/ACRB subcommittee in 
Phoeni *, ArUona to discus* review of const permit 
application, by Arizona Public Svc Co 

9TRIGHT, R L Light Water Reactors Branch 3 79/03/16 2 pp. 


7903070222 Forwards proof of svc for Amend 3 to PSAR* served upon listed 
officials on 790302,per 10CFR2 ioi<a><3> ' 

VANBRUNDTjE s Arizona Public Service Co 79 / 03/02 4 pp 


7703130029 Forwards SER in connectlo 
b Federal Register notice. 

PARR* 0 D Light Water Reactors 


n w/app 1 icat ion for 
Branch 3 79/03/01 


c onst 

Bpp 


permit 


7903050117 Confirms 790223 meeting in Qethesda*MD 
GOLDDtflO.J R Antl-Tivst Division 79/02/09 Ip 


7903020351 In response to NRC request for ad vi c e. odvi see that no 
antitrust hearing on applications is necessary 
EHENEF I ELD. J H Justice, Dept of 79/02/22 4pp 


7903190067 Forwards add! antitrust info re section 105c of Atomic 
Energy Act of 1934. as amended* re expanded ownership of 
facility 

EALTZHAMi J Antitrust 6 Indemnity Group 79/02/20 lp 


7903120565 Forwards IE Insp Repts 50-592/78-02 & Sa-&73/7a-02 on 
781106-08 No noncomp 1 ianco noted 

SPENCFR. 0 8 Region 5* San Francisco* Reactor Construction 6 

Engineering Support Branch 79/01/31 2pp 


7903120571 IE Insp Repta 50-592/70-02 h 30-593/70-02 on 70 J 106-08 No 
norcompl iance noted Major areas inspected Qa program re 
design & procurement ac tjvl ties, audits & site 
investigations 

VORDERBRUEGCEN. * HUTSON* T 14 , HAYNG8* R C Region &*. Ban 

R eac fc°i Construction 8< Engineering Support Branch 
79/0 1 /30 7p p 


7903130038 Notice of availability op gER re 
PAflRU 0 D Light Water Reactor* Branch 


proposed plant 
3 79/03/01 2pp 


7903080519 Transcript of special prehearing conference In rhovnli.Ar 
Pp 1~106 

LAZO* ft n , GILINSKY.V , STUBER. Q j Atomic Safety and Licensing 
Board Pane) 79/02/21 106pp 8 


DOCKET STN-50-S99 GA16SAR, Gilbert Associates 


7903150290 Forwards Amend 3 to SAR. w/ technical << editorial changes 
Request* future NRC correspondence be sent to H Lorenz* Oroua 
Vic* Frasident r 

LORENZ* H Gilbert Associates, Inc 79/03/14 220pp 


DOCKET &TN-50-596 New Haven* Unit 1 


7903010004 Foiwards Federal Register notice of hear ing. no fc i c » of 
receipt of application 8c availability of environ rapt 
Display ad placed lit two local papers Const permit t* 
operating license applications now dockctod 

PARR*0 D Light Water Reactors Branch 3 79/02/06 2pp. 
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DOC WET STN-50-596 New Haven* Unit 1 


7903010003 Notice of healing of application for const permits for two 
PMRk located in Oswego County.NY Hearing to be conducted by 
ASLB Discusses radiological A environ issues re Atonic 
Energy Act 

CHlLKrS J Office of the Secretary Of the Commission 79/02/03 

llpp 


7903010007 Notice of ieceipt of application for const permits & 
operating licenses t availability of eiwnon rept Discusses 
related hearing t licensing procedures 

DROMERICK.A U Light Water Reactors Branch 3 79/02/02 4pp 


7903090333 Provides info ta assist in bringing maps up-to-date re 
plant const 

PARR. 0 D Light Water Reactors Branch 3 79/02/06 lp 


7903130263 Forwards questions re ins tt umentet i on & control 

PARR, 0 D Light Water Reactors Blanch 3 79/02/16 5pp 


7903210337 Forwards comments on const stage environ rept re 
archaeological i Bsources Believes more field investigation 
of site area should be done, u/c lar i f 1 cat i on as to exactly 
what type of testing was performed 

DELAPQ-RTE, C T Interior, Dept of 79/03/15 2pji 


79033001 &B Wishes to intervene in matter of const & operation of 
proposed facility Concerned specifically w/impact of const 
on safe transportation of children It impact on change In 
school population 

VON I NS K ] i P Mexico Academy h Central School ME* NY 79/02/26 2pp 


79030900B7 Informs of ways to participate In NRC proceedings in 
response to J Bishop 790201 ltr Forwards 790209 Federal 
Register notice b 10CFR2 "Rules of .Practice for Domestic 
Licensing Proceedings " U/o ends 

SHAPARiH K Office of the Executive Legal Director 79/02/23 2 p p 


7903260176 NY State Cnergy Ofc's petition to participate as interested 
state Certificate of Svc enc 1 

KLIMBERQ* S D New York, State of 79/03/03 4pp 


790-3130455 Notification of 790227 meeting w/NY State Electric It Oa* 
Cor p to discuss ui*ti umentat l on ?* control acceptance review 
quest l one 

CAPRA, R Light Water Reactors Branch 3 79/02/16 2pp 


7903160236 Forwards affidavit of svc It svc list, per 
KINTIGH, A F New Yoi k State Electric It Gas Corp 


NRC 790*19 request 
79/03/13 3pp 


79032(0276 Notification of date change of meeting w/NY State Electric !< 
Gas Corp. fi am 790227 to 790228 Purpose of meeting is to 
discuss instrumentation ?< rontrol sys acceptance review 
quest i on a 

CAPRA, R Light Water Reactors Branch 3 79/02/16 ip 


7903210279 Notification of 790306 meeting w/NY Stale Electric it Gas 
Corp in Albany. NY* to discuss admi m s ti at l ve procedures to be 
followed in amending fcnviion Rept 

SELLS, D E Environmental Project Branch 2 79/03/01 3pp 


7903270620 Foruaid* NURCG-0523. “Summary of Opeiating Experience W/ 
Recirculating Steam Oenoi atorsi " which focuses on recent 
problems w/ d egrada t i on Relieves continued plant operation 
does not constitute undue risk 

EISENKU7. D G Assistant Director for Systems It Projects 

79/03/02 Jpp 


7903150205 Forwards data tape containing meteorological & air quality 
data used in impact analysis Also fciwards hard copy 
printout of first f< last 30 records to fulfill requirements 
of Reg Guide I 70* Section 2 3 3 

KINTIGH, A h. New Yoi V State Electric A Gas Corp 79/03/09 lp 


DOCKET STN-50-597 New Haven, Unit 2 


7903010004 Forwards Federal Register notice of h ear i ng> no t 1 c e of 
receipt of application 6 availability of environ rept 
Display ad placed in two local papers Const permit it 
operating license applications now docketed 

PARR* O D Light Water Reactors Branch 3 79/02/06 2pp 


790301Q0Q3 Notice of hearing of application for const permits for two 
PWRs located in Qsuejo County. NY Hearing to be conducted by 
ASLB Discusses radiological £ environ issues re Atomic 
Energy Act 

CHILK.S J Office o-f the Secretary of the Commission 79/02/05 
tlRI> 


7903010007 Notice of 
operating licenses 
related hear ing h 
DROMERICK. A W 


receipt of application for const permit* 6 
t< availability of environ rept Discusses 
icons ing procedures 

Light Water Reactors Branch 3 79/02/02 App 


790309033 & Provides mfo to assist in bringing maps up-to-date re 
plant const 

PARRiD D, Light Water Reactors Branch 3 77/02/06 lp 


7903260280 Forwards ltrs sunt to town supervisors at' each alternative 
site per 10CFR? 101 *< applicable nows releases on alternate 
lit# selections Desci ibes meetings w/locul officials at each 
«ite location 

RAY, ti J New York State Electric 6 Oas Corp 79/03/21 37pp 


7 9033002 IS Forwards 
relationship of si 
const Responds to 
KINTIGH. A B New 


two overs 1 j e maps of site 6 vicinity showing 
te to nearby streams* both pre- k post- 
acceptance review question 
York State Electric h Gas Corp 79/03/28 


lp 


790-3150252 Forwards affidavit of svc foi Amend 1 to PSAR 6 const permit 
application 

KtNTIGH. A E New York State Electric It Gas Corp 79/03/12 4pp 


7903130263 Forwards questions re instrumentation l< control 
PARR* Q D Light Water Reactor* Branch 3 79/02/16 5pp 


7903130453 Notification of 790227 meeting w/NY 
Cqrp to discuss instrumentation !< control act 
quest i ons 

CAPRA, ft Light Water Reactoi* Branch 3 


State Electric it Gas 
eptance review 

79/02/16 2pp. 


7903210276 Notification of date change of mooting w/NY State Electric it 
Gas Carp, from 79022/ to 790223 Purpose of meeting is to 
discuss instrumentation U control *y» acceptance review- 
questions 

CAPRA, R Light Water Reactors Branch 3 79/02/16 lp 


7903300366 Forwards Amend 2 to PSAR 

KINTIGH* A E Public Service Electric b Qas Co of New Jersey 
79/03/23 2pp 


7903210279 Notification of 790306 meeting w/NY State Electric fc Gas 
Corp in Albany. NY, to discuss administrative procedures to bo 
followed in amending Envn an Rept 

SELLS, D E Environmental Project Branch 2 79/03/01 3pp 


7903300367 Amend ? to PSAR W/oversjn drawings 

* Public Service Electric b Gas Co of New Jersey 79/03/23 
20Opp 


7903070323 Offers no objections to NY State Electric b Gas Corp 
environ rept envoi age of mineral resources L mining 
THOMSON, R D Interior* Dept of. Bureau of Minos 79/03/02, Ip 


7903230173 Forwards Amend 1 to Environ Rept 

KINTIGH, A E New York State Electric b Gas Corp 79/03/16 I3pp 


7903230177 Environ Rept Amend I* comprised of page change* U response* 
to NRC 790119 request for addl info 

t- New York State Electric b Gas Corp 79/03/16 1600pp 


7903190045 Forwards agreement between NRC & State of NY for Public Svc 
Cemnission of NY to provide sections for 0E8 t FES 
COSSICK, L V Office of the Executive Director for Operations 
7 9/02/26 13pp 


7903370620 forwards NUREQ-Q523* “Summary of Operating Experience W/ 
Recirculating Steam Generator®,” which focuses orv recent 
problems w/degradati on Believes continued plant operation 
does not constitute undue risk 

EISENHUT* D G Assistant Director for Systems & Projects 

79/03/02 3pp 


7903150283 Forwards data tape containing meteorological & air quality 
data used in impact analysis Also forwards hard copy 
printout of first b last 50 records to fulfill requirements 
of Reg Guide 1 70. Section 233 

KINTIGH* A E New York State Electric S' Gas Corp, 79/03/09. lp 

7903180232 Forwards affidavit of svc for Amend 1 to PSAR b const permit 
application ^ 

KINTIGH, A F New York State Electric It Gas Cotp 79/03/12 4pp 


7903300366 Forward s Amend 2 to PSAR 

KINTIGH, A C Public Service Electric k Gas Co of New Jersey. 
79/03/23 2pf 



236 


DOCKETED SERIES 


DOCKET STN-50-397 New Haven. Unit 2 


7903300367 Amend 2 to PSAR W/oversixe drawings 

* Public Service Electric t< Gas Co of New Jersey 79/03/23 
SOOpp 


7903070323 Offers no objection* to- NY State Electric & Qa* Carp 
environ rtp.t it coverage of mineral resources & mining 
THOMSON.* D Interior. Dept of, Bureau of Mines 79/03/02 ip 


7903230173 Forwards Amend 1 to Environ Rept 

KJNTIQH. A E New York State Electric ft Gas Corp 79/03/16 13pp 


7903230177 Environ Rept Amend 1 , tontpr i sod of page changes ft responses 
to NRC 790119 request for addl info 

-» New Yort State Electric ft Gas Corp 79/03/1A i&OOpp 


79Q3190045 Forwards agreement between NRC ft State of NY for Public Svc 
Commission of NY to provide sections for DES ft FES 
QOSSICK.L V Office of the Executive Director for Operations 
79/02/26, 13pp 


7903210337 Forwards comments on const stage environ rept re 
archaeological resources Believes more field investigation 
of site area should be done, w/c lari f ica fcion as to exactly 
what tupff of testing was performed 

DELAPORTEiC T Interior. Dept of 79/03/15 2pp 


7903300163 Wishes to intervene in matter of const 6 operation of 
proposed facility Concerned specifically w/lmpact of const 
on safe transportation of children ft impact on change in 
school population 

VONIWSKI. P Mexico Academy ft Central School ME. NY 79/02/26 2pp 


7903090087 Informs of ways to participate in NRC proceedings in 
response to J Bishop 790201 ltr Forwards 790209 Federal 
Register notice ft 1CCFH2 "'Rules of Practice far Domestic 
Licensing Proceeding* " W/a end* 

8HAPAR, H. K Office of the Executive Legal Director 79/02/28 2pp 


790326017a NY State Energy Ofc's petition to participate as interested 
state Certificate of Svc end 

KL IKS ERG/ 3 D New York. State of 79/03/03 4pp 


79031 6 0236 Forwards affidavit of svc ft svc list. per NRC 7901 J9 request 
KINTIQH.A E New York State Electric ft Gas Carp 79/03/13 3pp 


7903300213 Forwards two oversito map* of site & vicinity showing 
relationship of site to nearby streams, both pre- & post- 
cons t. Responds to acceptance review question 

KINTIQH.A E New York Btate Electric ft Ga* Corp 79/03/23 lp 


DOMESTIC LICENSING OF SPECIAL NUCLEAR. MATERIAL 


DOCKET 70-0003 DattBlle Columbus Labs, 


7903200219 Forwards revised ft updated pages to physical protection plan 
dtd 770610 reflecting revised operational procedures ft new 
closed circuit TV mods Enel being withheld (ref 10CFR2 790) 

TOY. H L Battflle Memorial Institute. Columbus Laboratories 
79/01 /2P 3pp 


7903140036 Forwards IE Insp Rept 70-000/79-01 4c 30 -3723/ 79-0 1 on 
790109-12 No noncamp 1 lane e noted 

DAVISrA.B Region 3. Chicago, Fuel Facility 6 Materials Safety 

Branch 79/02/01 2pp 


7903140040 IE Insp Rept 70-000/79-01 ft 30-5729/79-01 an 790109-18 No 
noncomp 1 lance noted Major areas In-spec ted. organi tatlon. 
criticality saf ety . fac i 1 1 ty changes. safety committees. 

--view, train ing. & exposure control 

'•glon 3. Chicago. Office of the Director 79/01/89 


-008/79-02 on 790117-19 ft notice of 
Branch 79/02/OB 2pp 


'O2/0B Ip 


noted 


7903140349 Forward* annual measurement review audit of License BNM-7. 
conducted in May 1978 

TOY. H L Dattelle Memorial Institute. Columbus Laboratories 
79/02/13 4pp 

7903230235 Responds to 701121 ltr Comments on safeguards contingency 
plan acceptable if corrections axe made Info subj to 
disclosure per I0CFR9 12 

MCCORKLE.G W Physical Security Licensing Branch 79/03/06 

4pp 


7903220170 Ack receipt of 790220 ltr transmitting security training 4* 
qualification plan Will process plan as amend to License 
SNM-7 Request* payment of major safeguards amend fee 
UIE6S. D License Fee Management Branch 79/03/00 Ip 


7903220103 Ack receipt of 790301 ltr informing NRC of step* taken to 
correct violation noted in 1£ Insp Rept 70-Q0B/79-Q2 
HINDS. J A Region 3, Chicago, Safeguards Branch 79/03/09 Ip 


7903220187 Responds to NRC 790210 ltr re violation noted in IE ln«p 
Rept 70-000/79-02 Corrective actions accounting ft shipping 
procedures revised ft responsibilities reassigned 
TOY. H L Battelle Memorial Institute, Columbus Laboratories 
79/03/01 2pp 


7903280069 Clarifies position re Implementation & reporting change* to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease program 
•f f ectlveness Describes applicable fees 

PAR FLOW. -J G Material Control Licensing Branch 79/03/21 2pp 


DOCKET 70-0025 Rntkweil International Corp 


7903140451 Forwards IE Insp Rept 70-025/7B-0B on 781121 ft 1120-1201 
No noncompliance noted 

BOOK, H E Region 5, San Francisco, Fuel Facility & Material* 

Bafety Branch 79/01/26 2pp 


7903140475 IE Insp Rept 70-025/70-08 on 791121 6 1I2B-1201 No 
noncomp 1 i ance noted Major areas inspected radiation safety 
plan*, work proc educes, rommi tments & restricted area access 
entry permits 

COOLEY. U J . FISH, R F , BOOK, H E Region 5, San Francisco. Fiitl 

Facility ft Materials Safety Branch 79/01/26 0pp 


79030601 BO Approves request for temporary exception to certain 
requirements of 10CFR73 60(a)(1) Amends Section 9 O of Amend 
HPP-1 to License 5NM-21 

MCCORKLE.G W Physical Security Licensing Branch 79/02/08 

2pp 


7903140512 Informs that ME Remley ft RD Barto plan to attend NRC 790327- 
20 meeting 

REMLEY, M E Rockwell International Corp 79/02/09 lp 


7903120019 Forwards IE Insp Rept 70-025/79-01 Oh 790122-24 ft notice of 
violation Insp rept ft notice of violation withheld (ref 
10CFR3 790) 

NORDERHAUQ. L R Region 5, San Francisco, Office of the Director, 
79/02/ 1 4 2pp 


7903260029 Request* mod of "Safeguard* Contingency Plan for Rockwell 
International Energy Sy« Group, Headquarter* Facility" before 
submittal can be approved 

MCCORKLE.G W Physical Security Licensing Branch 79/02/14 lp 


7903230068 Forwards ESG-79-4, "Sec ur i ty Personnel Training ft 
Qualification Plan for Rockwell Inti Energy By s Group 
Headquarters Facility 11 Enel withheld (ref 10CFR2 790) 
REMLEY. M E Rockwell International Corp 79/02/19 2pp 


DOCKET 70-0027 Babcock ft Wilcox Co 


7903200323 Statistical model for propagation of measurement uncertainty 
around KUF will be submitted later than originally 
announced. Representative model will be submitted as soon as 
possible. 

MCCLANAHAN.H H Babcock ft Wilcox Co 79/01/2 2 Ip 


7902200095 Ack receipt of 790105 Hr informing NRC of steps taken to 
correct violation re License SNK-42 notod in IE Insp Rept 
70-27/70-22 

KENNA, W 0 Region 2, Atlanta. Safeguard* Branch 79/01/23 Ip 
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DOCKET 70-0023 Rockwell International Corp 


790305-0020 Discusses 790123 meeting w/B&W in Bethesda*MD re proposed 
aodt to License SNM-42 authorizing changes to emergency 
evacuation plans & radiation safety control program 
KETILACH, N Fuel Process 6 Fat Branch KCCLANAHAN* H H 

Babcock L Wilcox Co 79/01/24 2pp 


790313061 9 Forward s IE lnsp Rept 70-027/79-01 on 790200-12 No 
noncooip 1 ianc e noted 

SUTRERLANDi J T Region 2. Atlanta* Fuel Facility & Materials 

Safety Branch 79/02/01 2pp 


7 903130625 1£ lnsp Repfc 70-027/79-01 on 79020Q-12 No noncompliance 
noted Major areas inspected safety commi ttees* tra in i ng. 
operations review* nuclear critical safety* nonrout ine 
■vents & unresolved items 

KAHLE. J B * PDTTCR* J P Region 2. Atlanta* Fuel Facility *4 

Materials Safety Branch 79/02/02 Spp 


OOCH6T 70-0027 Babcock l> Wilcox Co 


7902270101 Confirms results of 790123 meeting Advises LEMUF model 
should be near completion in early March Although method 
used to calculate item uncertainty to meet intent of 
1OCFR70 SB ( 1 > was ap p roved . add 1 info Is requested 

PARTLOW, -J G Material Control Licensing Branch 79/02/03 lp 


7903270279 Forwards responses to questions it commitments maJe during 
790201-00 te Icons re submittals dtd 700713 it 790136 W/ page 
changes to cun ent license to incorporate responses 
DAMERChLM C Babcock l« Wilcox Co 79/02/09 16pp 


79O3S3O105 Ack receipt of 790207 1 tr informing NRC of steps taken to 
correct none amp 1 iance noted in IE lnsp Rept 70-27/70-23 
HEMN A* W D Region 2. Atlanta* Safeguards Branch 79/02/15 lp 


7903 1 30 J 1 1 Responds to NRC 790103 lfcr re violations noted in IE lnsp 
Rept 70-27/78-23 Corrective actions withheld 
tref IOCFR2 790) 

EW1NQ.J F Babcock it Wilcox Co 79/01/10 lp 


7903130117 Forwards IE lnsp Rept 70-27/70-23 on 781219-20 & notice of 
violation Notice of violation withheld (ref 10CFR2 7901 
KEHNAj W fl Region 2* Atlanta, Safeguards Branch 79/01/03 

Spp 


7903130121 IE lnsp Rept 70-27/70-23 qn 701219-20 None omp 1 i aiu e noted 
failure to regularly process Si recover Items of scrap u/ 
measurement uncertainty of over 10X Details withheld 
<ref 10CFR2 790) 

TODD * G A , WILLIAMS*© H Region 2* Atlanta* Safeguard* Branch 

79/01/03 |p 


7 903260 607 Forwards revised plan for security personnel training & 
equipment requirements Enclosure withheld <ref 10CFR2 790 > 
DAMERON.no Babcock * Wilcox Co 79/02/19 Spp 


7903130340 Forwards IE Circular 79-03* "Inadequate Guard Training/ 
Oua L J f ic a 1 1 on h Falsified Training Records " 

0'REJLLY*J P Region 2* Atlanta* Office of the Director 

79/02/23 lp 


79O3290283 Ack receipt of 790131 ltr informing NRC of corrective 
Actions taken in response to Internal Diverson Path 
Assessment on 781120-30 Finds measures acceptable Enel 
•contains proprietary info <ref 10CFR2 790) 

I1CC0RKLE.C U Physical Security Licensing Branch 79/02/27 lp 

790316QO21 Requests refund of amend fee to B&W since licensing review 
has been completed 

MILLER, W 0 License Fee Management Branch 79/03/03 lp 

7903200222 Manpower expenditures required for review of Amend MPP-1 to 
License SNM-42 were only *302 NRC will refund *6*690 
MILLER, W O License Fee Management Branch 79/03/03 lp 


7903220176 Ack receipt of 790219 ltr transmitting security training «< 
qualification plan Will process plan as amend to License 
Ehfli-42 Requests payment of major safeguards amend fee 
UE1S8* D License Fee Management Branch 79/03/00 tp 


79O325O035 Clarifies position re implementation L reporting change* to 
■approved fundamental nuclear matl control plans Provide* 
guidance for determining if change would decrease program 
effectiveness Describes applicable fees 

PARTLOW.J 0 Material Control Licensing Branch 79/03/20 Spp 


DOCKET 70-0033 Ter as Instruments 


7903130081 Forwards application for renewal of License SNM-23 & check 
for -*76.000 fee Requests withholding of HF1R Floor Plan 
Drawing 9T-1S599 (ref 10CFR 2 790) 

SHERMAN. F L Texas Instruments. Inc 79/02/15 2pj> 


79031300B4 HF1R project renewal application for License BNW-23 W/24 
oversize drawings 

HOPPER# C M . SHERMAN* F L Texas Instruments, Inc. 79/02/15 
194pp 


7903130094 ’'Environ Info Rept for 1979 HFIR Facility Linens* Renewal by 
NRC “ W/2 oversize drawings 

a Texas Instruments. Inc 79/02/19 90pp, 


79032 i 0261 Forwards responses to comments re clarification Ic 
alterations to emergency plan submitted 7B1025 
HOPPER* C h Texas Instruments* Inc 79/02/02 30pp 


7903020090 Forwards suppl info to semiannual effluent U waste disposal 
rept for -Jul-Dec 1970 Cqv«t* all gaseous r 0 1 eas e ** so 1 id 
waste it Irradiated fuel shipment* 

TALAN* D B Texas Instruments. Inc 79/02/03 4pp 


7903280106 Summary of meeting w/TX Instruments re proposed responses to 
NRC comments on emergency plan. dtd 781025* renewa 1 
application scheduled for submittal by 790301 St associated 
ER 

KET2LACH.il Fuel Process 6 Fab Branch 79/02/03 lp 


7903220471 Forwards IE lnsp Rept 70-033/79-01 on 790116-19 No 
none omp 1 iance noted 

HART I N* U 0 Region 1. Philadelphia* Safeguards Branch 77/02/07 

app 


7903220478 IE lnsp Rept 70-033/79-01 on 790116-19 No none ump 1 i anc * 
noted Major areas inspected nuclear matl control & 
accounting re measurement 8t statistical control 

D I SSETT* P H * SHAUB* E T Region 1* Philadelphia* Office of the 

Director JOYNER * J H Region 1* Philadelphia* Safeguards 

Branch 79/02/05 4pp 


7903230247 Forwards copies of General Criteria for Security Personnel 
to -replace Chapter 5 in "Plan for th* Protection of Nuclear 
Facilities it Nuclear Matl 11 Attachments withheld 
l re f 1GCFR2 790) 

GONZALES. D , GHERMAN* F L Texas Instruments* Inc 79/02/15. lp. 


7903090069 Forwards J£ Circular 79-03. "Inadequate Guard Training/ 
Qualification 6 Falsified Training Records 11 

GRIER, B H, Region l* Philadelphia, Office of the Director. 
79/02/23 lp 


7903300025 Forward* license condition* being added to Amend MPP-I to 
License ENM-23 for addl physical protection measures 
Conditions withheld (ref 10CFR2 790) 

BURNETT, R F Division of Safeguards 79/03^07 lp 


DOCKET 70-0036 Combustion Engineering 


7903260193 Forwards Revision 1 to Hematite Emergency Plan a* result of 
comments discussed at 7B1117 meeting End discusses plan for 
low enriched oxide conversion plant 

ESKRIDGE, H E Combustion Engineering* Inc 79/02/13 lp 


7903260196 Discusses plant* site it general emsr g enc i is* or pan i 1 a t lonal 
c ontrol * emerg enc y alerts* feci litie*, equipment, review Sc 
updating of plans U procedures 

* Combustion Engineering* Inc 79/02/13 42pp. 


7903270648 Forwards more detailed meaturemant control program 
description 6 revised process flow diagrams Advise* that 
investigation of "traceability" of U assay lids is not 
complete Ends withheld (ref 1QCFR2, 790). 

ESKRIDGE, H.E Combustion Engineering* Inc 79/02/16, 3pp. 


7903300467 Forwards IE lnsp Rept 70-036/79-03 on 790212 No 
noncomp Uanc e noted 

DAVIS, A B Region 3, Chicago* Fuel Facility 6 Material* Safety 

Branch. 79/02/27 3pp 

7903300471 IE In*p R*pt 70-036/79-03 on 790212 No noncomp liance noted. 
Major areas inspec ted* p lent radiological effluent samples it 
comparative chect of plant environ samples 

AXELSON*W L * ESSIG*T H. Region 3* Chicago* Fuel Facility 6 

Materials Safety Branch 79/02/22 Spp 



DOCKET 70-0036 Combustion Engineering 


DOCKET 70-0135 Babcock b Wilcox Co 


7903130063 Forwards IE Insp Rapt 70-036/78-05 on 780619-23 

No non comp 1 iance noted ~ 

HINBjJ A Region 3. Chicago, Safeguards Branch 79/03/01 2pp 

7903130067 IE Insp RBpt 70-03 6/7B-05 an 780619-23 6 0705-07 No 
noncomp 1 lance noted Major areas Inspected stafcisical 
evaluat ion, samp ling b. inventory verification of physical 
inventory Details withheld (ref J0CFR2 790) 

PATTERSON, J P j FINLEY, A G , HIND, J A Region 3, Chicago, 

Safeguards Branch 79/02/23 Ip 


7903060686 IE Insp Kept 70-135/78-24 6 70-364/70-39 on 701204-08 No 
noncompli ante noted Major areas inspected matl control b 
accounting re Type II ponds bur lal s. phy s l cal inventory & 
measurements 6 statistical controls 

CODY, A , -JOYNER, J H Region 1, Philadelphia. Safeguards Branch 

79/01/03 Opp 


7903090426 Forwards IE Insp Rept /0-135/78-26 on 781211-15 No 
noncompl i ance noted 

MARTIN, WO Region 1, Philadelphia, Safeguards Branch 79/01/17 

2pp 


7903270 4S9 Forwards IE 
none ompli ance noted 
HIND, J A Region 


Insp Rapt 70-036/79-01 on 790129-0202 No 
□j Chicago, Safeguards Oranch 79/03/02 


2pp 


7903270496 IE Insp Rept 70-036/79-01 on 790129-0202 No noncompl lance 
noted Major areas inspected organ i rati on k operation* 
measurement & statistical contro 1 s, shi p p i ng & receiving 
Sto-rage It Internal control Details withheld (ref 10CFR2 790) 
FINLEY. A 0 , PATTERSON, J P , HIND, J A Region 3, Chicago* 

Reactor Construction ** Engineering Support Branch 79/02/2B lp 


79033009 IB In. response to request from H 
Drey* forward s NRC 790301 response to L 
fat llitv t*l/o arc 1 

DAVIS, A D Region 3, Chicago. Fuel 

Branch 79/03/15 Ip 


Eskridge re info provided L 
Drey's questions re 

Facility 6 Materials Safety 


7903280023 Clarifies position re implementation 6 reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance fo-r determining if change would decrease program 
effectiveness Describes applicable fees 

PARTLOW.J 0 Material Control Licensing Branch 79/03/20 2pp 


DOCKET 70-0102 Amherst College 


79030*90519 Aci receipt of 7B1221 Itr informing NRC of steps taken to 
correct violations noted In insp on 781107 Awaits 
notification of completion of negotiations per 790104 
telcon 

HCCLINTQCK, R 0 Region 1, Philadelphia, Office of the Director 
79/01/19. Ip 


79 0305052 5 Responds to NRC 781120 ltr re violations noted in insp on 
781107 Corrective actions user not named in current license 
Is included in reapp 1 ication* Form NRC3 pasted U radiation 
safety activities being reorganized 
HOWLAND, D P Amherst College 78/12/21 lp 


7903090428 IE Insp Rept 70-135/70-26 ori 781211-19 No no nc omp 1 lent a 
noted Major areas Inspected nucleai matl control 6 
accounting of U (measurement of U in UF6 f< shipper/receiver 
difference receipts of UF6 ) 

ZIBULSKY, H , JOYNER, J H Region 1, Philadelphia. Safeguards 

Branch 79/01/1/ Ip 


7903010015 Refers to 790124 phone con\ersatio» re U-bearing sludge in 
hold tank Beta tank b associated waste sys will not resume 
operation until source of sludge has been determined & 
corrective action completed 

GRIER, B H Region 1, Philadelphia, Office of the Director 
79/01/24 ip 


7903060660 Comments on safeguards contingency plans Finds it acceptable 
if certain specified additions are made Requests submittal 
□# appropriate revisions for prompt plan approval Enel to 
780915 ltr being withheld (ref 10CFR2 790) 

MCCQRKLEi.GU Physical Security Licensing Blanch 79/01/29 

3PP 


7903280277 Forwards L I A supporting license renewals far D6W 

ROUSE. L C Fuel Reprocess V Recycle Branch 79/02/09 lp 


7903300011 Forwards IE Insp Repta 70-135/ /0-31 & 70-364/78-33 on 
701205-31 No none omp i 1 anc e noted 

MARTIN, W 0 Region 1, Philadelphia, Safeguards Branch 79/02/12 

2pp 


7903300021 IE Insp Rept 70-135/76-31 I* 70-364 /7B-33 on 781203-3 i Ito 
noncomp 1 lance noted Major areas inspected nuclear matl 
control b accoun t ing , phy s i c a 1 secui i ty, nuc lear/industr ia) 
safety 6 radiation protection 

KU3HNER.W L Region 1, Philadelphia, Office of the Olroctor 

JOYNER, J H Region 1, Philadelphia, Safeguards Branch 

79/02/09 3pp 


7903030331 Forwards notice of violation from insp on 701107 

MCCLINTQCK.R 0 Region 1, Philadelphia, Office of the Director 
78/11/20 2pp. 


7903190154 Requests all documents re 
of source I» SNM at HMd facility at 
RIVERS, D J Affiliation Unknown 


losses, MUF 6 inventory different** 
Apol 1 o, PA 
79/02/16 2pp 


7903030337 Notice of violation Prom insp on 781107 None omp 1 i ance noted 
person not named In license used 6 supervised use of 
licensed matl, records not properly ma lnta i n ed, test s not 
conducted 6 notices not adequately posted 

* Region 2* Atlanta, Office of the Director 78/11/20 2pp 


DOCKET 70-0124 Teledyne Isotopes 


79031901 5B In response to 790216 ltr requesting info re nuclear mail *1 
Apollo, PA facility, advises that NURE0-O35O 6 NUREG-0430, Vol 
liNumber 1 are available in PDR for info 

FELTON, J M Division of Rules and Records 79/03/23 ip 


7903140483 Accepts revised measurement control plan dtd 7Q09 16, which 
has been incorporated into fundamental nuclear matl control 
plan Forwards new matl control 6 accounting requirements 
for license Requests assessment of unaccounted matl 
PARTLOW, J 0 Material Control Licensing Branch 79/02/21 hpp 


7903060322 Informs vendor that license SNM-107 is in effect until 
application far renewal has been finally determined 
CROW, U T Fuel Process h Fab Branch 79/01/26. Ip 


7903130053 Fot wards IE Insp Rept 70-124/79-01 on 790110, 

No noncamp U ance noted. 

MARTIN, VI. Q, Region 1, Philadelphia, Safeguards Branch 79/01/26 

2pp 


7903130058 IE Insp Rept 70-124/79-01 on 790110 No noncompliance noted 
Major areas inspected nuclear matl control t< accounting 
including action on old items & audit nf mat! statu* rept 
COHEN, I t JOYNER, J Region 1* Philadelphia, Safeguards Branch. 

79/01/25. 2pp. 


DOCKET 70-0135 Babcock b Wilcox Co 


7903090067 Forwards IC Circular 79-03, "Inadequate Guard Training/ 
Qualification 6 Falsified Training Records M 

GRIER, B H Region l, Philadelphia* Office of the Director 
79/02/23 lp 


7903210500 Responds to /B0915 ltr re site safeguards contingency plan 
Forward* corrections to be made for NRC acceptance NRC will 
withhold end to 780915 ltr (ref 10CFR2 790) 

MCCORKLE, G W Physical Security Licensing Branch 79/02/20 

7pp 


7903260046 Responds- to NRC 790131 ltr re violations noted in 16 Imp 
Rept* 70-135/78-27.70-135/78-20*70-364/78-30 U 70-364/70-31 
Corrective actions installation of monitoring meter 1* roll 
paper placed aooss contaminated change line area 
AUSTIN, M A Babcock b Wilcox Co 79/02/23 3pp 


7903060681 Forwards IE Insp Rept 70-135/78-24 U 70-364/78-29 an 
781204-08 No noncompl lane e noted 

MARTIN, W 0 Region 1* Philadelphia* Safeguards Branch 

2pp. 


79/01/04 
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DOCKET 70-0135 liabcock b Wilcox Co 


7902260Q54 Forwards combined 1C Insp Repts 70-135/78-^7 b 70-135/70-28, 
70-364/70-30 ^ 70-364/70-31 on /01210-29 b notice of 
vi □! at ion 

MARTIN, U G Region 1, Philadelphia' Safeguards Branch 

79/01/31 2pp 


7903260060 Notice of violation from insp on 701210-29 

• Region 1, Philadelphia, Office of the Director 79/01/29 

IP 


79-03260068 IE Insp Repts 70-135/70-27 •« 70 -135/70-20' 70-364/70-30 b 
7O-364/70-3J on 701210-29 Noncompliance noted personnel 
smoking in surface controlled contamination break area 
u7 o washing 

SMlTHpO C , JOYNER. J H Region 1* Philadelphia! Safeguards 

Branch 79/0J/29 jp 


7903220165 Act receipt of 790214 Itr transmitting security training It 
qualification plan Will process plan as amend to Licenses 
SWfi-145 b SNhl-414 Requests payment of major safeguards amend 

fee 

^ESSS.D License Fee Management Drench 79/03/09 lp 


7903230 030 Clarifies position re implementation L reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease pi ogram 
effectiveness Desci ihes applicable fees 

PARTLDW. J G Material Control Licensing Branch 79/03/20 2pp 

7903260146 In response to 790216 request forwards NUREG-0430, Vol i. 

No 2 Rept is f orwai dod simultaneously u/public release of 
info W/o end 

FELT DM. J h Division of Rules and Records 79/03/23 lp 


DOCKET 70-0143 Nuclear Fuel Sevices 


790301047] Updates status on stack fluoride monitoring program 
Estimated operational date of 790131 delayed to 790315 
MANSER. w C Nuclear Fuel Services. Inc (subs of Getty Oil Co 1 
79/01/31 lp 


7903130097 Forward* IF. Insp Rept 70-143/79-01 on 790100-12 Mo 
Tvonccnip 1 ianc e noted 

SUTHERLAND, J f Region 2, Atlanta. Fuel Facility k Materials 

Safety Branch 79/02/01 2pp 


7903 130 J 01 IE Insp Rept 70-143/79-01 on 790100-1? No none omp 1 lance 
noted Major areas inspected licensee coordination w/offsite 
support gr oups. emergency fat i 1 i t lea. equipment b procedures, 
determination of ladioactive release 

PERRQTTt.D J TROJANOWSK I , R , HUFHAM, J W Region 2, Atlanta, 

Fuel Facility k Materials Safety Branch 79/02/01 14pp 


7903200119 Date tor submittal of safeguards contingency plan has been 
changed from 790205 to /90219 to permit public comment 
HICKEL. C J Nuclear fuel Services, Inc (subs of Oetty Oil Co 1 
79/03/02 ip 


7903030144 lnfoims of possible attendance of three nuclear fuel 
employees at NRC 79O32/-20 Unclassified Industry Guidance 
Seminar 

MICHEL, C J Nuclear Fuel Services, Inc (subs of Getty Oil Co > 
79/02/12 lp 


7903080-^86 Informs that C 1 ar k , K i tc h en U Newman will attend NRC 
790327* 20 meeting 

CLARK, *P R Nuclear Fuel Services. Inc (subs of Getty Oil Co ) 
79/03/12 lp 


7903230365 Forwards site security training plan upgrading security 
personnel se loc t ion, training b qualification Rian withheld 
(ref 10CFRS 790) 

MICHEL. C J Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
79/02/16 2pp 


7903260007 Forwards safeguards contingency plan, Rev 1, withheld 
(ref J0CFR2 790) 

CLARK, J R Nuclear Fuel Services* Inc (subs of Getty Oil Co ) 
79/02/16 2 PP 


7903300474 Forwards IF Insp Rept 70-143/ /9-OS on 790123-25 k notice of 
violation Notice V insp rept withheld (ref 10CFR2 790) 

HENNA, W D Region 2, Atlanta, Safeguards Branch 79/02/16 2pp 


7703300480 IE Insp Rept summary 70-143/79-05 on 790123-25 None omp 1 iant 
noted failure to make initial calibr for three 
nondestructive assay eys using four stds 

BATES, J W , ROBERTSON, J S , WILLIAMS. 0 W Region 2, Atlanta, 

Safeguards Branch 79/02/16 Ip 


7903120429 Ac k receipt of 790213 Itr informing NRC o-f steps taken to 
correct violations noted Jn IE Insp Rept 70-143/70-34 
HENNA, W D Region 2 Atlanta, Safeguards Branch 79/02/21 lp 


7903120435 Responds to NRC 790119 itr re violation* noted in IE Insp 
Rept 70-143/78-34 Corrective actions withheld (ref 
10CFR2 790) 

MANSER. W C Nuclear Fuel Services, Inc (subs of Getty Oil Co 1 
79/02/13 Ip 


7903120439 Forwards IE In*p Rept 70-143/70-34 on 701211-790105 fc notlt* 
of violation Withheld (ref LCCFR2 790) 

HENNA, U B Region 2, Atlanta. Safeguards Branch 79/01/19 

3j> P 


7903120444 IE Insp Rept 70-143/70-34 Noncompliance noted failure to 
enter shipments b receipts on NRC-741 matl transaction rept 
LEE, T D . WILLIAMS. G H Region 2, Atlanta, Safeguards Branch 

79/01/19 lp 


7903120453 Forwards IE Insp Rept 79-143/79-06 on 790200-09 No 
noncoirp 1 1 anc* noted 

HENNA. U B Region 2. Atlanta. Safeguards Branch 79/02/21 2pp 

7903120450 IE Insp Rept 70-143/79-04 on 790200-09 No non c omp 1 t anc e 
noted Maj-or areas inspected testing/ mamt, I&ET Circular 
7B-17 b corrective actions to pnci items of non c amp 1 1 anc e 
TOBIN, W J Region 2, Atlanta. Safeguards Branch 79/02/21 

*P 


7903120139 Forwards IE Circular 79-03, "Inadequate Guard Training/ 
Qualification !, Falsified Training Records “ 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
79/02/23 lp 


7903 1 50274 Confirms & defines requirement* r« necessary revision’s to 
Section 3 5 3 of physical security Pl-an. 

PARTLOW.J G Material Control Licensing Branch 79/02/27 2pp 


7903260325 Responds to 701229 Itr Joint response to Condition 2 13 
forthcoming Mo-d acceptable in Condition 9 3 36 Determines 
attachment* of 701229 Itr to be proprietary (ref 
10CFR2 790) Financial info disclosed under 10CFR9 12 

hCCDRKLE, G W Physical Security Licensing Branch 79/03/05 ip 


7903160263 Ack receipt of 790216 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-143/79-02 
HENNA. W D Region 2, Atlanta, Safeguards Branch 79/03/OB lp 


7903160265 Responds to NRC 790125 itr re violation* noted in IE Insp 
Rept 70-143/79-02 Corrective actions withheld from 
disclosure <ref 10CFR2 790) 

MANSER, W C Nuclear Fuel Services, Inc (sub* of Getty Oil Co ) 
79/02/16 lp 


7903160246 Forwards IE Insp Rept 70-143/79-02 on 790109-11 Notice of 
violation withheld (ref 10CFR2 790) 

HENNA, W B Region 2, Atlanta, Safeguards Branch 79/01/25 

app 


7903160267 IE Insp Rept 70-143/79-02 on 790109-1 1 - Noncomp lianc e noted 
Details withheld (ref 10CFR2 790) 

TOBIN, W J . GILLESPIE, T Region 2, Atlanta, Safeguard* Q-ranch 

79/01/25 lp 


’903160272 Ack receipt o# 790301 Itr informing NRC of step* taken to 
correct violations noted in I£ Insp Rept 70-143/79-03 
SUTHERLAND, J T Region 2. Atlanta* Fuel Facility & Material* 

Safety Branch 79/03/08 Ip 


7903160273 Responds to NRC 790208 Itr re violation* noted in IE In*p 
Rept 70-143/79-03 Cor rec tive action* pressure differential 
gauge installed, 6 composite sample* of shipment* will lie 
analyied 

MAKJSEfl, W C NuclsflT Fuel Services. Inc <*ubs of Getty Oil Co >, 
79/03/01 3pp 


7903160275 Forwards IE Insp Rept 70-143/79-03 & notice Of violation 
SUTHERLAND, J T Region 2, Atlanta, Fuel Facility & Material* 

Safety Branch 79/02/00 2pp 


7903160202 Notice of violation from insp on 790115-19 

* Region 2, Atlanta, Fuel Facility U Material* Safety Branch 
79/02/06 lp 


7903160204 IE Insp Rept 70-143/79-03 on 790115-19 Noneomp lianc e noted 
failure to provide filter differential pressure gauge k 
failure to perform quarterly radionuclide analyst*, of 
composite* of sewer l storm sewer samples 

COLLINS. D M , GIBSON. A F Region 2, Atlanta^ Fuel Facility It 

Materials Safety Branch 79/02/06 Bpp 


240 DOCKETED SERIES 


DOCKET 70-0192 Purdue Unjv 


7903260041 IE Insp Rept 70-152/79-01 on 790130-31 Noncamp 1 i anee noted 
inoperative criticality monitor 

PECK, C C Region 3, Chicago. Office of the Director 79/02/14 

6pp 


7903260037 Forwards IE Insp Rept 70-192/79-01 on 790130-31 b notice of 
violation 

DAVIS, A Q Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/02/15 2pp 


7903260040 Notice of violation from insp -on 790130-31 

DAVIS, A Q Region 3, Chicago, Fuel Facility l Materials Safety 

Branch 79/02/19 ip 


7903160070 Act receipt qf 790219 Itr informing NRC of steps taken to 
correct violation noted in NRC 790215 Itr 

DAVIS. A B Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 79/03/09 lp 


7903160074 Responds to NRC 790215 Itr re violation noted in IE insp 
Corrective actions second criticality monitor reinstalled 
after maint b caltbr of seven connections to alarms 
c omp 1 eted 

ZIEMER, P L Purdue Vniv 79/02/19 lp 


DOCKET 70-0157 Texas 


7903190331 IE Insp Findings & Licensee Act dtd 790208 of License 
8NM-180 Insp findings no noncafliplian.ee noted 

HARR ISOM, H C Region 4, Dallas, Office of the Director 79/02/00 

ip 


DOCKET 70-01B4 West 1 nghou b s Electric Corp Water Reactor 


7903190142 Ac k receipt of 790110 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-0104/70-01 
MCCL1NTQCK, R 0 Region 1, Philadelphia, Fuel Facility b Materials 

Safety Branch 79/01/30 lp 


7903190166 Responds to NRC 790102 Itr re violation noted In IE Insp 
Rept 70-0134/78-01 Coirective action* addt written specs re 
procurement , hand l ing l< processing of U02 for uranyl nitrate 
production Next conversion is mtd-1980 

TRANCHON.fi C Westinghouse Electric Corp 79/01/10 2pp 


7903190167 Discusses insp 70-0104/78-01 on 70(2)3 k forwards notice of 
violation 

MCCLINTOCK, R O Region 1, Philadelphia, Fuel Facility b 

Materials Safety Oranch 79/01/02 2pp 


7903190170 Notice of violation from insp on 781213 failure to conduct 
surveys of radiation exposure b failure to survey air 
discharges during conversion of U oxide to U nitrate on 
770616 

a Region I, Philadelphia, Fuel Facility & Material* Safety 
Branch 79/01/02 lp 


DOCKET 70-0263 Army, Dfept of 


790306001 B Ac k receipt of 70J220 Itr informing NRC of steps taken to 
correct violation noted In Insp Rept* 4Q-2253/7B-02 & 

70-263/73-02 

KCCUNTOCK.R 0 Region t. Philadelphia, Fuel Facility (.Materials 

Safety Branch 79/0I/1Q Ip 


7903060020 Responds to NRC 781124 Itr re violations noted in Insp Rapt* 
40-2253/78-02 b 70-263/70-02 Corrective actions radiation 
survey* of U machine shop effluent* will be performed 
monthly. 

WRIOHTrE 6 Agriculture. Dept of 70/12/20 2pp 


7903060023 Forwards IE Insp Rept* 40-2253/70-02 U 70-263/7G-02 on 
7&II09 b notice of violation In*p rept* withheld (ref 
10CFR2 790) 

MCCLINTOCK, R 0 Region 1. Philadelphia* Fuel Facility It 

Materials Safety Branch 70/11/24 2pp, 


7903060025 Notice of violation from Insp on 7BI 109, fal lure to conduct 
mrvey* of concentration* of effluent* in unrestricted 

areas 

a Region 1, Ph i lade lphia. Fuel Facility h Materials Safety 
Branch 76/11/24 lp 


DOCKET 70-0270 Missouri 


7903270134 Forwards IE Insp Repts 50-106/79-02 b 70-270/79-01 on 
790221-23 No noncompliance noted 

HIND, J A Region 3, Chicago, Safeguards Branch 79/03/06 2pp 


7903270141 IE Insp Repts 50-186//9-02 b 70-270/79-01 on 790221-23 No 
noncompliance noted Major areas inspected nuclear mat! 
control * accountability requirements of Module 05102 
Detail* withheld <ref 10CFR2 790) 

F INLEV, A 0 , PATTERSON. J P , HIND, J A Region 3, Chicago, 

Safeguard* Branch 79/03/05 lp 


DOCKET 70-0364 Parks Township Site, Babcock & Wilcox Co 


7903060681 Forwards IE Insp Rept 70-135/78-24 b 70-364/70-29 on 
701204-09 No none omp 1 i ant o noted 

MARTIN, WO Region 1. Philadelphia, Safeguards Branch 79/01/04 

2pp 


7903060686 IE Insp Rept 70-135/7B-24 b 70-364/78-29 on 7GJ 204-08 No 
noncompliance noted Major areas inspected matl control L 
accounting re Type II ponds burial s, phy s ical inventory & 
measurements b statistical control* 

OODY, A » JOYNER, J H Region 1, Philadelphia, Safeguard* Branch 

79/01/03 Spp 


7903070065 Notification of 790213 meeting u/UkW in Silver Spring, M0 to 
•discuss ventilation & fire protection design base* 

BURKHARDT, W Fuel Reprocess ♦< Recycle Branch 79/01/30 Ip 


7903280277 Forwards CIA supporting license renewals for B(<W 

ROUSE. L C Fuel Reprocess b Recycle DTanch 79/02/09 Ip 


790330001 1 Forwards IE Insp Repts 70-135/70-31 «< 70-364/70-33 on 
781205-31 No noncompl lance noted 

MARTIN, W 0 Region l, Philadelphia, Safeguards Branch 79/02/12 

3pp 


7903300021 IE Insp Rept 70-135/70-31 8, 70-364/78-33 on 70J 205-31 No 
noncompJianCfl rioted Major areas Inspected nuclear matl 
control b accounting, physical sec ui i ly, nuc 1 ear /Industrie 1 
safety h radiation protection 

KUSHNER.W L Region 1. Philadelphia, Office of the Director 

JOYNER, J H Region I, Ph I lad e 1 ph ia. Safeguards Branch 

79/02/09 3pp 


7903190154 Requests all documents re losses. MUF & inventory difference* 
of source b SMM at B&U facility at Apollo, PA 
RIVERS, B J Affiliation Unknown 79/02/16 Spp 


7903190158 In response to 790216 Itr requesting Info re nuclear mat! at 
Apollo, PA fac 11 i ty, advises that NUREG-0350 St NUREG-0430, Vp 1 
1 1 Number 1 are available in PDR for info 

FELTON, J M Division of Rule* and Records 79/03/23 lp 


7903)30504 Accepts measurement control p lan, i ncorporafced in fundamental 
matl control plan, I* forwards related amends to License 
SNM-414 Requests an assessment of potential MUF bias Plan 
withheld Cref lQCrftS 7901 

PARTLQW, J 0 Hater lak Control Licensing Branch 79/02/21, 7pp 


7903140134 In response to 7B1115 Itr ?e comprehensive evaluation r*pt 
for Leechburg foe i 1 ity. advises that suggested changes have 
been made Measures indicated in response to NRC observation* 
are adequate 

BURNETT, R F Division of Safeguard* 79/02/21 lp 


7903210535 Forwards '’1, 'lenient of Analysis, An Estimate Of Airborne 
Release of Pu from Qt<W r 1 ant a* a Result of Severe Wind 
Hazard !< Earthquake “ 

RDU&E, L C fuel Reprocess ' Recycle Branch 77/02/21 Ip 


7903210S44 ’Increment of Analysis, An Estimate of Airborne Relearn of Pu 
fmm Bt<W Plant as a Result of Severe Wind Haiard & 

Ea rthqua ke " 

MIBHIMA, J , SCHWENDIMAM, L C Battejle Memorial Institute, Pacific 
Northwest Laboratory AYER, J E Fuel Process & Fab. Branch 

FIN B-2093 PML-2G12 7B/10/31 7lpp Available at NT IB 


7903070067 Forwards 1C Circular 79-03, "Inadequate Guard Training/ 
Qualification ** Falsified Training Records M 
GRJER.B H Region i, Philadelphia, Office of the Director 
79/02/23 ip 


DOCKETED SERIES 


CCCKET 70-0364 Pftrkf Township Site* Babcock L Wilco* Co 


7703260201 Summary of 790214 meeting W/Q6W re ventilation 6 fire 
protection design bases 

BURKKARDT. W fuel Reprocess 8- Recytle Drench 79/02/29 Ip 


7903-260046 Responds to NRC 790131 itr re violations noted In IE Ihsp 
Rep t s 70-135/70-27, 70-1 35/70-28. 70-364/70-30 L 70-364/70-31 
Corrective actions installation of monitoring meter & roll 
paper placed across contaminated change line area 
AUSTIN. M A Uabtock & Wilcox Co 79/02/23 3pp 


7903260034 Forwards combined IE Insp Repts 70-135/7B-27 ft 70-135/76-20 
70-364 /7B-30 Sc 70-364/70-31 an 701218-29 ft notice of 
viola t i on 

MARTIN. W G Region 1. Ph i ladei ph ia. Safeguards Branch 

79/01/31 2pp 


7903260060 Notice of violation from insp on 781210-29 

» Region 1# Philadelphia. Office of the Director 79/01/29 

IP 

7903260068 IE Insp Reptc 70-135/70-27 ft 70-135/70-20.70-364/78-30 ft 
70-364/70-31 on 781210-29 Noncompl i anc e noted personnel 
smolcing in surface controlled contamination break area 
w/o washing 

SMITH. 0 C . JOYNER. J H Region 1. Philadelphia. Safeguards 

Branch 79/01/29 lp 


7903220165 Ac k receipt of 790214 Itr transmitting security training ft 
qual i Meat ion plan Will process plan as amend to Licences 
SHh-145 5, SNM-414 Requests payment of major safeguards amend 

fee 

WE CSS i D License Fee Management Hranrh 79/03/00 4p 


7903260-197 Requests amend fee to process change to License SNM-414 re 
possession limit of matl in Fab 9 storage vault 
WEISS'. D License Fee Management Dranch 79/03/00 Ip 


7903200030 Clarifies position re implementation ft reporting changes to 
approved fundamental nuclear matl control plant; Provides 
guidance for determining if change would decrease program 
effectiveness Describes applicable fees 

PARTLOW. J G Material Control Licensing Branch. 79/03/20 2pp 


7903260146 In response to 790216 request forwards NUREQ-0430. Vo 1 l. 
Wo 2 Rept is forwarded simultaneously til/public release of 
info U/o end 

FELTON. J M Division of Rules and Records 79/03/23 lp 


DOCKET 70-0371 United Nuclear Carp 


7903090429 Forwards IE Insp Rept 70-371/70-10 on 791025-26 No 
noncomp 1 lance noted 

HARTlN.W G Region 1. Philadelphia. Safeguards Branch 70/11/21 

2pp 


7903090431 IE Insp Rept 7O-3/1/70-1B on 701025-26 No none omplianc 6 
noted Major areas inspected facility operation ft review of 
circumstances w/recejpt of empty container of BNM 
tJOLTNER, E . JOYNER, J H Region 1. Philadelphia. Safeguard* 

Branch 70/U/21 lp 


7903120430 Forwards IE Insp Rept 70-371/78-17 on 701221 Notice of 
violation withheld (ref 10CFR2 790) 

MARTIN.U 0 Region 1. Philadelphia, Safeguards Branch 70/12/21 

2pp 


7903070589 Forwards IE Insp Rept 70-371/78-20 on 701204-OB No 
noncomp I lance noted 

MARTIN. W O Region 1. Philadelphia, Safeguards Branch 79/01/10 

app 


7903070296 IE Insp Rept 70-371 //B-20 on 781204^08 No noncomp 1 lane e 
noted Major areas inspected nuclear matl control ft 
accounting, including measurement ft statistical control 
BHAUB.E T. . BISSETT. p H . JOYNER. J H Region 1. Philadelphia, 

Safeguards Branch 79/01/02 lp 


7403090407 Ack receipt of 781215 1 tT informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-371/70-19 
HART IN. W 0 Region 1. Philadelphia, Safeguard* Branch 79/01/29 

lp 


7903090410 Forwards IE Insp Rept /O-3/1/70-19 on 7Bt 107-09 ft notice of 
vloldti on 

MARTINiW G Region 1. Philadelphia, Safeguards Branch 

70/11/24 2pp 


79-03090414 Notice of violation from insp on 781107-09 Portions withheld 
(ref 10CFR2 790) 

* Region 1. Philadelphia. Safeguards Branch 79/11/22 lp 


7903090417 IE insp Ri? P t 70-371 /7B- i 9 on 7B1 107-09 Non c omp 1 i anc e noted 
SNJ1 content of portion of receipt not measured Details 
withheld (ref 10CFR2 790) 

COHEN. 1 . JDYNER. J H Region 1. Philadelphia. Safeguards 

Branch 70/11/22 2pp 


7903140626 Forwards 16 Info Notice 79-02. “Attempted E t tort i on-~Law 
Enriched U " 

GRIER. B H Region 1. Philadelphia. Office of the Director. 

79/02/02 lp 


7903120419 Ack receipt of 790116 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-371/78-17 
MARTIN, W 0 Region 1. Philadelphia. Safeguards Branch 79/02/05 

2pp 


7903120441 le Insp Rept 70-37I/7B-J7 an 7B1023-27 None omp 1 ian c e noted 
failure to provide NRC w/e* p lanat ion 6 investigative action 
to ID exceeding calculated LEID Details withheld (ref 
10CFR2 790) 

HOLDDY. D *J , JOYNER. J H Region 1. Philadelphia, Safeguards 

Branch 78/12/15 lp 


7903210082 Confirms 790202 tele on ft will submit reply to NRC 790102 1 fcr 
tp emergency plan for license 8NM-360 by 790301 
K1RK.U F United Nuclear Corp 79/02/05 lp 


7903190311 Forwards IE Insp Ropt 70-371/78-22 on 7B1210-22 No 
noncomp l lane e noted 

MARTIN, U 0 Region 1. Philadelphia. Safeguard* Branch 79/02/06 

2pp 


7903190314 IE Insp Rept 70-371/7B-22 on 781218-22 No n oncomp L i an c e 
noted Major areas inspected physical prntec tion, ncur ity 
plan imp 1 ementatlan. phys ical barriers, acce *s contra 1 a . key s. 

1-oc ks. combmat 1 erne ft alarm ays 

SHEPHERD. R E , SMITH. R H . DEVLIN, J W Region 1, Philadelphia. 

Safeguards Branch 79/02/02 lp 


7703260284 Ame-nd 11 to License SNM-368 to incorporate authorization for 
use af hoTiiontal fuel spacing criterion 

CRQW.U T Fuel Process ft Fab Branch 79/02/06 2pp 


7903300339 Forwards IE Insp Rept /0-371/79-02 on 790115-19 
No noncomp li anc e- noted 

MART 1 N> W 0 Region i. Philadelphia, Safeguards Branch 79/02/12 

2pp 


7903300363 IE Insp Rept 70-371/79-02 -on 790115-19 No none Dtnp 1 1 a nee 
noted Major area* inspected nuclear matl control ft 
accounting in areas of licen*-e* action on previous insp 
finding fi measurement ft statistical controls 

HQLTNER.E , COHEN, ] Region i. Philadelphia, Office of the 

Director JOYNER, J H Region 1. Philadelphia. Safeguards 

Branch 79/02/08 lp 


79033(10061 Request* registration as user of Certificate of Compliance 
6357 for License SNM-368 

KIRK, W F. United NucieaT Corp 79/02/16 lp 


7903150323 Ack receipt af 781130 revised measurement control plan ft 
790110 revision Forwards revised License Conditions 
2 1 H O of Amend ttPF-1 to License SNM-368 

PARTLOW. J G Material Control Licensing Branch. 79/02/21 7pp 


7903090063 Forwards IE Circular 79-03, •'Inadequate Guard Training/ 
Qualification ft Falsified Training Records " 

GRIER, B.H Region 1. Philadelphia, Office of the Director 

79/02/23 Ip 


7903140073 Ac* receipt of 790206 Itr Informing NRC of steps taken to 
correct violation* noted In IE Insp Rept 70-371/78-21 Ltr 
withheld (ref 10CFR8 790) 

MARTIN, U 0 Region 1, Philadelphia. Safeguards Branch 79/02/28 

lp. 

7903140098 IE Insp Rept 70-371/78-21 on 781811-15 Noncomp! iance noted 
failure to assure accurate identification & measurement* of 
quantities of 0HM shipped by licensee 

WOLTNER. E , JDYNER, J H Reg i on I . Ph i 1 ad e 1 p h 1 a. Safeguard* 

Branch 79/01/09 lp 


7903140095 Forwards IE Insp Rept 70-371/78-21 on 781211-15 ft notice of 
violation Notice withheld (ref 10CFR2 790) 

MARTIN, W 0 Region 1. Philadelphia, Safeguard* Branch 79/01/17, 

2pp 



242 ' DOCKETED SERIES 

DOCKET 70-0371 United Nuclear Corp DOCKET 70-0698 Waltz HHl Site 


7903310400 Ac It receipt of 7B0919 safeguards contingency plan Forwards 
comment* directing levision if reari angement needed for NRC 
acceptance Flan Withheld (ref 10CFR2 790) 

MCCDRKLE/G U Physical Security Licensing Branch 79/02/38 

4pp 


7903280027 Clarifies position re implementation t reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease program 
e f Feet 1 vines s Describes applicable fees 

PARTLOW, J O Material Control Licensing Branch 79/03/20 2pp 


DOCKET 70-039B Conferee* Dept of 


7903070201 Forwards IE Insp Rept 70-398/78-02 on 781312-13 No 
nnneemp 1 i arc r noted 

MARTIN/ U 0 Region 1« Ph 1 1 ade 1 p h ia» Safeguards Branch 79/01/10 

2pp 


7703070204 IE Imp Rept 70-398/78-02 on 781313-13 No noncomp 1 i anc s 
noted Major areas inspected nuclear matl control 6 
acc ounting# Inc J ud ing matl control area s , phgs i c a 1 inventory U 
records ?< rept* 

COHEN. I / DELLA RATTA, A . JDVNER. J H Region 1. Philadelphia, 

Safeguards Branch 79/01/0B Gpp 


7903280016 Clarifies position re implementation U reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease program 
effectiveness Describes applicable fees 

PARTLOWi J G Material Control Licensing Branch 79/03/20 2pp 


DOCKET 70-0339 Luther College 


7903020463 Act receipt of 790112 >a 790122 1 trs, i reforming NRC of steps 
taken to correct noncomp 1 lance identified! in 781205 Itr 
DAVIS, A 8 Region 3. Chicago/ Fuel Facility h Materials Safety 

Branch NRC 79/01/30 Ip 


790302Q46? Second response to infractions of License SNM-346 will not 
use neutron howitzer (stored in controlled access area)) 
should not be subj to 6-month insp 

KOELTZOUf D E Lu t h a r Co 1 leg e DE, loua 79/01/22 Ip 


DOCKET 70-0372 Monsanto Research Corp 


7903 1 60312 Forward IE Insp Rept 79-372/70-Ql on 701219-20 No 
none omp 1 lance noted 

DAVIS, A B Region 3, Chicago, Fuel Facility & Materials 8afefcy 

Branch 79/01/16 2pp 


7903160317 IE Insp Rept 70-972/7H-0J on 7B1219-20 No items of 
noncomp 1 lance Major areas inspected emergency planning 
GRANT/ U B , ESSIGiT H Region 3, Chicago/ Office of the 

Director 79/01/12 3pp 


DOCKET 70-0393 Will lam* College 


7903270173 Ack receipt off 790108 completed survey questionnaire Will 
investigate actions during subsequent program Insp 
Questionnaire end 

MCCUNTOCK/R D Region 1. Ph i lade 1 ph 1 a. Office of the Director 
79/01/23 3pj> 


DOCKET 70-0687 Union Carbide Corp 


7903200587 Grants Amend MPP-3 to Matl /Byproduct License BNM-639 re 
amount of lf-239 allowed & plant protection 
BURNETTiR F Division of Safeguards 79/01/30 2pp 


7903280041 Clarifies position re imp lament* ti on L reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for d-e term in 1 ng if change would decrease program 
ef fee tiveaesa. De scribes applicable fees 

■’ART LQW* *> G Material Control Licensing Branch 79/03/20 Spp 


7903270140 Requests amend to License 5NM-770 to change Condition Se 
of license re quantity of matl which licensee may possess at 
any one time Forwards amend fee 

DIPIAZZA..R P Westinghouse Electric Corp 79/01/26 2pp 


DOCKET 70-0734 General Atomic Co 


7903230244 Submits "Security Guard Training & Qualification Plans* " 

6 check to cover fee for NRC review End withheld 
(ref lOCFftD 790) 

MOWRV, W f? General Atomic Co (subs of Gulf Oil Corp I 79/02/20 
3pp 


7903230066 Forwards info re use of power of tost" as measure off stds 
verification adequacy L suggests rewording section of matl 
control program in response to NRC 78091B ltr Enel withheld 
(ref I0CFR2 790) 

PARTLOW/J G Material Control Licensing Branch 79/02/12 lp 


7903260290 Requests that contingency plan be revised before it can be 
approved 

MCCORKLE# G U Physical Security Licensing Branch 79/03/13 

2pp 


DOCKET 70-0737 Clark Umv 


7903050536 Ack receipt of 781221 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 78-01 

MCCLINTDCK, R 0 Region 1, Philadelphia/ Office of the Director 

79/01/15 Ip 


7903030566 Responds to NRC 701200 ltr re violation deviation notui in 
781S16 Insp rept Corrective actions tested plutonium in 
sealed source b posted Form 3 notices in appropriated areas 
ALLEN, H C Clark Univ , Worcester# Mass 78/12/21 lp 


7903050569 Forwards notice of violation from insp on 701116 

MCCLINTOCK.R 0 Region 1. Philadelphia/ Office of the Director 
78/12/03 2pp 


7903050376 Notice of violation from insp on 701116 Noncompliance notitf 
failure to best sealed source containing plutonium at 
required interval t failure to post appropriate signs 
« ftegion 2/ Atlanta/ Office of the Director 78/12/05 lp 


DOCKET 70-0754 Vallecitos Nuclear Center 


7903070023 Prohibits mtervenors from any further discovery after 
willful refusal to comply u/ASLB 781024 order directing 
responses to licensee's 7B0626 interrogatories 

LUTON, E Atomic Safety and Licensing Board Panel 79/01/15 Ip 


7903290 1B6 Supplies info re request to document change in activity 
in Cell 3# once used to process fission product lioly 99 Cell 
3 has been idle for months h GE wishes to utilize it for 
routine nondestructive tests on irradiated reactor fuel 
MOSCHNER/R A General Electric Co /Nuclear Energy Products Dlv 
79/01/30 lp 


7903090026 Requests suspension of activities under License 8NM-960 lb 
light of recent geological findings by NRC Possible hazards 
ei 1st 

H1NKEL/L, Tri-City Ecology Center 79/02/01 lp 


7903200232 So feguar ds contingency plan transmitted by 7B0908 ltr has 
been reviewed l< found acceptable if minor revisions are 
made Enel withheld (ref 10CFR2 790) 

MCCORKLE, Q W Physical Security Licensing Branch 79/02/07 Ip 


790327001 3 For wai ds corrected pages to 771112 submittal of summarized 
oral info r* opeiation of facilities licensed under 8NM-960. 
DARMITZELj R W General Electric Co .Nuclear Energy Products Div 
79/02/21 1 7pp 



SOCKET 70-*07xj4 Vallecitos Nuclear Center 


DOCKETED SERIES 243 

7903120020 Ack receipt of 790205 Itr informing NR-C of »t fpt taken to 


79032B02S2- Foiwarda 790201 itr from Tii-Clty Ecology Center requesting 
NRC to suspend activities under license SNM-960, s imi 1 ar to 
request from Ti lends of Ldrth Tujo petitions have been 
consolidated for c onsidei «< fc i on 

DtRC^Q'W J Uffite of Nuclear Material Safety h Safeguards 
79/02/23 lp 


790-32B0264 Ack receipt of request for NRC to suspend activities Under 
License SNW-960 explains NRC has consolidated request u/etid 
Fr tend % of tho Earth similar petition under 10CFR2 206 Will 
take appropriate action W/o ontl 

OIRCKSi W U Cjfficc of Nucleai Material Safety \ Safeguards 
79/02/33 lp 


7 9 03 1*026.9 Ack receipt of 790207 Itr informing NRC of steps taken to 
correct violation noted in 790126 notice of violation Finds 
CDTTdCtW® actions adequate Enel withhold (ref 10CFR2 790) 
MCRDERMAUCL L II Region 3. San Frantisco# Safeguards Branch 

79/03/07 lp 


7903220179 Ac k receipt of 790216 Itr transmitting security training t* 
qualification pl*»» Will process plan os amend to License 
■SHN-960 Requests payment of major safeguards amend fee 
WEI&S D license foe Management Branch 79/03/00 lp 


7903300390 Requnsts NrtC Issue final STR at eailie&t possible date tp 
resolve uncertainty id tectonic faulting k to assure safety 
pF all fch oso in ai ea 

STARK# F H Mouso of Rep 79/03/00 lp 


correct violations noted in IE Insp flept 7O-Q2O/70-2B 
MARTIN- U G Region l, Philadelphia. Safeguards Branch 79/02/14 

lp 


7 903 120021 Responds to NRC 790126 Itr re violations noted in IE Insp 
Rept 7O-02D/7B-20 Corrective actions withheld (ref 
10CFH2 7901 

BOWERS# C E United Nuclear Corp 79/02/03 lp 


7903120022 Forwards IE Insp Rept 70-020/ 7B-2B on 731216-22 Notice of 
violation withheld (ref 10CFR2 7901 

HARTIN.WG Region i. Philadelphia, Safeguards Branch 

79/01/26 2pp 


7903(20026 IE Insp Rept 70-020/76-23 on 731210-22 NtJncomp lta nc e noted 
items in item control area w/o t ampe-r - saf i hg devices applied 
A flteaiur ament control audit rept not documented 
QO0Y. A , Z1BULSKY# H # JDYNER, J H Region I. Philadelphia. 

Safeguards Branch 79/01/23 Ip 


/ 90309007 1 Forwards IE Circular 79 03, "'Inadequate Guard Training/ 
Qualification 6 Falsified Training Records *' 

Gf?IER> 0 H Region l* Philadelphia. Office of the Director 
79/02/23 Ip 


79031 5025B Ack receipt of 790215 1 fcr requesting amend to License 
SWf-7? 7 Request* proposed changes be resubmitted in format 
of Section 200 of license Determines administrative fee to 
be tlSO 

WEISS; 0 License Fee Management Branch 79/02/20 lp 


7903200049 Clarifies position ro implementation h reporting change* to 
approved fundamental nuclear mall control plans Provides 
guidance? for determining if change would decrease program 
effectiveness Dosci ltd* applicable fees - 

pARTLCJhL J 0 Material Control Licensing Branch 79/03/tO 2pp 


790313010/ forwards IF insp fUpfc 
naive oft? pli an c* noted Insp rept 
f-JORDERHAUO, L (I Region 5 » 

79/02/26 2pp 


70-/3 A/79-01 on 790129-0221 No 
withheld (ref 1QCFR2 790) 

Bar# Francisco# Safeguards Branch 


OOCHET 70-0020 United Nuclear Corp 


7903080137 Forwards check submitted for 78J227 request to delay 7B1204 
inventory Ack 790206 receipt of check for request 
WEISS# D License Fee Management Branch 79/03/06 lp 


7903300237 Ack receipt of 790301 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Kept 70-020/79-01 
MARTIN.W G Region 1. Philadelphia. Safeguards Drench 79/03/14 

IP 


7903300245 Responds to MRC 790213 Itr re violations noted in IE Inip 
flept 70-020/79-01 Corrective action* operations personnel 
were re instructed in criticality limits and procedures 
BOWERS# C E United Nuclear Corp 79/03/01 3pp 


7903O1C463 Requeue 10 day extension for reporting fuel recovery 
operation physical inventory because of large number of 


operation pays 
small job* processed 
GRF.OOi R J llnltpd Nuclear Corp 


78/12/27 lp 


7903300260 F-ot words IE Insp Rept 7O-B2Q/79-01 ®n 790106-16 & 
notice of violation 

MARTIN# w B Region 1# Philadelphia# Safeguard* Branch 

79/02/13 2pP 


79O3030434 Special safeguards review of 701207 raised 

adequacy of mpt control* over secur l by organl lafc *1# 


adequacy or mpt cumrwts uyw# - - u ----- - 

feedback. No atldl licensing actions indicated per analysis of 

BURNB1TT. ft F Division of Safeguards 79/01/23 2pp 


79D3030377 Forward* semiannual rept for License SNM-777 re quantities 
of radioactive m*tl in effluents released to unrestricted 
areas from 7B07O1 to 790101 „ hn 

CflDMIN# ft F United Nut 1 ear Corp 77/01/26 3pp 

7fl03a0t>127 tr ruponta to NRC 70)100 Itr. forw.rO> 

water mnnltmrtoo L waste water lagoon Water supply well 6 

Ron?, .hoold bo ..a#,!.* M > rtov.-srouri 

lagoons should be eliminatod at 10 °" ** 1 b 


\ agoons 

WAR NEfli D, L 


Affiliation Unknown 79/02/01 Ip 


7903300265 Notice of violation fTom irt*p on 790109-16 

MART IN # W 0 Region 1# Philadelphia# Safeguard* Branch 

79/02/13 3pp 


7903300276 IE Insp Rept 70-820/79-01 on 790108-16 Noncomp 1 i anc * noted 
criticality safety limits exceeded. f mi lure to follow 
radiological safety procedures re washing# amoving « 
contamination survey . » 

CODY- A i SMITH. G # JDYNER. J H Region 1. Philadelphia# 


J032B0037 CleriFies position r« imp l emontation %t reporting changes to 
approved fundamental nuclear matl control plan* Provides 
guidance for determining if change would decrease program 

e f fee tivqne** Describe* applicable fee* 7o/o3/?0 2 dd 

PARTLOW. J Q Materiel Control Licensing Branch 79/03/2 0 2pp 


7903140626 Forward a IF Info Notice /9-OP# "Attempted Extortion— Low 
Region 1# Philadelphia# Office of the Director 

79/02/02 Ip 


7903290191 Forwards process flow diagram & description of proposed 
DTccou Por evaluation re lagoon U recovery. 

QFECQj R J United Nuclear Corp 79/02/02 4pp 


DOCKET 70-0833 Opt ova c 


S^L«R.J n S P “ / T|iitS , iVST?iS:i»M.. OMI.. 0 # M.. Dir.ctor. 
79 / 01 / 23 . 3 pp 


79032*0009 Respond* to 790129 Ur informing NRC of corrective actions 
Hew security manager namod fc employoos w/questionab le 
veracity have resigned Actions were taken w/p regard to 
validity of findings ..vr, #«« 

QOWER0I C E United Nuclear Corp 79/02/09 2pp 

7903(130249 Refund* overpayment of amend fee .*7* * ® n J * SNr1-?77 

hlLLERrU 0 OPPice of Administration 79/Q2/14 ip 

7903060001 Ack receipt of 790119 Hr transmitting 41 

Rl.n p.r App 8 Licn.fn, r.v)« #»r 
of SNh-777 eubj to major safeguards fee of *8# 300 
CA0ELL.A 8 License Fee Management Branch 79/02/13 *P 


DOCKET 70-0024 Dabcock & Wilcox Co 

7WMHH Fc.uar#. •H..U.I Pr**;«' * *«•{«•" B ” for P-‘' c *‘« n ° # “ 
Irradiated fuel assembly Document* withheld 

OLSEN? A^ 3 Babcock E» Wilco* Co 78/ 1 2/21 2pp 



«°" ° f KKuirSU^iW LiC.n.infl Branch «/«,«# 

2PP- 
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DOCKET 70-0824 Dab cock & UUcoj Co 


7903050019 Review schedule for license renewal application) has bean 
prepared according to "Agreement on Interface 6 Div of 
Responsibility Batueen NhSS k IE." w/minor adjustment 
List* milestones in review schedule Requests IE input 
CROW, U T Division of Fuel Cycle & Material Safety 79/02/06 
2PP 


7903260203 Requests technical assistance of DP Notley for fire safety 
review of 5NM license renewal application submitted by BJ<W 
Lynchburg Research Center Application not end 

CROW. W T Division of Fuel Cycle 6 Material Safety 79/02/13 ip 


7903150413 Requests registration as user of Model 7— 100 
OLSEN. A F Babcock & Uilcai Co 79/02/16 lp 


7903230039 Clarifies position re implementation tr reporting changes to 
approved fundamental nuclear matt control plans Provides 
guidance for determining if change would decrease program 
effectiveness Describes applicable fees 

PARTLOW. J 0 Material Control Licensing Branch 79/03/20 2pp 


7903030503 Forwards IE Circular 79-03. " Inad equate Guard Training/ 
Qualification 4 Falsified Training Records " 

O'REILLY. J P Region 2< Atlanta. Office of the Director 
79/02/23 Ip 


DOCKET 70-0346 Clarke College 


7903140073 IE Insp Findings It License* Ack dfcd 790209 of License 
BNM-799 Insp findings no tioncompliance noted 

W1LB0RN.L Region 4. Dallas. Office of the Director 79/02/09 

lp 


DOCKET 70—0359 Bridgeport 


7903230283 Ack receipt of completed survey quest i on.no ir* on 790209 
Hill Investigate actions during subsequent program insp 
W/quest i onnaire enc 1 

M-CCLINTOCKi R. 0 Region ki Philadelphia. Office of the Director. 

79/02/16 3pp 


DOCKET 70-0075 Kent State Ifniv 


7903050489 IE Insp Findings «. Licensee Ack dtd 7B1129 of Licenses 
BNM-B95 & 34-00124-02 Insp findings^ no none osnp 1 1 enc e noted 
SRENTAWSKI . D J Region 3. Chicago. Office of the Director 

78/11/29 Ip 


DOCKET 70-0093 Florida Institute of Technology 


7903200593 IE Insp Findings 6 Licensee Ack dtd 7901 IB of License 
SNM-844 Insp findings no noncamp 1 i ance noted 
WOODRUFFrR L Region 2. Atlanta. Office of the Director 
79/01/10 Ip 


DOCKET 70-0920 Rensselaer Poly technical Inst 


7903260139 Requests renewal of License SNM-910 

RYAN.R M. Rensselaer Polytechnic Inst 79/02/23 lp 


DOCKET 70-0968 Gartnon College ER 


7903130610 Ack receipt of completed survey questionnaire re handling of 
mat 1 under License GNK-920 Mil! investigate actions during 
subsequent program insp W/questionnaire end 

HCCLINTOCK.R O Region 1. Philadelphia. Office of the Director 
79/02/26 3pp 


DOCKET 70-0984 Sat tell a Hem lost 


7903190400 Forward* IE Insp Rapt 7O-904/7B-O4 on 701113-16 No 
non compliance noted 

HOOK. H E Region 5. San Francisco. Fuel Facility & Mater ials 

Safety Branch. 79/01/25 2pp 


7903190413 IE Insp Rept 70-904/73-04 on 701113-16 No nomcomp 1 lane a 
noted Major areas inspected organi t a 1 1 am 1 nven tory . 
operations review) cri fcical l ty stud test internal review & 
audit; dosimetry eipei isnce 

COOLEY. W J Region 5. San Francisco. Fuel Facility & Materials 

Safety Branch 79/01/25 6pp 


DOCKET 70-1004 Marshalltown Community College MA 


7903060606 Ack receipt of 790109 Itr informing NRC nf steps taken to 
correct violations noted in 781203 Itr re License 5NM-969 
No activity is in accordance w/NRC requirements unless 
authorited In 1 icerise, even if amend is pending 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 79/01/56 

ip 


7903060611 Responds to NRC 781205 Itr re violations noted m Insp R«pt 
Corrective actions detector will be accurately calibrated, 
plutonium source choc led. 1 icense conditions & NRC Form 3 
posted Ei plains reasons for delayed compliance 
KEGEL. P I. Marshalltown Comm College IA/MA 79/01/09 2pp 


DOCKET 70-1050 St Francis College LO 


7903130620 Ack receipt of completed survey questionnaire re handling of 
matl under License 6NM-1003 U\ll investigate actions during 
subsequent program insp W/que st i onna i re end 

MCCLINTQCK.il 0 Region 1. Philadelphia. Office of the Director 
79/02/16 3pp 


DOCKET 70-1100 Combustion Engineering, Inc 


7903000416 Forwards IE Insp Rept 70-1100/78-11 on 781120-30 No 
noncompliance noted 

MARTIN. M G Region 1. Philadelphia. Safeguards Branch 79/01/10 

2pp 


7903080420 IE Insp Rept 70-1100/78- 11 on 781120-30 No none ojnp 1 lance 
noted Major areas inspected nuclear matl control ?< 
accounting, including organization, op erat i ons. measur omen t s, 
storage, internal control r* mgt of mat! control sys 
COHEN, I , JOYNER, J H Region 1, Philadelphia. Safeguards 

Branch 79/01 /oa 4pp 


7903290299 Amends License 5NM-1067 authoiliing addition of exhaust sys 
to Bldg 17 annex for recycle powder area & establishing 
corrective action level for control of gaseous effluents 
from Windsor faci 1 i ty. sub j to Condition 25 
CRQM, W T Fuel Process h Fab Branch 79/02/13 lp 


7903120032 Ack receipt of 790205 Itr informing NRC of steps taken to 
corr oct vi olations noted in IE Insp Rept 70-1100/78-12 
MARTIN. W Q Region 1, Philadelphia, Safeguards Branch 79/02/14 

IP 


7903120034 Responds to NRC 7901J7 Itr re violations noted in IE Insp 
Rept 70-1 IOO/7B-1 2 Corrective actions calculation of 
inventory difference bias recomputed 

LI CHTEN BERGER. H Combustion Engineering. Inc 79/02/05 lp 


7903120036 Forwards IE Inso Rept 70-1100/70-12 Notice of violation 
withheld (ref 10CFR2 790) 

MARTIN..W G Region 1. Philadelphia, Safeguards Branch 

79/01/17 2pp 


7903120039 IE Insp Ropt 70-1100/78-12 on 701213-14 None omp 1 i arc a noted- 
Pailure to conectly determine inventory difference bias for 
matl balance period ending 780713 Details withheld (ref 
10CFR2 790) 

HOLDDY. D J, JOYNER, J H Region 1, Philadelphia, Safeguards 

Branch. 79/01/12 lp 


7903290151 Forwards copies of measurement control program wh let) has 
been revised consistent w/comments received from NRC 
Program withheld (ref 10CFR2 790) 

LICHTENLERGER, H Combustion Engineering, Inc 79/02/15 lp 


7903280023 Clarifies position re implementation & reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining if change would decrease program 
e f fe-c tiveness, Describes applicable fees 

PARTLOW, J. <3 Material Control Licensing Branch 79/O3/Z0 2pp 



DOCKETED SERIES 245 

DOCKET 70 -ill 1 El ) isbethtown College 7903200203 Emergency plan for Ui lmmgton. MC fuel fabrication plant 

— — * General Electric Co .Nuclear Energy products Div 79/02/27 

95pp 


7903130603 Ack receipt of completed survey questionnaire re handling of 
nafcl under license SNM-1063 Will investigate actions during 
subsequent program insp ^/questionnaire e nc 1 
_ KCCLINTGCK. R O Region 1* Philadelphia, Office of the Director 

79/02/16 3pp 


DOCKET 70-1113 Wilmington Manufactui »ng Dept 


7903060619 ForuflTis IE Insp Rept 70-1 1 13/78-23 on 7Q1205-GS U notice of 
V lolat i nn 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility ?« Materials 

Safety Branch 78/15/21 2pp 


7903060617 Notice of violation from insp on 781205-08 

» Region 2- Atlanta. Fuel Facility U Materials Safety Branch 
70/12/20 Jp 


7903060622 IE lnsp Rept 70-U13/78-23 on 781205-08 None omp 1 i anc e noted 
ciain line block valve was not c 1 osed, causing accidental 
release of SNfl on 781203 

POTTER, J p Region 2, Atlanta. Fuel Facility t* Materials Safety 

branch 78/12/20 10pp 


7503290172 Submits revisions to App C af fundamental nuclear matt 
control plan for fuel fabrication facility Revisions clarify 
calitr frequencies 6 traceability of specific stds used in 
*af eguards^r e 1 ated measurement sys Withheld (ref 10CFR2 790) 
KAPLAN. A L General Electric Co - Nuclear Energy Products Div 
79/01/29 2p p 


7903050492 Acfe receipt of 790116 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1113/78-21 
KEWA.W D Region 2, Atlanta. Safeguards Branch 79/05/06 Ip 


7903050498 Forwards requested addl info re response to Insp Rapt 
70-1113/78-21 Wishes to discuss matter in detail Attachments 
withheld lr*f 10CFR2 7901 

KAPLAN, A L Ceneral Electric Co .Nuclear Energy Products Div 
79/01/16 lp 


790-3120462 Forwards IE lnsp Rept 70-1113/79-01 on 790115-13 No 
nonc-omp 1 lance noted 

KEIJNA.U 3 Region 2. Atlanta. Safeguards Branch 79/02/15 2pp 

7903120486 IE Insp Rept 70-1113/79-01 on 790215 No nancflrrtp 1 i ance noted 
Major areas inspected licensee action on previously 
identified n oncomp 1 1 anc e item ?< facility organization 
TODD. O A , WILLIAMS, G H Region 2. Atlanta. Safeguards Branch 

79/02/13 lp 


7903)30234 Act lecoipt of IE Insp Rept 70 1113/79-02 on 790213 No 
proprietary info 

KAPLAN, A L General Electric Co .Nuclear Energy Products Div 
79/02/13 lp 


7903130236 Forwards IE Insp Rept 70-1113/79-02 on 790115-18 No 
Jwncamp 1 lane e noted 

KENNA.W 0 Region 2. Atlanta. Safeguards Branch 79/02/13 

2pp 


T903J30237 IE Insp 7Q-1 113/79-02 on 790115-18 No none omp l tap c e noted 
Major areas inspected verification of aypoi t shipment of 
SWM 

TODD. 0 A WILLIAMS, G H Region 2, Atlanta, Safeguards Branch, 

79/02/13 3pp 


7903140006 Forwards IE Insp Rept 70-1113/79-03 on 790203 
No noncompliance noted 

O'REILLYj-J P Region 2. Atlanta. Office of the Director 
79/02/21 2pp 


7903140008 IE Imp Rept 70-1113/79-03 on 790203 No none omp Hanc * noted 
Major areas inspected plant operation & circumstances 
surrounding theft of 60 kg low enriched U 

WILLIAMS, 0 H . Q1LLCSPIE.F P , O'REILLY, J P Region 2, Atlanta, 
OFMce of the Director 79/02/21 2pp 


7903150310 AcJt receipt of IE Insp Rept 70-1113/79-01 on 790115-10. 
KAPLAN. A L General Electric Co 79/02/23, lp 


7903200186 Forwards response to NRC questions re 79010? emergency plan 
lor fuel fabrication plant in Wi lmington. NC New emergency 
plan end. 

KAPLAN. A L General Electric Co .Nuclear Energy Products Div 
79/02/27 7pp 


7903260206 Lists questions posed by RL Stevenson to A Kap lan • consu 1 1 In g 
engineer for GE . Ui Jmi nglon, NC. d ur 1 ng 790207 telcon re 
Wilmington plant emergency plan, PC 78129A Response requested 
by 790216 

STEVENSON, R L Fuel Process b Fab Branch 79/02/27 4pp 


7903260067 Forwards revised emergency plan for License BNM-iO-97 in 
response to NRC 79022/ Itr Enel withheld < r »f 10CFR2 790) 

KAPLAN. A L General Electric Co .Nuclear Energy Products Div 
79/02/20 Ip 


7903200013 Clarifies position re implemented on & reporting changes to 
approved fundamental nuclear mat! control plans Provides 
guidance for daternurtng if change would decrease program 
e f f ect ivenes % Describes applicable fees 

PARTLOW . J G Material Control Licensing Branch 79/03/20 2pp 

DOCKET 70-1143 Plutonium Fuel* Development Lab- 


7903120014 Forwards IE Insp Rept 70-1143/70-23 on 781204 No 
noncompliance noted 

MARTIN. W G Region 1. Philadelphia, Safeguards Branch 79/01/24 

2pp 


7903120016 IE Insp Rept 70-1143/78-23 on 781204 No none omp 1 tare a noted 
Major areas inspected safeguard controls 

KUSKNER. U L < JOYNER, H Region 1, Philadelphia. Safeguards 

□ranch 79/01/23 3pp 


7903130092 Forwai ds IE jnsp Rept 70-1143/78-22 on 781227-20 No 
noncomp 1 ian-ce noted 

MARTIN. W 0 Region 1. Philadelphia, Safeguards Branch 79/01/26 

2pp 


7903130099 IE Insp Hept 70-1 143/ /B-P2 on 7B1227-20 No non c omp 1 i ant e 
noted Major areas- inspected nuclear matl control fc 
accounting including verification of U 1 Pu inventories 
DELLARATTA.A . COHEN, I , JOYNER. J H Region 1, Philadelphia, 

Safeguards Branch 79/01/23 3pp 


7903190318 Forwmd* IF lnsp Rept 70- J 1 43/7B-2I on 781218-20 No 
noncompliance noted 

MART IN. W G Region 1. Ph i ladelph i a. Safeguards Branch 79/01/2? 

2pp 


7903190322 IE In ip Rept 70- J l 43/70~?i on 78121 Q-20 No non c omp 1 ianc e 
noted Major areas inspected licensee actions on previous 
lnsp find i ngs. measurement It statistical controls 
HOLODY, D J , J-OYNFR.J H Region J, Philadelphia, Safeguards 

□ranch 79/01/25 lp 


79Q3020033 Atlt receipt of 790119 Itr informing NRC of step* taken ta 
correct violations noted in IE Insp Rept 70-1143/70-17 
MARTIN. WO Region 1. Philadelphia. Safeguards Branch 79/02/01 

ip 

7903020047 Respond* to NRC 781P18 Itr re violation* noted in IE Insp 
Rept 70-1143/70-17 Corrective actions formally established 
required training s ec a rds. NRC-74 1 form reviewed <c completed 
nuclear enatl transaction* repts 

DDLLARDi W J Westlnghouse Electric Cbrp 79/01/19 3pp 


7903020063 Notice of violation from lnsp on 781113-17 

* Region 1, Philadelphia, Safeguards Branch 78/12/14 Bpp 


7903020073 IE Insp Rept 7 0-1143/78-17 on 781113-17 None omp 1 1 a nee noted 
failure to document training of accountability c 1 erli. failure 
to correctly complete Form NRC-741 receiving document. 6t 
failure to audit certain matl control activities 

DELLA RATTA.A , COHEN,! . JDVNFR. J H Region 1, Philadelphia, 

Safeguards Branch 78/12/14 lp 


7903140503 Forward* IE Info Notice /9-02. "Attemped Ex tor ti on--Low 
Enriched U ■" 

GRIER. B H Region 1, Philadelphia. Office of the Director 
79/02/02 lp 


7903220083 Forwards addl info re "Nucleai Criticality Safety Analyse*" 
requested for application for renewal of License SNM-1L20 
DIPIAZZA, R P Westinghouse Electric Corp 79/02/02 lp 


7903220060 ‘’Summary of Criticality Safety Analyses " 
* Westlnghouse Electiic Corp 79/02/06 21pp 


j 
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DOCKET 70-1143 Plutonium Fuels Development Lab 


7903210542 Summary nf 79020B nesting w/ Wes 1 1 nghou s c in Silver bpring* 
HD Dattelle calculation* used to justify permi ssibl e 

value used In license renewal application for control of 
nuclear criticality safety 

QRQWNE, Ini 0 Fuel Reprocess 6 Recycle Branch 79/02/08 lp 


7703300356 Forwards IE Insp Rept 70-1143/77-01 on 790108-11 
No nontcmp \ i atice noted 

MARTIN, WG Region 1, Philadelphia. Safeguards Branch 79/02/14 

Spp 


7903300357 IE Insp Rept 70-1143/79-01 on 770108-11 No noncompliance 
doted Major areas inspected physical protection program 
ROGERS* M E * MCKEOWNiL Region i, Philadelphia, Office of the 

Director DEVLIN. J W Region 1* Philadelphia. Safeguards 

Branch 79/02/09 lp 


7903090060 Forwards IF Circular 79-03. ''Inadequate Guard Training/ 
Qua 1 i f 1 cat i on 6 Falsified Training Records M 
GRIER. B H Region 1. Philadelphia. Office of the Director 
79/02/23 lp 


7903220145 Ack receipt of 790129 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1143/78-20 
SMITH. G H Region 4, Dallas, Fuel Facility 6 Materials Safety 

Branch 79/02/28 2pp 


7903220156 Responds to NRC 7901 18 Itr re violations noted in IE Insp 
Rf p t 70-1143/78-20 Corrective actions issued Instruction 
Jtr an posting safety signs & instructed staff on 
requirements of thorium possession 

DOLLARD. W J Wei t inghnuse Electric Corp 79/01/29 3pp 


7903220161 Forwards IE Insp Rept 70-1143/70-20 on 781213-15 notice 
of violation 

SMITH, G H Region 1, Philadelphia, Fuel Facility Materials 

Safety Branch 79/01/18 2pp 


7903220163 Notice of violation from insp on 781213-S3 

* Region 1, Philadelphia. Office of the Director 79/01/16 
2pp 


7903220168 IE Insp Rapt 70-1143/78-20 on 781213-15 None Qmp 1 lane e noted 
failure to post safety sign. failure to maintain inventory 
of U t unauthor i * ed possession of thorium 
ROTH, J Region 1. Philadelphia, Office of the Director 
CROCKEIt.H W Region 1. Philadelphia, Fuel Facility & Materials 

Safety Branch 79/0t/tfc iOpp 


DOCKET 70-1151 Westi nghouse Electric Corp 


7903220293 Act leceipt of 790223 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1151/79-01 
KENNA.W B Region ?, Atlanta, Safeguards Branch 79/03/07 lp 


7903220296 Responds to HRC 790130 1 ti re violations noted in IE Inip 
Rept 70-1151/79-01 Corrective actions withheld (ref 
10CFR2 790) 

GOODWIN. U L , D'AMORE. H Westmghouse Electric Corp 79/02/23 
IP 


79032B0019 Clarifies position re implementation 6 reporting changes to 
approved fundamental nuclear matl conti ol plans Provides 
guidance fot determining if change would decrease program 
effectiveness Desciihea applicable fees 

PARTLCW, J G Materia) Control Licensing Branch 79/03/20 2pp 


DOCKET 70-1173 Mtrcyhurst College 


7903270247 Ack leceipt of survoy questionnaire re handling of mat) 
under License SNrt-1143 Will investigate actions during 
subsequent insp W/encl questionnaire 

MCCL J NTQCK, R 0 Region i. Philadelphia, Office of the Director 

79/01/25 3pp 


DOCKET 70-1193 Cimarron facility 

7903210277 Ife Insp Rept 70-1193/7*9-01 on 790223-26 Non comp 1 lane e nct«d 
security oi gam /at ion 6 access contiols Details withheld 
(ref 10CFR2 790) 

MADEDA, T,J , SCHEFFER, J C , HIND, J A Region 3, Chicago. 

Safeguards Branch \ /9/02/1& 2 p p 


7903270017 Forwards production procedure KM-NP-31-6, "Glove & Dag 
Changing, 11 6 updated sections of facility emergency manual 
re procedures to follow in event of accidental criticality 
SINKF.G J Kerr-McGee Nuclear Corp (subs of Kerr-McGee CoTp I 
79/02/09 I3pp 


79030B0516 Forwards If Circular 79-03, " Inadequate Guard Training/ 
Qualification !< Falsified Training Records 11 
O'REJLLYj J P Region 2. Atlanta, Office of the Director 
79/02/23 lp 


7903210266 Forwards IE Insp Rept 70-1 193/ /9-Oi on 790226 Notice of 
violation withheld (ref 10CFR2 /90> 

HIND. J A Region 3, Chicago, Safeguards Branch 79/02/26 2pp 


7903220102 Ac* receipt of 790219 1 tr transmitting security training 6 
qualification plan ( >Jlll process plan as amend to License 
SNM-1120 Request* payment of major safeguards amend fee 
WEISS. D License Foe Management Branch 79/03/08 Ip 


7903280019 Clarifies position re imp 1 eitionta t i on & reporting change* to 
approved fundamental nuclear matl control plans Provides 
guidance for determining If change would decrease program 
effectiveness Describe* applicable fee* 

FARTLGW.vLG Material Control Licensing DTanch 79/03/20 2pp 


DOCKET 70-1195 Montclair State College 


7903140361 W/regard to questionnaire U examination of License 3NM-H30, 
there have been no individual radiation exposures beyond 
1 imi ti, source is stared in secure condition & is used about 
once a month 

MCCL INTOCK, R 0 Region 1, Philadelphia, Office of the Director 
79/01/10 lp 


DOCKET 7C-i20l OF 6 Conversion Facility, Commercial Nuc Fuel Plant 


7903120056 Forwards IF Insp Rapt 70-1201/79-04 No nomompl lane e noted 
KENNA.W D Region 2, Atlanta, Safeguards Branch 79/01/26 2pp 


7903120052 IE ln*p Rept 70-1201/79-04 on 790118-19 No noncompliance 
noted Major areas inspected physical inventory 

CLAY, E L , WILLIAMS, G H Rrgion 2, Atlanta. Safeguards Branch 

79/01/26 2pp 


7903210073 Responds to /81 108 request U forward* revised Measurement 
Control Plan Enel being withheld (ref 10CFR2 770) 

ZEFF, D W, Babcock * Wilcox Cp 79/0J/31 2pp 


7903060716 Forwards effluent monitoring results Fot July 1978 to Dec 
1978 Gives statistics on particulate gaseous effluents & 
liquid affluents 

ZEFF. D W Babcock L Wilcox Co 79/02/02 2pp 


7903060709 Informs of amended License Conditions 46662% addition 
of new Conditions 6 5 % 6 6 in response to 790105 ltr Amend 
covers bias ya 1 ve calculation & limit of error correction 
Detailed info withheld (ref 10CFRH 790) 

PARTLOW, J 0 Material Control Licensing Branch 79/02/08 2pp 



DOCKETED SERIES 


DOCKET 70-1201 UF 6 Conversion Facility. Commercial Nuc Fuel Plant 


79D32S0104 Forwards IF lnsp Kept /0-I201 /79-05 on 790130-0202 
No none omp 1 1 a r>c b noted 

KENNA. W B Region 2. Atlanta. Safeguards Branch 79/02/15 2pp 

7903260107 IE lnsp Kept 70-1201/79-05 on 790130-0202 No none omp 1 i ance 
noted Major areas inspected records & repts 

HODGES, V W . WILLIAMS, G H Region 2, Atlanta. Safeguards 

Branch 79/02/13 2pp 

7903230031 Forwards IE In^p Rept /9- 1 201 /79-03 No noncomp 1 lance -noted 
*.ENNA.W B Region 2. Atlanta, Safeguards Branch 79/03/02 2p p 

79Q3230040 l£ lnsp Kept 70-1201/79-03 on 790123-23 No noncomp 1 lane* 
noted Major areas inspected previously noted items, program 
for matl control t* accounting of special nuclear matl 
■shipped fct received Details withheld (ref 10CFR2 790) 
jOHE8i D W . W!l LIAMS, G H Region 3, Atlanta. Safeguard* Branch 

79/03/02 Ip 

7903273415 Acle leceipt of 790301 l tr informing NRC of steps taken to 
correct violation noted in IE lnsp Rept 70-1201/79-02 
SUTHERLAND, J T Region 2, Atlanta. Fuel Facility & Materials 

Safety Branch 79/03/13 Ip 

7903270424 Responds to NR f 790216 1 tr re violation noted in. IE lnsp 
R ip t 70-1201 /79-Q2 Cairective actions probe adjusted t* 
secured 

BILK. E J Dab cock ft Wilcox Co , Nuclear Material Div 79/03/01 
3pp 

7903270427 Forwards IE Infip Reps /0-1201/79-0? on 790115-19 !« notice 
of violation 

SUTHERLAND, J T Region 2. Atlanta, Fuel Facility L Materials 

Safety Branch 79/02/16 2pp 

7903270431 Notice of violation from lnsp on 790115-19 

SUTHERLAND. J T Region 2> Atlanta. Fuel Facility & Materials 

Safety Branch 79/02/16 lp 

7903270437 IE lnsp Rept 70-1201/79-0? on 790216 Noncompliance noted 
failure to j sole i neticaily sample pelletizing recirculation 
*y*>. f ai lure to include one souicp of airborne effluent in 
semiannual rept 

H1LL5AP, W J , G1IJS0N.A r Region 2, Atlanta, Fuel Facility t 

Materials Safety Branch 79/02/16 llpp 

7903200062 Clarifies position re implementation 6 reporting changes to 
approved fundamental nuclear matl control plans Provides 
guidance for determining If change would decrease program 
effectiveness Describes applicable fees 

PAflTUQtf, J G Material Control Licensing Branch 79/03/20 2pp 


7903220031 Forwards rept of plant discharges of IM. Pu-35 required by 
10CFR70 59 for period 7B0701 to 731231 

NECHCD3M, W S E * i on Nuclear Co , Inc (subs of Elion Co-rp > 

79/02/05 6pp 

7903260326 Amend 17 to License SNM-1227 to include emergency plan 

CROW. W T Division of Fuel Cycle *< Material Safety 79/02/05 Ip 

7903270649 Reviews emergency p 1 an, XN-MF-32, Revi * ion 9, ^Richland Fuel 
Fabrication Plan ta, Emergency Plan, Part l.SBpt 1970 " Plan is 
acceptable It authorizing amend should be issued 

STEVENSON. R L Fuel Process * Fab Branch 79/02/09 5pp 

7903140430 Forwards IF lnsp Rept 70-1257 /7B-0B on 701205-08 No 
none amp 1 1 ante noted 

DDDK, H E Region 5, San Francisco, Fuel Facility 6 Materials 

Safety Branch 79/02/00 2pp 

79-03140441 IE lnsp Rept 70-1257/78-QB on 701203-03 No none omp 1 lance 
not* d Major areas inspected organization, facility changes 
U mods. Internal review t« eud i t, cti t icality safety analyses 
tc employee training 

COOLEY, W J , DOtJK.WE Region 9. San Francisco, Fuel Facility * 

Materials Safety Branch 79/02/08 3pp 

7903150324 Ack receipt of 700603 revised measurement control plan Finds 
std s verification (power of test) is inadequately described 
Forwards revision of Section* 1 0 through 0 O to License 
SNM-1227 

PAR7L0W, J D Material Control Licensing Branch 79/02/31 6pp 

7903320162 At fc receipt of 790220 Jtr transmitting security training l< 
qualification plan Will process plan a« amend to License 
ENM-1227 Requests payment of major safeguards amend fee 
WEISS. D License Fee Management Branch 79/03/0B lp 


DOCKET 70-1306 Texas A U M Unlv 


7903190372 IE lnsp Findings l« Licensee Act dtti 790200 of License 
SNM-I457 lnsp findings no noncomp l lane e noted 

WILQORN.L Region 4, Dallas, Office of the Director 79/Q2/0B 

ip 


DOCKET 70-1300 Morris Fuel Storage Expansion 


7903130040 Forwards matl in aupport of application far renewal of 
License 6NM-1265 for 20 year* to rec fc-ive. possess, store 8< 
transfer irradiated fuel W/check fOT *32,000 fee U repts 
NEDD-2S326. HEDQ-20776 fc NEDD-20969B2 

DAWSON, D M General Electric Co .Nuclear Energy Products Div 
79/02/27 4pp 


SOCKET 70-1220 General Electric Co /NFS-4 pkg 


7903080590 Dentes 700726 application for amend to License 8NM-i270 to 
permit GE tt> delegate certain surveillance & acceptance 
activities re delivery of matl to carrier for transport 
CUNNINGHAM, ft E Division of Fuel Cycle & Material Safety 
79/02/16 Ip 


790313004$ "Consolidated Safety Analysis Rept,". Volumes 1 k 2 k App« 
a-l,B-2, B-3.D-4, D-5. B-6.B-7, 0-9.B-IO. D-U, D-12, B-13 & B-14 
(siting studies) W/microfiche 

•* General Electric Co .Nuclear Energy Products Div NEDO-21326 
79/01/31 BOOpp 

7903130051 "Spent Fuel 8vc Operation GA Plan " 

7AHN.L L General Electric Co -Nuclear Energy Products Div 
MEDD-20776 7Q/07/14 90pJ? 


DOCKET 70-1224 Teleflex 


7903270315 Ack receipt of survey questionnaii e re handling of matl 
under License SNM-1164 Will investigate actions during 
subsequent insp W/encl questianna ire 

MCCLINTOCK, R 0 Region 1. Philadelphia, Office of the Director 
79/01/23 3pp 


DOCKET 70-1257 Mixed Oxide Fabrication Plant. Exxon Nuclear Co 


79032602B1 Amend 16 to License SNM-1227 to include decommissioning plan 
tc financial commitment 

CROW, H T Division of Fuel Cycle «< Material Safety 79/01/22 Ip 


7903230292 Review* Exxon Nuclear Co 700613 amend application & supple 
transmitted by 701212 «< 790109 ltrs Recommend* amend to 
License SNM-1227 be issued to incorporate decommissioning 
plan it fin uncial commitment 

STEVENSON, R L . CROW, W T Fuel Process U Fab Drench 79/01/22 

Bpp 


7903020020 Forward* XN-NFM2, "Nuclear Mabls Safeguard* Procedures 
Description foi Fuels Fabrication Plants", Revi *i on 8 Enel 
withheld (ref 10CFR2 790) 

N1LS0W, R Exxon Nuclear Co , Inc (subs of Exxon Carp ) 79/01/30 

IP 


7903130034 "Operating Experience Irradiated Fuel Storage " 
EGERiK J General Electric Co , Nuclear Energy Products Div 
NEDD- 209693 2 79/01/31 63pp 


7903190047 Forward* IE lnsp Rept 70-1300/78-07 on 701204-06 l< 11-12 No 
noncomp 1 lane e noted 

DAVI9.A B Region 3. Chicago, Fuel Facility it Materials Safety 

Branch 79/0 4 


7903190051 ' 
none ompl i j 
organi »at 
aud i t*. <* 
PECK. C C , 
Facility 1 


7903200270 Fii 
NEDE-Z1B94, 
reissued li 
decrease *f 
ROUSE, L C, 


7903E90146 Fo 
Withheld Cr 
D0W30N.D h 
79/02/iS 
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DOCKET 70-13GB Harris Fuel Storage Expansion 


DOCKETED SERIES 

DOCKET 70-1300 Morris Operations Spent Fuel Storage Facility 


79030802G4 Forwards IE Circular 79-03. "Inadequate Guard Training/ 
Qua 1 lfication & Falsified Training Records " 

O'REILLY. U P Region 2. Atlanta/ Office of the Director 

79/02/33 Ip 


79Q3B30234 Forward* Revision A4 of NED0-2t32A. "Conso 1 i dated SAR, Morris 
Operation. *" along w/c ottipar i son of draft & final versions of 
revi * Ions, w/nota fcions re differences 
DAMSON. 0 H General Electric Co 79/03/23 45pp 


7903270637 Ac k 701222 ltr transmitting decommissioning plan Forwards 
question* resulting from review 

fWJUBEi-L c Fuel Reprocess 6 Recycle Branch 79/03/01 3pp 


7903300366 Forwards "Annual Rept 1977'" supporting application for 
renewal of License SNM-1263 

DAMSON. D M General Electric Co .Nuclear Energy Products Div 
79/03/OB lp 


7903300369 "Atinual Rept 1977 ■ 

* General Electric Co .Nuclear Energy Products Div 77/12/31 
4Bpp 


7903220432 Forward* IE map Rept 70-1300/79-01 on 790226-20 Notice of 
violation withheld fTcm disclosure (rBf 10CFR2 790) 

HIND. J A Region 3. Chicago, Safeguards Drench 79/03/14 2pp 


7903220456 IE Insp Rept 70-1300/79-01 on 790306-07 None omp 1 1 anc e note* 
access controls. keys. locks. combinations & detection aids 
Details withheld (ref 10CFR2 790> 

CREED, J R , HOWELL, J C . KIND, J A Region 3. Chicago, 

Safeguards Branch 79/03/14 lp 


DOCKET 70-1309 MorT i s Fuel Storage 


7903080204 Forward* IE Circular 79-03, "Inadequate Guard Training/ 
Qualification 8. Falsified Training Record* " 

O'REILLY, d P Region 2, Atlanta, Office of the Director 
7 9/OH/ 23 1 p 


DOCKET 70-1342 Cprato/nle 


7903060380 Fot wards '"Semi a nnua 1 Rept, M*r-Aug 1970." for Coratcmic C-1O0 
series radioisotopic-powered cardiac pacer clinical Implant 
program 

PURDY, DL Coratomi c. Inc 79/01/23 lp 


7903060307 '‘Semiannual Rep t, Mar-Aug 1970," for Coratomic C-1Q0 series 
rad 1 oil o top i c -powered cardiac pacer clinical implant program 
for BNM-1319 

* Cora torn! c i Inc 79/01/23 0Bpp 


DOCKET 70-1349 Hospital Pavla BA 


79Q306Q 375 Responds to HRC 791103 ltr re violation* noted In insp of 
License BNrt-1372 Corrective action* all physicians a-dvised 
that written rapt must bfl filed re death of pacemaker 
patient within 24-h* of occurrence 
PAVIA, MJ Hospital Pavia 79/01/00 Ip 


7903460570 Discusses Insp of activities under License 8NM-1372 & 
forwards notice of violation 

SUTHERLAND, J T- Region 2, Atlanta, Fuel Facility L Materials 

Safety Branch. 70/11/03 2pp 


7903060501 Notice of violation from Imp on 700927-29, Noncomp 1 lance 
noted* fa 1 lure to notify NRC of death of pacemaker bearer 
within 24~h of death 

a Region 2, Atlanta, Fuel Facility U Materials Safety Branch 
70/1 1/03 lp. 


7903060566 Act receipt of 790100 ltr informing NRC of steps taken to 
correct violations noted during lntp of Ltcenie BNM-1372 
SUTHERLAND , J T. Region 2, Atlanta, Fuel Facility fc Materials 

Bafsty Branch 79/01/15 Ip 


DOCKET 70-1359 IRT Co-rp 


7903050590 In response to FQIA 770900 request for document*, info has 
beer placed in Region III files 

FELTON. J M- Division of Rules and Records 79/01/30 3pp 


DOCKET 70-1430 Oklahoma 


7903260300 Discusses IE In*p of License SNM-1307 on 790131 6 forwards 
notice of violation 

DAY 1 0. A 0 Region 3. Chicago. Fuel Facility I< Materials Safety 

Branch 79/02/07 2pp 


79032603B3 Notice of violation fi om insp on 790131 None omp I lane* noted 
appropriate rept not made affcei death of pacemaker patient t< 
loss of contact u/other pacemaker patient 

* Region 3. Chicago, Office of the Director 79/02/07 lp 


DOCKET 70-1432 Recycle Fuels Plant 


790306057 1 Forwards IF Info Notice 79-02. "Attempted Ex t orti on^-Lou 
Enriched U *' 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
79/02/02 3pp 


DOCKET 70-1621 Conover t< Associates 


7903210179 Forwards Endorsements 31 & 32 to AN! Policy NF-226 l 
Endorsements 26 I< 27 to MAELU Policy MF-B7 

BARNETT, J E Conover 6 Associates, Inc Insurance 79/03/14 3p p 


DOCKET 70-1717 Norwalk Hosp NO 


79D3200037 Ac k receipt of 790130 ltr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 70-1717/70-01 
MCCL INTOCK » R 0 Region I, Phi ladelphia. Office of the Director 
79/02/08 lp 


7903200048 Responds to NRC 7901 15 ltr re violation noted in t£ Imp 
Rept 70-1717/70-01 Corrective actions chart* on patients in 
whom pacemaker* were implanted will remain in Cardiology 
Dept S< will be updated 

HRAPY, N A Norwalk Hosp 79/01/30 2pp 


7903200052 Forwards IE Insp Rept 70-1717/70-01 on 781220 it notice of 
via Utlon 

MCCL1NTDCK.R □ Region 1. Pbl ladelph la, Office of tha Director 
79/01/15 2pp 


7903200059 Notice of violation Prom insp on 7B122B None omp 1 i ar)c a noted 
hospital files did not contain required info for pacemaker 
patients 

* Region 1, Philadelphia. Office of the Director 79/01/15 
lp 


DOCKET 70-1729 Fuel Rec U Btor Sta . Allied Cher, Corp 


7903090018 Requests receipt of all documents re possibility that 
facility might be considered an auiay-from-reactor storage 
facility for commercial nuclear waste Points out group's 
statu* as a qualified party to proceeding 
THOMAS. R 9 Environmentalists, Inc 79/02/01 lp 


7903160270 Responds to 790201 ltr re use of facility as away- from- 
reactor storage facility for commercial nuclear waste 
No info available to forward 

ENOELHARDT, T. F Deputy Executive Legal Director 79/02/21 lp 


7903190346 Respond* to 790201 ltr No documents exist on use of Barnwell 
for storage of commerical nuclear waste, Will notify of 
meetings on sub j 

ENGELHARDT, T F Deputy Executive Legal Director 79/02/21. Ip 


7903190349 Requests info re use of Barnwell as au/ay-from-r eactor 
storage facility for commerical nuclear waste Inform* of 
intent to continue as active party in proceeding 
THOMAS. R S Affiliation Unknown 79/02/01 lp 


7903260191 Itiformi of forthcoming move to ‘new facilities Requests 
ax tens ion of License 0NM>I4O5 until 800331 W/che-ck for 

4190 fee 

HERTZ r R, L I«T Corp 79/02/06 lp 
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KKKJET 7D-1Q16 Cordis Corp 


7903050424 IE Insp Findings 6 AcV dtd 790117 of Licence XSNM-771 lnsp 
Finding* no noncompliance item* 

WOODRUFF, R L Region 2. Atlanta. Office of the Director 

79/01/17 lp 


DOCKET 70-3141 The Rutland Hosp 


7902270211 Discusses IE Insp 30-7587/79-01 Z< 70-2141 / 79-0 1 on 790117 No 
rioncoaipl iarice noted Major areas inspected radiation safety h 
Future use of nuclear pacemakers J 

KCCLIMTQCK, R O Region 1, Philadelphia! Office of the Director 
79/01/29 2pp 


DOCKET 70-2199 Vet Admin Hosp WA 


7903270219 Sgmmar t i es IC Insp 30-123/79-01.30-1314/79-01 U 70-2199/04 
■on 7901 S 1- 12 Majox at eas inspected radiation safety & 
compliance w/Nfic rules V regulation* 

MCCLINTGCK. R 0 Region 1. Philadelphia! Office of the Director 
79/01/24 2pp 


DOCKET 70-2219 Exxon Nuclear Co 


790327009Q Forwards application foi special nuclear matl license for 
proposed eiperi mental test facility (ETF) . con ent list of 
•company officers A descriptive mat! assessing environ 
effects of evolving ETF design Si location 

HILSON.R Exxon Nuclear Co . Inc (subs of Exxon Corp ) 79/02/26 

Upp 


7903270103 Application for special nuclear matl licence to receive, 
possess A convert U enriched in U-235 in experimental test 
Facility (ETF) for analytic purposes. instrument calibr U 
wavelength std 

• Exxon Nuclear Co * Inc (subs of Exxon Corp 1 XN-EL-S? 
79/02/28 300pp 


7903300339 Ack receipt of 790226 submittal for updating 1976 
application, for special nuclear matl license No addl Pea 
reqvi red 

WEISS. D License Fee Management Branch 79/03/15 lp 


DOCKET 70—2223 Goddard Memorial Hosp 


7903190073 Summon*** IC In«p 70-2223/78-01 on 7B122J of activities 
author! red by Licenses 20-09496-01 & SNM-1621 Ng 
nxmcomp 1 lance noted 

MCCLlNTQCK.fR O Region i. Philadelphia. Office of the Director 
79/OI/IQ 2p p 


DOCKET 70-2243 Nbuj Jersey Institute of Technology 


7903230274 Ack receipt of completed survey quest ionnaim on 790209 
Will investigate actions during subsequent program insp 
W/qveft fcionna i re end 

HCCLCNTQCK.R O Region 1. Philadelphia! Office of the Director 
79/02/16 3pp 


DOCKET 70-2323 Westinghouse Electric Corp 


79Q312017B Executive Branch position re Wosfcinghouse application for 
a*end of license to increase authorimd matl by 00B kg U-235 
for export to Switierland License should be granted Ltrs of 
assurance end 

NCSENZO.L V state. Dept of 79/02/23 4pp 


DOCKET 70-2355 Exxon Nuclear Co 


7903140643 Forwards IE Insp Repts 70-2553/79-01 fc 70-2014/79-01 on 
750115 No noncompliance noted Repts withheld 
ffref I0CFR2 790) 

NOftDERHAUG. L R Region 5i San Francisco. Safeguard* Branch 

79/02/00 2 p p 


DOCKET 70-2602 Reactor Experiments 


7903190344 Requests withdrawal of application X8NM-1140 for export to 

Pakistan 

HE I MAN, D Reactor Experiment*. Inc 79/02/14 lp 


DOCKET 70-5609 Commonwealth Edison Co 


790326027 B Par application dtd 7901 15* License SNM-1B02 is amended to 
read “3.000 kg of U-235 at a max enrichment of 3 IV, " All 
other condition* remain the same 

CROW.W T Division of Fuel Cycle & Material Safety ?9/Ol/2S lP 


79032B01B9 Recommends License amend requested by Commonwealth Edison Co 
be issued Amend increases uibi allowable enrichment to 3 l?i, 

DFLANEY. J C . CROW.W T Fuel Process tt Fab Branch 79/01/22 

Ip 


DOCKET 70-2623 McGuire Spent Fuel Pool 


7903060166 Advises of plans to apply for amend to license t* rsvisien of 
Tech Specs to permit high density reracking of spent fuel 
pool for increased storage 

PORTER. W L Duka Power Co 79/01/23 4pp 


7903060600 NRDC request, due to complexity of issue, for extension aP 
time to appeal 790109 order denying intervention Desires 21 
days from ASLB ruling on objection* or 10 days from i«parste 
ruling Certificate of Bvc end 

ROISMAN. A I Natural Resources Defense -Council 79/01/29 7pp 


7903050411 Notifies of withdrawal from active intervention Request" 
removal from sve list except For notice of time l< place for 
hearings lc permission be make limited appearances 
Certificate of Svc end 

□LOCH. J Safe Energy Alliance 79/01/30 2pp 


7903050114 Forwards transmittal (nsmo for 3AND77-I927 . "Tr a r**p or fc of 
Radionuclides in Urban Environs Working Draft Assessment. ,J 
HOEFLING, RX Branch 4 79/02/02 4 PP 


7903060564 Errata sheet re amend of matl license for tp«nt f%J*l 
storage 

ROUSE. L C Fuel Reprocess U Recycle Branch. 79/02/02 2pp 


7903030422 Grants applicant's 790126 motion of extension until 790212 
within which to file brief in opposition to appeal & brief 
of intervenor « NC P1RG 

CH1LK. & J Office of the Secretary of the Commission 79/02/05 
IP 


7903060667 Responds to NRDC motion for extension of time to Appeal 
ASLB ' s 790109 suppl order & objections to applicant's 
response Supports NRDC motion k object* to applicant'* 
argument as legally incorrect Certificate of Svc enc 1 
KETCHEN, E G Branch 4 79/02/05 Bpp 


7903020420 Order* appointment of ASLAD for proceedings re matl* License 
amend 

CHILK.S J Office of the Secretary of the Commission 79/0 2/06. 
lp. 


7903060714 Responds to NRDC ' K request for extension of time to P t X » an 
appeal from 790109 order denying Intervention U. subsequent 
order rejecting NROC's objections Opposes extended delay. 

Finds one week extension appropriate W/Certi f icate of Svc 
KETCHEN, £ Branch 4 79/02/06 5pp 


79030B060B Presents draft order delegating Commission'* review 
authority & functions in spent fu*i transfer proc ceding r fo-r 
approval W/draft OTder 

FITZGERALD. J A Office of the General Counsel BECY-A~7 l 9-9. 
79/01/23 4pp 


7903070453 Oppose* NRDC request for extension nf time in lultich to file 
appeal Intervenor has had sufficient fcimeiDufee Power Co 
desires timely disposition of its application Certificate of 
8vc enci 

KC GARRY. J M Duke Power Co 79/02/07 7pp 


7903140651 Objection to intervenor Carolina Environ Btudy Qroup's 
discovery requests & motion for protective order Urges 
denial of 701210 request items 44A.45A.46A $< A4A a* 
irrelevant to contention* 

PORTER. W L Duke Power Co 79/02/09. 2pp 


7903070571 Respond* to 790127 appeal U brief of Davidson chapter of 
NC PIRG. Urge* denial of appeal due to untimelinesi of 
pet i 1 1 on. 1 ac k of meritorious contention lc no grounds for 
discretionary intervention Certificate of 8vc end 
MCOARRY, J M Duke Power Co 79/02/12. I6pp 


7903020200 Reverses 790109 decision & allow* NRDC to intervtne tn 
proceeding on d iscretlonaTy basls.per 790212 stipulation 
parties, 

DUFLO, M £ Atomic Safety and Licensing Appeal Panel. ^ 79/02/10. 

apf 



250 DOCKETED SERIES 

DOCKET 70-2623 McGuire Spent Fuel Pool 790-3200312 Requests notification of decision reached by NRC re pend ir ig 

_ „ appeal for shutdown of units due to safety factors 

DERRICK* B House of Rep 79/03/06 lp 


7903020202 Stipulation of parties withdrawing opposition to NRDC's 
descreti onar y intervention 

ROISMAN.A Z Natural Resources Defense Council KOEFLING, R R. 
Branch 4 KNOTTS. J D Duke Power Co 79/02/12 4pp 


7903060346 Forward* errata sheet modifying portions of SER It EJA 
HOEFLINO, R K Branch 4 79/02/13 3pp 


7903130447 Confirms 790214 telcon informing that delayed NRC responses 
to Interrogatories will be served by 790215 
H0EFLIN9, R K Branch 4 79/02/14 Ip 


7903190134 Suggests that A5LB rule on disputed contentions & after 
discovery period. hold prehearing conference fcQ Pinaliie 
schedule for mo t i ons* test imony it commencement of hearing 
Certificate of five end 

HQEFLINQ* R K Branch 4 79/03/14 4pp 


7903160394 Requests reinstatement to active intervention status 
Certificate of five end 

DELKiD R Safe Energy Alliance 79/02/15 2pp 


7903190137 Responds to Carolina Environ Study Croup 770121 
Interrogatories 106-100 W/encl correspondence 

ePITALNY, 9 B Fuel Process L Fab Branch 79/02/15 15pp 


79030B004S Notifies of AELB conference u/NRDC, NRC t, applicant in 
Beth tsda. MB. on 790313 to considet NRDC contentions U rule 
or admtssib 11 i tyj request* expedited exchange of pleadings 6 
responses 

MlLLERrM E Atomic Safety and Licensing Board Panel 79/02/16 

2pP 


7903200323 Responds to applicant's objection tc motion Pqr protective 
order Urges that question* are relevant to matters of 
inquiry. Cert i fi cate nf 0vc end 
BLUM. 5 Blum U Shelley 79/02/16 3pp 


7903160163 Moves that ASLAB receive late NRC response to NC PIRG appeal 
of suppl order dtd 790109 Delay due to unexpected dosing oP 
federal offices 

K ETCHER. E 0 Branch 4 79/02/22 2pp 


7903160160 In response to NC PIRO'& appeal of denial of intervention* 
urges that denial was correct* as petition was untimely U 
propir contention uias not presented Certificate of Svc end 
KETCHEN* E, 0 Branch 4 79/02/22 S6pp 


79030001 96 Rules an discovery. contentions U scheduling Admit* certain 
contentions L directs parties to proceed w/discovery ?. 
preparation for hearings 

MILLER. M E Atomic Safety and Licensing Board Panel 79/02/23 
7pp 


7903090123 ALAB-520. never* i ng fc remanding ABLE 790109 order re denial 
of intervention to Davidson chapter of NC PIRO Orders that 
Davidson's participation be consolidated u/intervenoT 
Carol lna Action 

DUFLO, M, E Atomic Safety and Licensing Appeal Panel 79/02/26, 
lipp 


7903130303 ©rants intervention to Davidson chapter of NC PIRO per 
A8L AB-320 790226 Contention held admissible participation 
1* consolidated u/lntervenor Carolina Action Directs PIRO to 
verify status o-f its representative 

MILLER. M. E Atomic Safety and Licensing Board Panel 79/02/27 

app 


7903210241 Respond* to Carolina Environ Study Croup's 790204 
Interrogatory 116 dtd 790204 
KETCHEN.E G- Branch A 79/02/27 5 P p 


7903230210 Forwards Oconee-McQuira El A W/o end 
HOEFLINO, R, K Branch 4 79/02/26, lp, 


7903070232 In response to NRC 790206 r a quest* forwards spent fuel cask 
drop analysis of NSF-4 truck-type cask Examines thru 
possible cases of dropping or tipping 
PARKER r W □ Duke Power Co 79/03/02 7pp 


79O320O2B 1 Requests recommendations in writing re schedule for 
completion of ell prehearing actions for amind to SNM-1773 
MILLER, M E Atomic Safety and Licensing Board Panel 79/03/06 ip. 


79032BG070 Admits Contentions 1-6 submitted by NRDC Contentions concern 
storage of spent fuel, federal involvement. a Iternat Ives to 
proposed action It shipment of spent Fuel 

MILLER. M E Atomic Safety and Licensing Board Panel 79/03/16 
4pp 


7903290101 Interrogatories submitted to Carolina Action & request for 
production of documents Certificate of Svc one 1 
MCGARRY* J N Duke Power Co 79/03/16 33pp 


7903200530 Transcript of 790313 meeting in Bethesda. MD Pp 1 — 166 
MlLLERiM I , I UEBKE, E A Atomic Safety and Licensing Board Panel 
79/03/13 i46pp 


DOCKET 70-2639 Massachusetts. Univ of 


7903050515 Discusses 7B1130 insp of activities undei license SNM-1763 
Confirms inactive status of license No none omp 1 lance noted 
MCCLINTOCK.R 0 Region 1. Philadelphia, Office of the Director 
76/12/14 Ip 


DOCKET 70-2693 State 


7903140113 Application by GE for license to export 9,691 leg U-235 tD 
Mexico 

WILSON. B D General Electric Co 77/0B/31 lp 


DOCKET 70-2705 St Francis Medical Center Hosp 


7903190054 IE Insp Findings & Licensee Ac k dtd 790207 of License 
BNM-1774 Insp findings no noncomp 1 iance noted 

BURQ1N. R E Region 3, Chicago. Office of the DiractOT 79/02/07 

lp 


DOCKET 70-2710 Virginia Electric Power Co 


7903300523 Recommends extending expiration date of License SNM-lBQl to 
791201. per util request 

DELANE V. J C Fuel Process * fab Branch 79/02/26 2pp 


7903290260 Amend* License BNM-IB01 changing expiration date to 79012© 
or upon conversion of const permit CPPR-7B to operating 
llcenxe.ln response to 790131 ltr 

CROW, W T Fuel Process l< Fab Branch 79/02/27 lp 


7903260262 Forwards check for *100 to extend Indemnity Agreement 
through 800221 

STALLINGS. C M Virginia Electric l< Power Co 79/03/20 lj> 


DOCKET 70-2726 General Electric Co 


79030901 10 Amend 1 to import 1 i cense, ex tending date of expiration from 
790401 to 020401 Fdt Import of 140 kg low enriched U from 
France, 

OPLINGER.O G Commission 79/02/16 ip 


DOCKET 70-273B Ed l ou International Co 


7903270197 Urges curtailment of shipment of degraded or failed sp«nt 
fuel Into US from India's Tarapur reactor 
LEWIS, M AFfi 1 iation Unknown 79/02/16 lp 


DOCKET 70-2&I4 Exxon Nuclear Co 


7903140643 Forwards IE insp flepts 70-2555/79-01 & 70-2014/79-01 on 
790115 No none amp 1 lance noted Rept* withheld 
(ref 10CFRQ 7900 

NOfl DERHAUG, L R Region 5, Ban Francisco. Safe-guards Branch 

79/02/0E 2pp 
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DOCKET 71-0211 Boston Edison Co 


COCKET 70-2830 Burnham City Hosp CH 


7903200454 IE Insp Findings It Licensee Ac k dtd 790220 of License 
BFRl-lBlS Insp findings no items of none omp it ante noted 
BURDJN.fi E Region 3, Chicago, Office of the Director 79702/20 

I? 


COCIf&T 70-2838 Cincinnati Qas S« Electric Co 


7903200482 Requests amend to Ma 1 1 /By p rodue t License SNtl-1823 
authorising possession ^ use of one Pu-De neutron source 
FLrNMi J D Cincinnati Gas fc Electric Co 79/02/02 2pp 


COCf ET 7Q-2B02 Bnuthern California Edison Co 


790-3270186 Util applying for SNM License Enel topies of application 
l£nc) not attached ) 

DRAKE. U H Southern California Edison Co 78/07/31 ip 


DOCKET 70-2885 C ommonwea 1 th Edison 


790326,0372 Amend t to License BNM-1033 license will read "31 OOo k 9 of 
tl-235 at ma* enrichment of 3 17. " 

CfiQW.W T Division of Fuel Cycle <» Material Safety 79/01/22 lp 


7903280194 Recommends license amend requested by Commonwealth Edison Co 
b« Issued Amend increases max allowable enrichment to 3 1 % 

DELANEY, J C , CROW, W T Fuel Process l< Fab Branch 79/01/23 

If 


DOCKET 70-2901 Southern California Edison Co 


7903270106 Forwards application for SNM license W/o end 
DRAKE. J H Southern California Edison Co 7B/07/31 lp 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 7 1-000-3 Exxon Nuclear Co > Inc 


7903270145 Forwards Revision 1 to XN-NF-439, "QA Program for Nuclear 
Fuels Dept Shipping Containers," updating org an 1 1 at i o na 1 
titles l< responsibilities 

NlLSDN.ft Exxon Nuclear Co < Inc (subs of Exxon Corp > 79/03/06 

3pp 


f 9032701 40 "<JA program For Nuclear Fuels Dept Shipping Containers " 
* Exxon Nuclear Co , Inc (subs of Exxon Corp ) XN-NF'439 

79/03/01 36 PP 


DOCKET 71-0036 ETT Grxnnell Corp 


7903-300502 Forwards request for addl info to complete review of GA 
p r o g ra m 

HAC DONALD. C E Transportation Branch 79/03/21 Spp 


DOCKET 71-0-090 Cumbustion Engineering Co , Inc 


7903300097 In order to approve QA program, requests statements that 
qua lity— related activities will be performed u/specified 
equipment L under suitable environ conditions Request* 

-statement that records are identifiable & retrievable 
MACDONALD, C E Transportation Branch 79/03/13 2pp 


DOCKET 71-0202 Pacific Gas & Electric Co 


770326011,1 Requests reference of specific docketed info which describes 
Unit 3 operational QA program 

MACDONALD, C E Transportation Branch 79/03/13 lp 


DOCKET 71-0210 Gulf Oil Corp 


79030500S7 Responds to 781219 1 tT following 781207 submittal af QA 
program under protest Protest ?< comments will be considered 
In connection u/NRC action on petition for rulemaking U / 
correspondence & QA program 

MACDONALD, C E Transportation Branch 79/01/09 lp 


7903290173 Forwards QA program approval for radioactive m&tl package* 
MAC DONALD, C E Transportation Branch 79/03/21 2pp 


DOCKET 71-0264 Automaton Indus . Inc 


7903060037 Forwards "QA Program" for facility 

SANTORO, h P Automation Industries. Inc 7B/12/27 lp 


79Q3O80Q46 "QA Program" for License 37-Q06L1-09 

SANTORO, M P Automation Industries, Inc 78/S2/15 I7pp 


DOCKET 71-0269 Navy, Dept of 


7903090017 Forwards QA plan for USQ Sperry 

JOHANNESMEYER, C Navy, Dept of 76/12/29 lp 


7903090019 QA plan for packaging Df radioactive matl far USS Sperry 
W 1 LLIQj J L Navy. Dept- of 70/12/29 10pp 


DOCKET 71-0266 Duke Rawer Cq 


79Q3070S39 Informs, of licensee compliance lu/GA requirements af I0CFR71 
ra transport packages Program is applicable to activities 
at present 6 future facilities 
PARKER, W 0 Duke Rower Co 79/01/11 3pp 


DOCKET 71-0267 Arcny, Dept of 


7903090022 Rnvi ew shipments of specifically licensed matl do not exceed 
quantities of type A* matl* as defined in 18CFR7I 4(gl. 

71 1 4t 71.7(b> No plans to establish QA program 
FAROLA.M P Army , Dept of 79/01 /IS lp 


DOCKET 71-0268 Navy, Dept of 


7903080052 Forwards U98 Orion QA program for radioactive matl shipping 
packages in- fulfillment of License 31-18096-Oi Excerpt* from 
Orion's adminstr ative controls & piotectlon procedure* end. 
SKORUPSHI.B S Navy, Dept of 79/01/16 BOpp 


DOCKET 71-0269 L-eh igh Testing La-boratori **. Inc 


790314G641 U QA Program, for Transporting Package* of Radioactive Matl as 
Required by 10CFR71 51," Reviuion A Program to be used for 
training, not for design It fabrication of shipping package* 
a Lehigh Testing Lahore tor let, Inc 79/01/02 9pp. 


DOCKET 71-0270 Factory Mutual Engineering Cotp 


7903190062 Forwards draft QA program for transportation packaging 
LAWRENCE, R D , RICHARDSON, C A Factory Mutual Research Corp 
79/01/23 4pp 


DOCKET 71-0271 Ridihalgh, Eggers & Associate* 


7903190079 Forwards QA program per 10CFR71 

RIDIHALGH, JL Ridihalgh. Eggers U Associates, 79/01/29 lp 


7903190086 qa program per 10CFR71 

* Ridihalgh, Eggers t* Associate* 7B/I2/19 15pp. 


DOCKET 71-0272 Crane Co 


7903f4Q644 Submits QA program L or gent i a fciona 1 structure for comment 
ECKERT. 0 W Crane Co 79/02/09 5pp 


DOCKET 71-0273 Navy, Dept of 


7703J30122 Forward* t)8S H/W Dllmors plan for handling It audit of 
shipping containers Request* continued authority to ship 
radioactive source mat! in container Models 416.41026,43668, 

$< 50OSU 

ALLEN, J E Navy. Dept of 79/02/03 55pp 
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DOCKET 71-0274 Navy, Dept of 


7903190350 Forwards QA program for use of shipping containers, 
recommending approval 

COLLIER - B H Navy, Dept of 79/02/13 Ip 

79031 9 0361 QA program for use of shipping container* for radioactive 
sources in special farm 

FORSYTH. J P Navy. Dept of 79/01/05 I4pp 


DOCKET 71-5552 Model Gas Cylinder Fire Impact Shield. Energy. Dept of 


7903210227 Forwards ORNL/ENG/TM-9. "SAR for Packaging ORNL Gas-Cylinder 
b Impact Shield," field ofc evaluation. b certificate of 
c omp llanc e 

BRD&ST-U A Energy. Dept of 70/07/31 Ip 


7903210235 Certificate of compliance for model gas cylinder fire impact 
shield 

TRAVIS. VI H Energy. Dept of 70/06/28 Bpp 


DOCKET 71-0275 Duquesme Light 


7903210001 Forwards "Solid Radioactive Waste Packaging QA Program 
DUNN. C N Duquesne Light Co 79/02/23 lp 


7903210004 "Solitf Radioactive Waste Packaging QA Program " 
* Duquesne Light Co 79/02/23 36pp 


DOCKET 71-0276 Navy. Dept of 


7903300170 Submarine Base Instruction 9090 1 “QA Requirements for 
Trans partition Packaging 1 ' to establish requirements for 
Matl/ftyproduct License 93-1Q226-01 
MATHIS, HL Navy, Dept of 79/02/14 9pf 


DOCKET 71-0277 Allied Chemical CoTp 


7903270117 Forwards QA program covering cylinders for transport of U 
hexaflouride for License SUB-526 

THOMAS i J H Allied Chemical Corp 79/02/15 2pp 


790327011? OA program for d reign. fabr i cation. assembly, test ing. insp. use 
Si maint of vessels used for storage St shipment of U 
hexaflouride 

* Allied Chemical Carp 70/12/01. 60pp 


DOCKET 71-0361 Model PAT-1. Ramsay Engineering Co 


7903220491 Requests registration of listed organ i i at! on * as users of 
PAT-1 plutonium shipping package 
PATTERSON, D E Energy, Dept of 79/03/06 lp 


79032L0240 "EAR for Packaging GRNL Gas-Cylinder Fire b Impact Shield " 
EVANS, J H . LEVINE, 0 L - EVER SOLE, R E Dak Ridge National 
Laboratory CRNL/ENG/TM-5 77/10/31 126pp 


DOCKET 71-9395 Model LbM DRNL Uranium Shielded Cask. Energy, Dept of 


7903220012 Forwaids Certificate of Compliance 5595, SAR for packaging & 
field arc evaluation 

BRDD9T, W A Energy, Dept of 78/00/03 lp 


7903220024 Certificate of Compliance 5595 for Dak Ridge lab models L b 
M packaging DCS review of rept CRNL/Eng/TM-4 concludes 
requirements have been met 

TRAVIS. WH Energy. Dept of 70/04/20 10pp 


7903220030 "SAFI for Packaging DRNL U-Shielded Shipping Cask " 
BOULET. J A , EVANS, J H » CHIPLEY, K K Oak Ridge National 
Laboratory QRNL/ENG/TM-4 77/11/30 176pp Available at NT1& 


7903090029 Responds to 7B0B13 request for review of Models L b M ORNL 
U-shielded shipping casks, b forwards request for addl info 
needed to complete review 

MACDONALD, C E Transportation Dranch 79/01/24 2pp 


DOCKET 71-5597 Model Tungsten Shielded Cask, Energy, Dept of 


7903300275 Forwards ORNL/ENG/TM-3, "SAR for Packaging ORNL Tungsten- 
Shielded Cask," field ofc evaluation b certificate of 
comp 1 lance 

BRDBST, W A Energy, Dept of 78/07/31 Ip 


7903300288 Certificate of Compliance for ORNL tungsten-shielded cask 
TRAVIS, W H Commission 77/04/10 Bpp 


DOCKET 71-49B6 Model RA-2, Exxon Nuclear Co , Inc 


7903190097 Request* revision of Certificate of Compliance 4906 Pot RA 
series shipping packages W/18 overtlie drawings b check for 
required licensing fee 

KAPLAN, A L„ General Electric Co .Nuclear Energy Product* Div 
79/01/05 34PP. 


7903150239 Act receipt of 790103 Itr requesting amend to Certificate of 
Compliance 4966 w/amend fee 

CABELL i A 6 License Fee Management Branch 79/01/26 ip 


7903070340 In response td 760530 ltr requesting revision of Certificate 
of Compliance 49B6. sub sequent ly f Issued 700807. r* quest » addl 
fee payment based on error in classifying amend fee 
CABELL, AS Office of Administration 79/01/29 2pp 


7903260030 Requests registration as user of Models RA-i, RA-2, RA-3 b 
RJ-4 packaging 

FITZSIMMONS, T R Energy. Dept of 79/03/06 lp 


DOCKET 71-5026 Model BC-48-220. Atcor, Inc 


7903160023 Notification of registration as user of Models BC-40-220, 
Vandenburghr LL-2S-4, PB-1 b AL3390 in response to 790U9 
request 

MACDONALD, C E Transportation Branch 79/03/07 lp 


DOCKET 71-3430 Model RCC-I, -2, -3* ^W«*t inghouse Electric Corp 


7903130256 Requests revision of Cbrfclf i cat# of Compliance 5450 to 
include RCC-4 shipping package as described in end 
addendum 

DlPlAZZArR P Meetinghouse Electric Corp 79/02/15 4pp 


7903300297 " SAR for Packaging ORNL Tungsten-Shielded Cask " 

EVANS, J H , LEVINE, D L , JUST, R A Dak Ridge National Laboratory 
ORNL/ENG/TM-3 77/10/31 lOOpp Available at NTIS 


POCKET 71-3805 Model Atcor VNDD Cast, Atcor. Inc 


7903200001 Requests administrative change to Certificate of Compliance 
3005 Revision 7 to reflect updates of drawings Mod-i39-l 
Revision D, 0999-D-03 Revision G b 0999-D-07 Revision 
Oversized drawings end 

REVOLDS.L E Ch em-Nuc 1 ear Systems, Inc 79/01/24 lp 


7903160025 Notification of registration a? user of Models BC-40-220, 
Vandenburgh.LL-28-4.PB-l b AL3390 in response to 790119 
reques t 

MACDONALD, C E TrensportaM bn Branch 79/03/07 lp 


DOCKET 71-5907 Model ORNL ln-PIle Capsule, Energ y, Dep t, of 


7703300493 Forwards Certificate of Compliance 5907, BAR for packaging* 
b field ofc evaluation 

BR0D8T, W A Energy, Dept of 78/07/31 ip 


7903300500 Certificate of Compliance 5907 for DRNL in-pi te capsule 
shipping cask 

TRAVISrW H Energy, Dept of 78/05/02 2pp 


7903300505 " SAR for Packaging ORNt In-Pile Capsule Shipping Cask 
EVANS, J B , CHIPLEV, K K , HAYNIE, C U Dak Ridge National 
Laboratory W-7405-EN0-26 ORNL/ENG/TM-iO 77/11/30 200pp 
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CCCKET 71-591* Model 2501, Monsanto Research Corp 


7iO328033i forwards CBitificate of Compliance 591 6. Rev i s i on 2. for Model 
2501 shipping coivtainei 

KACDGNALD.C E Transportation Branch 79/03/13 2p 


7903Z80333 Certificate of Compliance 5916, Rbvi sion 2* for Model 2501 
MACDONALD. C E Transportation Branch 79/03/13 3p p 


CC-CKET 71-5957 Model BMl-l, Energy. Dept of 


790330006-2 Requests that DOE. Richland Operations Qffice.be registered 
as user of Model OMI-1 container 

FITZSIMMONS. T R Energy. Dept of 79/02/23 ip 


COCKET 71-4056 Model B3-1, Nuclear Engineering Co 


7903290305 Explains termination of author i iation to deliver licensed 
eat) to courier Poi transport under 10CFR71 Requests 
iw-taJtial of GA program as condition for registration 
MACDONALD. C E Transportation Branch 79/03/09 lp 


DOCKET 71-6144 Model 6144. Nuclear Engineering Co 


7902270007 Requests registration as user nf Nuclear Engineering Co 
Hotfel 4144 shipping package 

CROMWELL, W H South Hast Nuclear Co 79/01/29 Ip 


790C3220067 Notification of registration as user of Model 6144 in. 
response to 790205 request 

MACDONALD, C E Transportation Branch 79/03/05 lp 


7903270543 Notification of registration as user of Model 6144 in 
response to 790129 request 

MACDONALD, C E Transportation Branch 79/03/13 lp 


7903300061 Requests registration as user of Certificate of Compliance 
6357 for License SNfl-360 

KIRK, W F United Nuclear Corp 79/02/16 lp 


DOCKET 71-6375 Model PB-l. C hem-Nuc 1 ear Systems. Inc 


7903200091 Requests administrative change to Certificate of Compliance 
6375 Revision 5 dtd 70002.9 to reflect update to draining 
00-000-52 Revision 0 Change adds four lugs at top of 
Container Oversized drawing end 

REYNOLDS. L E Ch em-Nuc 1 e ar System*. Inc 79/01/24 lp 


7903240026 Requests registration as user of Chen-Nuclear Systems. Inc 
Model PD-1 

LEONARD* vl D Power Authority State of New Yot k 79/02/20 lp 


7903160025 Notification of registration os user of Models BC-48-220. 
Van d enburg h< LL-20-4* PB-1 L AL3390 in response to 790119 
request 

HACDONALD. C E Transportation Branch 79/03/07 lp 


DOCKET 71-6397 Model 60. Battalia Memorial Institute 


7903210070 Forwards SAB for Model 6307. field ofc evaluation, & 
certificate of compliance 

BRQQSTj VI A Energy. Dept of, 70/07/31 10pp 


7903210D75 Certificate of Compliance for Model 63B7 
T1ERNAN, M U Energy, Dept of 7B/06/Q2 4pp 


7903210000 "PEDL Model 60 Unirradiated Fissionable Matl Shipping 
Conta iner. BAR for Packaging " 

SMITH. F M, ROGERS. C A . COLTON. L D Hanford Engineering 
Development Laboi atory TC-13-Q-R-01 70/01/31 63p p 


7903200144 Notification of registration as user of Model 60 package 
MACDONALD. C E Transportation Branch 77/03/01 lp 


DOCKET 71-6227 Model DT-5, Union Carbide Corp 


7903070533 Forwards review of SAR fot packaging of enriched uranium 
BRD8ST.W A Energy. Dept of 77/11/02 4pp 


7903D7O54O Analytical evaluation made of un i r rad i at ed enriched U metal 
shipping package to demonstrate package complies u/all 
regulations re transport of fissile matl 
■* Union Carbide Corp Y-DD 152 74/06/20 2Spp 


DOCKET 71-6244 Model 6244, Chem-Nuclear Systems, Inc 


79O32704B4 Requests amend to Certificate of Compliance 6344 trt refloct 
update of drawing N-69-12-43B, Rovi b ion B W/encl Revision C 
of drawing 

REYNOLDS, L E Chem-Nuclear Systems, Inc 79/02/23 lp 

7903300190 Requests eddl info re packaging containment vessel cloture 
bolt matl *< sufficiency of prescribed torque to maintain 

KACBDNAU). C E Transportation Branch 79/03/16 lp 


DOCKET 71-6275 Model LL-20-4. Chero-NucWar Systems. Inc 


7903160025 Notification of registration a* user of Models BC-40-220, 
V*n#tnburgh, LL-28-4, PD-J & AL3390 in response to 790119 
request 

MACDONALD, C E Transportation Branch 79/03/07 lp 


DOCKET 71-6346 Model FSV-t, General Atomic Co 


DOCKET 71-6400 Model Supor Tiger, Westing hous e Electric Corp 


7903010404 Provides further response to 700908 I tr, transmi tt 1 ng 
revision to Certificate of Compliance 6400 re Pu waste 
shipments Objects to new restrictions Urges reconsideration 
of revision 

AUSTIN, M A Babcock 6 Wilcox Co 78/12/27 3pp 

/903140589 Responds to 701227 application to ship low levels of Pu- 
bearing wastes in Super Tiger packaging Reque*t» info 
demonstrating that Pu is in nonre s p irab 1 e form Dr that inner 
containers will maintain integrity after test 
MACDONALD, C E Transportation Branch 79/02/26 2pp 


7903300570 Responds to NRC 790226 1 tr requesting review of special 
requirements for Pu shipment* Describes packaging Requests 
mod of Certificate of Compliance 6400 Revision 4 or 
extension of Certificate 6400 Revision 3. thru 040131 
AUSTIN, M A Babcock «< Wilcox Co 79/03/12, 3pp 


DOCKET 71-6574 Model HN-20O. Hittman Nuclear 6 Development Corp 

7903220009 Notification of registration as user of Model HN-200 in 
response to 790109 request 

MACDONALD, C E Transportation Branch 79/03/05 lp 


DOCKET 71-6581 Model 51032-1 & 1A, Exxon Nuclear Co , Inc 

79030606B7 Forwards refund for overpayment of Revision 9 to Certificate 
of Compliance 6381 

MILLER, W D License Fee Management Drench 79/02/14 lp 


7903 ISC 406 In response to NRC 701201 Ur, forwards add 1 info supporting 
«atl design relating to alternate lid closure & associated 


lap-net limiter 

HOWRY, W R General Atomic Co (subs of Gulf Oil Corp 


79/02/27 


550fp 


DOCKET 71-6357 Model NNFD-10, Babcock fc Wilcox 


DOCKET 71-6401 Model LL-50-100, Chem-Nuc leer Systems, Inc 


7903200087 Requests administrative change to Certificate of Compliance 
6601 Revision 9 dtd 701004 Change is to reflect updates to 
drawing 1042-D-0001 Revision A It drawing 1042-D-0021 
Revision C Changes relocate cask lifting device Drawing encl 
REYNOLDS, L E Chem-Nuc 1 e«T Systems, Inc 79/01/24 Ip 


7903300066 Withdraws request for waiver of certain NFFD-10 package 
specs described tn application to amtrid License 9NM-42 for 
shipornt of fissile radioactive matl 
GfllFFlN, W E Babcock t< Wilcox Co 70/10/06 lp 
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DOCKET 71-663? Model m-iA, Army, Dept of 


7903090096 Forwards three revised pages to "Amend to 5AR for Packaging 
TRLGA Fuel in MH-1A Spent Fuel Shipping Cask, dtd 790102 
DENSER. J R Rldihelgh. Eggers 4# Associates 79/01/31 4pp 


DOCKET 71-9032 Model 650. Technical Operations < Inc 


7902270072 Requests registration as shipper using container & camera 
licensed under NRC Certificates 9032 h 9033 
KWI-RANT, E M Argonne National Laboratory 79/02/01 lp 


79031*0009 Forwards Certificate of Compliance 6639# Revis l on 4 for 
Model MH-1A shipping package Approves use of package for 
Shipment of radioactive mat! k for shipment peT 
49QFR173 393a 

MACDONALD. C E Transportation Branch 79/02/23 2pp 

7903160094 Certificate of Compliance 6*39# Revi s i on 4 for Model MH-1A 
shipping package 

MACDONALD. C E Transportation Branch 79/02/23 4pp 

79032*0030 Request* registration as user of HH-1 A fissile radioactive 
ms 1 1 shipping cask 

WAREiC Army, Dept of 79/02/27 lp 


7903220096 Notification of registration as user of Models 650.660 S< 
660E in response to 790201 request 

MACDONALD# C E Transportation Branch 79/03/05 lp 


DOCKET 71-9033 Model 660 t* *60E# Technical Op e ra ti on 5 # Inc 


7903060*27 Forwards Certificate of Compliance 9033 for Models 660 It 
660E Approval constitutes authority to use packages for 
shipment of radioactive matls 

MACDONALD# C E Transportation Branch 79/02/01 4pp 


79030*0*35 Certificate of Compliance 9903 for Models 660 t 6*0E 
MACDONALD# C E Transportation Branch 79/02/01 2pp 


DOCKET 71-6642 Model 4 5 Ton Cf. Energy. Dept of 


7903060*90 Requests registration as user of Model 4 5 ton Cf shipping 
container 

CUNNINGHAM, Q E General Electric Co .Nuclear Energy Product* Dlv 
79/02/07 lp 


7903220076 Notification of registration as user of Model 4 5 ton Cf in 
response to 790207 request 

MACDONALD.ee Transportation Branch 79/03/03 Ip 


DOCKET 71-7007 Model 520. ArgOfine National Laboratory 


7903150267 Requests deletion of J Miller from NRC mailing list. since 
his employment was terminated in 1976 

MARANSi- M P National Testing Lab ora tor i e s. Inc 79/02/12 lp 


7903140*52 Inform* that Models 660 & *600 have been deleted from. 
License 43-09420-02 

HOBERG.A J Newport Nius Shipbuilding Dry Dock Co (subs of 
TENNECO Carp > 79/02/21 ip 


/90322Q090 Notification of registration as user of Models *60 U 660E in 
response to 790100 request 

MACDONALD. C. E Transportation Branch 79/03/05 lp 


790322009* Notification of registiation as user of Models *50.6*0 fc 
7902270002 Request* a u th or i rat leu as shipper under same terms it *6CE in response to 790201 request 

condition* as listed in Certificate of Compliance 9007 MACDONALD. C E Transportation Branch 79/03/05 lp 

KEENEY 1 W P Argonn* National Laboratory - Argonne West 79/01/26 
if 


7903220082 Notification of registration as user of Model 520 in 
response to 79012* request 

MACDONALD# C E Transportation Branch 79/03/03 Ip 


DOCKET 71-9009 Model FL 10-1# General Electric Co 


DOCKET 71-9044 rtodfcl GE-1600# General Electric Co 


7903150191 Requests registration as user of Model QE-1600 Util intend* 
to ship fuel pine from selected 11 radiated fuel assemblies 
as part of a fuel examination program 

MOODY. D E Vermont Yankee Nudeai Power Carp 79/02/12 Ip 


7903200234 Notification of registration as user of Model 0E-16OD 

7903070034 Requests r eg t strati en ** user of container Model FL 10-1 MACDONALD, C £ Radioisotopes licensing Branch 79/03/01 lp 

REMLEY.H. E Rockwell International Corp 79/02/07. lp 


7903220093 Notification of registration a* user of Model FL 10-1 in 
-response to 790207 request 

MACDONALD# C. E, Transported on Branch 79/03/03 ip 


DOCKET 71-9010 Mode 1 . NLI - 1 /2# NL Industr i ei» Inc 


7903300182 Announces relocation of Nuclear Transportation Dept from 
filming ton. DE to Albany. NV 

WILLIAMS# C E NL Industries. Inc 79/02/01 Ip 


7903200 1 48 Request* registration as user of NLI-1/2 radioactive 
■ hipping container, Ant i c ipates using casks by mid-June 1979 
EMBW1 LER# T R. Battalia Memorial Institute. Columbus Laboratories 
79/02/21. lp 


DOCKET 71-9013 Model 321, I sorted lx, Inc. 


7*03070534 Notification of aspiration of Cartiflcot* of Compliance 9013 
for Modal 521 Renewal may be requested, 

MAC DONALD. C E Tram spor tat 1 on Branch. 79/01/23 Ip 


DOCKET 71-9023 Model NL1-10/24# NL Industries# Inc. 


7903300192 Announces relocation of Nuclear Transportation Dept from 
HI Islington# DE to Albany, NY. 

WILLEAM8.C# 6 NL Industrial# Inc 79/02/01 lp. 


DOCKET 71-9070 Model N-5S, Energy# Dept of 


7903120SB2 Notifies of intent to ship Type D quantity of ladio-active 
mafcl in Model N-53 container by Chem-Nuclear 8ys Inc 
GREGORY. W 1) Rochester. Univ of# Medical Center 79/01/09 lp 


7903270016 Requests registration as user of Model N* 55 

SHELLEY# W J Kerr-McGee Nuclear Corp (sub* of Kerr-McGee Curp > 
79/02/22 lp 


7903220004 Notification of registration as user of Model N-55 in 
response to 790100 request 

MACDONALD, C E Transportation Branch 79/03/05 Ip 

DOCKET 71-9074 AP-10Q 


7903140491 Requests registration as usei of Model AP— 100 Provides name 
b address of contact re package 
DUNNjC N Duquean* Light Co 79/02/16 Jp 


DOCKET 7 i -90 79 UN- 100 Series 2 


7903280284 Confirm* 790125 telephone agreement re discontinuing use of 
driver checklist foi radioactive mafcl shipments Forwards 
form Itr to customers 

MCDONALD, C E Transportation Blanch 7 9/03/12 3pp 


7903200593 Requests eddl info re 701010 application for amend to Model 
Number NLI-10/24 packaging approval List of info required 
• ncl. 

MACDONALD# C E Transportation Branch. 79/03/01 3pp 
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CC/TAET 71-9000 Model HN-600, Hittman Nuclear 5, Development Corp DOCKET 71-9098 Model UCC-20WD- > 2. Unjoti Carbide Corp 


793-3230234 Confirm 790125 telephone agi eement re discontinuing use of 
<j r \ v f r checklist foi radioaitive .Tati shipments Encloses 
fara Itr to customers 

r^BOPlAL D. C E Transportation Branch 79/03/12 3pp 


;OChE T 7I-90S1 Model CN9I-1600, Cham -Nuc lear Systems, Inc 


TTD319034O Informs of planned shipment of irradiated reactor power 
■Laniters. & other cm e internals m Model CN5I-1600 
FDl, H S Tennessee Valley Authority 79/02/13 Ip 


7903210071 Responds to 701117 request far add] Info re leak testing %t 
maint program for Model UCC-20WC-J container Detailed 
evaluation of eurient procedures for leak tasting program 
end 

VOTHi M H Union Carbide Corp 79/01/16 6pp 


7903220493 Forwards Revision 1 of Ceitificate of Compliance 9090 Fot 
Model UCC-20WC-2 shipping package 

MACDONALD, C E Transportation Branch 79/03/13 lp 


7903220501 Certificate of Compliance 9090, fi a vi s 1 on 1, for radioactive 
mail shipping package Model UCC-20HC-2 

MACDONALD, C C Transportation Branch 79/03/18 3pp 


COOkET 71-9006 Model HN-100 Genes 1, Hittman Nuclear t« Development 


79QJ2S02a4 Confirms 790125 telephone agreement re discontinuing use of 
driver checklist foi radioactive mfitl shipments Forwards 
f^re Itr to customers 

MCDONALD, C E Transportation Branch 79/03/12 3pp 


DOCKET 71-9000 Model NLS-Hf . Transp or ta 1 1 on, uep t or 


7903070542 Based on loviem of application submitted b tj Schlumberger 
klell SvC on 790105- Model NLS-RF shipping contain*! meets 
IAEA requirements 

PtA-CBONALD, C E Transportation Branch 79/01/16 lp 


DOCKET 7 1 -91 OB Model Al -33-90. Ate or, Inc 


7903160023 Not i f icat i on of registration as user of Models DC-4B-220, 
Vanderburgh, LI -20-4, P0-1 t. AL3390 in response to 790119 
roquos fc 

MACDONALD, C E Transp or tati on liranch 79/03/07 lp 


DOCKET 71-9111 C.N6-Q0A, Chem-Nu c k ear Systems 


790J200153 Notification o-f registration a* user of Model CN6-B0A 
MACDONALD, C E Transportation Branch 79/03/01 lp 


ODCrf-E-T 71-9009 Model Hfl-100 5 


7903200204 ConfMms 790123 telephone agi eemont ic discontinuing use of 
dTi-yer checklist fm radioactive riatl shipments forwards 
fere Itr to cgitomers 

MCDONALD, C E Transportation lliench 79/03/12 3pp 


DOCKET 71-9090 Model -10OM. Allied Chemical Corp 


7903220240 Forwards license application for type 40H'( cylinders For 
shipment of natuial assay UF6 b notice to holders of KY-697 
dtd 790306 covering corrections to lept 
HA8T.fi J Energy, Dept of /9/03/06 2pp 


790322024 1 1 itense application for type 4BHX cylinder fur shipment of 
natural assay UF6 

BLUE. S C , ODOM- T R , STITT, D H Union Carbide Corp KY-697 
79/02/26 Aflpp 


HXKET 71-9092 Model HN-300, Hittman Nuclear it Development Corp 


79<J32B02fi4 Confirms /901?9 telephone agi eement re discontinuing use of 
driver checklist For radioactive mat] shipments Forwards 
Fora Itr to customers 

tfCCBNALD. C E Transp orta t i on Branch 79/03/J2 3pp 


DOCKET 71-9113 Model 7-100, Ch em-Nuc ] e? ar Systems, Int 


790J1504I5 Requests registration as user cf Model 7-100 
OLSEN, A F Babcock b Wilcox Co 79/02/16 lp 


7903120603 Requests reg i s trot i on as uset of Models 7-100 8* 14-193 
STE IOMETER, K P Connecticut Yankee Atomic Power Co 79/02/21 lp 


/903230209 Notification of registration as user of Model 
CNSI-M-I95-K7 *100 In response to 790221 request 
MACDONALD* C fc Transportation Branch 79/02/27 lp 


DOCKET 71-9120 Model TH-12, Transmit 1 ear Corp 


7903020014 Provides info re suitability of TN-12 containment vessel 
steels from a fracture toughness point of vi ew, respond tng ta 
790110 meeting request Details design t< test criteria 
OOLDMANN, K Tra nsnu G l oar, Inc 79/01/31 3pp 


DOCKET 7 1 -9124 Model 13-101 I, L3-1D1, Nuclear Engineering Cd , Inc 


7903070536 Withdraws 700602 application for approval to deliver 
quantities of TaPioa-ctive mails greater than Type A in 
Models L2-10I It L3-1B1 

BAEft, T E Nuclear Engineering Co , Inc (subs of Teledyne, Inc > 
79/01/13 lp 


EOSKET 71-9093 Model HN-400, Hittman Nutlear i< Development Cprp 


7903230284 Confirms 790125 telephone agreement re discontinuing use of 
driver checklist for radioactive matl shipments Forward* 
fora Itr to customers 

MCDONALD, C E Transportation Branch 79/03/12 3p p 


DOCKET 71-9125 Model AL-M1, Energy. Dept of 


7903090024 Forwards Certificate of Compliance 9189, Revi »|on 0 for AL-lil 
shipping package 

MACDONALD, C E Transportation Dranch 79/01/19 lp 


DOCKET 71-9094 Model CN&I- 14 -195-K, Chrm*Nucloai Systems, Inc 


7902270037 Requests registration as u»er of 
radioactive metis shipping cask 
FRANCO, F F Omaha Public Power District 


Model CNS1 
79/03/01 


14-I95H 

IP 


7903090025 Certificate of Compliance 9J29 
shipp ing package 

MACDONALD, C C Transportation Branch 


Revision 0 
79/01/15 


for Model 
3PP 


AL-M1 


DOCKET 71-9126 Gamma Industries 


7903120605 Requests registration as user of Models 
STEINMEYER > K P Connecticut Yankee Atomic Power 


/-100 It 14-195 
Co 7 9/02/21 


lp 


7903230209 Notification of registiotion as user of Model 
C WS1-I4-195- H/-100 in response to 790221 request 
MACDONALD. C E Transportation Branch 79/02/37 lp 


7903300543 Informs that no fcddl fee is required 
application dtd 760620 

MILLER, W 0 License Fee Management Branch 


for review of 
79/03/14 Ip 


7903220079 Notification of registiation as user of Model CNEI-14 J93H 
in response to 790201 request 

MACDONALD. C E Transportation Branch 79/03/ -5 lp 
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DOCKET 71-9127 Gamma Industries 


79033005*95 Informs that no addl fee is required for review of 
application dtd 760620 

MILLER. H O License Fee Management Branch 79/03/14 Ip 


>DCKET 71 "9 1 20 Gamma Industries 


7903300545 Informs that no addl fee is i squired for review of 
application dtd 730620 

MILLER, U O License Fee Management Branch 79/03/14 Ip 


DOCKET 71-9851 OFtNL Lithium Hydro* id© Fire/Impact Shield 


7903300300 Forwards SAH. field oft evaluation & Certificate of 
Compliance 9051 

BRDBST, W A Energy. Dept of 78/07/31 lp 


7903300303 Certificate of Compliance 9851 
TRAVIS. W H Commission 77/09/02 1 1 p p 


7903300308 "BAR for Li Hydroxide Fire h Impact Shield " 

EVANS, J H . CVERSOLE.R E . JUST, R A Oak Ridge National 
Laboratory W-7405-ENG-26 ORNL/CNG/TM-0 77/11/30 130pp 

Available at NTlS 


DOCKET 71-9132 T-3. Nut 1 ear Packaging 


7903210360 Responds to 761020 request for approval to deliver Model T-3 
package to carrier for transport t< requests addl info on 
structure, contai nment, crit i cal i ty , acreptanc e tests & maint 
program 

MACDONALD. C E Transportation Branch 79/03/05 dpp 

DOCKET 71-9186 S-6213 Energy. Dept of 


7903300105 Request for addl info re 700309 application for amend to 
Model S-6213 power unit shipping container 
MACDONALD, C E Transportation Branch 79/03/15 7pp 


DOCKET 71-9052 DT-I4 Energy 


7903300184 Forwards Certificate of Compliance 9652. BAR & field ofc 
evaluation 

BRDBST, W A Energy, Dept of 70/02/02 lp 


7903300139 Certificate of Compliance 9052 for Union Carbide Corp Model 
DT-14 packaging 

TRAVIS. W H Energy. Dept of 78/05/22 3pp 


7903300201 "SAft for Y-12 Plant Model DT-14 Package for Enriched U M 
HOPPER, C M Union Carbide Corp Y/DO-244 70/01/31 24pp 


DOCKET 71-9307 Model Al-Ml. Energy, Dept of 


79030 5OO0B Forwards response to NRC 701206 request for addl info in 
review of Model AL-M1 Notias concern re racheting when 
containment vessel may escape from drum 
BRODST.W A Energy. Dept of 79/02/02 4pp 
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7312200038 Responds to 781025 request for NRC views on Congressman 
Bingham's 6 Udall's resolution re nuclear licensing reform 
legislation MRC will submit its views before Congress 
convenes in early 1979 

HENDRIK J M Commission 78/11720 lp, 


79012S0139 Comments on Rasmussen Study, WASH-1400, re potential risk 
assessments incorporated into revised procedures for LWfl 
insp program 

FEEELQUSK.1 , T Region 1, Philadelphia. Office of the Director 

79/01/03 lj, 


790 30 4 06 10 License application for General Atomic Co to export one 
compensated ion chamber with upper extension tube to Italy 
NOURY.H R General Atomic Co (subs of Gulf Oil Corp > 79/02/01 

IP 


7 S'? c 2-COO 49 Submits schedule for providing NRC ui/responses to request 
for add! Info re core spray distribution program 
LEVINE, A -J General Electric Co .Nuclear Energy Products Div 
KT-013-79 79/01/15 2pp 


79022 10130 Responds to 781318 request for info on load combinations 
Questions asked will involve substantial effort & response 
should be sent by 790401 

rtATTSON.R J Division of Systems Safety 79/01/26 lp 


7902210134 Requests responses to 3 generic questions on load 
combinations 

WAFO.J E Atomic Industrial Forum 78/12/18 3pp 


790-2220163 Responds to questions from preliminary design approval (PDA ) 
holder t» revised fee schedule by forwarding 790117 ltr re 
pot t~PDA submittals 

HELTEItES, C J Standardization Branch 79/02/02 lp 


7902220170 Informs that fee schedule application to post-preliminary 
design approval submittals depends on NRC review & typB of 
request by approval holder 

BOYD. R S Division of Project Management 79/01/17 3pp 


7902230173 Responds to questions from preliminary design approval (PDA) 
holder re revised fee schedule by forwarding 790117 ltr re 
post-FDA submittals 

HELTEMES.C J Standard! xati on Branch 79/02/02 lp 


7902220174 Informs that fee schedule application to pos t -pre 1 1 ml nar y 
design approval submittals depends on NRC review !< type of 
request by approval holder 

BOYD, R S Division of Project Management 79/01/17 3pj 


7902220178 Responds to questions from preliminary design approval (PDA) 
ftoldtr r* revised fee schedule by forwarding 790117 ltr re 
gc*t-PDA submittals 

HELTEMES, CJ Standard i I at 1 on Branch 79/02/02 lp 


7902220 1 00 Informs that fee schedule application to post-preliminary 
design approval submittals depends on NRC review it type of 
request by approval holder 

BOYO, fl 0 Division of Project Management 79/01/17 3pp 


79032 IDO 83 License application for Meetinghouse to export 
J2BF3 proportional counters to Nest Germany 
POCHAL.WF. Westinghouse Electric Corp 79/02/23 3pp 


7902260019 Ack receipt of 781113 ltr re NRC approval of transport of 
nuclear wattes over Route 209 in PA Neither NRC nor DDT 
control specific truck routes Forwards NURE0-Q170 U notice 
of DPT rulemaking W/o NUREG-0170 
HENDFUE, O, M Commission 78/12/20 5p P 


7702240241 Reg Quid* 2 6 "Emergency Planning for Research Reactors " 
hJNOOUE. R B Office of Standards Development 79/01/31 10pp. 


7902270011 In response to request for analysis of ,( lnves t i g a 1 1 ons 
Related to Migration of Raffinates from Existing Cotter 
Tailings Impoundments." concludes that major zone of ground 
rater contamination is shallow ground water flaw sys 
mLLlAHS, R.E Idaho, Untv of 79/01/29 lQpp 


790-2270042 Proposed tailing* mgt plan for Phillips Uranium Corp meets 
KRC performance objectives final evaluation cannot be made 
until issues re seepage, reclamation plan L groundwater 
source are clarified 

NELSON i -J D , SHEPHERD, T A Affiliation Unknown. 11896 79/02/01 

3pp 


7902280247 Forwards hurley 790122 ltr re PY79 midyear review for NRC 
research programs at Sandla Labs 

FE1E.R Division of Reactor Safety Research 79/01/30 lp. 


7902280256 Notification of meeting re midyear review of research 
programs, scheduled for 790223,26 U 27 Agenda end 

MURLEYtT E Division of Reactor Safety Research 79/01/22 2pp 


7903300032 ACS h NR DC comments on amend to 10CFR21 & request for amend 
POLLARD, R Union of Concerned Scientists R01SMAN.A Z Natural 
Resources Defense Council 79/03/02 I4pp 


7903010001 Notification of contract e x ecut ion. Mod 3 to "Emergency 
Vehicles for Response to Nuclear Incidents " Contractor 
Wat k i ns-B urdett e Motor, Inc 

WIGGINS. E J Administrative Contracts Branch NRC-09-7B-303 

79/02/03 Ip 


7903010003 Mod 3, changing place of delivery to "Emergency Vehicles for 
Response to Nuclear Incidents " 

MfTDROH. L A K Administrative Contracts Branch NRC-Q5 -70-303 

79/02/05 lp 


7903010011 Notification of contract execut i on. Mod 1 to "Hot-Pressing, 
Swelling It Gas Release of U02 During Steady-State %t 
Transient Conditions " Contractor Purdue Univ 

HAGEY.H Research Contracts Branch FIN 13-6313 NfIC-04-78-231 

78/12/01 lp 


7903010014 Mod l, extending period of performance for one year at no 
atfdl cost to "Hot-Press ing , Swell ing 4 Gas Release of U02 
During Steady-State & Transient Condition* " 

MORTON, H. V Research Contracts Branch. HENTSCHEL, W F Purdue 

UYiIv FIN B “6313 NRC-04-78-231 78/12/00 2pp 


7903010016 Ac Ik receipt of 790119 ltr informing NRC Of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900265/70-01 

POTAPOVS, U Region 4> Dallas, Vendor Inspection Branch 

79/01/31 lp 


7902270050 Reviews proposed mgt plan foT Anderson mill tailings 
impoundment Plan generally moot* performance objective* 

NELSON, J 0 , SHEPHERD, T A Affiliation Unknown 11099 79/0I/2V 

app 


7902270055 Describes diversion structure For Datum Mineral Resources 
at proposed tailings Impoundment near Marque z , Nrt Ad equate 
diversion structure can be designed to divert flood water* 
from tailings impoundment 

NELSON, J D Affiliation Unknown 79/01/26 3pp 


7902270130 Review of Cotter Corp response* tD evaluation of tailing mgt 
program lc suppl to design rept is complete Furnishes 
comments re response* L proposed changes in tailing* mgt 
plan 

MELSDN, J D ■ SHEPHERD, T A. Affiliation Unknown U905. 79/01/31 

app 


7902270150 Submit* comment* re new data having potential effect on 
regulatory process H embrittlement of Ztrcaloy fu«) cladding 
ruptured In a simulated LOCA study 

LEVINE, S Office of Nuclear Regulatory Research 7B/12/2-0-, 4pp 


7902270300 Respond* to question* from preliminary design approval (PDA) 
holder re ravlsed fee schedule by forwarding 790117 ltr re 
post-FDA submittal* 

HELTEMES, C.T standard tiat ion Branch 79/02/02 lp 


7902270301 Inform* that fee schedule application to post-preliminary 
design approval submittal* depend* on NRC review 8. type of 
request by approval holder 

BOYD, R S. Division of Project Management 79/01/17 3pp 


7902270302 Respond* to questions from preliminary demign approval (PDA) 
holder re revised fee schedule by forwarding 790117 ltr ri 
post-PDA submittal* 

HELTEMES, C J Standard i xa ti on Branch 79/02/02. lp. 


7902270379 Forward* rept re concentration of radioactive matl ip 
unrestricted area in excess of ten times limit *et forth 
for U In 10CFR20 j App B, Table 2, Column 2. No excessive 
exposure to any individual resulted 

AUSTIN, M A Babcock * Wilcox Co.. Nuclear Material D£v 79/81/22 
2PP 


7903010017 Respond* to NRC 701219 ltr re violation* noted In QA Program 
Insp Rept 99900265/78-01 Corrective actions* ca 1 ibr 
thermometer was promptly obtained 1 satisfactory ©valuation 
made of temp of component & pressurizing medium, 

RICKARD, C L General Atomic Co (tubs of Gulf Di 1 Corp ). 

79/01/19 2 PP 
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7903010019 ToTuard* Oft Program Inftp 99900265/70-01 on 781127-1201 U 
notice of deviation 

POTAPOVS# U Region 4, Dallas. Vendor Inspection Branch 

78/12/19 2pp 


7903010373 Transcript of 790208 meeting in Washington. DC re Ofc op 
Project Mgt btiefing on Senior Executive Svt Pp 1-59 
HENDRIE.J n , GJLINSKY, V , KENNEDY, R T Commission 79/02/08 
fcOpp 


7903010022 Notice of deviation Prom insp on 78J 127-1201 

* Region 4. Dallas/ Vendor Inspection Drench 78/12/1? Ip 


79030 1 0026 0 A Program Imp Rapt 99900265/70-01 on 781127-1201 
None omp 1 i flnee noted equipment uat not provided to monitor 
tem-p of component & pressurising medium during 1 ou temp 
hydrostatic test of two pressure vessels 

8UTTQN. J W 1 WHITESELLi D E Region 4, Dallas* VendaT inspection 

Drench 78/12/19 9pp 


7903010030 Interim progress rept of cost-benefit analysis group Lists 
anticipated L attained schedules for major milestones* 
including itatement casework . technical projects & research 
pro j sets 

TEPEL. R. C Oak Ridge National Laboratory FIND-0411 79/01/10 

4pp 


7903020001 NURE0/CF-O591 

“Current Usage 0 # Containers fox’ SNM St orag 6. Transfer & 

Measurement “ 

ALVAR# K R . ATWELL/ T L 1 DRAMBLETT, R L IRT Corp FIN B-0131 1RT 
B 1 79-004 79/01/31 57pp Available at NTIS 


7903020003 “PDF /LOFT Lead Rod Teat Program Experiment Operating Spec, 
Revision 1 “ 

VARACALLE, D J Idaho National Engineering Laboratory FIN A-&1 1 1 
TFOP-TR— 302 79/02/09 67pp 


7903020005 Transcript of 790201 public meeting briefing on EEO program 

Pp i-3B 

HENDRIE, J H 1 OIL INSKY/ V / KENNEDY, R T Commission 79/02/01 
39pp 


7903010035 License for Chase Nuclear IUB) to export 99 pieces Zircaloy 
a extruded tubes to Italy 

□PLINGER.G 0 Assistant Director Fot Expor t /Impor fc 8# International 
Safeguard 1 79/02/02 ip 


7903020009 Transcript of 790201 public meeting re discussion of 
decision in 8-3 rulemaking Pp 1-49 

HENORIE.J M ■ G1L1NSKY.V . KENNEDY, R T Commission 79/02/01 
50 pp 


7903010039 Amend 1 to CE export license including Helix Process 5ys as 
another party to license 

OP LINGER. 0 0 Assistant Director for Export/Import & International 
Safeguards 79/02/01 lp 


7903020011 Comments on proposed policy re geologic repositories for 
high level waste CEQ's final regulations for NEPA procedural 
implementation should be considered in proceedings 
JAMIESON, D Council on Environmental Quality 79/01/26 2pp 


7903010042 License for Teledyne Wah Chang Albany to export 52,000 lb 
Tlrcaloy tube shells to Canada 

0PL1NCER, <3 0 Assistant Director far Export/Imp art 1* International 
Safeguards 79/02/01 Ip. 


7903020019 Requests appraisal of info in Honicker petition Believes 
nuclear power facilities are too dangerous to operate Many 
people have difficulty adjusting to new scientific 
knoul edge 

LARSON. D Affiliation Unknown 79/02/01 lp 


7903010047 License for George Who Co, Inc to export 793 795 kg heavy 
Water to West Germany 

Q PL I NO Eft, 0, 0 Assistant Director far Exp ort/ Impart 6 International 

Safeguards, 79/02/02 lp 


79 03010051 Notification of contract < 1 ecut ion. Mod 2 to "Environ 
Surveillance for Measuring Concentrations of Radioactivity ■& 
Radiation Levels in Environ of Commission-Licensed 
Activities Located in CA " Contrae tor’ State of CA 
BAIGDEN, L. Research Contracts Branch FIN B-3103 

NRC-05-77- 105 78/11/ 13 lp 


7903010055 Mod 2. provides funding for FY79 in the amount of *264/000 t 
"Environ Surveillance for Measuring Concentrations of 
Radioactivity U Radiation Levels in the Environ of 
Commin lon-Li c enied Activities Located in CA 11 

MORTON, K V Division of Contracts FIN D-5103 NRC-03-77- 105 

79/01/25 lp. 


79030100B4 Forwards informal monthly progress ript for Nov 197B 
BURNETTE# 0 W General Electric Co /Nuclear Energy Product* Div 
NRC -04-76 -21 3 79/12/11 2pp 


790301 DO B9 "BUR B1 omd pum/ECCS Program, 38th Monthly Rept. Nov 1978 " 
BURNETTE# 0 W General Electric Co. .Nuclear Energy Products Div 
NRC-04-76-219 78/11/30 2pp 


7903010124 Notifies of 790202 meeting to discuss merits of issuing 
llcansa to Edloui Inti for expo-rt of special nuclear matl to 
Ind la. Meeting closed to public attendance. 

CHILK.S, J Office of the Secretary of the Commission 79/01/30 

lp 


790301012? License for Wistlnghouse to export two cojnp ensa t ed 
ionisation chambers# Type 8074, to Italy, 

QPLINGER.Q G Assistant Director for Export/Import & I nfcerna fc 1 ona 1 
Safeguard* 79/02/08 Ip 


7903010133 License for Chase Nuclear <U9> to export 11 ZlTcaloy-2 
extruded tubes to Italy 

OPLINGER, 0 G Assistant Director for Export/Import 8# International 
Safeguard*. 79/02/OB lp. 


7903010255 Comments on proposed policy re licensing geologic 
repositories for high-level radioactive waste, Suggests 
possible policy changes & proposes specific NRC actions 
Requests response 

ROISMANrA Z Natural Resources Defense Council 79/01/30 33pp 


7903010348 Act receipt of 790119 Itr re reproduction of documents NRC 
preparing contract u/Northern CA Power Authority (NCPA) re 
payment for documents reproduced for the NRC 
GOLDBERG# J It, Anti-Trust Division 79/02/09, lp 


7903020091 MUREG/CR-09BO 

'‘Two-Phase Flow Phenomena in Nuclear Reactor Technology, 

Quarterly Progress Rept 9#June-Aug 1970 14 

LAHEY, R T Rensselaer Polytechnic Inst NRC-04-76-301 79/01/31 

74p p Available at NTIB 


7903020092 NUREC/CR-0365 

"Physical Protection of Nuclear Matl In-Transi t* Quart er ly 
Rept i Jan-Mor 1970) M 

RINNE.R L Band ia Laboratories FIN A-1173 70/09/30 32pp 

Available at NTIS 


7903020107 NURF0/CF-03B0 

"Analysis of Populations of Boring l# Fouling Organisms in 
Vicinity of Oyster Creek Nuclear Generating Station#" 
seventh quarterly rept, Mar-May 1970 

HOAOLAND, K E , CROCKET, L * ROCHESTER, J1 Lehigh UniV 
AT < 49-24 ) -0347 79/01/31 40pp Available at NTI0 


7703020117 "Code Assessment U Application* Program, Cod 1 ? Data Comparison 
For Bamlscale Mod-3 Integral Tett S-07-6 " 

MECHAM, D C EG 6 G# liic FIN A-6047 CAAP-TR-030 79/02/12 
58 pp 


7903020123 Describes metallurgy k matls research presentation* of 6th 
Water Reactor Safety Research Info Meeting held 701106-09 
ZUDANS. 1 Franklin Institute Research Laboratory 7S/11/21 5pp 


7903020128 "Dosimetry Measurement Ref Data Base for LHR Pressure Vessel 
Irradiation Surveillance. 14 Nov~0*c 1978 

liCQARRY, E D Commerce, Dept of# National Bureau of Standards 
AT- C 4923)9008 79/01/19 5pp 


7903020193 Transcript of 790201 public meeting in Wash Ington# DC re 
A Kranish FQIA appeal 

CHILES J Office of the Secretary of the Commission 79/02/01 
17pp 

7 903020 IBB SECY-79- 17 

Sup p 1 earlier paper re FOIA appeal of A Kranish (70-A-1B) 

Final adminis trativ* action will be to send end from Ofc o-P 
General Counsel 790118 memo 

KELLEY# J, L Office of the General Counsel 79/01 /OB 3pp 


7903020231 Forward* safety evaluation of WCAP-0720 (proprietary) 4t 
WCAP-8785 (nonproprietary) ’’Improved Analytical Models Used 
In Weitinghous* Fuel Rod Deiign Computation*, " .Rept 
acceptable if certain conditions are met 

STOLZrJ F. Light Water Reactor* Branch l 79/02/09 42pp 


7903020281 Act receipt of 781120 6 7B1222 ltrs informing NRC o.f step* 
taken to correct deviation* noted in QA Program Insp Rept 
99900112/78-02 

PATAPQVB# U Region 4# Dallas, Vendor Inspection Branch, 

79/01/03 lp T 
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79O3O20206 Responds to 781211 request for written statements resolving 
deficiencies found in GA program re periodic re-eva 1 ua t i on 
of tallbr cycle by Insp Supervisor Master Calibr log must 
naj be Initialed by Supervisor upon completion 
■RUDDY. A J Am-etok, Inc 70/12/22 2pp 


7903020290 Ack receipt of 7B1120 1 tr f< requests addl info re method to 
be used to preclude recurrence of failure of Insp Supervisor 
t* periods cal 1 y re-evaluate calibr cycles of equipment 
listed In Procedure CM-1005 

FQTAfCVS. U Region 4. Dallas, Vendor Inspection Branch 

7-9/1 2/ 1 ! Ip 


7903020293 Responds to NRC 781020 ltr re violations in GA Program ln*fr 
Rapt 979001 12/78-02 Corrective actions outline of auditing 
«*thod* on file. draft of calibr procedure CM-1003 on file. 
ca.li.br log rede* i gned, supervl Sor to review log monthly 
RUDDY. A J Ametek, Inc 78/11/20 3pp 


7903020296 Forwards GA Program Insp 97900112/78-02 on 701002-06 & 
notice of deviation 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

79/10/20 2 p p 


7903020298 Notice of violation from insp on 701002-06 

* Region 4. Dallas, Vendor Inspection Branch 70/10/19 2pp 


7903020303 GA Program Insp Rept 99900112/70-02 on /01OO2-O6 
H 3 n.c 0 m pi lance noted auditor indoctrination 1* training 
record* not maintained & calibr program i equipments not 
fully implemented for three separate items as required 
OLLER.H £ , HUNNICUTT.D N Region 4, Dallas, Vendor Inspection 

Branch 78/10/19 10pp 


7903020383 License for Mitsubishi Inti Corp to export 319 kg U-233 to 
Japan 

QFLINGER.O G Assistant Director for Export/ Import t< International 
SiPiguard* 79/02/02 2pp 


7903020300 License fur Mitsubishi Inti Corp to export 784 kg U-235 to 

Japan 

0FLIN2ER.G G Assistant Director for Export/Import & International 
Safeguards 79/02/02 2pp 


7903020391 -Requests response to several question* re NRC's plan of 
action for 16 power plants whose safety was repudiated by 
Lewis Study States further delay in addressing issues raised 
by Rasmussen Rept will damage nuclear power development 
ODOOLING, U , ERTEL.A E House of Rep 79/02/09 2pp. 

7903020400 Requests action to expedite technical review of CENPD-255, 
‘■Class IE Qualification " 

HQHARB.E Boston Edison Co 79/01/19 2pp 


7903020403 Provides review comments on Reg Guide 3 44 Recommend* 
Matting ^/representatives of ANS-2 19 to assure that Reg 
■Guide 3 44 it AN0-2 19 reflect same basic approach to 
questions of ISF 8 I W/specific comments 
KEIN.O E Hard ing-Lawaon Associates 79/01/31 4pp 


790302040* Comments on Reg Guide 1 142, "Safety-Related Concrete 
Structures for Nuclear Power Plants " A 8 ME Code applies 
to structure* that resist pressure b doe* not see why AC1349 
mill not provide functional design W/detalled comments 
ORR.R 9 Offshore Power System* (subs of Weitinghouse Electric 
Carp ) ACI-RB0-120 79/02/01 3pp 


7903020406 Comments an Reg Guide 5 50, '‘Considerations for Establishing 
Traceability of Special Nuclear Matl Accounting 
Measurements »' Feel* guide It significant step In right 
direction Forwards specific comments 

EISENHOWER, E H , YOLKEN, H T Commerce, Dept of, National Bureau of 
Standards- 79/01/22 6 pp 


7903020410 License for Saginaw Steering Gear to export 12 ball 
Assemblies U parts for loading/unloading fuel elements into 
meter* to South Korea 

OPilHCER, 0 0 Assistant Director for Export/Import k Jnternetior 
Safeguard* 79/02/02 2pp 


7903050015 Executive Branch position re General Atomic Co applicati* 
to export 1000 lb of nuclear grade graphite to France 
License should be granted W/encl end-use statement 
J40SENZG, L V State, Dept of 79/02/05 3pp 


7903030014 Application for license to export reactor control Tads* 
reactor pressure tubes, i irconium tubes fc reactor internals 

to Japan 

TAMAKA.N Mitsubishi International Corp (subs of Mitsubishi 
Corp ) PIT-L-O770. 79/02/02 4pp 


79030SQ029 Notification af contract e xecu t i on. Mod 14 to "Steam Water 
iliilng t* Sys Hydrodynamic* 11 Contractor Battelle Columbus 
Labs 

MYNATT.A Research Contract* Branch FIN A-4&4B 79/01/03 ip 


7903050031 Mad 14 Increasing scope of work to "Steam Water Mixing lc Sys 
Hydrodynamics " 

HORTON, K V Division of Contracts FIN A-404B 70/12/27 2pp 


7903Q30D34 Summariioi 790206 DDE /NRC meeting re nuclear waste mgt 
activities at Qfc of Nuclear Waste Isolation. & programs at 
Hanford It Nevada test site Safety design decisions are made 
w/o NRC W/vt eugraphs 

BOYLE, R R High Level 5< Transuranic Waste Branch 79/02/09 

207pp 


7903050035 Notification of contract e x ecut 1 on. Mod 2 to "Development of 
Methodology for U Design Val i dation, Test s U Implementation 
of Resources Mg t Sys 11 Contractor Science Mgt Corp 
BA18DEN.L Research Contracts Branch, FIN ff-1264 79/01/53 

3P 


7903050037 Mod 2, extending period of performance from 770928 to 790302 
to *'D« ve lopment Qf Methodology for & Design Val i da t ion. Tests 
U Implementation of Resources Mg t Sys “ 

NORTON,* V Division af Contracts FIN B-IP64 79/01/27 Ip 


79G3030039 Notification of contract exec u ti on* Mo d 2 to "Licensee 
Performance Evaluation " Contractor T* knekron. Inc 
BAISDEN. L Research Contract* Branch FIN B-1231 79/01/10 

If 


7903050041 Nad 2. modify ins contract requirements 8 c extending period of 
performance from 771110 to 790514 to "Licensee Performance 
Evaluation ” 

MORTON. K V Division of Contracts FIN B-IB31 79/01/10 2pp 


7903030043 Notification of contract execution "Effective Technical 
Presentations ,’ 1 awarded to LJ Hampton Associate* 

HOYLE, A Purchasing Section NRC-i 0-79-3B0 79/05/01 lp 


7903030048 Contract for “Effective Technical PrB»entat i o>n* " 
HARGETT. D J Division of Contracts 79/02/01 5pp 


7903030050 Notification nf contract e x ecu* ion, Mod i to "Studios Df 
Gas-Liquid Flow Patterns " Contractor Unlv of Houston 
HAGEY, H Research Contracts Drench FIN 0-6273 79/02/08 lp 


7903050034 Mod 1, increasing funds from « 66 , 404 to »142. 979 to "Studies 
of Gas-Liquid Flow Patterns " 

MORTON, K. V Research Contracts Branch FIN D-6273 79/02/00 

5pp 


7903050061 Forwards NRC evaluation of CENPD-232-P, "Blowdown 
Analysis Method, Method for Analysis of Blowdown -Induced 
Forces In a Reactor Vessel " Requests resubriittal as an 
approved rept 

OAER.R L Light Hater Reactors Branch 2 79/02/02 lp 


7703050064 Evaluation of CENPD-332-P, "'Blowdown Analysis Method, Method 
for Analysis of J3 1 owdown-I ndoc ed Force* in a Reactor 
Vessel H Conclude* CEFLA9H-4B code Is acceptable for 
evaluating subcooled decompression response after LOG A 
• Light Water Reactors Branch 5. 79/02/15 I9pp 


7903030076 Finds HD program for regulation of agreement matl adequate 
Urge* incorporation of latest version of NRC-suggeeted state 
regulations, Forward* comments on tachnlcal aspects 
RYAN. R 0 Office of State Program* 79/02/00 3pp, 
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79^3050093 Not i f lea that UCAP-9179 Revision l ha* been approved for 
withholding from public disclosure per pr op eri e t a ry 
affidavit AW-77-47 

STDL2. J F Light Water Reactors Branch l 79/02/08 2pp 


7903030102 Responds to 701124 request for Executive Branch vh^ji on 
issuance of license for Transnuclear, Inc to export 1.131 kg 
U-235 to West Germany Recommends license be issued W/ltr 
of assurance 

NQBENZQj L V State, Dept of 79/02/08 3pp 


7903050107 Forwards 1 tr from Ra d i um-Ch emi e Ltd of Switzerland dtd 
790126, stating position re license application questions 
HQLM.W K Radium Chemical Co , Inc 79/02/06 3pp 


7903030U3 Comments an NUREQ/CR-03U all elements of in-site minima 
project Impacting waste, environ quality & monitoring are 
considered in detai led. compTeh ens ive wag W/detailad 
comments 

SMITH. P B Environmental Protection Agency BAH-WM 79/02/06 

2pp 


7903030442 Comments on proposed Reg Guide 1 143 suggests paragraphs 
5 i 2 (c 5 2 4 should be revised either to reference ACI-310 
or to show Teduced load factors for use w/ACI-349 
OftR, R S Offshore Power Systems (subs of Uestinghcuse Electric 
Corp ) 78/11/10 2pp 


79030-50443 Comments on Reg Guide 8 24, ''Health Physics Surveys During 
Enriched U-233 Processing 6 Fuel Fabrication " Suggests 
data po-Ol on all employees who are issued radioactivity dose 
sensing badges under regulations 

DOHERTY , J F Texas Public Interest Research Group 7B/01/1? Ip 


7903050444 License application for General Atomic Co to export one 
fission chamber u/upper extension tube to Italy 

MGWRY, W R General Atomic Co (subs of Gulf Oil Corp ) 79/02/01 

2pp 


7903050450 Responds to 790102 ltr re implementation of certain 
recommendations in NUREG-0292 Recommends shortened review 
directed primarily at const permit review No need for 
implementation on operating license reviews 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/07 3pp 


7903030122 Comments on proposed rule 10CFR2D Tecaunts limited extent of 
radionuclide burial with minimal public health risks 
Concludes that addl cost of offsite burial would not be 
proh 1 b iti vo 

BERGMAN. R K, Healths Education U Welfare. Dept of 79/01/25 2pp 


7903030207 Responds to 781130 Swedish govt telex w/info re use of 
licensed matl in research project 
HAD AS j D Affiliation Unknown 79/01/12 2pp 


7903050452 Documents various issues discussed in 7B1024 meeting re 
NUREG-0292 fc seeks clarification of others General issues 
requiring further discussion 6 resolution include guidelines 
for implementation of recommendations 
WARD, J E Atomic Industrial Forum 79/01/02 5pp 


7903050453 Requests extension to 790316 to comment on generic 
rulemaking to improve nuclear power plant licensing 
REYNOLDS. N S , PHILIPS, M H Debevoise & Lieberman 79/01/30 2pp 


7903050208 "Crack Arrest Technology'* monthly ltr rept 

ROSENFIELD, A R Dattelle Memorial Institute. Columbus Laboratories 
NRC ~04 -76 -293 -06 79/02/05 4pp 


7903050209 Informs of 790212 meeting w/Gllbe-rt Commonweal th re changes 
in organization Followup ltr will describe changes for 
formal acceptance 

SPRAUL.J Duality Assurance Branch 79/02/14 lp 


7903030211 Comment* cm proposed rule 10CFR20 urges more restrictions 
r« licensee burial of radioactive matls ui/o notification 
Cite* need foT NRC controls Expresses concern foT tritium 
Impact on drinking water in MO 
RICE, 3 Affiliation Unknown 79/01/29 Bpp 


7903090218 Staff conclusions re Aldrich Chemical Co proposed license 
to export nuclear matl to Belgium License should be granted 
MOORE. R.N Assistant Director for Export/ Import 6 International 
Safeguards 79/02/13 Ip 


7903030222 Staff conclusion* re Babcock k Wilcox proposed license to 
export nuclear equipment to Spain Export should be granted 
MOORE. R N Assistant Director for Export/Impart 6 International 
Safeguards 79/02/12 lp 


7903050227 Commission determines that transcript of discussion of 
testimony before House Foreign Affairs Committee on 790207 
should be withheld from disclosure (ref 10CFR9 108) 

CH1LK.S J Office of the Secretary of the Commission 79/02/09 

ip 


7903050261 Forwards new operating procedure* which address 
recommendations re NUREG-0292 Procedure 321 "8t af f -Ap p 1 i cant 
Pretendering Activities." U Procedure 222 "Predacket ing 
Review of Const Permit Applications " W/o end 

DENTON. HR, Office of Nuclear Reactor Regulation, 79/02/14 Ip 


7903050270 Evaluation of Revisions 2 «< 2a to Topical Rept XN-NF-I "OA 
Program Topical Rept for Nuclear Fuel Design U Fabrication" 

Is complete Rept acceptable u/erne- exception program should 
conform to annual audit frequency 

HAASa. W P Quality Assurance Hranch 79/02/13 2pp 


7903030414 Answers to NRC's first set of supp 1 interrogatories 
Verification of NH Daines U Certificate of Bve encl 
MEIS8.R L Pacific Gas * Electric Co, 79/02/02 I2pp 


7903050419 Comment* on Reg Guide 1 120 requirement to use nationally 
recognized testing lab or approved lab is not justified 
Requirement that fire stop design* prevent propagation of 
fire for 30 minutes is arbitrary 

SAWYER. E. A Yankee Atomic Electric Co 79/01/19 2pp 


7903050432 Forwards Info re Reg Guide i 142. "Design Guidance for 
Radioactive Waste Mgt Bye. Structures. U Components Installed 
in Llght-Mater-Coo led Nuclear Power Plants " Forward* draft 
value/impact statement, 

ARLOTTO. G. A, Division of Engineering Standards 79/02/09, lpp 


7903050436 6ECY-79-64A 

Informs Commission of receipt of addl info re CE proposed 
export license X5NM-1365 

GHEA. J R Office of International Program* 79/01/29 Ip 


7903050459 Requests immediate attention to assist in expediting export 
license review If 790130 export date is not met. refueling 
outage will be delayed U costs will increase 

WILSON. B D General Electric Co .Nuclear Energy Products Div 
79/01 /OB lp 


7903050461 Requests assistance to expedite revlBtu of export litense 
XENM-1363 Delays will incur addl transportation costs over 
♦ 100, 000 

WILSON, B Q General Electric Co .Nuclear Energy Products DJv 
79/01/24 lp 


7903050462 Notification of contract execution "Safeguards for High 
Level Waste Repositories" awarded to Science Applications. 

Inc 

SMITH. P A Technical Assistance Contracts Branch FIN D-637&-9 

79/02/01 Ip 


7903050468 Contract for "Safeguard* for High Level Waste Repo s i t or I os " 
awarded to Science App 1 1 ca t i oni. Inc 

DOUGHERTY, D J Technical Assistance Contracts Branch FIM 

B-6376-9 79/02/01 26pp 


7903050463 Comments on proposed Reg Guide 1 107 believes imposition of 
sulfate limit make* little chemical sense 
HIME.W O Affiliation Unknown 79/01/23 lp 


7903050466 5ECY-70-633A 

Informs Commission of receipt of addl info on license 
application XSNM-1425 

8HEA, J R Office of International Programs 79/01/30 Ip 


7903050474 Submits addl info re use of matl to suppl 781124 export 
license application X5NM-1425 

SPAAK., F Germany. Federal Republic of 78/12/29 2pp 


7903050469 Comments on proposed Reg Guide 8 24. "Health Physics Surveys 
During Enriched J-235 Processing & Fuel Fabrication M 
Suggests guide be revised to exempt continuous air sampling 
in plant areas where only contained U is handled 
SCHERER, A E Combustion Engineering. Inc LD-79-007 79/01/26 

2PP 


7903050470 License for Mitsubishi Inti Corp to export 264 kg U-235 to 
Japan 

OPLINGER. 0. G Assistant Director for Export/Import 6 International 
Safeguards, 79/02/02 2pp, 


7903090473 License for Mitsubishi Inti Corp to export 1196 kg U-235 to 
Japan 

OPLINGER, G, G Assistant Director for Export/Import 8» International 
Safeguards. 79/02/02 2pp 
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7*03050476 License for GE to export 1009 kg U-235 to Japan 

CdPL INGER, G 0 Assistant Director for Exp ort/ Imp or t ft. International 
Safaguards 79/02/02 2pp, 


T9030 50477 SECY-79-37 

Inf DTOi CafTim tssjon of withdrawal of GE export license 
application XR-124 dtd 790110 

£=HEA» J R Office of International Program* 79/02/01 Ip 


7903050479 Request for withdrawal of export license application XR-124 
WILSON.E D General Electric Co .Nuclear Energy Products Div 
79/01/10 tp 


7903030476 License for Edlou Inti Co to export 324 kg U-239 to Japan 
WLIHOER.O G Assistant Director for Export / Imp ort ft, International 
Strtftiiard* 79/02/02 2pp 


?9'53j 05Q48| Forwards correction to Reg Guide 10 8 re dose calibrator 
VACA. H C American National Standards Institute 79/01/29 ip 


7*03050492 License far Mitsubishi Inti Corp to export 305 kg U-235 to 

Japan 

Dp LINGER. 0 Q Assistant Director for Export/ Imp ort & International 
Safeguards 79/02/02 2pp 


7 9030 5 048 3 Notification of 790213 meeting in Bnfchesda.MD to discuss 
T— -quencher methodology for Mark I containment 
Si/ . T M Containment Systems Drench 79/02/08 lp 


790S050486 License X8NM-1453 f 0T Cordis Corp to export SNM to Saudi 
Arabia fc Jordan was issued ui/o 15-day waiting period duo to 
urgency of request 

OFLtNGER.G G Assistant Director for Ex por t/ I mp ort tc International 
Safeguards 79/02/OB lp 


790-3050490 Comments oh Reg Guide 1 143, “Design Guidance for Radioactivi 
Waste Mgt Sg s. Structures. & Components Installed In 
Li ght-Watei — Cooled Nuclear Power Plants " Suggests "plastic" 
piping be more specifically defined 

JOHNSON’. U P Yankee Atomic Electric Co 79/01/25 2pp 


7903055535 Responds to 7B1107 ltr requesting transcript of closed 
781106 Commission meeting re Executive Director for 
Operations testimony Portions of transcript are withheld 
fraf lQCFFt3 790 1. 

FELTON. J M Division of Rules and Records 79/03/01 lp 


7903050545 Transcript of 7BI106 discussion re Executive Director of 
Operations testimony of July-Aug, 1977 

IIENDRtE. J M , GILIN9KY.V . KENNEDY, R T Commission 79/11/06 
50 pp 


7903050542 Responds to 790117 FOIA request for documents from NRC IE 
Manual ft, interpretations re ANSI Forwards request for 
purchase of released portions of manual to PDR 

FELT DM, J M Division of Rules and Records 79/02/26 2pp 


7903050543 Ack receipt of 790121 FOIA request for documents relating 
to review of Rasmussen Rept Enel list identifies relative 
documents Documents which are not available from PDH are 
one 1 

FELTON, J H Division of Rule* and Records 79/02/22 3pp 


7903050549 Comments on Risk Assessment Review Group Rept 
tNUREG-CR-400) Presents findings ft, recommendations on 
technical aspects of WA8H-1400 w/important implication t* 
regulatory policies & practices 

PEDERGEN.K Office of Policy Evaluations 7B/10/03 9pp 


79030 90555 Forwards info rt regulatory actions ft, staff position* whi, 
rely on HASH- 1400 

HARIHOSjE C Reactor Systems Standards Branch 79/11/16 5pp 


7903050560 Requests staff views on results of survey of WABH-14Q0 
unr* Memo from LV Gossick requesting staff survey end 
H 1 HOGUE, R S. Office of Standards Development 78/12/27, Jp 


7903050553 Requests Office Directors to conduct staff surveys re 
r csultf of survey of WASH-1400 uses 

GCSSICK.L V Office of the Executive Director for Operations 
7-9/ 12/ 20 lp 


7903050559 Responds to request from LV Gossick seeking identification 
of actions or position* that used risk assessment model* it 
risuits of WASH-1400 Forwards memo from E Marinos re prior 
knowledge of licensing actions 

SULLIVAN. D F Reactor Systems Standard* Drench 78/11/09 

2gp 


7903050562 Responds to 701027 memo requesting identification of actions 
or positions that have used risk assessment models ft, results 
of WASH-1400 Provides specific tnf-o re use of WASH-1400 in 
revi ew ac t Ions 

MARINOS, E Reactor System* Standards Dranch 76/11/08 Ip 


7903050546 Requests documents from NRC IE Manual ft, interpretations re 
ANSI 

JOHNSON, J M Carolina Power ft* Light Co 0UA-79-20 79/01/17 

14pp 


7903050547 FOIA request for transcript of 781106 Commission meeting re 
Executive Director of Operations' testimony 
KRANlSH. A Affiliation Unknown 79/U/07 lp 


7903050557 SECY-79-91 

Summer lie* status of application by Nuclear Metal* Inc to 
export 23,000 kg depleted U to United Kingdom Recommends 
issuance of license 

SHEA.J R Office of International Program* 79/02/05 4pp 


7903050572 SEC Y-70-67BA 

Summarises status of application by OF to export 239,000 kg 
low enriched U to Taiwan Export is being reexamined due tu 
change in Us-Taiwan relation* N11S8 ha* no info on Taiwan sys 
of accounting ft, control H/corr sspondence 

SHEA.J R Office of International Programs 69/02/07 24pp 


7903050379 License for Wb stingh c use* Ind ustr la 1 ft, Govt Tube Div, ta 
export two lonliafcion chamber*, Type WL6377 8, WL693/A to the 
Net h erlan d s 

0PLINGER,G G Assistant Director for Ex porfc/Import ft, International 
Safeguards 79/02/08 Ip 


7903050580 License for GE to export neutron detectors specially 
designed for nuclear reactors to West Qermany 

GPLINGER, O G Assistant Director for Ex port/ Import I* International 
Bafeguard* 79/02/OB lp 


7903030583 Executive Branch position re Dresser Atlas Div of Dresser 
Industr les, Inc application to export iB Cl Am-24! to Peoples 
Republic of China License should be granted 
NQSENZOi L V State, Dept of 79/01/23 Ip 


79030305B3 Informs NRC of cancellation by Bolivia of contract to export 
small research reactor ft related 6NM Bee* no reason for NRC 
to retain active file* on project 

LEONARD. B E Institute for Resource Management* Inc 79/01/OB lp 


79030503 B 6 License for GE, Nuclear Energy Business Group* to export 
mi ac el lanBou* part* & components specially designed for 
nuclear rsactor* to West Germany 

0PLINGER,G Q Assistant Director for Export/ Import it Internat ional 
Safeguards 79/02/0B Ip 

7903050391 Comments on Rag 0ui.d B 0 24 re health physic* surveys during 
U-235 protosilng ft, fuel fabrication Feels new criteria are 
not const stent, In most ea s« s» w/current techniques W/specifie 
comments 

JOHNSON, HP Yankee Atonic Electric Co WYC 79-6 79/02/06 Spp 


7903030394 Requests license to export nuclear medical devices to 
Saudi Arabia J* Jurdan 

SCHHOEBEL. J J Cordis Corp 79/02/06 Spp 


7902060003 Ack receipt of 79010& ltr ft, requests addl info to infom NRC 
of steps taken U correct violation* noted in OA Program 
Insp Rept 99900029/78-02 

POTAPOVS. U Region 4, Dallas* Vendor Inspection Branch 

79/D1/31 tp 


7903060004 Responds to NRC 761122 ltr rx violation* noted in Insp Rept 
99900029/78-02 Corrective action*- areas of manual audited to 
check results recordedi review added to monthly audit check 
1 is t J outline* fallowed In training 

LEWIS, D E> Youngstown Welding ft* Engineering Co 79/01/05. 2pp. 


7903060006 Forward* OA Program Insp 99900029/78-02 on 781102-03 ft, 
notice of deviation 

P0TAP0V8.U Region 4, Dallas, Vendor Inspection Branch. 

70/11/22 3pp 


7903060007 Notice a# deviation froA Imp on 7BI 102-03 

* Region 4, Dallas, Vendor Impaction Branch 70/11/22 lp 
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7903060012 QA Program Imp Rept 99900029/70-02 on 701102-03 
Nonccmp 1 lance noted ar«e& of QA manual not audited) 
preventive actions not taken to assure monthly reviews) 
training schedules not followed 

OLLERrR E . HUNNJCUTT.D H Reg Ion 4. Dallas, Vendor Inspection 

Branch 78/11/22 9pp 


7903060016 Act receipt of end 79U14 1 tr from Hr h Mrs Russart re 
storage of spent fuel at Haven plant Safety evaluation 6 El A 
re mod of spent fuel storage at Kewaunee «ncl 
OOSSICWi L V Office of the Executive Director for Operations 
79/01/17 3p p 


7903060033 Proposed license for Tr ansnuc 1 ear, Inc to export lew 
enriched 11 to Canada is accepted Requests Transnuc 1 * a r be 
notified by 790214 

CHILK* 8 J Office of the Secretary of the Commission 79/02/13 
IP 


7903060036 Lists export licenses far which ltr* of assurance have not 
been received Requests info re date Itrs were requested 
from respective embassies 

BHEA, J R Office of International Programs 79/01/26 2p 


7903060164 Notification of cancellation of application for export 
licenses XR-U6, XSNH-960 8* X9NM-970 

LEONARD, D E Institute for Resource Management! Inc 79/01/00 


7903060160 NUREG-0466 

'Calculation of Release of Radioactive Hatls in Gaseous 
Effluents from Nuclear-Powered Merchant Ships 
INMS-GEFF Code i " 

CARDILE.F P . D ANSAR T . R L , COLLINS, J 7 Division of Site Safety & 
Environmental Analysis 70/07/30 05pp Available at HTIS 


7903060206 Requests license to import 409 irradiated fuel assemblies 
& 00 irradiated Japanese research reactor fuel assemb I i as. on 
behalf of British Nuclear Fuels, Ltd Matl not to exceed 115 
kg U Gives cask types & shipment schedule 
EDLQV4* J E<5 1 Du International Co NRC 79/02/07 ip 


7903060220 Executive Branch position re application by B&W for 
authorization to export to Spain various parts 6 components 
specially designed or prepared for use in Lemoni t Unit 1 
nuclear power reactor License should be issued 
NOSENZO, L V State, Dept of 79/02/07 Spp 


7903060053 Forwards TF- Info Notice 79-03, "Limi torque Valve Geared 
Limit Switch Lubricant " Lists licensees to whom notice was 
sent on 790209 

PAPPAS. H Region 3. Chicago, Office of the Director 79/02/12 

2pp 


7903060106 License far GEjNucIear Energy Business Croup to export 
miscellaneous parts L components specially designed for 
nuclear reactor use to Italy 

OPLINGERrO 0 Assistant Director for Ex port/ Import 6 International 
Safeguards 79/02/00 Ip 


7903060111 Act receipt of 701207 Itr conveying statements from OH Rhode 
■of Niagara Mohawk Paver NRC is aware of statements U is 
considering his suggestions NRC reply to tr discussion of 
recommendation* ahcl, 

HENDRIK. J M Combi eslnn 79/02/14 Spp 


7903060114 Ack receipt of 7BH16 Hr forwarding speech "The Nuclear 
Transportation Scene - A Util Viewpoint " Referred speech to 
appropriate staff members far consideration of issues 
identified 

D1RCK0I W J Office of Nuclear Material Safety t< Safeguards 
78/12/14 9pp. 


7903060124 Forwards comments submitted to Dept of Transportation t« 
rulemaking proceeding to determine need for add I routing 
requirements fo-r transportation of radioactive matl* 

RHODE! G K Niagara Mohawk Power Carp 78/12/19 Ip 


7903D60I36 Forwards info on bahalf of Electric Util Co- Nuclear 
Transportation Group re advance notice af proposed 
rulanak ing on highway routing af radioactive matl Quppls 
791019 ltr h 701129 oral statement 

TROSTENjL M LeBoeufr Lamb, Leiby & MacRai 7B/12/I9 l 50 pp 


7903060139 Comments on Reg Guide 1 144 Finds several audit procedures 
conflict w/each other 

MEDINGER, W E Affiliation Unknown 79/02/89, Ip 


7903Q60146 NUREQ/CR-0L39 

"Preparation of Working Calibr U Test Metis Mixed Oxide." 

REIN, J, E r TIETJENf Q, L. . ZEIOLER, R K Lot Alamos Scientific 

Laboratory W-7405-ENQ. 36 LA-7322 70/09/30 4Rpp Available at 


7903060234 Executive Branch position re Industrial Nucleonics Corp 
application to export 0 5 Ct of Krypton-09 in sealed source 
for industrial gauging to Hungary License should be granted 
NOSENZO, L V State, Dept of 79/02/05 ip 


7903060243 Letter of assurance confirming Kansai Electric Power Co 
appointment as authorized person to import 6 possess 
Itcensnd matl per Agreement for Cooperation between US A 
Japan 

SUZUKI, K Japan 79/01/31 2pp 


7903060254 Executive Branch position re Transnuc 1 ear, I nc application to 
export U-235 to Japan Approves West Germany as Intermediate 
consignee W/enc 1 ltr of assurance 
NOSENZO, L V State, Dept of 79/02/07 3pp 


7903060257 NUREG/CR-0944 

"NRC/RSR Data Dank Program Description u 

0ANK.ERT , B F Idaho National Engineering Laboratory FIN A-6102 

TREE-1319 79/01/31 lBOpp Available at NTIS 


79030602*2 Ack receipt of 790119 ltr informing NRC of steps taken to 
correct violations noted in QA Program Insp Rept 
99900209/79-02 

POTAPOVS, U Region 4, Dallas, Vendor inspection Branch 

79/01/31 Ip 


7903060264 Responds to NRC 790105 ltr re deviations noted ir» QA Insp 
Rept 999002 Q9/7B-02 Corrective actions welds deposited w/o 
procedures stations removed & parts reweldedi weld ing 
procedure Spec 5-1, Revision G revised 

WHEATON, W R Dorg-Warner Corp Q-9-023/WRW 79/01/19 3pp 


7903060267 Forwards OA Program Insp Rept 999002B9/7B-02 on 701211-15 h 
notice of deviation 

P0TAPQV0J tl Region 4> Dallas, Vendor Inspection Branch 

79/01/05 2pp 


7903060271 Notice of deviation Prom insp on 701211-13 

* Region 4, Dallas, Vendor Inspection Branch 79/01/02 2 PP 


7903060277 OA Program Insp Rept 99900289/70-02 on 781211-13 
None omp 1 ia nco noted-calibr inspector not reporting out-of- 
calibr equipment as required, correct welding spec not at 
work fetation & electrical characteristics not kept 

SUTTON, J W. , WHITE8ELL, D E Region 4, Dallas, Vendor Inspection 

Branch 79/01/02. 13pp 


7903060269 Executive Branch position re application by Westinghouse to 
export nuclear reactor component* to France W/entl ltr of 
assurance. License should be granted 
ND0ENZO, L.V State, Dept of 79/02/05 3pp 


7903060306 Recommend* amend that companies or Industrie* submit ll*t of 
specific product* that could be exempt from I0CFR21 Worried 
about shortage* U riling co«t of part* 

ANDERSON, K, D Aff i Hat i on Unknown 79/01/10 3 pp 


7903060349 NUREG/-CR-0046 V2 

"Qualification Manual for IE Personnel," detailed data 

sheet 

BARTLEY, H J r HEVERiF H K , 8CHWARTZ,E G. Oeneral Research Corp 
NRC-05-77-142 70/11/30 70pp 


7903060351 Request* amend to license X8NM-1Q49 to extend expiration 
date from 7B0301 to 010301 
PREQf DON, M h. Cordis Corp 79/01/31 t p 
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7Tt>3O60353 License Far Cordis Corp to export pacemakers containing 
43 g Pu-230 to hospitals in South America 

G-UH1N.M A Office- of International Programs 77/03/01 lp 


F?030a03t0 Executive Branch review of application by Transnuc 1 ear, Inc 
for amend of License XSNM-1149 to export 21 04S kg U-235 to 
t>i* Netherlands via France Amand should be granted 
NOSEN ZD, L V State, Dept of 79/02/07 3pp 


79O306034E Weekly info rept for week ending 790202 

R.tHM.7 A Office of the Executive Director for Operations 
79/02/ OB 23 pp 


TTOSOiOaiO Application for license to impart U h 11-235 from Sweden 
DAHL ST ROM c 0 Uestinghooae Electric Corp 79/02/01 2pp 


TJOjOAO-GAt Requests license to export pacemakers containing tl-235 to 
S e j d i Arabia t* Jordon 

E£KVJ0E9EL, j J Cordis Corp 79/02/06 2pp 


J90306D370 Withdraws application for add! license to export tritium as 
fas or water Client is undertaking shipping instead & will 
apply for license in their own name Current License XB-652 
it sufficient 

t-EPEDSOiM Northeast Nuclear Energy Co (Northeast Utilities! 

79/ 02 /O 1 Ip 


7 90 30603 B 4 Forwards safety evaluation for repts WCAP-7950, 8236 t 3236 
AJ Jendum I Analytical methods are acceptable Results of 
bounding calculations still not reviewed Requests issuance 
of revised versions of repts within 3 months 

BlOLt-J b Light Water Reactors Branch 1 79/02/06 2pp 


7903060993 Notification of contract execution, Mod 2 to- "Structural 
Analysts of Effect of Natural Phenomena on Existing Stack at 
Nuclear Fuel Svc,Inc,Uest Valley-NY " Contractor Engineering 
Analytics, Inc 

PERLMAN* J Purchasing Section NR C -02-78 -079 79/02/06 lp 


7903060601 Mod 2« extending period of performance to 790131 lj/o cost 
to '‘Structural Analysis of Effect of Natural Phenomena on 
Existing Stack at Nuclear Fuel 8vc, Inc, West Valley, NY *’ 

PERLMAN i J Purchasing Section NRC-Q2-7B-079 79/02/OB lp 


7903060399 Comments on Reg Guide 1 9 Revision 1, "Se 1 • c t ion . Do* i g n & 
Qualification of Diesel Generator Units 14 Section 5 12 
should include clarification of Section C 3 re diesel 
gentrator mechanical t slectrical capabilities 

SHERWOOD, 0 0 General Electric Co , Nuclear Energy Products Dlv, MFM 
025-79 79/01/24 2pp 


7903060603 Comments on Reg Guide New guidelines are improvement over 
previous ones. since environ effects of mines are considered 
u/effectt of mills Five b ten mile radius may be 
insufficient W/dstailed comments 
BLlBSi B Interior, Dept of 79/01/29 2pp 


7903060604 Forwards license application for General Atomic; Co to export 
one compensated ion chamber to Italy 

KQWRY.W R General Atomic Co isubs of Gulf Dll Corp ) 1EL-1019 

79/02/01 lp 


7903060612 Ack receipt of 790201 ItT Submitted Info ac c up tab 1 *. Rev 1 eu 
of SSCO-1 521 5, "Containment Spray Notile for 
Nuclear Powbt Plants, " should be concluded in three months 
BAER, R. L Light Water Reactors Branch 2 79/02/14 Ip 


7903060337 "SEft on Licensing Topical Repts by Westingh ou s e, 8a f a ty 
Analysis of the Fuel Assembly for Combined Seismic & LOCA" 
for WCAP-7950, Jut 1972* WCAP-0236, Dec 1973* 6UCAP-B33A, 

Addendum I j Mar 1974 

a Core Performance Branch 78/10/31 4pp 


7903060614 Proposes amends to 10CFR19 (< 20 to eliminate accumulated 
dose averaging Formulai 5(N-18> 6 associated Form NRC-4 
exposure history Imposes annual dose limiting stds while 
retaining quarterly stds 

CHILH.3 J Office of the Secretary of the Commission 79/02/13 
14pp 


7903060467 Forwards BVTR-l-0 

AtAM.P J Dlaclc U Veatch 79/02/20 2pp 


79030-60 47 1 BVTR-1-0 

“GA Program Description " 

ADAMcP J Black Vftatch 78/12/01 73pp 


7903040542 Comments on NJRCG-0499 re generic rulemaking Land use 
indicts have not been considered Suggests further discussion 
of Impact resulting from other utilities purchasing portion 
of nuclear project 

YELLONE.J Agriculture, Dept of 79/01/30 2pp 


790306Q357 Transcript of ACRS Subcommittee on Procedures 8c 
Administration 790207 meeting In Wash ing ton, DC re discussion 
of LERt Pp 1-91 

rtOELt-ER.D U r LAWROSKI.8 , KERR, W ACRS “ Advisory Committee on 
Reactor Safeguards 79/02/07 93pp 


7903060570 Forwards schedule for completion of branch effort* on steam 
generator water hammer Schedule assumes addl funds will be 
available for technical assistance program w/INEL 
BUCKLES, EL Plant Systems Branch 79/01/22 2pp 


7993060574 SECY-79-73 

[nfoTA* Commission of Executive Branch position re pending 
export license application by Mitsubishi Internatl Corp 
Requests advisement of any issues or info to be included in 
MAC analysis 

SHEA, J R Office of International Programs 79/01/39 ip 


79030603-BO Executive Branch position re Mitsubishi Internatl Corp 
application to export 52 Kg U-235 to Japan License should be 
granted W/encI Itr of assurance from Japan 
NQ9ENZQ. L V State, Dept, of 79/01/17 3pp 


79030606 IB Notification of contract execut I on, Mod 1 to "LWR Safety 
Plans h Repts ,J Contractor NUS Corp 

MYNATT, A Research Contract* Branch. FIN B-6301 NR C -04-78-2 1 7, 

70/12/28 lp 


7903060624 Mod 1, extending expiration date to U LWR Safety Plan* &< 
Repts ** 

NORTON, K V Research Contract* Branch FIN 0-6301 

NRC-04-7B-217 78/13/28 ip 


7903060664 Application for license to import 40.000 kg of U enriched! to 
max o F 3 IK IF-sas -from USSRi to he shipped Nov 1979 to Dec 
19B0 

NECHOOQH, W 5 Exxon Nuclear Cd , Inc (subs of Exion Cotp ) 

79/01/25 2p p 


7903060669 "Biocide Byproducts In Aquatic Environs, " quarterly rept 
Jul-Se pt 1978 

ANDER5DN.D R , BEAN, R M i GIBSON, C I Battelia Memorial Institute. 
Pacific Northwest Laboratory. FIN B-2098 7B/U/30 5pp 


7903060670 WeeUy info rept for weal ending 790126 

REHM.T, A. Office of the Executive Director for Operation* 
79/01/31. 21pp. 


7903040671 Inform* that export application* are Mo longer required 
SCHNAUTZ, C E Meetinghouse Electric Corp 79/02/02. lp. 


7903060673 Believes proposed rule should not be adopted Find* proposed 
definition change of radiation area to restricted area l* 
unnecessarily restrictive. 

CUNNINGHAM, G E General Electric Co .Nuclear Energy Product* Dlv 
79/01/23, lp. 


7903060579 Interim progress rept for Nov-Dee 1970, "Physical Protection 
-Of Nuclear Mat! in Transit " 

CHAPMAN. L D Sandla Laboratories FIN A-U73 79/01/22 6pp 


7903040591 NUREG-7 5/007 

Revision I to SRP table of contents 

* Office of Nuclear Reactor Regulation 78/12/31. iflpp 


790306067Q Inform* that export applications are no longer required. 
fiCHNAUTZ, C E. We*tinghoU*e Electric Corp 79/02/02. Ip, 


7903060679 Certifies that matt to be exported by GE to Meet Germany 
(1.0 g U-235) will be sub j to all terms of 19-60 Agreement 
for Cooperation. 

SPAAK.F. European Communities. Commission of 79/01/30. lp. 


7903040593 Comment* on proposed Reg Guide 1 144 on auditing of GA 
program* for nuclear power plants Suggests modifying 
position* C 3 a (31 U 3 b <2)(a>fc(b> 

PRESSE0KY. A J. Energy, Dept -of 79/02/09. lp 


7903060684 Ack receipt of Executive Summary 8, DBS on U eii 1 1 ing. Requests 
complete copy of DEB in order to comment 
LANDA. E R Interior, Dept of, 7$/02/06 lp 
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7903060691 Responds to NRC 761J0? ltr Approve* application by 
W« * t ingh qusb for a u t h or 1 r ati on to export eight ion chambers 
to Korea via Canada 

NOSENZDj L V State, Dept of 79702/05 4pp 


7903070017 Forwards "Addendum to Bakam Resources Corp Ground Water 
Discharge Plan," dtd 790205 Plan has not been Forwarded to 
NRC consultants at Colorado State Univ 
TQPP* A A New Mexico, State of 79/02/09 Ip 


7903060694, Reg Guide 0 23, "Rad i ation Safety Surveys at Medical 
Institutions ** 

* Office of Standards Development 79/02/20 14pp 


7903070021 “Addendum to Bokum Resources Corp Ground Water Discharge 
Plan 1 ' submitted to NM Environ Improvement Div 
* Hokum Resources Corp 79/02/05 BGOpp 


790306069? Forwards license application for General Atomic Co to export 
6 g U-233 & 1 2 90 kg U-235 to Morocco 

MOWRYi W R General Atomic Co Csubs of Gulf Oil Corp ) IEL-1013 

79/01/19 2pp 


7903070024 Forwards request for addl info re NRC reviaw of grade H-451 
graphite contained in General Atomic r op t, GCP-53B0, wh i ch was 
omitted from 790119 Itr 

SPHISiT P Advanced Reactors Branch 79/02/05 2p p 


7903060701 License application for General Atomic Co to export 6 g U 
12 90 leg U to Morocco 

HOWRY j W R General Atomic Co <subs of Gulf Oil Corp > 

79/01/19 3pp 


7903060700 Comments on Reg Guide 1 9 re diesel generator -units used as 
onsite power sys Does not believe requirement to sustain 
complete loss of load w/o overspeed trip It necessary for 
safety Voltage requirements are inconsistent 

□ 'DONNELL i E P Ebasco Services, Inc (subs of Enserch Corp ) 

79/02/07 2pp 


7903060703 ,f ORNL Monthly Rept to Div of Safety Bite 6 Environ 
Analysis," for Nov 1970 

« Oak Ridge National Laboratory FIN 8-001 70/11/30 llpp. 


7903060705 Describes Operating Procedure 223 "Ac c olera tad Safety Review 
of Const Permit Applications " Implements Recommendation 5 
of NUREO-0292, "Nuclear Plant Licensing Opportunities for 
Improvement 11 

BERKOWjH N Division of Project Management 79/01/30 4pp 


7903060706 "R eac t i vi ty- I n 1 t i a t ed Accident Test Series Test RIA 1-1, 
Quick Look Rept-" 

MARTINSON, Z R , SEMKEN, R S , INADE, T Idaho National Engineering 
Laboratory FIN A-6041 TFBP-TR-300 79/02/OB 51pp 


790306070B Describes Operating Procedure 222 "Pre-docket ing Review of 
Const Permit Applications " Implements Recommendation 4 of 
NUREG-0292, "Nuclear Plant Licensing Opportunities for 
Improvement " 

BERKOWjH N Division of Project Management, 79/01/30 4pp 


u 7903070052 NUAEQ/CR-0337 

"Transition Boiling Heat Transfer in Forced Vertical Flow 11 
Final rept for period June 1977-June 1970 

■CHENG* S C Argonna National Laboratory RAQHEB, H i Nfl, W W Ottawa, 
Univ of FIN A-2Q14 ANL-70-75 70/06/30 99pp Available at 


7903070055 Notification of contract e x equt i on, Mod 3 to "Technical 
Assistance to Support NRC Technical Personnel in 
Investigation b Evaluation of Incidents, A1 legations it 
Reported Discrepancies " Contractor Parameter, Inc 
BAISDENiL Research Contracts Branch FIN A-4013 70/11/09 

if 


7903070050 Mod 3, providing addl NRC IE assistance & addl funding to 
"Technical Assistance to Support NRC Technical Personnel in 
Investigation 8, Evolution of Inc idents, Al legations & 

Reported Discrepancies 11 

MORTON, K V Division of Contracts FIN A-4015 70/11/09, 3pp 


7903070056 Comments on Rag Guide 3 44 re std format it content of s»Ptlu 
analysis rept for ISFSI Recommends inclusion of 
phy s ioehemi cal properties of soils it recks underlying a 
site 

HALS LEY, J. R Interior, Dept of EQS-ER-79/1B 79/02/03 Ip 

7903070061 Notification of contract execution, Mod 1 to 
"Charactari station & Classification of Geologic Fault* it 
Fractures in Appalachian Foldbelt " Contractor FL State 
Univ 

QU0TAVE, R P Research Contracts Branch FIN 8-10339 

NRC-CM -70-004 79/02/09 lp 


7903060710 Describes Operating Procedure 221 "NRC-Appl lean t 
Pretender! ng Activities " Implements R ecomm# rid at i on 3 of 
NUREG-0292, "Nuclear Power Plant Licensing Opportunities foT 
Improve mint, " 

BERKQWi H N. Division of Project Management 79/01/30 3pp, 


7903060715 Weekly info rept for week ending 790209 

REHM, T. A, Office of the Executive Director for Operations 
79/02/13 23pp. 


7903070064 Mod I. obligating FY7? funds of 443,110 to 
tc C las 1 1 f lea 1 1 on of Geologic Faults 8< Fractures in 
Appalachian Foldbelt " 

MORTON, K V. Division of Contracts FIN 8-10539 


"Character! i«ticm 


79/02/09 lp 


7903070060 Notification of contract execution "Environ Surveillance for 
Measuring Concon tra t ! ons of Radioactivity it Radiation Level* 

In Environ of Commission-Licensed Activities In CA " 

Contractor State of GA 

BAISDENiL Research Contracts Branch FIN B-5203 77/0J/01 


7903070003 Notification of contract execution, hod 1 to "Technical 
Assistance Program for Core Thermal-Hydraulic Analysis for 
LWRi " Contractor CA Institute of Technology. 

MENCZERjW b Technical Assistance Contract* Branch, 

WC -03-70- 129-01 79/01/25, lp 


790-3070005 Mod 1 revising placing tc processing of ord«rs to "Teehnlcx 
Assistance Program for Cora Thermal Hydraulic Analysis for 
LWRt. - 

DOUGHERTY, D J, Division of Contracts NRC-03-70- i 29-01 

79/01/25 3pp * 


Notification of contract execution, Mod 2 extending period oi 

ci 

Purchasing Section NRC-03-70-175, 79/02/09. lp. 


Mod 4 extending period of performance until 790220 u/o cot 
Purchasing Section NRC-OP-70-173 79/02/09, lp 


i 0A Program Insp 99900313/70-02 on 701127-30 
1 in 4i Dallas, Vendor Inspection Branch, 


'«p Rept 99900319/70-02 on 701127-30 No 
por areas inspected imp 1 emente tlon of 
applicable codas L stds, training, matl 

M Region 4, Dallas, Vendor Inspection 


7903070070 Contract for "Environ Burveillance for Measuring 
Concentration* of Radioactivity K Radiation Levels in 
Environ of Commission-Licensed Activities in QA " 

MORTON, K V Research Contract* Branch. FIN D-5203 79/01/01 


7903070072 Progress Rapt 16, "Per formane e Testing of personnel 
Dosimetry " 

PLATO, P Michigan, Univ of NRC-01-77-100 79/02/02, 39PJ» 


7903070077 License application for Byron Jackson Pump Div to export one 
set hydrostatic bearings U accessories specially prepared 
for use In coolant pumps to Swltxerland 

NORTON, J F Borg-Warner Corp , Byron Jackson Pump Div 79/02/01 


7903070079 Reg Guide 1 144, "Auditing of QA Program* for Nuclear Power 
Plan ts. " 

* Office of Standards Development 79/01/31 3pp 


7903O700B2 Notice of availability of Reg Guide 1 1 14, "Awd 1 ting of BA 
Program for Nuclear Power Plants " 

MINOOUEjR D Office of Standards Development 7590-01 79/01/32 

2pp. 


79030700 B6 License for TX Nuclear Div to export 1 415 mg Pu-230 to 

Canada 

QPLINGER, 0. 0 Assistant Director for Export/Import fc International 
Safeguards. 79/02/13 2pp, 



tr 4 1 »nue 1 c ftr i Omb H as addl i ntorrrcd 1 ate consignees 

Of LISTER. 0 0 Assistant Director for Ex port/ Imp ort & In t ama t i ona 1 
Safeguards 79/02/09 lp 


j^SOTG-CrtS License application for Reuter-Btoke* . Inc to export 143 2 
eleaental ut mg V— 233 to West Germany 

EfARUP A . J D Rsuter-Stokes, Inc U-7945 79/01/23 lp 


30 7 0-09 3 Dept of Water Resources objections to fourth set of 
interrogatories propounded by PGt<E L motion for protective 
* T de J ‘ Interrogatories are premature & lack specificity 
Certificate of Svc end 

STRUKUASBER, M J California, State of 79/02/16 17pp 


*90:>0700 99 RUREG/CR-0401 

"deallocation Testing Evaluation Program.LWR Safety 
Research. * quarterly rept Apr-June i97S 

B^+ICW.L L . GILLEN, K T , JONES. L H Bandia Laboratories. FIN 
A-1051-8 8AND-70-1452 78/11/30 92pp Available at NTIS 


79*73070119 License for Tran&nuc lear, Inc to import VJ contained in U02 
pellets from Nest Germany 

GF LINGER. Q O Assistant Director for Export / Imp ort L International 
E* f a-g irard* 79/02/09 lp 


7,03070121 Requests all records *< info re NRC estimates l< 
counttraieaiur »s concerning psychic penetration of NRC 
Cjternitic system 

9AR1KY.R Affiliation Unknown 79/03/06 lp 


7W3070J22 SECY-79-U2 

Frovide* staff response to 781212 memo from t3 Snyder in 
vhlth questions wet e raised re fire protection in operating 

Plants 

E*£NTON. H R Office of Nuclear Reactor Regulation 79/02/12 48pp 


re quantification of safety m»i ij j " «* ■ 

research info In performing ECCS analyses 

VANDENBUFIQH, D E Yankee Atomic Electric Co WYC 79-7 79/02/05 

Spp 


7903070106 "Environ Statements Project (Cost Benefit Analysis Group)." 
Jan 1979 progress rept 

TEPEt.ft C Oak Ridge National Laboratory FIN B-0411 
ORNL/ED/EAS-7?/- 79/01/3L 4pp 


7903070189 Informs of end use for matl to be exported by World-Wide 
Imp ort/Ex port Svc Ltd Equipment will be used in swimming 
pool reactor intended for production of radioisotopes* 
experiences in -nuclear physics L operator training 
FRANCO, R R Brazil. StE-0067-01-7? 79/01/17. 2pp 


7903070190 ”Oak Ridge Nat) Labs Foreign Trip Rept of JC Cleveland " 
CLEVELAND, J C Oak Ridge National Laboratory FIN B-0LB2-7 
O/lNL/FTR-455 79/01/31 lBpp 


7903070173 "Safeguards Analyst* for Byproduct Matls * Small Quantities 
of 8NM. ” Dec 1970 monthly progress rept 

CHESTER, R D , KIRKSCEY.K A Oak Ridge National Laboratory FIN 
B-6108 ORNL-KASRD-23 79/01/13 4pp 


7903070196 Notification of contract esecuti on. hod 2 to "Study of 
Consumer Products Containing Radioactive Matl " Contractor 
Science Application In-c 

LEBD.Q J Tschnical Assistance Contracts Branch FIN B-0280-9. 

79/Ot/lB ip 


7903070203 Med 2, changing authoriisd representative & adding FY79 funds 
to "Study of Consumer Products Containing Radioactive Matl 11 
DOUGHERTY, D J Division of Contracts FIN D-02B0-9 79/02/10 

IP 


7903070124 Advises that 790213 FOIA request cannot be filled until 
clarification of "psychic penetration of cybernetic lys 4 ' is 
pr ovided 

FELYOH. J M Division of Rules and Records. 79/02/13 lp 


79030701.23 Comments on proposed rule 10CRR5G 4,6 considers proposed 
Phase I ECCS rule changes to be unnecessary U Phase 2 to bo 
vague & open-ended Recommend* proposed ECCB rulemaking be 
deferred, ru le be reinterpreted ?< cost benefit be studied 
TAYLOR, J H Babcock L Wilcox Co 79/02/03 3pp 


TrO307O134 Comments on proposed rule 10CFR50 46 believes it is 
appropriate to separate two phases.** one Is procedure- 
oriented L the other is more comprehensive L technical 
CASSAH.V J Power Authority State of New York 79/02/02 3pp 


7903070206 Comments Oh proposed rul* 10CFR30 believes Uis o# 
conservative assumptions to generate model should be 
reconsidered Suggests using real istic, best estimate 
analyses 

LEACHiLP Affiliation Unknown 79/01/09 4pp 


7903070207 Comment* on proposed rulemaking 20-12 believes proposed rule 
would be addl economic burden w/o compensating benefits. 

Urges petition be denied 

KNOTTS, J D Dube volts << Lieberman 79/01/29 3pp 


7903070219 Aclc receipt of itr informing NRC that City of Riverside is 
not willing to permit outside contractor to reproduce 
document* NRC will pay 6 cent* per page for reproduction 
OOLDBERO, J R Anti-Trust Division 79/02/00 ip 


7903070137 Comment* on proposed rule favors generic rulemaking where 
benefits to licensing process can be expected W/encl 
•ccerpts from "Fattor* Influencing Electric Utility 
Eipanslon, " CDNF-7 70869 Vol II. 

SHERWOOD, 0 0 General Electric Co .Nuclear Energy Products Dlv 
79/02/09 I4pp 


7903070139 Amend* 10CFR33 to permit physicians greater latitude when 
using low ri»k diagnostic radiopharmaceutical*. 

CP ILK. 8 J Office of the Secretary of the Commission. 79/02/13 


7903070221 Confirm* 790-20B tel con in Which agreemsnt was reached on 
stipulation granting NRC extension of time to file motion to 
compel resource* to NRC first set of iuppl interrogatories 
NRC will have until 790430 to file any motions to compel. 

EVANS, D J Anti-Trust Division. 79/02/08. 1 p, 


7903070220 Comment* on proposed rul# 1QCFR20 low level radionuclides 
having cone *ntrat ion level at or below concentration 
occurring in free state in nature could be disposed at 
unlicensed burial sites 

DIPIAZZA, R P Meetinghouse Electric Co-rp. WRD-LBlta -632 79 / 01/30 

szpp 


7900070I40 Forwards comments on proposed rul* 10CFR61 
Si LEA* D A, PattonrBogg* L Blow 79/02/Oi 2pp 


7903070144 Comments on proposed rule 10CFR61* present* innovative method 
far safely disposing large volumes of low level radioactive 
waste In the ocean 

31LER, D A , BUCK. E L Patton, Boggs b Blow, 79/02/01. Bpp 


7900070171 Comments on proposed rule 10CFR50: encourage * revision to 
current ECCS criteria Expresses concern that proposed 
rulemaking is likely to be unnecessarily complicated & 

I engthy 

COUNS1L.U G, Northeast Utilities 79/02/05 4pp 


7903070231 Comment* on proposed rule 10CFR30,wh#n ECCS model predict* e 
safer result than precseding model, it should be adopted w/o 
reanalysis 

BOLES, R C Affiliation Unknown. 79/01/11 2pp 


7903070233 Comments on proposed ruls IOCFR20 304 protests proposed 
emend due to expense of shipping low level waste 
JOHNSON, R l) Harvard Untv 79/0-1/16 2pp. 


7903070237 Comment* on proposed rul* 1QCFRS0: supports basic r 

Suggests addl procedural point* 

THOMAS. W N Virginia Electric k Power Co 030 79/02/07. 


7pp 


7903070173 Comment* on proposed rule urge* Commission, to select site 
independent Issues for rulemaking wherever possible, so 
Individual licensing cases will encompass only *ite t* design 
ipidfic Issues 

HOWELL, s, H Consumers Power Co. HOWE-45-7? 79/02/00 4pp 


79030-70179 Comments on proposed rule 10CFR1 problem of radioactive 
wattes is a production problem Qhduld immediately halt 
isiuence of further licenses jri 

JGHNSRUD, J H Environmental Coalition on Nuclear Power. 79/02/06, 

5pj 


7903070261 Forwards correction* to info provided at 701006 meeting 
Hatch 2 nozzle reclassified as Type 4B, Tec irculation inlet 

safe-emts constructed of Type 316 stainless stasl . 

ORIDLEYjR L, General Electric Co. MFN-02&-79. 79/02/01. 4pp 


7903070266 Comment* on proposed rule to delate 10CFR20 304: than## in 
burial procedures will be unnecessarily cumbersome h costly, 

■Will fieve negative impact an public health 6 safety 
SIBLEY, W. A Ohio Btate Univ 79/01/23 3pp. 
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7703070273 Comments on proposed rule 10CFR20 endorses proposed amend In 
recent years very feu NY State licensees have burled 
rad ionue 1 1 de« 

DEDOER* T K New York, State of 79/01/30 tp 


7703070276 Comments on piping reliability It super pipe concept Feels 
exemption From nonmechan i st£c break concept is justified for 
same Locat 1 ons* s lnee cracking It failure probabilities are 
vary low for large pipes Supports local exemptions 

flUSH/8 H Batts 1U Memorial Institute* Pacific Northwest Laboratory 
79/02/03 3pp 


79030702DI Comments on proposed rule 10CFR20 supports removal of 
section from Code of Federal Regulation* Delleves NRC should 
no longer allow burial of radioactive wastes w/o prior 
approval, 

MAYER* D 8 Affiliation Unknown 79/01/31 ip 


7703070203 NUREQ / C R - 04 93 

"Quarterly Progress Rept on Fission Product Behavior in 
LWRs* »■ for Jul-Sept 1773 

MALINAU8KAS, A Oak Ridge National Laboratory FIN 0-0127 
OR NL / NUR EOTM 2B0 73/12/31 37 pp Available at NT 1 3 


7903070288 Comments on proposed rulemaking 10CFR20-12 oppose* 
definition change & new posting requirement 
DUDZIKiDM Consumers Power Co 79/01/22 2pp 


7903070366 Application, for License by GE to export 13,573 kg U02 
powder to Japan 

» General Electric Co , Nuclear Energy Products Div 77/01/10 

lp 


7703070304 SECY-79-72 

Forward* application to export U02 powder to Japan 
Commissioners are requested to advise staff of issue* or 
information to be Included in staff analysis 
SHEA* J R Office of International Programs 79/01/29 ip 


7903070307 Application by GE for license to export 6-663 kg U02 pouder 
to Japan 

* General Electric Co *Nuclear Energy Products Div 78/12/22 
IP 


7903070380 NUftEG/CR-0535 

"Position Descriptions for Insp & Enforcement Personnel* 

Final Rept 11 

HARftlSQN.O J , KRAAS, I W * LEFF* B General Research Corp (subs of 
Flow Gener a 1* Inc 1 NRC-03-77-142 79/01/31 985pp 


7703070390 SECY-79-B6 

Forwards GE 790103 Ur requesting license amend for quantity 
of *na 1 1 euthoriied for export Requests advisement of any 
Issues or info to be included in NRC analysis 
SHEA* J R Office of International Programs 79/02/01 ip 


7903070292 Forward* final NRC comment* on Enel 2 to EECY-7fl~637 re use 
□P WASH-1400 in regulatory action* Commission paper will b« 
forwarded shortly W/three IE memos 

OPSSICK.L V Office of the Executive Director for Operation* 
79/02/09. 5pp 


7703070293 Comment* on proposed Tulemaking I0CFR20-12 oppose* proposed 
rulemaking because it would disrupt present regulation & 
regulatory scheme 

PARKER, W D Duke Power Co 79/01/16, 2pp 


7903070290 Comments on proposed rulemaking 10CFR2-3 suggests agencies 
coordinate review* it any regulatory change* should be 
Initiated only following a sufficiently detailed value/ 
impact assessment 

TAYLOR. J H Babcock i. Wilcox Co 79/01/29 2pp. 


7903070299 Discuss** coordination of NRC fir# protection plan 
Recorrwnand* responsibility for Div of Operating Reactors 
coordination be transferred to Div of By* Safety, to reduce 
DOR fire protection effort a* SERs are completed 
FEROl/aON, R Plant System* Branch 79/02/03 2pp 


7903070300 Comments on proposed rulemaking 10CFR2-3, support* proposal 
to streamline licensing of facilities 

ANDERSON, T. M Ue »t In ghous* Electric Corp NS-TMA-2032 77/01/29 

IP 


7903070336 Forwards "NE0E-24347-P. 1/4 Scale T-Ouencher Test," as part 
of Mark I containment program Request* rept J>* withheld (r*f 
10CFR2. 790) M/support ing documentation 

BOSON* L, J General Electric Co. .Nuclear Energy Products Div 
KFN-040-79. 79/02/15 3pp 


7903070394 NRC determination of public disclosure under Sunshine Act 
tape of 790206 discussion of personnel matter Withheld 
(ref 10CFR9. lOBCc J it 10CFR9 104(a)(6)) 

CHTLKiS J Office of the Secretary of the Commission 77/02/07 


7903070377 0Tiefing on use of WASH-1400 by NRC Chairman will circulate 
modified text Df 781221 meeting to Commissioner* for 
comments or concurrence Text should request submittal of 
procedure* to ensure proper use of risk assessment methods 
CHILKi 3 J Office of the Secretary of the Commission 78/12/26 
IP 


7903070413 NRC briefed on proposed NRC statement on ri*k assessment 
in light of UASH-140O & Risk Assessment Review Group rept 
No action taken, NRC requested meeting on thi* matter to be 
scheduled in near future 

CHILK,S J Off ice of the Secretary of the Commission 70/12/15 
IP 


790307041 7 Transcript of proceeding of "Comprehensive Evaluation Rept 
on NF9-ErwUi" on 700427 in Wash ington* DC Ppl-41 W/encl NRC 
determination r# public disclosure under Sunshine Act, 
listing portions withheld (ref 10CFR9 100). 

HOYLE* J Office of the Secretary of the Commission KELLEY, J 
Office of the General Counsel GQBBICK, L. V Office of the 
Executive Director for Operations 70/04/27, 42pp 


7903070397 Forwards application & request* Executive Branch review of 
application by Mitsubishi Inti Corp for license to export 
specially designed reactor components to Japan W/o end 
OP LINGER* ft 0 Assistant Director for Export/Import & International 
Safeguards, 77/02/13 lp 


7903070344 Forward* topical rept* "Nuclear Hein Steam Isolation Valve 
fiysr* 1 In accordance w/770110 ltr to NRC. Rept* prepared by 
Basic Techno logy, Inc, forward ed as supporting info 
FEIRJNOjH J Energy Product* Group. 79/01/24 ip 


7703070400 Amend to export license for GE Technical Svc Co extending 
expiration date from 790331 to 020331 for export to Italy 
OPLINGERiO, G Assistant Director for Export/Import it International 
Baf eguards 77/02/16 Ip. 


7903070347 OW-FSD 2038 

"Nuclear Main Bteam Isolation Valve Systems " 

FEIR1N0, M * WALTER. J F Energy Product* Group 79/01/31 600RP, 


7903 07040 1 NUREG/0R-O368 

"Refractory Metal* for Ultrasonic Thermometry Application ,J 
CARLSON, G A., PLEIN.H 0 Sandia Laboratories FIN A-UB1 
EAND70- i 382 ft-7 73/10/31 60pp. Available at NTIS 


7903070352 Topical Rep t* "Nuc 1 ear hair* Bteam Isolation Valve By*" is now 
in final review Sc will be submitted to NRC on 790224 
FEIR 1 NO, M J Energy Products Group. 79/01/10, 2pj> 


7903070355 Ac k receipt of Energy Product* Group 750801 ltr re proposal 
to submit topical rept on valve eng ineer ing fc related safety 
implications 

CABE,E. 0, Office of Nuclear .Reactor Regulation 75/0B/12. lp. 


7903070360 In accordance w/NRC requests to improve valve engineering. 
Energy Product! Group intend* to submit a topical rept re 
improved valve engineering i» bated en governing criteria of 
Reg Guide 1.48 5 generic leaue* of Reg Review Plan 3 9.3 
FEIRINGrM J Energy Product* Group. 73/00/01 ?pp 


7703070359 9ECY-77-77 

Forwards OE application to export UQ2 powder to Japan 
Requeats Issues or info to be included In NRC enalysl* 
BHEAjJ. R. Office of International Program* 79/01/30, lp 


7703070402 Requests Executive Branch review of application by 
Mitsubishi Inti Corp for license to export specially 
designed nuclear component* to Japan 

OPLINGERiO G Assistant Director for Export/Import !< International 
Safeguards, 77/02/13. lp 


7703070403 License for Byron Jackson* 
hydrostatic bearings it accessories 
use in coolant pumps to Italy 
OPLINGERiG, 0 Assistant Director 
Safeguard*. 79/02/15 lp 


7703070405 Requests Executive Branch 
Westinghouse for license to export 
facilities to Japan 
OPLINGER.G 0 Assistant Director 
Safeguards 77/02/13 lp 


Pump Division to export one set 
specifically prepared for 

for Export/Import & International 

review of application by 
components to reactor 

for Expor t/lmport & International 



^*'5704- Oi Notification of contract ox ecuticn# Mod 1 to "Durability of 
Cr t itallln« Nuclear Waste Forms t< Their Natural Analogs at 
Silicate Storage Conditions 41 Contrator Univ of Toledo 

Research Contracts Branch FIN H-6624 NRC-04 -70-2.67 

T? 01/20- Ip 
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7903070427 NUREG/CR-0406 

”E*g eriment Data Rspt fur Somiscale Hod-3 Reflood Heat 
Tratisfer Tests S-07-5 6 S-07-5A (Baseline Test Series! " 

COLLINS. B L - SACKETT. K E . 8TANGER# K Idaho National Engineering 
Laboratory FIN A-6038 TRE£“i223 79/OI/Oi 306pp Available at 

NT 1 8 


T'fOj-OTOASS Mad I. increasing funding to "Durability of Crystalline 
M- clear Waste Forms & Their Natural Analogs at Geologic 
storage Conditions ' 

l“C<4TQN»K V/ Research Contracts Branch FIN B-6624 

«?C-04-78~a67 79/01720 lp 


^5C , 7C4CJ7 Notification of contract e x ec ut i on* Mod 8 to "Study of 
*lteinetlve Methods for the Disposal of Low Level Wastes *■ 
Cs-ftrattor Ford. Bacon U Davis Utahr Inc 

LS.E Qj C D Technical Assistance Contracts Branch NRC-02-77-168 

7?/01/3i ip 


7 ¥ 200704 SO Mod 0# extending period of performance# to "Study of 
Alternative Methods for Disposal of Low Level Wastes " 
DOUGHERTY, D J Division of Contracts FIN B-1521 
W?C-C2-77-Iiie 79/01/31 2pp 


t5 ‘*jO 70409 Requests Executive Branch review of application by 
f 1 1 1 s j i l in* Travel Svc of America for license to export 
specially designed reactor components for Tokai 1 & 2 L 
Ujruji reactors to Japan 

CFLI NGER.C O Assistant Di rector for Export/Import & International 
Safeguards 79/02/13 lp 


7903(170428 NUREG/CR-0227 

"Model Plutonium Recycle Reactor* for Environ Analysis of 
the HI x ed -Or i d t Fuel Cycle " 

WACHTER.J W Oak Ridge National Laboratory FIN D-OOBO 
CRML/MUREG-21 70/06/30 50pp Available at NTIS 


7903070429 Comments on proposed rule 10CFR20 304 suggests MRC no longer 
allow burial of radioactive wastes w/o prior approval of 
local citiien* fc. NRC Suggests removal Of 10CFR20 304 from 
Cade of Federal Regulations 

SECHREBTj R . SECHNEST# il Af f i 1 iat i on Unknown 79/01/21 lp 


7903070430 Requests Executive Branch review of application by 
Mitsuiltne Travel Svc of America for license to export 
specially designed nuclear components to Japan 

OPLINGEft, 0 0 Assistant Director for Export/Impo-rt L International 
Safeguards 79/02/13 lp 

7903070431 Comments on proposed rule 10CFR2O suggests revision of 
Section 20 304 to Indicate that burial w/o prior approval Is 
prohibited 

LACKER# D. K Texas, State of 79/01/26 lp 


7903070412 Requests Executive Branch review of application by 
Travel Svc of America for license to 
ecpcrt specially designed reactor components to Japan 
OPLIKSER.G g Assistant Director for Export/ Imp or t k International 
Safeguards 79/02/13 lp 


79Ci.X>704t4 Has no comment on proposed "General Statement of Policy on 
Licensing- Procedures for Geologic Repositories for High 
L* v* 1 Wastes " 

HEIERGTTQ.L E Interior# Dept of ER 78/1176 79/02/02 lp 


‘ 90 >OT 04 13 Requests Executive Branch review o# application by Edlow 
Inti for license to export Zircaloy tubing to Sweden 
CxFX I NGER . <S O Assistant Director for Expor t/ Imp or t I# International 
Safeguards 79/02/13 lp 


7703070416 Amend to GE. export license changing max enrichment 
percentage for export to Spain 

OPLPVSERi £ 0 Assistant Director for Export/Import & Interna t i ona 1 
Safeguards 79/02/16 ip 


7703070413 License for Byron Jackson. Pump Division to export on* set 
b! 4r Cl tati C bearings fc accessories prepared for use in 
coolant pumps to Buitierland 

GPL JN&ERj 0 G Assistant Director for Export/Import fc International 
Safeguard* 79/02/19 tp 


790307(3419 Amend to export license for Cordis Carp extending expiration 
4at« from 790301 to Q10301 for export of nuclear medical 
equipment to Braxi 1# Chi le# Mexico t* Peru 

Cd’LlNGERj-G G Assistant Director for Export/Impart fc International 
Safeguard* 79 / 02 /aa lp 


7943070420 Request* Executive Branch review of application by Mitsui 
Co. Inc for license to export Zircaloy-2 tube shells to 

Ja pan 

0PLSH9ER. G> 0 Assistant Director for Export/Impqr t V I nternati one 1 
Safeguards 79/02/13 ip 


7943070421 License fOT Transnuclear Inc to export U-235 to Bwifcierland 
OPLINOER.O G Assistant Director for Export/Import L International 
Safeguard* 79/02/16 2 pp 

7943070424 Requests Executive Branch review of application by Mitsui L 
Co- tre for license to export Zircaloy-4 tube shells to 
Japan 

CffL INGER r O G. Assistant Director for Export/Import {< International 
Safeguard* 77/02/13 Ip 


7903070432 N JREG/CR -0467 

"Experimental Data Rept for Semitcale Mod-3 Integral 
Blowdown it Reflood Heat Transfer Test S-07-& (Baseline Test 
Series L " 

ESPARZA, V # SACKETT. K E # 8 TANCER, K Idaho National Engineering 
Laboratory FIN A-6030 TREE-1226 79/01/31 295pp Available at 

NT 1 8 


7903070433 Requests Executive Branch review of application by 
Mitsuiline Travel Svc af America for license to export 
specially designed reactor parts to Japan 

CYLINDER# G 0. Assistant Director for Export/Impart & International 
Safeguards 79/02/13 lp 


7903070434 Notification of contract exeeut ion. Mod 3 to "Review l< 
Evaluation of piling Foundation Proposed for Category 1 
Structures at Sallly Generating Station " Contractor MM 
Newnerk Consulting Engineering Byes. 

QLAOBLAi A F, Technical Assistance Contract* Branch 79/02/16 

ip 


7903070441 Mod 3. extend ing period of performance through 790930 to 
"Review Evaluation of Piling Foundation Proposed for 
Category 1 Structure* at Bailly Generating Station w 
DOUGHTERY ( D J Division of Contracts NRC-03-76-130 79/02/16 

ip 


7903070436 NUREG /CR-0S19 

"COBRA IV-I,An lSM-Compatibl « Version “ 

LISTER, D M , JALLOUK.P A Dak Ridge National Laboratory FIN 
B-0401 DRNL/NJREOCSD-9 76/12/31 72pp. Available at NTIS 


7903070 4 3B Requxsfc* Executive Branch review of application, by TX 
Nuclear Div for license to export nuclear mat! te Veneiuela. 
OPLlNQERr G 0 As*istant Director for Expo-rt/lmport 6 International 
Safeguards 77/02/13 lp 


7903070439 Comment* on proposed rule 10CFR20 304’ suggests mod of 
proposed rule by adding requirement that all licensers 
include in their applicalton a discussion of waste 
genera t ion. quenti ties to be buried fc location of burial. 

SHELLY, W J Kerr-McOte KudtiT Corp (subs of Kerr— McO*e Corp ) 
7?#'0I/31 2pp. 


7903070443 NUREO/CR-0227 

"Model Pu Recycle Reactor* for Environ Analysis of Mixed 
Oxide Fuel Cycle 

WACHTER# J W Dak Ridge National Laboratory FIN B-OOBO 
ORNL/NVREG-21 78/06/30 SOpp Available at NTIS 


7700070425 Request* Executive Branch review of application by Mitsui * 
Co.Jnc for license to export Zircaloy-2 tube shells to 
Japan 

OP UNGER. G 0. Assistant Director for Export/Imp ort & Infeernatiane 1 
Safeguard* 79/02/13 lp 


7903*070426 Amend to export license for Wastinghouse Electric Ca 
sal +nd i r 9 expiration date from 790401-011201 All other 
tonjiticn* remain unchanged 

CFLt 9 SEF ,<3 <?. Assistant Director for Export/Import L International 

Safeguards 79/02/15 Ip 


7903070443 Requests Executive Branch review of application by 
Traninuclaarr Inc for license to export SNH to Nest Germany 
GOSBICKiL V Office af the Executive Director for Operations 
79/02/03 lp, 


7903070449 Request* Executive Branch review of application by Bandvlk 
Special Metal* Corp for License to export Zr metal tubes to 
Israel 

□FL1NGER, 0 G Assistant Director for Export/Impor t L International 
Safeguards 79/C2/I3 lp 
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7903070431 Request* Executive Branch- review of application by 
Wait inghouse for licensa to export nuclear components to 
Italy 

QPLlNGERi 0 0 Assistant Director for Ei por t / Impor t U International 
Safeguards 79/02/13 lp 


7903070433 Request* Executive Branch review of application by 
Mb it i nghoouse for license to export equipment for 
fabrication of fuel rods to Sweden 

aPLJNGER,C 0 Assistant Director for Export/ Import * International 
Safeguard > 79/02/OB lp 


7903070434 Responds to appeal of denial re FOIA-77-10A 8c F0IA-77-A-22 
A dec lass 1 f i cation review has been completed 8c Volume II has 
now been put in PDft Pages from Apps A. B# C, D, fx< F 6 0 have 
been excerpted b remaining appendencies available at PDR 
FELTON# J H Division of Rules and Records 79/02/27 2pp 


7903070436 Requests answers to generic questions by 790415 & guidelines 
for two types of plant mods recommended in Vo-1 3 of 
NUflEG-0460 

MATTSON. R J Division of Systems Safety 79/02/15 61$>p 


790307 0460 Requests Executive Branch review of application by OS Radium 
Corp for license to export 20,000 Ci of tritium to Condition 
Two countire* Notes Corp already has License XQ-37-733 
expiring 790301 

OPLIWOER, 0 0 Assistant Director for Export/Import b International 
Safeguards 79/02/00 lp. 


7903070462 Requests Executive Branch review of application by Harshaw 
Chemical Co for license to export byproduct matl to People's 
Republic of China 

QPLINGER. 0 0 Assistant Director for Export/Impor t b International 
Safeguard* 79/02/03 lp 


7903070464 Forwards IE Insp Rept 99900400/70-04 on 781211-14 

POTAPOVS, U Region A. Dallas, Off lea of the Director 70/12/22 

2pp 


7903070470 IE Insp Rapt 99900400/70-04 on 781211-14 No noncompl i anc e 
noted, Areas inspected implementation of L0CFR5D k topical 
rept BAW-10Q96A, Including design process mg t, veri f I cat! on 
act ivi ties, mgt meeting L action on previous insp findings 
ANDERSON, D, Q. , DROWN, R L , HALE,C,J Region 4, Dallas, Vendor 

Inspection Branch 70/12/21 13pp 


7903070465 Requests Executive Branch review of application by General 
Atomic Co for license to export SNM metl to Morocco. 

OPLINCER. 0 Q Assistant Director for Export/Import & Interna fc i ona 1 
Safeguards 79/02/05 Ip 


7903070473 Requssts answers «o generic questions by 7904J5 t* guidelines 
for two types of plant mods recommended In Vol 3 oF 
Nil REG -04 60 

MATTSON i ft J, Division of Systems Safety. 79/02/13 6!pp 


7903070476 Requests answers to generic questions by 790413 U guidelines 
for two types of plant mode recommended in Vol 3 of 
NURE0-0460 

MATTSON, J? J, Division of Bystsm* Safety. 79/02/19 61pp 


7903070484 Requests answers to generic questions by 790413 It guidelines 
for two types of plant mod* recommended in Vol 3 of 
NUREQ-0460, 

MATTSON, R J Division of Systems Bafety 79/02/13. 61pp. 


79030704B6 Comment* on proposed Tula 10CFR20 304 suggests clarlf icatlon 
of the number of licensees affected by proposed rule 
Believes requirement needed for marking burial sites 
MEIEROTTO, L E Interior, Dept, of 79/02/02 lp. 


7903070490 Comment* on proposed tuI* 10CFR30, s irggests LOFT retearch 
developments he reflected in safety margins 
VAN BRUNT, E E Arixona Public Service Co 79/01/Di 2pp 


790307 0494 Comments an proposed rule 10CFR30. concurs u/tuo-p hasc 
procedure. 

NILStJN, R Exxon Nuclear Cp , Inc. <»ubs of Exxon Corp.) 79/02/02. 
BfP> 


7903070902 License for Mitsui b Co, <USA),Inc to export 64 pieces of 
Zircaloy-4 tubes bo Japan 

OPLI NGER, Q 0. Assistant Director for Export/Import b International 
Safeguards 79/02/19. Ip 


7903070907 Notification of contract execution: "Alara for 
Radiopharmaceutical Manufacturers 11 Contractor Ecolog i ca 1 
Analyst* 

LEBO,C.D. Technical Assistance Contract* Branch. FIN D-6419-9 

79/02/22 lp. 


7903070551 Contract for "Alara for Pharmaceutical Manufacturers " 
DOUGHERTY, D J Division of Contracts NRC-02- 79-037 79/02/23 

16pp 


7903070510 Comments on proposed rule 10CFR61 suggests establishment of 
minimum activities b/or concentrations below which matl may 
be disposed aff in same manner as other waste 
ORANLUND.ft U Pennsylvania State Univ 79/01/31 2PP 


7903070512 Comments on proposed rule 10CFR90 55q believes last sentenca 
of paragraph 50 55a<t>)<l) adds unneccessary const-related 
restrictions Recommends deletion 

MCDUFFie.h A Carolina Power b Light Co 79/02/12 2PP 

7903070515 Comments on proposed rule request* comment period for NVREQ- 
0499 6 Ouppl 1 be extended for addl 60-day period to 
790414 

RENBERQEfl, D L Washington Public Power Supply System 79/02/06 
IP 


7903070518 Notification of contract executi on. Mod 1 to "A Seismic 
loning Map for Siting Nuclear Electric Power Generating 
Facilities in Eastern United States " Contractor Rondout 
Assoc iatet, Inc 

MENC2ER. W B Technical Assistance Contracts Branch FIN D-6499 

79/02/26 lp 


7903070523 Mod 1, deleting "Dr Theron J Bennett" b substituting "Dr John 
Kelleher" a* authorized representative to "A Seismic Zoning 
Map for Siting Nuclear Electric Power Generating Facilities 
in Eastern United States ” 

DOUGHERTY, D J Division of Contracts NRC-03-7B-154 79/02/26 

If 


7903070521 No comments on proposed rule 10CFR30 

MEIEROTTO, L E Interior, Dept of ER 70/1214 77/02/02 ip 


7903070527 Confirms 790200 telcon approving stipulation allowing NHC 
until 790430 to file any motions to compel responses to NRC 
interrogator! ci 

EVANS, D J Anti-Trust Division 79/02/08 lp 


7903070330 Comments on proposed rule 10CFR20 304 concurs w/prapnsed 
rule based on experience of State of LA 
PORTER, D J Louisiana, State of 79/01/31 2pp 


7903070531 Comments on proposed rule 10CFR3D 46 suggests propoitd 
rulemaking is overly complicated 6 if undertaken as 
contemplated, wi 1 1 overly extend period of time necessary to 
accomplish objective. 

ANDERSON, T M We » tinghous e Electric Corp. NS-TMA-2037 79/02/03 

I6pp 


7903070532 Comment* on proposed rule 10CFR20 304 comparos expanse of 
delating rule u/risV to public health Results are not cost 
efficient 

BAUMANNrM Wisconsin, Univ of, Madison 79/01/30 9pp 


7903070535 Comments on proposed rule 10CFR20 rule would be more 
realistic approach to establish ECC9 acceptance criteria u/o 
adversely affecting health 6 safety of public 
SULLIVAN, T J Consumers Power Co 79/02/02 3pp. 


7903070537 Comments on proposed rule 10CFR50 believes no- new rulemaking 
it justified prior to significant progress on LOFT 
O'TOOLE, J D Consolidated Edison Co of New York 79/02/03 4pp 


790307QS41 Notification of contract execut ion, Mod 4 to "Study of 
Chemical Toxicity of Low Level Wastes " Contractor General 
Research Corp 

LEBOi-C D Technical Assistance Contracts Branch FIN U-6I8/-9 

79/01 / ID ip 


7903070943 Mod 4, substituting T Johnson for AL Bresson as author! ted 
representative * increasing funding to "Study of Chemical 
Toxicity of Low Level Wastes " 

DOUGHERTY, D J Division of Contracts FIN B-6127-9 77/01/10 

5pp. 


7903070550 Notification of contract execution "Conduct Courses In 
Interpersonal Skill* for Managers end Non-Managers, " awarded 
to Q True 11 Associates 

PERLMAN, J Purchasing Section NRC-10-79-370 79/02/15 Ip 


7903070552 Contract for "Conduct Courses in Interpersonal Skill* for 
Manager* and Non-Managers " 

HARGETT. D. J Division of Contracts NRC-10-79-370 79/02/20 

ltpp 



TM3070S51 Comments on proposed rule 1QCFR20 304 supports burial sites* 
naming signs t burial containers 

JAV2. -C J V«fc Admin Hosp CA/3F 79/02/01 2pp 


7 ^3 j> 3 7 05-5-1 Comments on proposed rule 10CFR50 product decoy heat rate t 
Iircaloy oeidation rate should be included in technical rule 
ch*rg**_ Proposed changes maintain adequate conservatism it 

set* Assign 

ALE I AN DER SON. E Detroit Edison Cq NED/79/ 19 79/02/02 2pp 


7r-?.>}70355 Notification of contract execution "Specially Designed 
Cfcarge-Out Cards. Labels U Tape Dispenser* M awarded to 
VM Sal Sard Co 

UtfrSINS.E Administrative Contracts Branch NRCM0-79-374~02 

79^02/20 Ip 


7903070558 Contract for "Specially Designed Charge-Out Cor ds. Labe Is L 
tip ( Dispenser." awarded to WM Ballard Co 

KATTIA.I1 J Division of Contracts NRC107937402 79/12/20 

23pp 


7903-370559 Comment* on proposed rule 10CFR61 suggests greatest need at 
present is development of approaches to low level waste 
disposal that result in timely & constructive conclusions 
rather than imposition of tighter controls 
H1GGIN.EA Atomic Industrial Forum 79/02/09 7pp 


790307-0560 Noti f ication of contract executi on, Mod 5 to “Enhancement of 
Cmilt* Emergency Diesel Generator Reliability " Contractor 
LSiv e# Dayton 

GLAS-GCA.A F Technical Assistance Contracts Branch FIN 0-1169 

79/02/1 & lp 


7903070-564 fio-d 5 increasing cost of contract by *1.927 00 to 
■Enhancement of Onsite Emergency Diesel Generator 
Reliability " 

DOUGHERTY. D J Division of Contracts FIN D-1169 79/02/1* 

3p* 


7r*u~<i70562 Comment* bn proposed rule 10CFR30 4* suggests NRC develop 
.proposed changes in existing regulations on ECCS analysis to 
provide flexibility in manner & demonstrate conformance to 
cor* coating &td» 

PARKER, W D Duke Power Co 79/02/0S 3pp 


19030705*5 Comm -exits on proposed rule 10CFHS0 generally support* Phase 
2 it believes special emphasis should be placed on 
expediting change in fission product decay heat rate so it 
1* consistent w/present knowledge 

TlCflPEtJ R GPU Service Corp ELL-1287 79/02702 3pp 


79030703*7 License for Mitsubishi Inti Corp to export 000 places of 
Iir«aloy-4 tubing to Japan 

DPL JtfGER. <3 Q Assistant Director for Export/Import & In t arna tiona 1 

Safeguard* 79/02/19 Ip 

7903O7Q569 Notification of contract execution "Basic Ordering Agreement 
to Develop Regulatory Framework for Nuclear Haste Mgt. " 
amarded to Social Research Application Corp 

LE6&.CD Administrative Contracts Branch NRC-02-77-201-42 

79/D2/0? ip 


7 703070572 Contract for "Basic Ordering Agreement to Develop Regulator 
Fra new dt k for Nuclear Waste Mgfci " awarded to Social Research 
Application Corp 

DOUGHERTY* D J Division of Contracts NRC-02-77-2O1-42 
79/02/09 1 Spp 


79O3O7057Q Notification of contract • x»c ut 1 on, Mod 1 to "Pump Operation 
Testing U Reliability *' Contractor Franklin Inst 
PERLKAN.J Purchasing Section FIN B-6567 79/02/23 lp 


79C3G7G574 Mod 1. extending contract period one month to 790307 to "Pur 
Operation Testing it Reliability " 

PERLMAN.. J Purchasing Section Q-6S67 79/02/23. lp 


7903070-573 Notification of 790309 hearing board meeting in Washington. 
DC to- prepare reft for NRC Meeting is open to public 
YEftiWIL.P R Hearings Division 79/02/22 lp 


T90-303000* Comments on proposed rule 10CFR5O. 4* supports proposal re 
acceptance criteria for ECC8 for light-water-cooled nuclear 
fc-ver plant* 

REED, C Commonwealth Edison Co 79/02/05 3pp 


7903060019 Notice of issuance it availability of three volumes of draft 
rag guides t NUREO repts to aid licensees in implementing 
proposed amends to 10CFR73, 

B-IRCKS. II J. Office of Nuclear Material Safety *< Safeguards, 

79/02/14. Spp 


7903030023 Draft reg guide "Std Format b Content Guide physical 
Protection of Strategic SUM in Transit " 

* Office of Standards Development 79/02/14 70pp 


7903080020 NUKEO-0306 

Draft "Fixed Site Physical Protection Upgrade Rule Outdance 
Campendi vm. " Voi I "Introduction & User Info 4t Design 
Methodology Documents " L Vol II "Bibliography L Microfiche 
Library of Technical Guidance " 

* Corrm lesion 78/12/12 700pp 


7903000026 Ac k receipt of 790130 ltr informing NRC of steps taken to 
correct deviations -noted in IE Insp Rept 99900292/70-02 
POTAPDVB, U Region 4, Dellas. Vendor Inspection Drench. 

79/02/06 lp 


7903080029 Responds to NRC 701120 ltr re deviation noted in IE In*p 
Fept 99900292/70 -02 Corrective actions double gauges will be 
used to ensues calibr accuracy, stds will be made available 
to inspectors in shops it GA memo will be issued 
UETST. J 0 Newport News Shipbuilding b Dry Dock Co (subs o# 
TENNECO Corp ) 79/01/30 Spp 


7703000033 Forwards IE , Insp Rept 99900292/70-02 oh 781053-27 & notice 
of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

70/11/20 Spp 


7903000036 Notice of deviation from Insp bn 791023-27 

• Region 4. Dallas. Vendor Inspection Branch 7B/11/20 lp 


7903000042 IE Insp Fept 99900292/70-02 on 781023-27 Noncompliance 
noted GA program does not prescribe sys for recalling/ 
rec becking previously inspected item* 

SUTTON, J W . WHITE-SELL. D U Region 4. Dallas. Vendor Inspection 

Branch 78/U/2Q 7pp 


7903000040 Forward* application for License XSNM-1430 for minor nuclear 
exp gt t Requests assistance in obtaini-ng necessary letter of 
assurance W/o end 

OPUNGER.G 0 Assistant Director for Export/ Import fc International 
Safeguard i 79/02/13 lp 


7903050041 Forwards application for License XSNli-1452 for minor nuclear 
export Requests assistance In obtaining necessary letter of 
idurancs W/o rnd 

O-PLINGER.O 0 Assistant Director for Expor t/ I mpor fr b International 
Safeguard* 79/02/13 lp 


79G30B004& Forwards 790201 ltr from New England Nuclear requesting 
withdrawal of application foT License XB-90B Records should 
reflect withdrawal W/o end 

OPLING-ER, 0 0 Assistant Director for Enport/Impnrt it International 
Safeguards 79/02/13 Ip 


79030B0049 Forward* 790U7 ltr to State Dept w/addl info on end use of 
proposed eiport to Dracil r« License XCOK-136 W/o end 
OPLINGER. 0 G Assistant Director for Export/Impurt b International 
Safeguards 79/02/13 Ip 


7903080060 Forward* application for License X8NM-144* for minor nuclear 
export Requests assistance in obtaining required ltr of 
assurance W/o end 

OPLI NGER. G 0 Assistant Director for Export/ Import it International 
Bafeguards 79/02/01 ip 


7903000064 Forwards application for License XBNtt-1447 for minor nuclear 
export Requests assistance In obtaining required ltr of 
assurance W/o end 

OPLlNOEa.G Q Assistant Director for Export/Import It International 
(Safeguard* 79/02/01, lp 


79030800-67 Forwards application for License X.SNM-1445 for minor nuclear 
export Requests assistance in obtaining required ltr of 
assurance W/o end 

DPLINCERr G- 0 Assistant Director far Export/Import Sc International 
Bafeguards 79/02/01 lp 


7903000072 Requests Executive Branch review of application by 
Transnudear. Inc far License XBNM-1443 to export BNM to 
Sui 1 1 er land, W/o end. 

OQBSICK.L.V Office of the Executive Director for Operation* 
79/02/05 lp 


7903090074 Notification of contract « * etution. Mod 3 to "Evaluation of 
Eeismic Design Bases & Analyse* Pertaining to Diablo 
Canyon. " Contractor Ntt Newmark Consulting Engineering Sves 
GALGOLA. A F Technical Assistance Contracts Branch FIN B-&533 

79/01/03 ip. 
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79030BQ07B Hod 3. i mere* s i nq total tailing U fundi available for parent 
to "Evaluation of Seismic Design Base* fc Analyses Fertainihg 
to Diablo Canyon " 

DAUGHERTY, D J Division of Contratin FIN B-6333 79/01/03 

If 


7903080003 Notification of contract execution "Specially Designed File 
Folder*,’ 4 awarded to Afn.es Color File 

WIGGINS, E Administrative Contracts Branch NRC 107937401 

79/02/12 L P 


7903080088 Contract for "Specially Designed File Folders, " awarded to 
Ames Color File 

MATT1A. tt J Division Of Contracts NRC107937401 79/02/12 

23pp 


7903080093 NUftEG /Cft-0 478 

''Corrected & Updated Data for IFA-429 from Beginning oF Life 
Through June 197Q " 

WATERMAN, rt E Idaho National Engineering Laboratory FIN A-6046 
TREE-1269 7B/12/3L 38pp Available at MT1S 


790308010 A Ac k receipt Of 790112 ltr providing consents & 
recommendations re rept on ATW6, NUREQ-0460, Vol 3 Will 
consider comments when making recommendations ta Commission 
DENTON, H R Office of Nuclear Reactor Regulation 79/02/12 ip 


79030801 ID Has reviewed NUFEQ-046D, Vo 1 3 U believes principal 
recommendations are contradictory Concerned w/ reccmmendat i on 
that two sets of design mods b« applied to plants of std 
design which have been approved by NRC 

SCHERER, A E Combustion Engineering, Inc LD-79-001 79/01/12 

2pp 


7903080113 WUREO-0135 V2 N& 

Buff Book Status Summary Rept, Water Reactor Safety Research, 
date at of 781231 

* Office O# Nuclear Regulatory Research 79/02/06 250p p 

Available at NT T8 


7903080119 NURE0-0030 V2 N1 

Yellow Book Const Status Rept, Nuclear Power plants, data as 
of 701231 

« Office of Management and Program Analysis 79/02/20 I23pp 
Available at NT IB 


7903080129 Requests amend to License I8NM-1781 extending expiration 
date from 790401 to 020401 

W1L8QN, B D 0*n«Tal Electric Co , Nuclear Energy Products Div 
79/01/24, ip 


7903080132 In response to 790203 ItT requesting al) correspondence re 
plans by Consumers Power Co to build nuclear power plants, 
forwards 781127 ltr indicating util has no plans to build 
more plants in MI,W/o end. 

FELTON, J* II Division of Rules and Records 79/03/06 lp 


7903000133 NR DC comments re generic rulemaking to Improve nuclear power 
plant licensing Argues that individual licencing hearings 
are most desirable 

RDISMANi A Z Natural Resources Defsnse Council 79/02/12 0pp 


7903-080133 Requests all com espond enca re plane by Consumers Power Co 
to build nuclear power plants 

WIL80N.R W Public Interest Research Group in Michigan 79/02/03 
lP 


>903080133 Nat 1 float ion of contract execution "Electrical Engineering 
Contractual Assistance for South TX Antitrust Proceeding, " 
awarded to RW Back V Associates, Inc 

OLAOOLAiA.F Technical Assistance Contracts Branch FIN B-6523 

79/02/13 lp 


7903080133 Contract for "Electrical Engineering Contractual Assistance 
for South TX Antitrust Proceeding, " awarded to RW Deck U 
Associates, Ihc 

DOUGHERTY , D J. Division of Contract* 0-6523 79/02/13 5 P p 


79030B013& Notification of contract execution "Technical Assistance in 
Development of a Regulatory Framework Nuclear Waste Ngt, *' 
awarded to Nuclear Assurance Corp 

LEBO, G, D Technical Assistance Contracts Branch NRC027720141 

79/02/23, lp. 


7903000139 Contract for "Technical Assistance in Davelopment of a 
Regulatory Framework for Nuclear Waste Kgt, * awarded to 
Nuclear Assurance Corp. 

DOUOHERTY; D J Division of Contracts NRCO2772014I 79/02/23 

13pp- 


7903090176 Requests list of all personnel in supergra-dt positions for 
survey on Italian-Amarican heritage, 

VOLpEiJ A National Italian American Foundation 79/01/10 lp, 


7903030170 Forwards OA Program Insp 999OO20O/7B-O1 on 70121 Q -19 n 0 
noncomp l lance noted 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/01/18 2pp 

7903080172 OA Program Insp 99900280/78-01 No noncomp 1 i ance noted Major 
areas inspected implementation of QA manual to 10CFR50, 

App B,w/aetion on previous insp findingjmgt me e ti ng j d es i gn 
te s fcs/product i on tests 

AGEE, J R i HUNNICUTT, D M Region 4, Dallas, Vendor Inspection 

Branch 79/01/16 Bpp 


79030801B3 Informs of work 6 evaluations performed L forwards basic 
wind data & initial studies per contract AT < 49-24 >~005B, Work 
Directive TR-I5,dtd 760331 U Contract NRC-3-76-309, Work 
Directive 3, dtd 701129 W/o ends 

NUNN. D E Nunn, Snyder tt Associates 79/02/17 3pp 


7903000185 Transcript of 790207 Commission meeting to discuss ex parte 
It separation of functions regulations Pp 1-30 

HENDR1E, J M . BRADFORD, P A , AHEARNE, J F Commission 79/02/07 
50p p 


79030802 i B Request* Executive Branch re Transnuc 1 ear, 1 nc application 
amend request to increase matl exported from li 329 kg to 
14 0 kg U W/o end 

GOSSICH, L 7 Office of the Executive Director for Operations 
79/02/26 Ip 


7903000222 Requests amend of License XSNM-271 revising max enrichment 
of U-233 from 3 1 to 4 OX Next shipment scheduled for 
790222 

WILSON, D, D General Electric Co 79/02/16 lp 


7903080290 In response to 790213 NRC ltr, provides revised pages to 
XN-NF-l, "OA Program " 

PERRY, J A Exxon Nuclear Co , Inc (subs of Exxon Corp ) 
79/03/01 4pp 


79030B0323 Accepts proposed tlpical rept "DUKE-2, Conduct of 
Operations" for docketing 

COLLTNB,P F Operator Licensing Branch 79/02/13 Ip 


7903030332 Notice of filing of petition for rulemaking by VE Anderson 
requesting that NRC amend 10CFR2Q to require NRC 
certification of health physics personnel 

CHILVLB J Office of the Secretary of the Commission 79/02/23 


7903000333 Forward! petition requiring that health physic* personnel be 
certified by NRC (amend 10CFR20 600) Presents justification 
fOT request ti delineate* specific additions 6 changes 
ANDERSON, V E Affiliation Unknown 79/01/17 3pp 


7903080330 NUREG/Cft-0511 

“Heat Flux Profile Mod* to COBRA IV " 

LISTER, D M * JALLOUK, P A Oak Ridge National Laboratory FIN 
&-0401 0RNCNUREGC8DTM1 7B/12/31 40pp Available at NTIS 


7903000351 Comments on proposed rule 10CFR20 304 burden of establishing 
reasonable basis for expenditure of funds involved In 
rulemaking proceeding has not been met by those desiring 
change 

BROWN, T. D Affiliation Unknown 79/01/23 2pp 


7903060393 Comments on proposed rule 10CFR20 304 suggests proposal be 
deleted l< no more burial of radioactive waste be allowed w/o 
prior approval. 

REID, B W Affiliation Unknown 79/01/2? 3pp 


79030804U Comment* on proposed rule 10CFR20. 304 finds proposal 
inadequate for the protection of public since licensee is 
not required to demonstrate effects of surface water flow 
pattern* near sites 

CAMPBELL, V L Affiliation Unknown 79/01/27. 3pp 


7903080412 Forward* IE Info Notice 79-04, "Degradation of Engineered 
Safety Feature* *' M/list of recipient licensees in Region 3 
PAPPAS, H Region 3, Chicago, Office of the Director 79/02/20 

2pp 


7903080454 Comment* on proposed fulemaking 10CFR2-3 support* proposal 
BELKfJ p , WILLIAMS, W R Affiliation Unknown 79/01/29 Ip 


7903080476 Comment* on proposed rulemakihg 10CFR20-12 support* proposal 
it request* consideration be given to keeping radiation area 
restricted to traffic 

BURTBAVAQE.E M Affiliation Unknown 79/01/27 lp 


7903060477 Comment* on proposed rulemaking 10CFR2O-12 endorses propcial 
because It would clarify radiation levels 
LACKER , D K Texa*, State of 77/01/25 lp 
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Comments on proposed rule 10CFR20 304 proposal is un t l me 1 y i 
(.nrtcmirn it inconsistent w/other NRC activities 
C-PAM.UND.R U Pennsylvania State llniv 79/01/31 3pp 


T9O3OQ0 593 License application fdr Aldrich Chemical Co. Inc to e-sport 
15? 9 deuterium to Venezuela 

UARQ.S Aldrich Chemical Co , Inc (subs of Slgma-Aldvl c h Corp I 
79/0 2/13 lp 


79G3Q0O619 Notice of proposed rule re power reactor fracture toughness 
requirements W/encl marked-up 10CFR3O App GLH, & draft 
congressional ltr 

CKILK , 8 J Office of the Secretory of the Commission 
Spp 


79/01 /OB 


7903000621 Value impact statement on limited revision of Appendices Q- it 
H* ‘'Fracture Toughness I , Surveillance Program Requirements “ 

* Commission 79/01/08 6pp 


TWaOBCSW^ Forwards license application review checklist. It end use 
statement for export of high enriched U to Nest Germany 
PIAISCW, V Tr ansnuc 1 ear < Inc 79/02/14 3pp 


7 9Ci30B059& License application for Transnuc 1 ear/ Inc t-o export 6 017 
I; U n 360 kg 17-235 to West Germany 
KATSON.V Transmit 1 ear . Inc 79/02/14 lp 


7 IS 3t*B0 *9 5 Transcript of a 790215 public meeting in Was h ing ton. DC re 
Initial briefing on 5ECY-79-34A. "Regulation of Federal 
Radioactive Waste Activities ” Pp 1-64 

HENI-fl 1 E , J Mi , GIL1N5KY, V . KENNEDY. R T Commission 79/02/15 

&4p p 


7903060397 Transcript of a 790214 public meeting in Wash i n g ton . DC, r e 
'Briefing on NRC Legislative Proposals including Siting At 
Licensing 6 Omnibus Legislation " Pp 1-30 

l-tNORlE. -J M . QILINSKY.V i KENNEDY. R T Commission 79/02/14 
30pf 


7903060610 Ti adscript of 7BII06 closed meeting held In Wash ing ton, DC, re 
"Discussion of Executive Director of Operations Testimony 
of July-Aug 1977 " Pp 1-70 
HENDRIE.J H > QILINSKY.V . KENNEDY. R T 
70pp 


Commission 79/11/06 


79-03030611 License for General Atomic Co to export 654 kg U-233 to 
f tal y 

OPLINGER.G 0 Assistant Director for Export/ Ifnpor t l* International 
Safeguards 79/05/28 2PP 


7903000612 Forward* application for export license Reques 
Drench views W/n enc 1 

OPLINCERiO 0 Assistant Director for Expor t/lmpor t It 
Safeguards /9/02/16 Ip 


t s Executive 
Internet i anal 


79030B0614 License application for Reutor-Btokes. Int to export U-235 
in chemical form 

SKARUPA.J D Reuter* Stokes. Inc 79/02/0-3 ip 


790-3*560590 Informs that NRC has no record of receipt of 701130 license 
application After 790215 tel con* another request was sent Due 
t cj delay it urgent requirement of proposed export. 1 icense was 
Issued w/o t5-day waiting period 

C? LINGER. G G Assistant Director for Ex port/ Imp ort $. International 
Safeguard* 79/02/26 lp 


790^060599 Notification qf withdrawal of 761115 application for license 
to export nuclear equipment 

Ml<HGD( 3H«W S Ex i on Nuclear Co , Inc (subs of Exxon. Corp ) 

79/02/ J4 lp 


7903000616 Shipping paper* 6 invoice will show detector as RB-C3-2403- 
1 13. identical to R6-P6-24D3-1 13 noted in export lUeo« 
application dtd 790205 

QERAOUTY. C Re uter-5 tok as, Inc 79/02/19 Ip 


79030B06 1 5 Inform* that transcript of 79020& discussion of Tarapui* 
export issue will b« withhold from disclosure until document 
can be reviewed (ref 10CFR9 108 & 9 1041 

CHILK . 8 J Dffice of the Secretary of the Commission 79/02/09 

lp 


790303-0*00 Transcript of 790214 public meeting in Wash i n]»ton. DC re 
'Discussion o-f Decisioh in S-3 Rulemaking 11 Pp 1-96 
MENI'RJE.J M . G1LINSKY.V , KENNEDY. R T Commission 79/02/ 14 


7903000601 Executive Branch position re TX Nuclear Div's application to 
I xport Pu-230 to Saudi Arabia License should be granted 
NOSEHZCJ.L V State. Dept of 79/12/27 2pp 


7903080*02 Requests that export licenso application.be expedited, 
*1* tons of heavy water must leave US by 790331 Requests 
Info on status of review & that Edlou Inti be allowed to 
prepare for shipment 

TSUJt.N Nissho-lwai American Corp MACPJ-2 1 50-NT 79/02/21 


as 


If 


7903000617 In f arms that transcript of 790202 discussion of Tarapur 
export issue Will be withheld from disclosure until ducument 
can be revieujed (ref J0CFR9 100 1 9 1041 

CHlLK, 8 J Office oF the Secretary of the Comm i * s 1 on 79/02/09 

lp 


7903080619 Forwards Uce-ns* application for Wes t i nQhou s* to export 
ln-cor« detectors to Republic of Korea 

flODl, j P Wosti nghouse Electric Corp TFG/NRC-2626 79/02/21 lp. 


7903000 623 License application for Us > tingh ou t e to export in-core 
detectors to Republic of Korea 

ROD! i J P we»ting[u>use Electric Carp 79/02/Si lp 


7?030$0*oa “Forecasting Electricity Demand By States in the US on an 
Annual Basis." interim rept 

TRIHSLEY, J L Oak Ridge National Laboratory FIN D-0190~B 
79/01/31 epp. 


79030 B 062 Q License for HK Swesney Mfg Co to export 123 Ci of tritium to 
Condition 2 countries t t 

QPUNGER, 0 G Assistant Director for Export/Import International 
Safeguards 79 / 02/28 2 pp 


7 * 0*3000604 TranscT ipt of a 790216 public meeting in Wash ing ton. DC re 
'Briefing on NRC Legislative Prop osa W, Inc 1 ud i ng Siting ?< 

LLt*n$lnp fe Qnmibu* Legislation " Pp 1 — 54 

HEN DR CEj -J 14 , QILINSKY.V . KENNEDY. R T Commission 79 / 02/16 
34* p 


7903080*03 Transcript of a 781211 closed meeting in Wash l ns t on. DC . ro 
•Briefing on Safeguards ” Pp 1-33 

HENDRIE.J. M . 0 IL IN 8 KY 1 V. , KENNEDY. R T Commission 7Q/12/U 
35j* 


7903000636 Public meeting affirmation session 79-3 to consider 
0ECY-A-79-9 held in Washing ton. DC on 790206 Pp 1-4 

HENDHIE.UN , 0ILIN3KY. V . KENNEDY. R T Commission 79/02/06 4pp 


7903000622 License for General Atomic Co to export 411 g U-235 to West 

Germany 

OPLIN0EP.O G Axiistant Director for Export/Impor t Internet i onal 
Safiguard* 79/02/28 Spp 


79D30B0624 License for Carpenter Technology Corp to export 848 pieces 
of Zlrcaloy-4 alloy fuel channel* to West OeT-many 

GPLINGER.O 0 Assistant Director for ExpoU/Import 8 - International 
Bafeguerdi 79/02/28 lp 


7403080627 License for Carpenter Technology Corp to export 105 pieces 
of Zir<aloy-4 alloy fuel channel* to We*t Oermamj 

QPLINGER. G 0 Assistant Director for Export/Import fi International 
Safeguards 79/02/28 lp 


790308060-7 Transcript of a 790223 public mating held in Wash ington. DC 
re "Continuation of Briefing on Use of WASH-1400 in 
Licensing Action* " Pp 1-74 

HENDRJE. J M . KENNEDY. R T . BRADFORD, P A Commission. 79/02/23 
79pp 

7903000609 Transcript of 790214 public meeting. Affirmation Session 
79-4, held in Wa*h ington, DC Pp 1-9 

HEMDRIE, J M . GIL INSKY, V , KENNEDY, R Commission 79/02/14 5pp 


79030S0625 Forwards license application for General Atomic Co 
nuclear matl to Thailand 

HOWRY, W, R General Atomic Co. (tubs of Gulf Oil Corp 1 

79/02/12 lp 


ta export 
I EL-1023 


790300-0626 License application for General Atomic Co ta export 
2,040 g U to Thailand. 

HOWRY, W R General Atomic Co (subs, of Gulf Oil Carp >. 
79/02/12 lp 


7903080613 BECY-79-23 

-50CFR50— Limited Revision of Appendices G 6 h, F racture 
Taughna-sf 4* Reactor Vessel Surveillance Requirements 
V/ericl correction notice dtd 790123 

HINDCUE.R & Office of Standards Development 79/01/00 12pp 


7903000628 License application 
export pump case* for us» in 
NORTON* U Borp-Warner Corp , 


for Byron Jackson pump Division to 
coolant pumps to Italy 
Byron Jackson Pump Dlv 79/02/13 


ip 



NOIMDOCKETED ITEMS 


272 

7903080629 Amend 1 to license extending expiration date from 790501 to 
790801 L delating Condition 1 

OPLINCER.O G Assistant Director for Ex port/ Imp art t< International 
Safeguards 79/03/27 2p p 


7703000631 License application for ByTan Jackson Pump Division to 
export seal cartridges, heat ex chang b i, rotating baffles, 
rotating elements 8< coupling assemblies for use in coolant 
pumps to Switzerland 

NORTON, J Borg -Warn »r Corp » Byron Jackson Pump Div 79/02/13 lp 


7903080632 Transcript of 790222 Commission meeting in Washington. DC 
re "Discussion of NRC Legislative Proposals M Pp 1-45 
HENDfUE.-J M . AHEARNE, J P , KENNEDY. R T Commission 79/02/22 
4»pp 


7903080633 Executive Branch position re Carpenter Technology Corp 
application to export 105 Zircaloy-4 alloy fuel channels to 
Witt Germany License should be granted 
NOSENZO.LV. State. Dept of 79/02/26 2pp 


7903080634 License application for Sandvik Special Metals Corp to- 
export zirconium tubing to Canada 

RADY. 0 J Sandy i k Special Metals Corp 79/02/21 ip 


7903080635 Forwards application for license to export byproduct, source, 
or special nuclear mat! to Australia 

WARD. 5 Aldrich Chemical Co . Inc (subs of 8 igma-Al drlch Corp 1 
79/02/22 lp 


7903080638 License application for Aldrich Chemical Co to export 20 
kg to Australia should be cancelled 

WARD, S Assistant Director for Export/ Import 4* International 
Safeguards 78/10/27 lp 


7903080636 License application for R euter-Stoke s to export U-235 to 
Norway. 

BKARUPA. J D. Reuter-Stoke*. Inc 79/02/00 2pp 


7903000637 License application for Hewlett-Packard Co to export 3 g 
thorium dioxide to various countries over two year period 
BRYAN. C L, Hewlett-Packard Co. 79/02/22 4pp 


7903000639 License XT-452 for Hew Utt-Pac kaT d Co to export 3 g thori< 
dioxide in cathode ray tube filaments 

SHEA. J R. Office of International Program* 7B/05/12 lp 


7903000640 License application foT Byron Jackson Pump Di v, Borg-Warner 
to export nuclear svc coolant pump components to Italy. 

NORTON. J Dorg-WarneT Carp i Byroh Jackson Rump Div 79/02/16 lp 


7903080641 Executive Branch position re application XCOH-129 by 
Carpenter Technology for license to export 848 2irtaloy-4 
fuel channel* to West Germany License should be granted 
NDSEWZO.L V State. Dept, of 79/02/26 2pp 


7903080642 License application for Westinghouie to export two BF3 
proportional counters to West Germany 

BCHNAUTZ.C E Meetinghouse Electric Corp 79/02/23 3pp 


7903080643 License for Transnuc 1 e ar. Inc to export 367 kg U-235 to 
Be 1 g Lum 

Op LINGER. 0 Q Assistant Director for E x p ort/Imp ort & International 
Safeguard* 79/02/26 2pp 


7903080644 SECY 79-002A , 

Buflimarixei statu* of application by GE for license to export 
2.48 kg Pu 6 61 kg U to Italy Recommends issuance of 
proposed license to Transnuc lear. Inc 

SHEA, J.R Office oP International Prog-ram* 79/02/23 5Spp 


7903000645 Amend I to License XCOM-49 to increase quantity of metis , 
from 480 pieces of ZIrcaloy-2 seamless tubing to 570 pieces 
to export to Canada 

QPLINCER. 0 G Assistant Director Pot Export/Import & International 
Safeguard* 79/03/01. ip 

79030B0646 Transcript of 790222 Commission meeting in Washington. DC. t* 
"Draft Rep t- Regulat i on of Federal Radioactive Waste 
Activities. " Pp i-32 

HEN DR IE. -J M , AHEARNE. J F . KENNEDY. R T Commission 79/02/22 
52pp 


79030B0648 Forwards application for license to export u to Japan 
WATANABE.N Mitsubishi International Corp (subs of Mitsubishi 
Corp 1 HSA-690 2-0 1/02 79/02/21 3pp 


79030Q0653 License application for Mitsubishi Inti Corp to export 
0 41 g U-235 in 40 57 g U to Japan 

WATANABE.N Mitsubishi International Corp (subs of Mitsubishi 
Corp ) 79/02/31 2pp 


7903080649 License application for United Kingdom Treasury 6 Supply 
Delegation to export 3 C i Cf-252 to England 
* United Kingdom 79/02/26 2pp 


7903090630 License application for Mitsubishi Inti Corp to expert 23 g 
U-235 contained in 40 3? g of U to Japan 

WATANABE.N Mitsubishi International Corp (subs of Mitsubishi' 

Corp 1 79/02/21 2pp 


7903080651 License application for Westinghouse Electric Corp to export 
pulse neutron detector to France 

PDCHAL. W F Westinghouse Electric Corp 79/02/19 lp 


7903090694 License application for Edlou Inti Co to export 000. COG Ci 
tritium in bulk gas form 

HARMON. D W Edkow International Co 79/02/23 Ip 


7903080695 License application for Aldrich Chemical Co, Inc to export 
compound* containing 37 g deuterium to Jamaica, West Indies 
WARD, S Aldrich Chemical Co , Inc (subs of Sigma-AldrUh Corp J 
79/02/32 lp 

7903080656 License -application foi Mitsubishi Inti Corp to export six 
reactor vessel irradiation surveillance test capsules & 

120 mg Np oxide to Japan 

TANAKA, N Mitsubishi International Corp (subs of Mitsubishi 
Corp. > 79/02/14 lp 


7903080657 Forwards application by Exion Nuclear for license to import 
special nuclear matl from West Germany 

NECHOdDM. W S Exxon Nuclear Co . Inc (subs of Exxon Corp 1 
79/01/22 lp 


79030B0639 Application by Exxon Nuclear Co for license to import 
27,000 kg U containing up to 1330 kg U-235 from West 
Germany 

NOCHODOM, W S Exxon Nuclear Co . Inc (subs of Exxon Corp ) 
79/01/22 lp 


79030B065G Summarlies NRC views on application by Transnuc 1 ear. Inc to 
export 10,794 kg U to Belgium Finds license may be issued 
MOORE, R W Office of International Programs 79/02/26 lp 


7903080660 Summar 1 i e s NRC views on application by Transnuc lear , Inc to 
export i 1, 384 73 kg U to fiwltierland License should be 
Issued 

MDOftE. R N Office of International Programs 79/02/16 ip 


7903080661 Executive Uranch position re UK Sweeney Mfg Co application 
to export 125 Cl tritium to various Condition 2 countries 
License *hould be granted 

NDSENZO.lv State. Dept of 79/02/23 lp 


7903080662 EEGY-79-033A 

Forwards reviled pages for licensing action rept & list of 
export license applications as of 770131 

SHEA.J R. Office of International Program* 79/02/21 44pp 


79030BO663 NUREG/CR-04 1 0 

"Comparisons of Thermal Hydraulic Phenomena During 
Isothermal Loss-of -Coo lant Experiments & Effect of Beale in 
LOFT b Semi scale MOD-1 " 

PETERSON. A C Idaho National Engineering Laboratory FIN A-604B 
70/12/31 39p p Available at NTIB 


7903080664 Application to export one set hydrostatic bearing* U 
accessorial for use i ti coolant pumps for nuclear svc to 
Italy 

NORTON. J F Borg-War ner Corp . Byron Jackson Pump Div 79/02/01 

Ip 


7903090009 Request# comment* on application from Transnuclear. Inc for 
license to export special nuclear matl to West Germany 
C03SICK.L V Office of the Executive Director for Operations 
79/02/23 lp 


7903090647 Insists it is imperative that order bo shipped before 
780401. since ltr of credit will expire Requests assistance 
In expediting issuance of license 

BRYAN. D C Ramsay Engineering Co, , Texas Nuclear OIv 79/02/23 
IP. 
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t ^“ 2 , 3O9O'0JO Requests breakdown of Timex's tritium requirements per 
Hcutitrg/ptr quarter for calendar year 1979 under Licence 

CFLIWER. 0 Q Assistant Director for Export/ Impart h International 
Safeguard* 79/02/33 Ip 


^r\>309©0tt Notification of Reactoi Experiments' request to withdraw 
< ip or t license application XSNtt-ltSB 

OFLIN*ER.O <1 Assistant Director for Export/Import & International 
Safeguards 79/02/26 lp 


7 T3.3Q9001 2 Forwards application 4c requests comme-nts on application fTom 
Caran Precisian Engineering 6 Marketing Corp for license to 
export components to India for use in Tarapur reactor W/o 
e-ct 

Cf L I SfGER . C 0 Assistant Director for ExpoT t/ Imp ort V International 
Safeguards 79/02/86 ip 


790\lO'?(}Oi3 Nofcif i cat* on of Reactor Experiments' withdrawal of export 
license application XSNK-1140 dtd 790214 

CrLlNSEF?.* G Assistant Director for Ex port/ Imp ort b International 
Safeguards 79/02/26 lp 


7M0090014 Requests assistance in obtaining necessary assurance that 
requested matl foi export will be subj to all terms & 
conditions of an Agreement for Cooperation W/o end 

OF LINGER. G 0 Assistant Director for Export/ Import & International 
Safeguard* 79/02/26 ip 


7903090016 Forwards application t* requests comments on application from 
Hut Inghouse for license to export special nuclear matl to 
Korea W/o Application 

tOSS’CZ- L V Office of the Executive Director for Operations 
7 9/02/26 lp 

?t'} 309009S Notification of 790314 meeting in Bethesda.MD w/AlF on sy s 
interaction in nuclear power plants 

ANGELO. J tight Water Reactor® Branch 1 79/02/22 2pp 


7903090103 Comments on Reg Guide 3 0, "Preparation of Environ Repts for 
LP Hills M Suggest more attention be paid to social t 
cultural impact of U mining U milling on Indian reservations 

In the Western US 

OjWIS.S H Anthropology Resource Center 79/01/81 3pp 


79QM9QI07 Requests amend to export 1 icensei rev i sing licensee name & 
adding Mitsui & Co as party to export, Requests amend by 
790223 

WILSON. a D General Electric Co DDW-79040, 79/02/09 lp 


790309011? Executive Branch position re Edlow lntl Co application to 
•sport 10,000 kg depleted U to Republic of Korea License 
should be granted 

HDSENIO. L V State. Dept of 79/02/23 16pp 


79*30901 IB SECY-79- 102 

Forwards Executive Branch position re Mitsubishi Inti Corp 
application to export 53B.S11 kg natural U to Canada 
Requests Commission input 

SHEA. JR Office of International Program* 79/02/0B lp 


7903090120 Requests copies of any h all inquiries made to NRC re RWR-l 
radue-tte volume reduction $y» os well as all correspond enc b 
t Info provided by NRC in responses 

MAY, J R Newport News Industrial Corp <subs of Newport Newt 
Shipbuilding & DryDocV Co ), NRC/N79/205 79/01/09 ip 


7903090131 Provides quantitative breakdown of k g LI U U-23S intended for 
export to South Korea 2.119.531 kg U 1 60,609 kg U-233 
HESS. R J, Westinghouse Electric Corp IC3-B291 79/02/20 ip 


T 90 30 901 32 Forward* application to export U-235 to Italy 

&PAAK.F European Communities. Commission of 79/01/15 Ip 


7903090136 License application for Delegation of Commission of 
European communities to export 33 5 U oxide to Italy 
SFAAKrF European Communities. Commission of 79/0I/1B 3pp 

79(73090140 Forwards Federal Register notice r© facility export license 
OPLIf&ERfQ 0 Assistant Director for Export/Import & International 
Safeguards 77/02/16 lp 


7903090142 Notice of application by^ Westingh ouse for license to export 
tua pouer Teactors to South Korea' 

OPLlNGERr Q, * Assistant Director for Export/Import & 

International Safeguards 79/02/16 8 pp 


7903090166 Responds to 790110 FOIA requeit Forwards list of all NRC 
taployeos occupying supergrada positions as of 761231, 

FELTON, 0 M Division of Rules and Records 79/01/29. lp 


7903090188 Forwards WA Wahler L Associates* "Supplement to Design 
Rept" r* dewatering program for Canon City Mill Expansion 
Project per Lomax's request W/o enel 
MCGRATH, EJ McGrath, E J 79/01/26 lp 


7903D90194 Comments on Reg Guide 1 9 Revision 1 Suggestions include 
deletion of proposed failure rate of 1 par 100 
BOETTOERiJ T Power Engineering Society 7?/02/*8 2pp 


7903090220 Provides detailed rept on NRC siting policy 6 practice t< 
PIRO petition for rulemaking on population considerations 
(SECY-7B-624 ) Recommends changes in population concept* It 
development of meaningful review criteria W/corr espatidence 
ANDERSON, F D Bite Designation Standards Branch 79/02/22 

29pp 


7903090239 Transcript of 701222 dosed meeting in Wash i ng ton. DC. re 
"Discussion of Inti Baf « g uards-E x p ort Matter " Pp 1-32 
HENDRIE. J n ■ OILINBKY.V , BRADFORD, P A Commission 70/12/22 
3Spp 


7903*90254 Forwards application from Mifciulline Travel Bvc of America 
for license to export specially designed components to 
Japan Requests Executive Branch position W/o encl 

OPLtNGER.G G Assistant Director for Export/Import & International 
Safeguards 79/02/15 Ip 


7903090256 Licertie application far Mitsui & Co, Inc to ©sport 90 lb 
Zircoloy -2 tube shell co-extruded w/Zr crystal bar liner to 
Japan 

MONDE N, T Mitsui & Co , Ltd 79/02/09 2 P p 


7903090297 Forwards application for license to export U02 sintered 
pellets to Korea 

HESS, R J Uestinghause Electric Corp ICB-8133 79/Q3/0B Ip, 


7903090299 License application for Westinghouse Electric Corp to 
export 2,119.531 lb of UQ2 sintered pellet* encapsulated 
In sealed fuel rod* 4c assembled into fuel assemblies to 
Korea 

HES9.R J West inghguse Electric Corp 79/02/08 Ip 


79*3090302 Forward* application for Marubeni America Corp to export 
nuclear matl b equipment to Japan W/frncl end use otatsment 
KLiaO, H Marubeni America Corp (subs of Marubeni Corp 1 
KAl-HK-5796 79/02/00 lp 


7903090305 License application far Marubeni America Corp to export 
460 ib U hexafluoride to Japan 

KUBOf H Marubeni America Corp (subs of Marubeni Carp > 
79/02/00 2p p 


7903090308 8ECY-79-103 

Forwards application b q Transnuclear, Inc to export 11.529 kg 
U k 10.757 tg U-233 to West Germany Requests Commission 
input 

SHEA. J R Office, of International Programs 79/02/QB lp 


7903090310 Request* withdrawal of 761019 6 790103 application* for 
amend of lkenis, r« addl intermediate sens i gnee *, Ob j ac t i v« * 
were served by issuance of License* XCON-147 L XCOM-169 
WILSON. B, D General Electric Co .Nuclear Energy Products Div 
BDW-79037A 79/02/20 lp 


7903090311 Export license for WestirxghoUM amended tc change max 
enrichment percentage Pr&tn 3 14 w/o to 3 20 w/o for export 
to Spain. 

OPL.INGEFLG 0 A**lstant Director for Export/ Import & Internet! Anal 
Safeguards 79/02/22, I pp 


7903090332 License application for Ue»tinghou*e to export one lew power 
Tange monitor fixed in-core Mtectnr assembly to 
Swi tier land 

POCHAL.WF Wastinghouse Electric Corp 79/02/16, 5p p 

7903090317 Licen*« application for Edlow Inti Co to export 454 kg U a* 

U hexafluoride to Japan 

HARMON. D Edlow International Co 79/02/16 lp 


79*3090321 License application for Edlow Inti Co to ©sport 593 kg U a* 
U hexafluoride to Italy 

HARMON. D Edlow International Co 79/02/16 ip 

7903090324 License application for Boeing Co to export not more than 
4,000 lb depleted J count a rue ig h t* to Iran, 

MORGAN. U C Boeing Co 79/01 '03 lp 
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7903090339 License for Tr-ansnuc 1 ear , Inc to export li 131 kg 1/-235 to 
West Oerinany 

OPLI NQER , 0 0 Assistant Director for Export/ Impor t & International 
Safeguard* 79/02/23 2pp 


7903120073 Notification of contract ex ©cut i on. Mod s ) U s to ‘'Proposal 
to Further the Study Of Apparent Excess Cancer in Mesa 
County, CD 11 Contractor CO Dept of Health 

GUSTAVE, R P Research Contracts Bianch FIN B-10729 79/02/01 

lp 


790^090331 License for Transput tear. Inc to export *04 245 kg U-B33 to 
West Germany 

OPLINOER, G O Assistant Director for Expcr t/Impon t 6 International 
Safeguard* 79/02/23 2pp 


7903090334 License for Transnuc I ea r, Inc to export 1 . 63S 63 leg 11-233 to 
Franc t 

OPLINGER.G 0 Assistant Director for Expo r t/Imp ort 6 International 
Safeguards 79/02/23 3pp 


7903090339 License for Transnuc lear, Inc to export 479 234 kg LH23S to 
France 

OPLINOER. 0 0 Assistant Director for Expart/Import International 
Safeguards 79/02/23 2pp 


7903090342 License for General Atomic Co to export one compensated 
ionisation chamber to Italy 

OPLINOER, Q G Assistant Director for Ex p ort/ Imp ort & International 
Safeguards 79/02/23 ip 


7903090345 License for T>a n snuc 1 ear* In c to export 1*007 19J kg U-233 to 
Federal Republic of Germany 

OPLINGEiRiG 0 Assistant Director for E x p art/ Imp or t 6 International 
Safeguards 79/02/23 2pp 

790-3090350 License for Transri u c l ear * I nc to export 661 136 kg U-23S tD 
W&st Germany 

OPLINOER. 0 0 Assistant Director for Esport/Import It International 
Safeguards 79/02/23 2pp 


7903090333 License for GE to export misc el laneous parts 6 components 
specially designed or prepared for use in a nuclei reactor 
to Japan 

OPLINOER. 0 G Assistant Director for Eipor t/Impor t fc International 
Safeguards 79/02/83 lp 


7903090357 License for CE to export on# stud tensioner specially 
prepared to b* used w/nuClrar reactor to the Netherlands 
OPLINOER, G 0 Assistant Director for Eipovt/lmport & International 
Safeguard* 79/02/23 lp 


7903090361 License for Rockwell Inti Gorp to export 100 kg TIk metal to 
Japan 

OPLlNGERrO 0 Assistant Director for Export/Import 6 International 
Safeguards 79 / 02/22 lp 


7903090362 License for Transnucl ear* Inc to export A 942 kg U-233 to 
Canada 

OP LINGER* G 0 Assistant Director for Ex p or t/Imp ort 6 International 
Befeguards 79/02/26 2pp 


7903090367 Requests repts.memQ* or other matl used by Commission for 
determining lou population tones 

PERLMUTTERi- C 9 Affiliation Unknown 79/01/16 lp. 


7903090371 In response to 790116 Itr* forward* repts It memos re formula 
used by Commission for determining laui population zones 
W/o tncl ( 

FELTON, J M. Division of Rules and Records, 79/02/28 3pp 


7903120007 NURE0/CR-0600 

"Bummary of FY70 Progress on Creare Refill Effects Program,’ 1 
quarterly progress rapt July-Sept 197B 

H. . CROWLEY , C J Creare, Inc NRC-04-7B-162 CREAflE 
" Ta '02/2B 37pp Available at NTIB 


7903120-076 Mod 1. revising scope of work t, budget to “Proposal to 
Further the Study of Apparent Excess Cancer in Mesa County. 

CO '* 

NORTON, K V 
IP* 


Research Contracts Branch FIN B-1Q728 79/02/06 


7903120079 Mod 2* correcting FIN No to B-10729 to “Proposal tn Further 
the Study of Appai ent Excess Cancer jn Mesa County, CO " 

MORTON, K V Research Contracts Branch FIN B-i0729 79/02/06 


7903120084 Notification of contract e x ecut 1 on, Mod 5 to "A Dynamic 
Photoelastic Investigation of Cratk Arrest M Contractor 
Uni v of MD 

HAGEV, H Research Contracts Branch FIN A-9026 78/10/01 


79031200B7 Mod 5-, adding to work scope i< funds & extending period of 
performance to “A Dynamic Photoelastic Investigation of 
Ctoc k Arrest " 

MORTON. H- V Research Contracts Branch TIN A-9026 79/10/01 

Spp 


79031200B9 Informs of Fire Protection Research Review Group meeting w/ 
Qrookhaven Natl Lab on 79030B to discuss BNL proposal for 
in-place testing of smoke detectors 

FEIT*f? Division of Reactor Safety Research 79/02/27 2pp 


7903180094 Forwards ltr r® in situ testing of smoke-type fire detectors 
in hticlear power stations To date.no solution to low 
confidence level of detectors has been determined 
HALL, R E Drookhaven Notional Laboratory 78/12/19 lp 


7903120100 Discusses analysis of fire prevention 6 detection 
capabilities for operating reactors Host plant* reviewed are 
required by SER to add more detectors to their existing ty s 
HALL > fl E Drookhaven National Laboratory 7B/11/27 Spp 


7903120091 Notification of contract execution. Mod 1 to "Seminar Program 
for ASLDF in Conduct of Nuclear Safety L Licensing 
Adjudication " Contractor Natl Ctr for Administrative 
Justice 

WIGOINB.E Administrative Contracts Branch NRC-10-7B-396 

78/11/27 Ip 


7903120096 Mod 1, changing scope of work to “Seminar Program for A5LDP 
in Conduct of NucleaT Safety 6 Licensing Adjudication “ 

MATT I A, M J Administrative Contracts Branch 79/05/23 lp 


7903120102 Notification of contract execution "Beginning Gregg 
Shor thandi " awarded to Montgomery County. MD Public Schools 
MCNULTY, A Administrative Contracts Branch. NRC-10-79-3B4 

79/02/27 tp 


7903120103 Contract for "Beginning Gregg Shorthand," awarded to 
Montgomery County, MD Public School* 

HARGETT, D J Administrative Contracts Branch 79/02/29 4pp 


7903120104 Request* Executive Branch review of Edlow Inti Co 
application for license to export 13,185 kg U to Italy 
W/o end 

QPUNGERjG 0 Assistant Director for Export/Import h International 
Safeguards 79YQ2/27 ip 


7903120109 Notification of contract execution "Gregg Shorthand Theory 
Review," awarded to Montgomery County, MD Public School* 

MCNULTY. A Administrative Contracts Branch NRC-10-79-3B3 

79/02/15 Ip 


7903120114 Contract for "Gregg Shorthand Theory Review, " awarded to 
Montgomery County, WD Public School*, 

HARGETT, D J Administrative Contracts Branch NRC-10-79-3B3 

79/02/20 4pp 


7903120117 ftaueckl Berylco has requested amend to license for export of 
quantity of Zlrcaloy-2 seamless tubing to Canada, increasing 
quantity Of matl. Amend was Issued w/o customary 13-day wait, 
due to urgency of request 

OPLINOER, 0 G Assistant Director for Cxport/Import & International 
Safeguards 79/03/01 Ip 


7903120119 Notification of contract execution “ABC Stenoscrlpt 
Shorthand, “ awarded to Montgomery County , MD, Public School* 
MCNULTY* A Administrative Contracts Branch NR C- 10-7 9-305 

79/02/27. lp 


t ¥C312«1B2 C 
D-p® B rij 

W4 ETT. D 


Dntratt for "ABC Steno* c npt Shorthand," auaHed 
County. MD Public Schools 
■J Administrative Contracts Branch 79 / 03/20 


to 


App 


• r '»i3|2CU24 Notification of contract execution "NRC 
^ for Supervisors Si Managers. " awarded 

C a r I a* n 

R Administrative Contracts Branch 

79/02/14 Ip 


Personnel Policies 
to Herman 

NRC -l 0-79-37 1 


7Wl^0l29 Contract for "NRC Personnel Policies f< Practices for 
Supervisor* * Managers," awarded to Herman Dorfman 
HARCETT. D J Administrative Contracts Branch 79/03/27 7pp 


■’"MISOISB Confirms mods to Wes t inghous e export applications dtd 790116 
tk 790223 to clarify exportable types of items 

□PLlHGER.G C Assistant Director for Export/Import I< International 
Safeguards 79/03/01 2pp 


^*03120135 license for Nuclear Metals Inc to export 23,000 kg. U ta 
Vnx t erf K Lngdpm 

OfUf-lOER, G © Assistant Director for Ex port/ 1 mp or t A International 
Safeguards 79/03/01 2pp 


7903120102 Requests Executive urantn. „ __ . 

application for license to Biport 800,000 Ci tritium in bull 
gas form to Merz t< Benteli Nuclear Inc H/o end 

OPL.INGER,0 0 Assistant Director for Ex port/ Imp ort & International 
Safeguards 79/03/27 ip 


7903120100 Requests Executive Branch position re General Atomic Co 
application foT license to export nuclear matl to Thailand 
W/a end 

OPLINGER.O G Assistant Dt rector for Exp ot t / 1 mper t U International 
Safeguards 79/03/27 ip 


7903120193 Forwards application for minor nuclear export for whith Itr 
of assurance is required Requests assistance in obtaining 
Itr W/q end 

OPLINDER.O 0 Assistant Director for Export / I mp ort Is International 
Safeguard* 79/02/37 Ip 


7903120197 Forward* for revi tv. spp. Hcation for minor nuclear matl 
export for which ltr of assurance is required Requests 
assistance in. obtaining ltr M/o end 

□PLINOER.G 0 Assistant Director for Export/lmport & International 
Safeguards 79/02/27 lp 


7r03i20>t37 LiCfenso for Edlaw lntl Ca to Bxport 9,500 Va U to Republic 
«f Korea 

OrLINOER. 0 Q Assistant Director for Export/Import 1< International 
Safeguard* 79/03/01 2pp 


79G3 S ^oi42 license for GE to export 9,691 tg U-235 to Mexico 

C*" LINGER r G <7 Assistant Director for Ex p ort / Impart l« International 
Safeguards 79/0-3/02 2p p 


7903120199 Requests Executive Branch position re Edldw Inti Co 
application for license to export 17.115 kg U to Japan 
CP LINGER, 0 G Assistant Director for Export/lmport & International 
Safeguard* 79/02/27 lp 


7903120203 In Tevponse to 790232 ltr requesting copy af contract 
MRC-17-79-449, awarded 790125 to Access Corp. advises that 
document is available in FOR 

FELTON, J M Dividon of Rules and Records 79/03/06. lp. 


7-1-0312-0)43 License for Schenkers Inti Forward er*., Inc to export 2 g 
itplrtid U to Ci ech-oslovak is 

C*L1NGQR.G G Assistant Director for Export/ Import 6 International 
&4l«gu*rd* 79/03/01 2pp 


7903120147 Forward* application for license to export 7r seamless 
tubing to France dtd 701130 which was not received by NRC 
Requests expediting license 

D ROHAN, G J Kaueckl Berylco Industrie*, Inc 7B655 79/02/16 lp 


7 90-3 120140 L l c efi * • application for Kawsckl Berylco Industries, Inc to 
eiport 230 feet af Zr tubing ta France 

G ROHAN. O J Kawe-cki Berylco Industries, In* T70653 70/11/30 

3pp 


7r03l'aoi3l Request* any research or repts re ionization in smoko 

detectors 

ttCAROLl S. V Affiliation Unknown 79/01/19 lp 


7903120156 In response to 790119 ltr requesting any repts re laniiatloi 
type smoke detector*. forwards pertinent documents b advise* 
that ad d 1 matl is available in PDR 

FELTON. J tt Division of Rule* and Record* 79/03/02 20pp 

7903)201*0 Forwards "Mindless 8, Dangerous Technology A Ca»e Against 
Radioactive Smoke Detector* " 

MOLFE, B.M , GREEN, D Affiliation Unknown ABB0TT8, J Public 
IntiTest Research Group 76/09/15 2pp 


79G3L20166 "Mindies* 8< Dangerous Technology A Case Against Radioactive 
Sack* Detectors '■ 

GREEN. M D Affiliation Unknown ABOOTTS, vi , MCCARTHY, M Public 
intsrest Research Gro up 76/09/15 9pp 


7903120107 In response to 760915 Itr requesting NRC halt licensing 
of distributor* of ionization type smoke detectors, states 
that rapt does not give technical info for such action 
5 i ^B U *** 0n Teptrltr* from vendor* U safety analysis end 
C HAP HAN, K ft Office of Nuclear Material Safety U Safeguards 
7A/09/2B 73pp 


790312-0195 “Interim Staff Analysis of Environ Effect* of Ionization 
Type Smoke Detectors 

SHITH, I>. A Transportation 8t Product Standards Branch, 

T0/OB/3 1 75pp 


79Q31201M Requests Executive Branch position re Westinghouse 
?,£f!A^ fclon to< * x P°Tt 0 nm to Republic of Korea W/o end 
tJPLINGEft. O G„ Assistant Director for Export/Import It International 
Safeguard*. 79/02/21 ip 


7M3120169 License application for Exxon Nuclear Co to import U-235 ft U 
West Germany l to export U-235 fc U to West Germany 
Svedert 

WECHODOM. W 8 Exxon Nuclear Co , Inc, <*ub# of Exxon Corp ) 

'G/kS/04 2pp 


7903120220 Request* copy of canfcraet NRC- 1 7-79-449, awarded 790125 to 
Access Cot p 

BREUER.C Centennial Systems, Inc 79/02/22 lp 


79031 20253 Requests copy of Atomic Bomb Blast Commission Rapt ui/updated 
addenda U rept on 950503 atomic test (Shot Apple H> 

BIDDLE, M F Affiliation Unknown 79/02/01 ip 


7903120260 In response to 790201 request for copy of Atomic Bomb Blast 
Commission rept w/updated addenda rept on 550905 atomic test 
(Shot Apple II>, advise# that NRC h.*# no -such recxird* 

FELTON, J M Division bf Rules and Record* 79/03/01. lp 


79D31202Q6 Forwards application for license to export nuclear matl & 
equipment to Govt of India 

6KSEKS.R L Caran Precision Engineering l< Manufacturing Corp 
79/02/12 lp. 


7903120290 License application for Caran Precision Engineering It Mfg 
Corp to export 20,000 diamond spring* tu Govt bf India 
EHEEKSi R L Caran Precision Engineering b Manufacturing Corp 
79/02/09 ip 

7903120333 Confirm* mod to application by Mitsubishi Inti Carp to 
export part* U components to Japan NRC authorize* export 
only of component* of primary coolant pvmps, fuel charging x»r 
discharging machines b control rods 

0PL1NCER, G 0 Assistant Director for Export/lmport & International 
Safeguard* 79/02/fiB ip 


79031 20339 Forward* Page 2 of App » to SECY-70-596 which bias omitted 
inadvertently 

* Office of the Secretary of the Commission 79/02/13 Spp 


7903120346 Staff conclusion* re proposed license ta export highly 
enriched U to Canada Recommend* Issuance of license 
MOORE, R N Assistant Director for Export/Import 8, International 
Safeguard* 79/01/15 5pp 


790312 Q 352 Executive Branch position re Exxon Nuclear Co application 
for license to export 1,940 A kg of U -235 to Belgium 
License should ta grantid U/encl ltr of assurance. 

NOSENZO.L V state. Dept of 79/02/22 3pp 


7903120357 Exetutiva Branch position r« Exxon Tranmuclaar, Ine 
application for license to export 360 kg of U-235 to 
Belgium Recommend* license be issued W/*nd ltr of 
assurance 

NOSENIQ, L V. State, Dept of. 79/02/32 3pp, 


7903120360 Executive Branch position re Tr ansnucl ear, Inc application 
for license to export 3 99 leg of U-235 to Canada, fte commends 
license b« issued tl/encl ktr of assurance 
NQBEMZO, L V State, Dept of 79/02/22 3pp 
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7903120365 Executive Branch position re Rockwell Inti Cofp application 
for license to export 100 kg Th metal plates to Japan 
Recommends license be issued M/encl 1 tr of assurance 
NOSENZd. L yj State. Dept of 79/02/22 3pp 


7903120370 SEC -79-120 

Informs NftC of end application of Exxon Nuclear Co to 
import SNM from West Qermany 

,8HEA. J R Office of International Programs 79/02/14 lp 

7903120371 In response to 9ECY— 79-68QA. recommends license be granted tx> 
Transnuclear . Inc to export 5 297 kg If to Canada 

■CHJLKiB J Office of the Secretary of the Commission 79/02/23 

lp 

7903120372 Forwards corrected end use sta tement. changing quantity of 
matl to 14 O kg U 

MATSON. V TrananucleaT/ Inc 79/02/13 2pp 


7903120373 Requests support for addition to Commission's organic 
statute that would provide statutory recognition for Office 
of Insp & Enforcement Draft bill * statement of need for 
legislation is end 

HENDRIE, J h Commission 79/02/21 iflpp 


7903120399 Requests support for revision of organic statute Energy 
Reorgani ration Act of 1974 Section 20l(aHll provides that 
Commission can take action only with majority vote of 
Commissioners "present" Urges this be deleted Draft end 
HENDRIE. JM Commission 79/02/21 7pp 


7903120410 Requests support for amend of Atomic Energy Act of 1954 to 
provide for protection from unautho-ri led disclosure of 
safeguards info Draft bill analysis of proposed legislation 
U comparative text showing changes end. 

HENDR1E. J M Commission 79/02/21 4lpp 


7903120417 "Rept of Foreign Travel of JO Hylton." member of CRNL 
Instrumentation Jc Controls Division 

HYLTON. J 0 Oat Ridge National Laboratory FIN B-0122-7 
0RNL/FRT-S&7 79/02/11 9pp 


7903120443 NUREG/CR-03SB 

"Study of the Mechanics of a Transportation Accident 
Involving Natural U Concentrate." final rept June-Sept 197S 
COLTOM, J D , EMERSON* R E Stanford Research Institute 
NRC-02-78-076 78/11/30 99pp 


7903120446 "Condensed Review of Technology of Post-Accident Heat 
Removal for Liquid-Metal Fast Breeder Reactor " 

KAZIMIrM 3 Massachusetts Institute of Technology CHEN* J C 
Lehigh Univ 76/03/31 29pp 


7903120430 NUREG/CR-093 1 

"Dynast* A Dynamic Estimation Calculator Program 

CA9TLET0N.R N . CANDY. J V Lawrence Livermore Laboratory FIN 
A-0113 IfCRL— 32373 79/02/29 113pp 


7903120483 Minutes of ACRS Subcommittee on Fluid Dynamics meeting held 
on 731 126-30 to discus* status of review of Mark II 
containment sys & present status of various methods of load 
combination for LOCA h safe shutdown earthquake events 
NEUMAHK.N M . KENNEDY. R, P. ACRS - Advisory Committee on Reactor 
Safeguards 79/01/23 46pp 


7903120407 Transcript of 790209 meeting In Washing ton. DC * re "Briefing 
on NRC Legislative Proposal* ” Pp 1-32 
HENDRIE* J. M, Comuni si i an, 79/02/09 S2pp 


7903120493 NUREO/CH-0632 
"Trap-Melt Users Manual " 

JORDAN. H , GIESEKE, J A . DAYBUTTi P Battelie Memorial Institute* 
Columbus Laboratories FIN A-4078. NRC-04-76-293-0 79/02/2B. 

62pp 


7903120900 NUREQ/CR-0384 

"Cold Leg Integrity Eval uation, Phase I. Final Rept**’ July «< 

B«pt 1976. 

FIBER. R J , MAYFI ELD, M E . RODABAUOH, E C Battelie Memorial 
institute, Columbus Laboratories. FIN B-560? NRC-04-76-29303 

79/01/31. 76pp Available at NTI8 


7903120379 NUREQ/CR-03S2 

"Assessing Impact of Nuclear Fewer Plants on Environ#" 
second annual research progress rapt 

CHAPMAN, D 0- , LETTENMAIER, D. P* 8EYH0UR, A H Washington, Univ of. 
FIN B-3679. 79/02/28. 177pp. Available at NT18 


7903120389 Comments on proposed rule "Generic Rulemaking tp Improve 
Nuclear Power Plant Licensing " Feel* action is positive & 
necessary Provides specific positive comments 

WELLS* J. Ci Central & Southwest Services. Inc 79/01/29 4pp. 


7903130070 NUREG/CR-0129 VI 62 

"Technology. Safety, fc Costs of Decommissioning Reference 
Small Mixed Oxide Fuel Fabrication Plant,” Volume 1 & 2 
JENKINS, C E . MURPHY, E 8 , SCHNEIDER. K J Battelie Memorial 
Institute, Pacific Northwest Laboratory FIN B2136 79/02/2B 

750pp Available at NTI8 


7903130073 "Analyse* of FFT F Sys Transients " 

PERKINS. K H ■ BARI i R A , CHEN. L C Brookhaven National Laboratory 
FIN A-3000 BNL-NUREG-2S960 79/01/31 lBBpp 


7903130074 Minutes of 222nd ACRS meeting on 781005-07 

LAWQRSK1.S * BENDER, M . CARBON. M W ACRS - Advisory Committee on 
Reactor Safeguards 78/10/07 293pp 


7903130077 NUREO-OS23 

"Summary of Operating Experience w/fiec irculating Steam 
Generators " 

EISENHJT, D 0 Assistant Director for Systems & Project* 

L I AW. B D , STR03NI DER. J Engineering Branch 79/01/31 60pp 

Available at NTIS 


790313D0B3 Summary of 790314 meeting u/BfcW re control of changes to 
standard lied design W/enc 1 attendance list h categories of 
possible BEAR changes b means of disposition 
COX. T H Standard i xation Branch 79/02/21 4pp 


7903130100 Summary of 790205 meeting to discuss submittal plans o-f 
const permit application documents of review schedule W/enc 1 
attendance list & draft event schedule 

BIRKEL.R A Light Water Reactors Branch 2 79/02/13 5p p 


7903130106 NUREG/CR-0631 

'“Status Rept on ECC Penetration Sealing Research 11 
COLLIER. R P . FLANIGAN. L, J . BISHOP. T A Battelie Memorial 
Institute. Columbus Laboratories FIN A 4048 BMI-2019 79/02/26 

72pp. Available at NTIS 


7903130110 NURE0/CF-O543 

"A Review of Methodology for Accident Consequence 
Assessment " 

BTRENGE, D L . 50LDAT, J K , WATSON, E C Battelie Memorial Institute, 
Pacific Northwest Laboratory EY-76-C-06-1830 PNL-2633 78/09/30 

73pp Available at NTIS 

7903130112 "Pr essuvi led Water Reactor Lateral Core Response Routine 
(Fuel Assembly Mechanical Response Code ) -FAMREC " 

GRUBB, R L Idaho National Engineering Laboratory FIN A-A137 
79/01/31 176pp 

7903130128 Comments on proposed Reg Guide 3 34 suggests change to 
assure foreign peoples U mining environ protections in U 8 
Recommends including plan* for max control of pollutant*, 
recycling of all matls, & limitation of all accident* 

MQRF1T.E F Affiliation Unknown 79/02/08 Ip 


7903130136 Comment* on proposed Reg Guide 10 0 believe* "thin window" 
survey meter is not necessary to detect low level radiation 
BAUMGARTNER, W W, WEXLER, J 3 Affiliation Unknown 79/02/12 Ip 


7903130140 Comments on proposed Reg Guide 10 0 believes "thin window" 
survey meter is not necessary to detect low level radiation 
GQLDBERQ, D P Af f i 1 ia t i on Unknown 79/02/16 lp 


7903130130 Comment* on proposed Reg Guide 10 0 object* to "thin vindow" 
survey meter requirement. Inspectors should not cite r*g 
guide noncompliance 

LADYMANiG. H, HERDST, M Affiliation Unknown 79/02/12 lp 


7903130133 Comments on proposed Reg Guide 10 0 believes "thin window” 
survey meter is not necessary to detect low level radiation 
GOLDBERG* D P Englewood Hosp Association 79/02/13 lp 


7903130137 Comment* on proposed Reg Guide iO 9 believes "thin window" 
survey meter is not necessary to detect low level radiation 
Recommends inspectors not cite rag guide noncomp Hence 
8AMUELSDN. D. R. Affiliation Unknown 79/02/13 lp. 


7903130160 Comment* on proposed Reg Guide 10 8 believes "thin window" 
survey meter is not necessary to detect low level radiation 
POTTENQER. L, K Freeman Hosp 79/02/12 lp 


7903130166 Notification of contract execution. Mod 2 to ”DQC -0BER8 
Projection* *' Contractor US Dept of Commerce 
QLAQOLA, A. F, Technical Assistance Contracts Branch 

NRC-03-77-054 79/02/28 lp 


7903130169 Mod 2 extending period of performance until QO03Q1 for 
"DOC-OBERS Projections " 

DAUGHERTY, D J Division of Contracts NRC-03-77-0S4 79/02/26 

lp- 
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7703130170 Comments on proposed Reg Guide 10 B believes “thin window" 
survey meter is not necessary to detect low level radiation 
HAZEL, J 0 Affiliation Unknown 79/02/13 Ip 


7903130273 Suggests Commission use proceeding as testing ground for 
concept of intervenor funding 

ROISMAN, A 1 Natural Resources Defense Council 79/01/10 3pp 


7T03I30I77 Comments on proposed Reg Guide 10 B believes “thin window" 
survey meter is not necessary to detect low level radiation 
LINDBEFtO»!L E Affiliation Unknown 79/02/12 lp 


7703130190 Comments on proposed Reg Guide 10 B believes "thin window" 
survey meter is not necessary tp detect law Level radiation 
IURAGANDRE.H J Affiliation Unknown 79/02/13 lp 


7903130167 Comments on proposed Reg Guide 10 B believes “thin window" 
survey meter is not necessary to detect low level radiation 
STARSHAK.R J Milwaukee Children's Hasp Wl/Ml 79/02/14 lp 


79031 301 B9 Comments on proposed Reg Guide 10 B believes "thin Window" 
survey meter is not necessary to detect low level radiation 
NE.HCEK, A A Community Memorial Hosp WI/MF 79/02/14 ip 


7903130191 Comments on proposed Reg Guide 10 B believes “thin window 1 ’ 
Survey meter is not necessary to detect low level radiation 
FARMER; R C Affiliation Unknown 79/02/14 Ip 


7903130202 Transcript of 790223 meeting of Ad Hoc Subcommittee on 
Spent Fuel Storage Pool Design held in Wash ing ton, DC 
Pp 1-163 

LAWR05KI,B , ETHER 1 NQTON. H , MATHIS. W ACRS - Advisory Committee on 
Reactor Safeguards 79/02/23 220pp 


7903 130205 Transcript of 790302 meeting of Subcommittee an ATWS held in 
Washington; DC Pp 1-254 Presentation end 

KERRrW , HARK, J C » RAY, J J ACRS - Advisory Committee on Reactor 
Safes wards 79/03/02 320pp 


7903130336 Weekly info rept for week ending 790223 

REHM. T A Office of the Executive Director for Operation* 
79/02/28 18pp 


7903130341 MUR EG/CR -0394 

"Risk Methodology for Geologic Disposal of Radioactive 
Waste Sensitivity Analysis Techniques " 

IMAM, R L , HELTON, j C I CAMPBELL* J E Bandia Laboratories FIN 
A- 11 92 SAND 76-0912 7B/10/31 107pp Available at NTI8 


7903-130196 Coitimmtfi on proposed Reg Guide 10 B believes "thin window" 
survey meter is not necessary to detect low level radiation 
Objects to 10G DPM sensitivity requirement Suggests 100 CPM 
Reco*ynind s inspectors not cite reg guide noncompliance 
RAaiROVlTZ. A J Affiliation Unknown 79/02/15 lp 


7903130199 Notification of contract execution. Mod 1 to contract awarded 
to George Truell Associates 

FGftLAH. J Purchasing Section NRC-10-79-370 79/02/2B lp 


7903130207 Hod 1 changing appropriation date from 41-20-00-202 
to 41-22-00-202 to contract awarded to George TrueU 
Assoc late* 

HARGETT* D J Division of Contracts NRC-1 0-79-370 79/02/2B 

lp 

7903130201 Comments on proposed Reg Guide 10 Q believes "thin window" 
survey meter Is not necessary to detect low level radiation 
MCWELVEV, B U Affiliation Unknown 79/02/16 lp 


7903130204 NUREG/CR-0475 

■Physical Protection of Nuclear Matl in Transit,” quarterly 
progress rept, Apr-Jun® 1970 

CHAPMAN, L D Sandia Laboratories FIN A-1060 9AND7B-2043 

78/12/31 42pp 


7*90313021 2 1J Deacon/HOD 2A Analysis of Arkansas-1 Reactor Cavity During 
Hypothetical Hot Leg Break " 

RAWS THALER, J A Idaho National Engineering Laboratory FIN A-6042 
■C DAP -TR/-046 79/02/28 31 pp 


7903130213 Notification of contract execution "Payroll Requirements 
Analysis" awarded to Small Business Administration 
MEDROUa L A Administrative Contracts Branch FIN G-5131 

79/03/0 L lp 


7903130313 Contract for "Payroll Requirements Analysis*" awarded to 
SjxsU Business Administration 

UATSON, C Administrative Contracts Branch FIN 0-5131 

79/03/01 63pp 


7903130426 Notification of contract exec ution; Mod □ to "Applications of 
Tearing Instability Analysis “ Contrac tor. Washing ton Univ 
HAGEY* H Research Contracts Branch FIN D-620B NRC-04-78-227 

79/02/27. 3pp 


7903130430 Mad 3 Increasing funding to "Application* of Tearing 
Instability Analysis," 

NAGEY; H Research Contracts Branch NRC-04-78-227 79/02/27 

6pp 

7903130433 inform* of availability of NEDO-24057-1 ■ "An* *sm«nt of 
Reactor Internals Vibration in UWR/4 & BUR/5 Plants " 

9TR1GHT, R L Light Water Reactors Branch 3 79/02/26 lp 


7903130436 Forwards Amend 1 to NED0-24057-1 "Assessment of Reactor 
Internals Vibration in BWR/4 U BUR/3 Plants " 

QUIRK, J F General Electric Co , Nuclear Energy Products Div LB 
79-04 79/02/13 lp 


7903130439 NED0-24037-1 

Amend 1 to licensing topical rept NEDO-24057-1 "Assessment 
of Reactor Internals Vibration in BWR/4 L BUR/9 Plants." 

GILMAN, J D . CARR, J B , JACOB BON, J General Electric Co , NucWar 
Energy Products Div 78NED36C1 78/12/31 37pp 


7903130434 Notification of contract execut i omMod 2 to "Gap Conductance 
& Temperature Profile in MPD & MLD Experiments " Contractor 
Univ of MO 

HAGEY.H Research Contract* Branch FIN B-6274 NRC-04-7B-201 

79/02/27 lp 


7903130437 Mod 2 extending period of performance u/addl funding to "Gap 
Conductance & Temperature Profile in MPD fe HLD Experiment* " 

HAGEY.H Research Contracts Branch NRC-04-78-201 79/02/27 

4pp 


7903130442 Notification of contract execution, Mad I to "Evaluation of 
Entrainment Effects Using a Power Plant Condenser Tube 
Simulator M Contractor NY State ERDA 

KYNATT, A Research Contracts Branch FIN 8-6298 NRC-O4-70-2J 1 

79/01/11 ip 


7903)30217 Forwards reactor checklist for Transnutlear, Inc export 
license XSNM-1429 

SHEA, J R Office of International Programs 79/01/30 lp 


7903130222 Forwards reactor checklist to include 7012OB export license 
application 

MATSON, V Transmit leer r Inc 79/01/19 lp 


7903130259 "Structural Integrity of Water Reactor Pressure Boundary 
Components: Monthly Btatus Rept for Jan 1979 « 

L0S3*F,J Commerce, Dept, of. National Bureau of Standards. 
79/02/12 I2pp 


7903130266 Notification of contract execution. Mod 1 to "Transportation 
Surveillance Program 11 Contractor 8tate of MI 
WIGGING, E. Administrative Contract* Branch FIN B-1612 

79/03/0 1 1 p 


7903130267 Mod 1 changing consideration for first year k extending 
period of performance to "Transportation Surveillance 
Program n 

HATTSAiMi J Administrative Contracts Branch FIN D-1612 

79/03/01 ?5pp 


7903130451 Mod 1 adding addl scope, increasing funding U extending 
period of performance to "Evaluation of Entrainment Using a 
Power Plant Candemer Tub* Simulator " 

MORTON, K V. Research Contract* Branch. NR C -04-78-21 1 

79/01/11 2pp 


7903130497 "Power-Coo 1 1 ng-Mismatch Test Series Test PCM-7 Experiment 
Operating Specifications 11 

SPARKS, D T . SMITH, A H , STANLEY, C J Idaho National Engineering 
Laboratory FIN A-6041 TRBP-TR-3U, 79/02/28 6Bpp 


7903130490 "Corrosion Considerations In Use of Doral in Bpent Fuel 
Btorage Pool Racks 11 

WEEKS, J R. Brookhaven National Laboratory FIN A-3106 79/01/25 

20pp. 


7903130494 Ack receipt of enel 790201 Itr. Will consider th**t comments 
on draft response In prtparing final version of response to 
J Moniker * * petition, NRC is preparing response to second 
document filed by Moniker 

DENTON, H R Offici of Nuclear Reactor Regulation 79/02/23 lp 
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7903130498 Recommends that NRC draft response to Homiker petition be 
published as NUREG topical rept Feels uncertainties in 
analysis could be explained in preface Suggests greater 
objectivity re discussion (Of open or closed fuel cycles 
ftDSSlN.fi D CaiMionuea 1 th Edison Co 79/03/01 2pp 


7903J30496 "Containment Design Basis Accident Analysis for Clinch River 
Breeder Reactor " 

GASSER, R D , TSAl.S 8 , ALGRl<mr,D C Drookhaven National 
Laboratory FIN A-3000 79/<H/31 05pp 


7703130523 Ack receipt Of 790125 Itr informing NRC of step* takeh to 
correct noncompliance noted in GA Program Insp ftept 
99900507/70-03 

POTAPQVE, U Region 4. Dallas, Vendor Inspection Branch 

79/02/12 ip 


7903130928 Responds to NRC 781222 Itr re deviations noted in GA Program 
Imp Rapt 99900807/70-03 Corrective actions 4-h rated data 
safe purchased, procedures GQ-10 Oi 6 03 revised, will 

request extensions foT corrective actions 

MCFARLAND. J E Sargent & Lundy. Inc 0037-00 79/01/29 5pp 


7903130931 Forwards GA Program Insp Rept 99900507/78-03 on 781204-00 l< 
notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

78/12/22 2pp 


7903130933 Notice of deviation from insp on 781204-08 

* Region A, Dallas. Vendor Inspection Drench 70/12/21 Ip 

7903130541 QA Program Insp Rept 99900507/70-03 on 781204-00 
None oirip 1 lances noted improper audit format t, actions on 
previous findings were not documented by 78)201 

COSTELLO, J R . HALE. C J Region 4. Dallas* Vendor Inspection 

Drench 78/12/21. lOpp 


7903130340 Act receipt of 781201 U 790105 Itr Informing NRC of steps 
taken to correct deviation noted, in IE Insp Rapt 
99900300/78-01. 

MORQANrJ-F Region 4» Dallas, Vendor Inspection Drench 

79/02/01. ip 


7903130551 Informs NRC of omission of Drawing No 11071923 added to 
packet on 701006 

MORGAN, J F Colt Industries, Inc 79/01/05 ip 


7903130534 Act receipt of 701201 Itr Requests additional Info 
description of steps taken to correct noninclusion of 
Drawing No 1 1071925, Ravi sioti 3, In mfg order packet of Insp 
Kept 99900300/70-01, 

POTAPOVS, U Region 4, Dallas* Vendor Inspection Branch 

70/12/21 lp 


7903130362 Responds to NRC 7G1106 Itr re deviations noted in IE Insp 
Rept 99900300/76-01 Corrective actions documentation of addl 
monitor performance audits* shop supervision of revised 
drawings 6 operation sheets 

MORGAN. J F Colt Industries, Inc 7B/12/01 7pp 


7903130564 Forwards IE Insp Rept 99900300/70-01 on 701002-06 L notice 
of deviation 

POTAPOVS, U Region 4, Dallas* Office of the Director 79/11/03 

Spp 


7 903130567 Notice of deviation from insp on 701002-06 

POTAPOVS, U Region 4, Dallas* Office of the Director 79/11/03 
a PP. 


7903130574 IE Insp Rept 99900300/78-01 701002-06 None omp lianc* noted 
failure to correct actions of previous insp findings 
FOOTER, N E , HUNNICUTT. D M Region 4, Dallas, Vendor Inspection 

Branch 78/11/03 Bpp 


7903130550 Requests all drawings tt specs of Co-40 teletherapy unit, 
model Thcratron 80, mfg by Atomic Energy of Canada, Ltd 
KREYBAtF J Neutron Products, Inc, 79/02/07 lp 


7903130550 In response to 790207 Itr, advises that approx 650 pages of 
records subj to request re specs of Co-60 teletherapy unit 
have been located in PDR List of drawings considered 
proprietary by licensee end 

FELTON, J M Division of Rules and Records 79/03/09 3pp 


7903130552 Notification of contract exscuti on. Mod 3* to '‘Technical 
Assistance In Reviewing Original Seismic Design Oases 
Design Oases for Operating Plant* " Contractor NM Niumark 
Consulting Engineering 8ve 

GLAGOLA, A F Technical Assistance Contracts Branch 
NRC -03-70-1 50 79/01/11 Ip 


7903130557 Mod 3 changing officer's authoriied representative to 
"Technical Assistance in Reviewing Original Seismic Design 
Bases It Design Bases for Operating Plants " 

DOUGHERTY. D J Administrative Contracts Branch NRC-03-70-1 50 

79/01/ II ip 


7903100569 Notification of contract e r* c ut i on, Mod 3, to "Legal Svcs 11 
Contractor Komlnar s. Fort* Sch 1 ef er & Boyer 

MEDRQW,L A H Administrative Contracts Branch NRC-1 4 - 70^444 

79/02/05 tp 


7903130572 Mod 3 extending period of performance to "Legal Sv< s ’■ 
MATTIA,M J Administrative Contracts Branch NRC-i4~7B-444 

70/12/29 ip 


7903130506 Invites p ai t lc i pat i on »n 790329 meeting in Denver, CO to 
discuss fuel assembly mechanical response to seismic & LOCA 
loads Forward* agend a, branch technical position. NRC 790110 
staff meeting summary fc background info rept for review 
TEDESCO, R L Assistant Director for Plant Systems 79/02/22 

J2pp 


7903130590 Summary of 790110 meeting w/interface branches to discuss 
proposed acceptance criteria for fuel assembly response to 
seismic & LOCA loads W/ag enda, at tend ees 1 1 * t > bac k ground 
i nf o* rocommenda t ions h supporting documentation 
MEYER, M 0 Core Performance Branch 79/02/02 50pp 

7903130593 "Review of LWfi Fuel 5ys Mechanical Response w/ 
Recommendations for Component Acceptance Criteria," 
preliminary rept for code assessment 6 application program 
GRUBS. R L Idaho National Engineering Laboratory FIN A-6157 
RE-A-79-017 79/01/31 60pp 


7903130611 Minutes of 780003-03 meeting of ACRS, held in Wash i ng ton ■ DC 
Appendices containing supporting documentation end 
* ACRS - Advisory Committee on Reactor Safeguards 7B/08/03 

600 pp 


7903130613 Forwards !< discusses "Pretest Analysis for Semiscale hod-3 
Test Series, Semi scale Mod-3 Baseline Test Series. Test 3-07-0 
$< 0-07-9, Semiscale Program " 

OLSON, D J Idaho National Engineering Laboratory 79/01/24 4pp 


7903130615 "Pretest Analysis for Semiscale Mod-3 Test Set i es, Se-mi sea 1« 
Mod-3 Baseline Test Series, Tests S-07-B L S-07-9 Semiscale 
Program " 

FI NEMAN, C P . STEiNERrJ L , SNIDER, D K Idaho National Engineering 
Laboratory FIN A-603S 79/01/31 |23pp 


7903130616 Requests add! info re specific radwaste sys design l< 
Interface Info for review of NEDD-21059, "BWft Radioactive 
Waste Treatment Sys " W/encl que » t ionna i re 

PARR, D D. Light Water Reactors Branch 3 79/02/16 7pp. 


7903140001 NUREG /CR-0499 

"Ref erenc# Critical Experiment*," progress rept for dul-Bept 
1978 

GOEBEL, G R * DH, R E ♦ RQTHE,R E Rockwell Interna t i ona 1 English 
System Group FIN A-1036 RFP-206Q 79/01/31 9/pp 


7903140002 Comments on draft Reg Guide 10 0 objects to 1,4b & 6 re 
area survey procedures "Thin window 1 ’ survey meter not 
necessary iOO DPM sensitivity level for wipe tests Is too 
low Noncompl 1 ance citations should not be used 
ZALAC.D A &t Anthony Hosp IN/MC 79/02/13 lp 


7903140003 Comments on draft Reg Guide 10,0 object* to 1,4b tc 6 re area 
survey procedures "Thin window" survey meter not necessary 
MCCOWN* A H Jefferson Memorial Hosp 79/02/12 lp 


7903140004 Comments bn draft Reg Guide 10 8i objects to i,4b fc 6 re area 
survey procedures "Thin window" survey meter not necessary 
100 PPM sensitivity level for wipe tests is too low 
Noncompliance citations should not be used 
OAMPL, F X St El i labeth IL/CH 79/02/12 lp 


7903140007 Comments on draft Reg Guide iO 8 Objects to 1,4b lc 6 re area 
survey procedures "Thin window" survey meter not necessary 
0YD8H, M K Family Hosp WI/Ml 79/02/23 lp 


7903140010 Recommends more analytical matl be presented at next Extreme 
External Phenomena meeting re »eismic safety margin research 
program Papers on methods of statistical 1 ineari xation end 
ZU0AN9 , Z Franklin Institute Research Laboratory 79/01/12 34pp 


7903140011 NURE0-75/0B7 14 2 1 

BRP, Revision. 1 to Section 14 2, "Initial Plant Test 
Program - Final Safety Analysis Rept H 

* Office of Nuclear Reactor Regulation 79/01/31 12pp 
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7WJI40O17 Forwards for review application from Westtnahouse for 
t0 export nuclear matl to Republic of Korea W/o 

V Office of the Executive Director for Operations 

* ■ - UJ/W Ip 


7903140213 Discus*** presentations re regulatory action* k NRC 
positions relying cn HASH-1400, especial! y problems in 
estimating its effect on safety question* 

DABDEKAS, D L Experimental Fast Reactq-r Safety Research Branch 
79/02/05 2pp 
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Forward* application for minor nuclear export license for 
eiiCJt ltr of assurance is required W/o end 

DfLlHOER.O O Assistant Directoi for Export/Imp or t b International 
79/02/16 Ip 


7903L4G21S Forwards info on applications of WABH-1400 methodology or 
conclusions by AC R 5 

FftALEV,R F ACRS - Advisory Committee on Reactor Safeguard* 
79/01/11 5pp 


>^03140059 Notification of contract a x ec ut i on, ho d 3 to "Workshop on 
Flaeuabi 1 i ty of Solid Polymer Dielectrics " Contractor 
National Academy of Sciences 

WOLterr.e A Research Contracts Branch NRC-04-77-144 

79/-OI/2? Ip 


Mc,d Period of performance from 7B1S31 thru 

790229 to "Workshop on Flammability of Solid Polymer 
Dielectrics " 

MORTON, K V Division of Contracts NRC-04-77-144 79/01/2? 


7903140043 Not i f icat ion of contract execution. Mod 2 to "FLECHT Separate 
Effects & figs Effects Test Program M Contractor 
W+tt Ingh ouse 

HYMATTjW a Research Contracts Branch FIN B-6204 

sflC-04-77-127 79/01/09 lp 


77Q3140049 Mod 2, increasing funding to "FLECHT Separate Effects b Bus 
Effects Test Program " 

MORTON, K Y Research Contracts Branch FIN 0-6204 

f-SC -04-77- 12? 79/01/09 2pp 


? 903 14004 6 Forwards form ltr to all power reactor licensee* w/guidanca 
an, spent fuel pool mods, "Review b Acceptance of Spent Fuel 
Storage b Handling Applications" dtd 780414 Requests 
d©c***nfc be filed under Generic Task A-20 

8LAXD,J S Environmental Evaluation Branch 79/02/26 lp 


790-3H0053 Notification of contract ox ecution, Mod 2 to "Development of 
PtthGds for Prediction of Strong Earthquake Qraund Motion " 
Cbntraclor Univ of Southern CA 

HAGEY,H Research Contracts Branch B-62B7 NRC-04-77-364 

79/01/19 3pp 


7903140061 Mod 2 extending period of performance date to M De va 1 Ojj-meht 
of Method*, for Prediction of Strong Earthquake Ground 
Motion “ 

MORTON, K V Research Contract* Branch FIN 0-6287 

KRC -04-77-364 79/01/19 2pp 


790-3140060 Notification of contract execution “Evaluation of Reactor 
Radiation Streaming," awarded to Mathematical Application* 

4 rciJp.lnc 

MC4-LETT.S a Research Contracts Branch FIN 0-6206 

MlC-04-79-179 79/02/27 ip 


79031402 1 3 Responds to several questions in 760614 ltr re WABH-14QO 
methodology ACRE recommended that many techniques used in 
study be used by reactor designers to improve safety b by 
NRC in safety reviews 

MOELLER i D W ACRS - Advisory Committee on Reactor Safeguard* 
76/07/14 2p p 


7903140223 Responds to remaining question* in 760614 ltr re WASH-1400- 
methodology ACRE still believe* that reactor operations do 
not unduly endanger public safety 

MOELLER, D W ACRS - Advisory Committee on Reactor Safeguards 
76/12/16 3pp 

7903140227 Discusses ACRS review of WASH-1400 Relieve* that absolute 
verification of conclusions must wait for collection of 
better data, but that study's methodology 6 technique* are 
basically solid & should be applied elsewhere 
KERRjW ACRS - Advisory Committee on Reactor Safeguards 
75/04/08 2pp 


7903 1 40239 Warns against abandoning WASH-1400 concept of risk 
assessment, despite past misuses of rept»it encourage* prompt 
admission af those past misuses Forwards summary of views on 
uses of WASH-1400 U unresolved safety issues iNUREG-0310) 
DASDEKAS, D L Experimental Fast Reactor Safety Research Branch 
79/02/14 5pp 


7903140244 Identifies items in HRC responses to Congress which may need 
revision in light of Lewis Kept Recommend* issue be 
clarified in 1970 Annual Rapt to Congress 

BASDE.K.AS, 0 L Experimental Fast Reactor Safety Research Branch 
7D/11/2B 2pp 


7903140251 Comment* on presentation* re regulatory actions b NRC 
position re WABH-1400 Presentations may have been 
unintentionally prejudiced- Other safety issues may be 
technically unsound as well 

BA9DEKA-3,D L Experimental Fa*t Reactor Safety Research Branch 
79/02/05 2pp 


7903140253 NUREQ-0327 

Draft Executive Summary iNUREG-0527- ESI, "Raguiati on* of 
Federal Radioactive Waste Activities," rept to Congress on 
extending NRC licensing or regulatory authority to federal 
radioactive waste storage U disposal activities 
a Office of Nuclear Material Safety b Safeguards 79/02/15 
I7pp 


7903140072 Contract for "Evaluation of Reactor Radiation Streaming," 
awarded to Mathematical Applications Group, Inc 

HQRTCN.K V Division of Contract* FIN D-6206 NRC-04-79-179 

79/02/27 31pp 


7903140077 Request* NRC Translation 161 b all documentation related tej 
lhat document Also seeks Commission Instructions to staff re 
ia.pl emsntat ion of decision concerning WASH-1400 
AE INERT, S Affiliation Unknown 79/02/19 47pp 

7903140030 In r«pon*« to 790219 ltr, forwards NRC Translation 161 t« 
Supporting documentation Also forward* list of documents 
aval habU at FDR concerning WASH-1400 NUREQ/CR-0400 not 
HC) 

FELTON, J M Division of Rule* and Records 79/03/09 3pp 


7903140107 SECY-79-121 

Discusses proposed license fur GE to export enriched U to 
Mexico Recommends license be issued, 

SHEA, J ft Office of International Program*. 79/02/14 0pp 


7?031401II "Texts bf Instruments Concerning Agency's Assistance to 
Mexico in Establishing Nuclear Power Facility " 

■ International Atomic Energy Agency 74/04/03 23pp 


7903140203 Transcript of 790215 public meeting in Washington DC re 
Briefing on Use of WASH-1400 In Licensing Action* " 

PP 1-8B W/vitugraphs, agenda, comments on ACRE testimony b 
relevant correspondence 

HENDRIE, <J M , OIL INSKY, V , KENNEDY, ft T Commission 79/02/15 
73 f g 


7903140212 License application For TN9, Inc to export 1000 kg Th to 
Canada 

* Tennessee Nuclear Specialties* Inc 79/02/2B Ip 


7903140221 License application for Mitsubishi Inti Corp to export 
manipulator crane to Japan 

a Mitsubishi International Corp Isubs. of Mitsubishi Corp I 
79/02/20 lp 


7903140229 License application for Bandvtk Special Metals Corp to 
export Zr-4 part pilgared -cladding to Canada 
* Bandvll Special Metals Corp 79/02/26 lp. 


7903140236 License application for General Atomic Co to export 20 *td 
TRIGA fuel elements to Wist Germany 

MO WRY, W R General Atomic Co (subs of Gulf Oil Corp K 79/02/22 
3pp 


7903140242 Lieensi application for Wasttnghouse to export 121 MTU U 
dioxide encapsulated in fuel rod* to the Philippines, 

KEENAN- R P Westlnghouse Electric Corp. 79/02/27 2pp 


7903140249 License application for Transnucl ear, Int to export 100 g U t 
2 38 g U-235 to Belgium 

MATSOM, V Transnuc 1 ear, Inc 79/02/28 4pp 


7903140249 Requests that loading b operating of OE reload fuel be 
performed under 1DCFR9Q 99, which allow* changes to plant 
Tech Gpecs w/o NRC approval. 

QRIOLEY.R L Gineral Electric Co,, Nuclear Energy Products Dlv, 
MFN-027-7? 79/01/30 3pp 



NONDOCKETED ITEMS 


7903140387 Suppl rifpontti to 770719 request for all c orre i p ond ance by 
JH Conran Document* listed iti being placed in PE)R 
FELTON. J h Division q# Rules and Records 79/02/22 Spp 


7903140384 Confirms meeting on 790206 to be held: in Germantown* HD. to 
discuss geologic npoi itor i es, Forwards tentative agenda 
BQYLE.R 8 High Level h Transuranic Waste Branch 79/01/31 

3pp 


7903140404 Weekly info T*pfc for week ending 79021& 

REHM.T A, Office of the Executive Director for Operations 
79/02/23 29pp. 


7903 1404 70 Forwards NEDE-2I079-P. '‘Analytical Model for Computing Air 
Bubble U Boundary Pressures Resulting from an Safety Relief 
Valve Discharge Through a T-Quencher Device " Withheld (ref 
10CFR2 790) 

EtJBDMi L J General Electric Co .Nuclear Energy Products Dlv 
HFN-0 52-79 79/02/26 Spp 


7903140466 Minutes of 220th ACRS meeting an 750003-05 

LAWORSM . 8 . BENDER, M , CARBON* M W ACRS - Advisory Committee on 
Reactor Safeguards 78/0B/05 641pp 


79O31404B9 Notice of 790306 meeting in Bethesda, MD» w/GE to discuss 
proposed methods for analysing rod withdraul transient In 
B4R6s Meeting originally scheduled for 790222 
BROOKS, W CoTe Performance Branch 79/02/09 ip 


7903140919 Forwards QA Program In*p Rapt 99900522/79-01 on 790100-11 No 
none omp 1 lane • noted 

POTAPOVS, U Region 4* Dallas, Vendor Inspection Drench 

79/01/19 2pp 


7903140824 QA Program Imp Rept 99900522/79-01 on 790100-11 No 
non-compliance noted Major areas inspected Imp 1 ementati on of 
10CFR50 App B in area of Internal audits 

BRICKLEYrR H * HALE, C J Region 4* Dallas. Vendor Inspection 

Branch 79/01/18 5pp 


7903140522 Confirms 790213 telccn that rnatl covered by license XSNH- 
1292 will be delivered to Atomic Energy of Canada Research. 

MATSON. V Tran* nuclear, Inc 79/02/13 4pp 


7903140570 Requests memo be sent asking for suggestions r« qualified 
candidates Pot Presidential Appointee to serve as liaison 
on Presidential Commission 

WATSON, J H President of US 6 Executive Office* 79/01/04 ip 

7903140-36Q Update* 700124 response to FQIA request for "Pu & Highly 
Enriched U, HUF Summarized by Accounting Periods 1968-1976 " 

Two pages re Nuclear Fuel Bvcs which were proprietary are 
now available in FOR 

FELTON, J H Division of Roles and Records 79/02/21 2pp 


7703140574 Commission will be unable to submit rept on improving 
opportunities for state participation in process siting, 
licensing It developing nuclear waste storage or disposal 
facilities by March 1 

HENDRIE.J M Commission 79/02/20 Ip 


7903140578 Reg Guide 1 SB Revision 2, ,J QA Program Requirements (Design U 
Const )' 4 

* Office of Standards Development 79/02/2B Spp 


790-31 40500 Commission will be unable to submit rept on improving 
opportunities for state participation in process for siting, 
licensing 6 developing nuclear waste storage or disposal 
fac i 1 i ties by March 1 

HENDRIE.J M Commission 79/02/28 lp 


7903140501 "Environ Assessments of Fuel Cycle Facilities. " monthly 
progress rapt 

LITTEL, H E Oak Ridge National Laboratory FIN B-Q279 70/12/31 

3pp 


79031405B3 Commission ulli be unable to submit rept on improving 
opportunities for state participation in process for siting, 
licensing & developing nuclear waste storage or disposal 
facilities by March 1 

HENDRIE, JH Commission 79/02/20 ip 


7903I405BE3 "Matl Control at Licensed Processing Facilities," Dec 1 970 
progress rept 

Q'BRIEN, J H Lawrence Livermore Laboratory FIN A-0113 79/OB/OB 

4pp. 


7903140523 Communt* on draft Reg Guide 10 B objects to 1,4b & 6 re area 
survey procedures "Thin window" survey miter not necessary 
BEL I OMAN, B J Affiliation Untnoun 79/05/12 lp 


7903140529 Forwards addl info re application XQ-IOlZ for export of 
tritium gas to Switzerland W/o end 

OPLINOER.O 0 Assistant Director for Export/ Import <« International 
Safeguard* 79/02/13 lp 


7903140334 Forwards application for minor nuclear export license for 
which Ifcr of assurance is raqui red. Requests assistance in 
obtaining lfcr,W/o end 

OPLINOER.O G Assistant Director for Export/Import b International 
Safeguards 79/02/16 lp. 


7903140840 Further response to 781003 Itr which requested records ti 
communications related to adequacy of safeguard* of NucleaT 
Fuel fives Erwin, TN* feci 1 1 ty since 73010 1. App end 1 res list 
document* available at PDR & those deemed classified. 

FELTON, J. M Division of Rules and Records. 79/03/00 4pp 


7903140344 Furthtr response to 781023 ifcr i ch requested documents 
relating to environ effects qf U fuel cycle fc disposal of 
. U * ,tfl * pp lis '* documents being placed in PDR 
FELTON. J.M Division of Rules and Records 79/03/09 4pp 


7903140549 Ack receipt of 790123 Ifcr « expresses gratitude to 
J Fouchard for assistance re subcommittee rept on Rasmussen 
study 

HENDRIE, JM. Commission 79/02/01. lp. 


7903140594 Compliments J Foucharrf foT his assistance In aniwerinp 
r * ***■*¥ of nuclear power production facilities 
DAVID8QN, D H Austin, TX 79/01/23 Ip 

!i 0 I™ d LV , !!‘ " M,r ‘ 11 «»"“,"»»"* O.n.rJc Acc.pt. nr. 

791128-30 ACR8 ThlW Dynamics Subcommittee Meeting 

HU,TY California Institute of Technology 79/Oi/ll lp. 


7903140863 Designates LV Goss Lck* Execut i ve Director for Op erat i one, to 
serve as liaison to President's Commission on Personnel 
Interchange 

HENDRIE.J. H Commission. 79/02/02. ip. 


7903140890 NRC will be unable to meet statutory rept date of 790301 re 
study to extend licensing & regulatory authority to Include 
categories of existing Si future radioactive waste storage 
Addl time needed to obtain comments from DOE 
HENDRIE, J n Commission 79/02/20 Ip 


7903140994 NRC will be unable to meet statutory rept date of 790301 re 
study to extend licensing h regulatory authority to include 
categories of existing tt future radioactive waste storage 
Addl tin* needed to obtain comments from DOE 
HENDRIE, J M Commission 79/02/2B, lp 


7903140896 NRC will be unable to meet statutory rspt data of 790301 re 
study to extend licensing h regulatory authority to include 
categories of existing U future radioactive waste storage 
Add 1 time needed to obtain comment* from DDE 
HENDRIE, J M Commission 79/02/2B lp 

7903140597 Comment* on combination of responses due to various inputs 
that affect nuclear power plant, Gives engineering 
recommendation to pro-voice analysis for resolution of 
non* tatlanary random response combination problem 
ZJDAN3, 2. Franklin Institute Research Laboratory 79/01/13 Spp 


7903140600 Responds to 70I22O Itr requesting chronology of events 
leading to discovery of broken teals on drums containing 
highly enriched U being exported to Romania. W/enc l 
chronology U relevant documents 
HENDRIE, J M Commission 79/03/01 22pp 


7903140604 Ack receipt of 790123 Itr re Inti cooperation agreement 
signed 780606 & forwards preliminary evaluation & summary of 
results of first LOFT nuclear loss-of coolant experiment 
HENDRIE»J M Commission, 79/03/01 Spp 


7903140607 LOFT-TR-lOO 

“Quick Look Rapt on LOFT Nuclear Experiment L2-2 ■* 
DATT. D,L EG Si G, Inc FIN A-6040 78/18/31 37p p 


7903140609 NUREG/CR-0605 

^Application of Acoustic Emission at an On-Line Monitoring 
8ys for Nuclear Raactor, " Jan-Sept 1976 final progress rept 
POLLOCK, A A Dunegan/Endevco FIN B-3Q13, 79/01/31 61pp. 

Available at NTIS 
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3 1 (OJ 1 1 v\(k receipt of Nuclear New? containing interview 
J n Commission 79/02/26 Ip 


Act receipt of Dun's Review article re speeding up nuclear 
^VjRIC. -J M Commission 79/02/26 lp 

1 40-6l , 3 Forwards article from Dun's Review describing efforts to 
"iy*«d up nuclear power " 

R J Affiliation Unknown 79/02/06 2pp 

Act receipt Df 701222 ltr noting concerns re content of 
> §Li 10 Hashington Star article. '‘Vepco Plant Gets a C on 
Esf>l'j Rept Card " Article is based on IE studies Forwards 
'■iritjs dotcnvents describing results of studies 
•-0*I*f!lE,J tl Commission 79/02/26 2pp 

*>03140619 Forwards Washington Star article “VEPCO Plant Gets a C on 
EsFety Rept Card#” expressing concerns re performance rating 
i a i utlliipd bij NRC. 

REFERS. J D Affiliation Unknown 70/12/22 I87pp 


TrJJlJi0*30 Forward* draft review of Lewis Rapt K> Its implications 
t. lewises accuracy of core melt forecasts in WASH-1400 8< 
def it Lencie* in models 

tE7iTtjN.HR Office of Nuclear Reactor Regulation 79/02/21 i7pp 


7903190021 Forwards IE Insp flept 99900294/70-01 bn 701030-701102 notice 
of deviation 

POTAPOVS. U Region 4, Dallas. Vendor Inspection Branch 

70/12/12 2pp 


7903190026 Notice of deviation from insp on 701030-78! 102 

■» Region 4. Dallas- Vendor Inspection Branch 78/12/11 3pp 


7903190038 IE Insp Rept 99900294/70-01 -on 701212 Noncomp 1 ianc e noted 
failure to document auditing procedural product quality 
measurement gauges in defaul tj poor receiving procedures! poor 
reference of procurement document spies 

AGEE, J R , HC NEILL* W M » HUNNICUTT.D M Region 4. Dallas* 

Vendor Inspection Branch 70/12/li I6pp 


7903190016 Staff has reviewed NEDD-24010-2 "Basis fur Criteria for 
Combination of Earthquake fit Other Transient Responses By 
Square Root Sum of the Squares Method*" Suppl 2. Due 1970 
Suggests Hark 11 owners group meeting re formal reponses 
BTOLI. J F Light Water Reactors Branch 1 79/02/22 9pp 


7903150019 Ac k receipt of 7B1201 fic 790126 ltr Informing NRC of steps 
taken to correct violation,* noted in tE Insp Rept 
99900202/70-02 

POTAFQVa,U Region 4* Dallas. Vendor Inspection Branch. 

79/02/06 lp. 


^5314^439 Supplements responses to 770726 request for all 
ccpiespandence by OH Conran Documents listed are being 
Hmd in FDR 

FELTON, J h Division of Rules and Records 79/02/22 2pp 


1 4<J646 "Advanced Reactor Safety Analysis Technical Assistance, 
Reactor Projects*" monthly highlights for Jan 1979 
tAftl a Bronkhaven National Laboratory FIN A-3Q0G 79/02/12 
!?> 


:i*3HH)*30 “Stress Corrosion Cracking of PWR Steam Generator Tubing." 
earthly highlights for Fob 1979 

VAN R DOYEN, 0 Brookhaven National Laboratory FIN A-320B 
J9/D2/12 &pp 


TV73 1 406 53 "LwR Thermal Hydraulic Development," program monthly 
highlight ltr for Jan 1979 

•-O-iES. D C 6rookhaven National Laboratory EV~76-C-02-OOl6 
79/01/31 £>pp 


7903140656 Comments on proposed Rep Guide 3 44 cites unintended 
tenflitt of draft guide W/1QCFR72 re max horizontal 
ground motion accelerations Suggests changing or deleting 
part* qf Rsg Guide 3 44* Section 2 6 2 5 
UltaiN.e A Atomic Industrial Forum 79/02/15 lp 


79O3I4O&50 "Assessment of Radiation Doses Resulting from Release* of 
F-i-222 fc Ra-256 from U Mining Activities, " monthly progress 
»»H tor Dec 1973 

TfAVJS.CC,* HCDDWELL-BDYER* WATSON, A P Oak Ridge National 
moratory PIN D-0201 ORNL/HABRD-26 70/13/15 4pp 


140659 "BBC Code Development 6 Val i dation* " Jan 1779 highlights 
AIflAWAL#A K * CERDONE, R J Groqkhaven National Laboratory FIN 
A-30U-B 79/02/15 6pp 


7 ?£3l 40661 Comments on proposed Reg Guide 10 S feels there is no need 
ta specify "thin window survey meter " 

LAJJEIT. J D St Joseph Hosp MO/KI 79/02/12 lp 


7?{ft|40<&63 Confirms results of telcon date for filing documentation on. 
lie ins* conditions is extended to 790301 
toVJOSON, 0 I, Spiegel fi, MeDiarmid 79/02/GB lp 


7903190024 Responds to NRC 701221 ltr requesting add) info re measures 
taken to correct deviation noted in l E Insp Rept 
99900202/78-02 Corrective actions retraining performed for 
each item & weld matt documentation organised 

SEWELL, D H Orinnel 1 Corp (subs of International Telephone fit 
Telegraph Corp 1 79/01/26 Bpp 


7903150030 Ack receipt of 701201 response to NRC 701025 ltr u/attions 
to correct deviations noted in Insp Rept 99900202/70-02 
Requests addl info on items D, Q i* E 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

7a/l3/21 2pp 


7903150036 Responds to NRC 781025 ltr r« deviations noted Ih IE Insp 
Rept 9 99 002 BW 70-02 Corrective actions personnel 
relnstructed in controlling n one omf arming &etl L two add) QA 
engihiers r equkSitl oned 

SEWELL, Wl D Grinnell Corp (subs of International Telephone & 
Telegraph Corp I 78/12/01 3pp 

7903110042 Forwards IE Insp Rept 999002E2/7B-02 on 730926-29 6 notice 
of deviation 

POTAPOVS, V Region 4. Dellas. Vendor Inspection Orartch 

78/10/25 2pp 


7903130044 Notice of deviation from in*p on 7B0926-529. 

* Region 4* Dallas* Vendor Inspection Branch 70/10/19. 4pj> 


7903150031 IE Insp Rept 99900292/70-02 on 750926-29 None ompl 1 anc« 
noted. failure to maintain segregation U identlf icatlan Of 
nonconforming matl* f a i 1 urs to originate corrective action 
requests & failure to possess magnetic particle control. 

ELLER SHAW* L E , HUNNICUTT* D N Region 4, Dallas, Vendor 

Inspection Branch. 7B/10/19. lOpp, 


7903150020 Ack receipt of 7Q1P06 ltr u/tnfo for consideration ih review 
of Owens-Coming Fibergla* rept OCF-l* "Nuclear Containment 
Insulation Sys * Points raised in ltr do not warrant 
revision of NRC rept evaluation . . ^ m 

VAS6ALLQ*D D Assistant Director for Light Water Reactors 
79/01/31 3pp 


7903150056 Foruar-ds minute* of 700029-31 Rist Assessment Rsvitw Orftup 
meeting 

AUBTtNrJ H Commission 79/02/27 lp 


7903140660 Notification of 790301 meeting in BethesdaiMD ui/Estbn to 
discuss power 6 imtri button control Phase 11 
DLf'CMFlELD, W Core Performance Branch 79/02/27. 2pp 


79&315OQ02 ”81411 Blowd qwn/Emerg ency Core Cooling Program*" 39th monthly 
'regret* rapt for Jan 1979 

tlRNElTEj-G W General Electric Co .Nuclear Energy Products Oiv 
hfiC-04-76-2 1 5 79/01/31 ilpp 


79031^0006 Ack receipt of 701212 ltr informing NRC of steps taken to 
<«rrfcct deviations noted in IE insp Rept 99900294/70-01 
rOTAfovSrU Region 4* Da 11 as* , Vendor Inspection Branch 

79/02/14, lp. 


7903150014 Responds to NRC 701212 ltr re deviations noted in IE Insp 
Rept 99900294/70-01 Corrective actions Medium Kotor l< 

Searing duail ty Assurance Manual revi sedj gauges reviewed. 

HOOVER, D L Meetinghouse Electric Corp. 79/02/14 3pp 


7903150058 Risk Asiessmen 
700029-31 Discussed n*u 
safety study analysis 
AUSTIN* JH Commission 


t Review Group meting minutes from session on 
sequences identified since reactor 

70/00/31 *PP 


903150004 Ack receipt of 70122) ltr informing NRC of step* taken to 
correct violations notad in Insp Rept 97900203/78-01. 

P0TAPDV3, U Region 4* Dallas* Vendor Inspection Branch 

70/01711 lo 


7903150006 Responds to NRC 7B120S ltr r# violations noted In Insp Rept 
99900208/70-01 Corrective action* info fit test procedures 
written & issued It engineering manual revised to include 

CARDILLC*W United Electric Controls Co 78/12/21 3p f 
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7903130091 Forwards QA Program Intp 99900288/70-01 on 7B1016-I9 & 
notice of violation 

POTAFOV0, U Region 4 j Dallas* Vendor Inspection Qratich 

70/12/00 2pp 


7903130092 Notice of violation from insp on 701016-19 

* Region 4. Dallas. Vendor Inspection Branch 70/12/07 2pp 


7903130097 QA Program Insp Rept 99900288/78-01 on 7Q101&-19. 
Noncompliance noted mfg t* test procedures not •written & 

Issued. L not included In engineering manual drawing !< 

change control sec t lons» audi t procedures not implemented 

FOSTER. (1 E , HUNNICUT7. D M Region 4. Dallas, Vendor Inspection 

Branch 70/12/07 7pp. 

79031S006B "Dynamic P hntoe 1 ast i c Study of Creel Arrest," monthly 
progress rept for -Jan 1979 

DALLY, J. W Hary land, Univ of NRC-04-76-172 79/02/06 4pp 


7903130102 Forwards correspondence re application for license to export 
tritium gas to Israel 

WERNER. L T Dret Petroleum Corp 79/02/09 3pp 


7903130142 QA Program In*p Rept 9990033 1 /7B-03 on 701211-13 
Noricempl i a nee noted lack of ASME Code test for parts, poor 
ma 1 1 ident if nation, we Iders not qualified for positions, & 
measures did not assure calibr equipment accuracy 
MCNEILL. W M . WI THESELL, D E Region 4, Dallas, Office of the 
Director 70/12/39 8pp 


790315012.9 "Quick Look Rept on KKU Support Column Air-Water Equipment 
(Series Gl) " 

MOHR. C M , JACOBY, J K Idaho National Engineering Laboratory 
78/04/11 20pp 


7903150130 License for Nissho-Iwal American Corp to export 6,001 kg 
heavy water to Japan 

SHEA. J R Office of International Programs 79/03/06 (p 


7903150 Mi Comments on presentations made at 701025 su be omml t tee 
meeting on p lant arrangements Discusses Sandia study on sys 
interac tlon, NRC program to identify sys interactions, ORNL 
work. Zion sys interactions study L LER review program 
MlCHELSONi C ACRS - Advisory Committee on Reactor Safeguards 
79/01/17 12pp 


7903150105 License application for Drei Petroleum Corp to export 
100,000-250.000 Cl/yr of tritium gas to Israel 

WERNER. L T Eldan Electronic Instrument Co . Ltd 79/02/06 Ip 


7903150109 License fur American Atomics Corp bo sxport 1,300.000 Ci 
tritium to Mexico 

OPLINOERjO 0 Assistant Director for Export/Import t International 
Safeguards 79/03/06 2pp 


7903130116 Forwards QA Program Insp Rept 99900224/79-01 on 790108-11 No 
noncompliance noted 

PQTAP0V9.U Region 4, Dallas, Vendor Inspection Branch 

79/01/24 2pp 


7903130118 QA Program Intp Rept 99900234/79-01 on 790100-11. No 
noncomp 1 lance noted Major area* inspected incorporation of 
QA program to QA manual L 10CFR5D App D, including internal 
audits, design control, lamp test 6 measurement 

AGEE, J. R , HUNNICUTT, D M Region 4. Dallas, Vendor Inspection 

Branch. 79/01/23 Qpp 


7903130153 Review of SAND77-Q644, Band la rept on reactor safeguards sys 
assessment & design Believes all areas of vulnerability are 
identif i ed, but concludes study has limited immediate 
usefulness & should be further reviewed 

MICHEL50N, C ACRS - Advisory Committee on Reactor Safeguards 
70/12/19 4pp 


7903 1 501 35 Monthly progress rept for Jan 1979. Creare Project 343-10 
CROWLEY, C J , ROT-HE, P H Creare, Inc NRC-04-75-162 79/02/0a 

3pp 


7903130164 Informs of results of review of proprietary claim re end to 
Terry Corp 7B0SU Itr Info it still proprietary 
FELTON, J H Division of Rules and Records 79/02/22 lp 


790313O1B4 Executive Branch position re American Atomics Corp 
application to. export 1,300,000 Ci of tritium per annum to 
Mexico Recommends license be issued 
NOSENZO.L V State, Dept of 79/03/05 Spp 


7903130119 Forwards QA Program Jnsp Rapt 99900509/70-02 on 790403-06 No 
noncompliance noted 

POTAPQVB.U Region 4, Dallas, Office of the Director 79/01/19 

2pp 


7903130123 QA Program Insp Rept 99900309/70-02 on 790403-06 No 
none Dmjpl lance noted Major area* imp ec ted. Implementation of 
10CFR30. App B In design area 

ANDERBDM, D, 0 , RUTHERFORD, W F , HALE, C J Region 4. Dalle*. 
Office of the Director 7B/11/2I. 6pp 


7903130 1 24 Notification of contract e xe c uti on , Mod 1 to "On-Call Maint 
for NRC Computer Peripheral Equipment " Contractor Computer 
Sys Support Corp 

MOORDV, L A Administrative Contracts Branch NRC- 10-79-601, 

79/01/19 lp 

7903130126 Mod 1, adding addl equipment foT on-call maint under contract 
ref in Block 0 to "On-Call Maint for NRC Computer Peripheral 
Eqvi pmen t. *' 

MEDROW. A K Division of Contract* NRC-10-70-601, 79/02/14 

If 


7903130107 Executive Branch position re GE application to export ISO kg 
Th to Bt a t i 1 Recommends license be issued 
NOSENZO.LV State, Dept of 79/03/05 lp 


7903130190 Forward* IE Insp Rept 99900269/70-02 on 781210-21 No 
noncompliance noted 

POTAPQVB, U Region 4, Dallas, Vendor Inspection Branch 

78/01/04 2pp 


79O3150192 IE Insp Rept 99900269/78-02 on 7Q121B-21 No none omp 1 1 anc * 
noted Major areas inspected Internal audits, spec ial welding, 
testing of completed prod uc ts, procurement product 
acceptance h action on previous insp findings 

OLLER. R E , HUNNICUTT, D M Region 4, Dallas, Vendor Inspection 

Branch 79/01/03 3pp 


7903130198 Ack receipt of 790119 Hr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900316/79-01 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/02/02 lp 


7903150125 "Quick Look Rept on JAERI LSRT Upper Core Support Plate 
Experiment (Stria* J-ll " 

MOHR, C H.„ JACOBY, J K, , WESLEY, ft D Idaho National Engineering 
Laboratory 70/05/12 23pp 


7903130204 Responds to NRC 701211 ltr re deviation noted in QA Program 
Insp Rept 99900316/70-01 Corrective actions revision of QA 
manual re purchase orders & procedure QCP-2 revised, 
detailing procedures required for preparing insp package 
KUNKA.9M Gould, Inc 79/01/09 2pp 


7903150127 Ack receipt of 790131 ltr informing NRC of steps taken to 
correct deviation* noted in QA Program Insp Rept 
99900331/78-03 

PQTAPQVSx U. Region 4, Dallas, Office of the Director 79/02/15, 


7903130132 Responds to NRC 790104 Hr r# deviations noted in QA Insp 
Rept 99900331/78-03 Corrective ac t i on*: ma tJ Identification 
improved, communication paper work set up. 6 welder 
documentation located. 

BROOKS, L A Exelco Devals, Inc 79/01/31 2pp 


7903150133 Forwards QA Program Intp Rept 99900331/78-03 on 7B121I-13 & 
notice of deviation 

POTAPOVS, U Region 4. Dallas, Office of the Director 79/01/04 
Spp 


7903190137 Notice of -deviation from intp on 70I2IJ— 15 

• Region 4, Dallas, Office of the Director 78/12/29 3pp. 


7903150206 Forwards QA Program Intp Rept 99900316/70-01 on 701113-16 & 
■notice of -deviation 

POTAPQVB, U Region 4, Delia*, Vendor Inspection Branch 

70/12/ 11 2pp 


7903150200 Notice of deviation from insp on 781113-16 

* Region 4, Dallas, Vendor Inspection Branch 78/12/11 lp 


7903150209 QA Program Insp Rept 99900316/70-01 on 781113-16 
Noncomp 1 ianca noted two purchase orders It related 
regulation* for calibr sve did not Include requirement for 
certificates of calibr 

QLLER, R E . HUNNICUTT, D M Region 4. Dallas, Vendor Inspection 

Branch 70/L2/U 9pp, 


7903150211 Executive Branch position re Transnuc lear, Inc application to 
export 413 kg U-233 to West Germany, Recommends license be 
issued W/ltr of assurance 

N08ENZD, L. V. State, Dept, of 79/02/28 Spp 
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7tC. 515OE.20 ratification Of contract e x e c u t 1 on, Mod 6- to "t3y s/Program 
Frcgr earning " Contractor Small Business 
f i* ] n, i % tra t ion 

PSCfOW, L A K. Adrnihi strative Contracts Branch NRt-lO-77-l 53 

7^52/27 Ip 


7r>3-150223 Mod 6* increasing total amount of contract to "By s /Prog ram 
Nlnt Programming " 

tfMrtA.H J Administrative Contracts Branch NRC-1 0-77-1 SO 

79/02/37 2pp 

TtOU 5H)244 Forward s QA Program Insp Rept 99900255779-01 on 790108-li No 
f 5 tco R eliance noted 

FDTAPDV9.U Region 4. Dallas. Vendor Inspection Branch 

79/ 01724 2pp 


T?>315024? QA Program Insp Rept 99900233/79-01 on 79010B-11 No 
r tnconp I jane e- noted Major areas inspected implementation of 
1OCFR50 App D criteria it applicable codes it stds 

FOEEflDS, H U . TOMLINSON. D 0 , HUNNICUTT.D M Region 4. Dallas. 

Vendor Inspection Branch 79/01/23 6pp 


TW3150253 “Dec 1978 Monthly Highl igh ts. Ofc of Nuclear Regulatory 
Research Programs at ORNL *' 

NYMATT, F R Oak Ridge National Laboratory 0RNL/NUREQTM292 
79/QI/05 31 pp 


T9* >31 30270 Forward s Reg Guide 2 L, "Emergency Planning for Research 
Feictg-ri " Explains background It reasons for issuance 
Fj-lutitt comments W/o end 

f EUL R H Operating Reactors Branch 4 79/02/20 2pp 


Ttv 3150271 Initiates amends to export license XCQM-49. lncreas 1 ng 
ii I j mil quantity by 90 addl pieces Sc raising dollar value 
13 437.930 90 

43LIERT.V R KOI Tube Div 79/02/2B lp 


7903150296 Notes 790220 GE request to withdraw 7901 10 export license 
aa*nd request 

OFUIHCSR.O G Assistant Director for Export/ Imp ort Sc International 
Sif rg-uardt, 79/02/27 lp 


1903130330 ForwaTds Revision 2 to UCAP-83B7 "Methodology for Qualifying 
Uitt irgbouse Water Reactor Division-Supplied N055 Safety- 
Related El e-ctr leal Equipment " Includes addl info requested 
%| NEC 

REASON, T H Westinghouse Electric Corp NB-THA-2Q49 79/03/05 

If 


7903150332 WCAP 85 B7 REV 2 

"Msthcdalo jy For Qualifying Westinghouse Water Reactor 
Di viilOn-Supplied N5SS Safety-Related Electrical 
Equipment * 

BUT TER WORT H. 0 . MILLER. R D , LILLY. 0 tl Westinghouse Electric 
Corp 79/02/2B lSOpp 


7901150342 Forwards Amend 1 to N Reactor update BAR (UNI -M-90 ) 
to Utp ACRS briefed on production reactors 
HCCOOL.W J Energy. Dept of 79/02/14 lp 


1903150347 Amend 1 to N Reactor updated BAR W/control slips it insertion 
instructions 

* Energy. Dypt of UNI-M-90 78/03/20 275pp 


9C3150377 Intervenurs Northern CA Power Agency U Cities of Anaheim tc 
Jtl versidii CA. object to 790125 interrogatories & move for 
protective ordtT Agree u/objections in parts 1 U 3-7 of Dept 
it Water Resources-' 790216 filing 

WTxp K , TRAUGER.T C Spiegel U hcDUrmld 79/02/16 2pp 


903150405 Provides info for notification of licensing boards that 
C~E t.DCA-induce* cladding ruptui e strain curve underpTed ic ts 
strains that result from bursting in law temp alpha phase of 
Z ire a Icy 

TEDEBCO.R L Assistant Director for Plant Systems 79/02/14 

3p» 


9031 50433 SECY-79-11? 

Forward* British Nuclear Fuels.Ltd application to import 
irradiated fuel assemblies from Japan for reprocessing under 
DOC con tree t 

ShEA.JR Office of International Programs 79/02/14 lp 


*>3130436 SECY 7B-675A 

Forward* second Executive Branch response to pending export 
license application by Transnuc lear', Inc for author! lation to 
• i»ort 4. 572 kg of 0-235 to Japan 

&HEA. JR Qffi-ce of International Programs 79/02/14 lp 


7903150449 Revision 1 to Reg Guide I 58, Working Paper A, dtd 790109. 
"Qualification of Nuclear Power Plant Ins p , Ei am i nation tt 
Testing Personnel* fr value/impact assessmsnt are 
ate ep tab 1 e 

VDLLMER. R Assistant Director for Systems fc Project* 79/03/01 

IP 


7903160002 Forward* V Stella 79022B memo to EG Case w/revi-aion 2 to 
Task Action Plan A-10 Review no longer required 

SHA1DER.R P Systematic Evaluation Programs Branch 79/02/23 

IP 

7903160004 Forward s approved Revision 2 to Task Action Plan A-10 re BWR 
nouel cracking 

5TELL0, V Division of Operating Reactors 79/02/28 iOp p 


7903160013 Forwards QA Program Insp Rept 99900332/7B-01 on 70H27-I2O1 
No none amp 1 iance noted 

POTAPOVS, U Region 4. Dallas, Vendor Inspection Branch 

79/01/04 2pp 


7903160014 IE Program Insp Rept 99900332/78-Ok on 701129-1201 No 
nqncompl lance noted -Major areas inspected mgt meeting, des ign 
tests & field sve problems 

AQEE. J R . HUNHICUTT. D M . Region A. Dallas. Vendor Inspection 
Branch 79/01/03 6pp 


7903 160019 NUREQ/C 11-0531 

"DYNEST. A Dynamic Estimator Calculation Program " 

CAQTLETON, R N , CANDY. J V Lawrence Livermore Laboratory FIN 
A-0119 UCRL-52573 79/02/28 124pp Available at NTJ8 


7903160076 Requests comments on application Prom Orel Petroleum Corp 
for license to export to Israel between 100. OOD to 250.000 
Ci of tritium gas per year over a 3-year period for use 
in production of «« 1 f-luminescent, triti urn based light source 
OPLINGER. G G Assistant Director for Export/ Import L International 
Safeguards 79/02/23 Ip 


79031600BD "Thermal Hydraulic LMFB-ft Safety Experiments.*' monthly 
highlight* for Jan 1979 

JONES. □ C Brookhaven National Laboratory EY-76-C-02-00I6 
79/01/31 4pp 

7903160087 Forwards notice of issuance of amend to 10CFR73 re physical 
searches for regular employees 

DENTON. H R Office of Nuclear Reactor Regulation 79/02/23 lp 


7903160090 Notice of issuance of amend to 10CFR73 55 changing date of 
implementation from 79022& to 790001 for employee pat-doun 
searches, two-man rule procedure* I* compar tmen ta 1 1 lation 
CHILK. S J Of Pic e of the Secretary of the Commission 79/02/23 
&PP 


7903160092 Forwards 790216 notice of public hearings re Hokum 
Resources Corp discharge plan & ltr from State of NM 
outlining procedures for *ebedulin.g hearing* 

TOPP. A A New Mexico. State of 79/02/20 4-pp 


7903160101 Forward* NlHlEQ-0093, ‘Radiological Emergency Response 
Planning, Handbook for Federal Assistance to State It Local 
Govts M 

RYAN.R 0 Office of State Program* 79/01/15 lp 


79031601 10 NVREG-0093 REV 1 

"Radiological Emergency Response Planning-Handbook for 
Federal Assistance to State U Lotal Govts w 

RYAW, R Q. Office of State Program* 79/01/31 B5pp Available 
at NTI6 


7903160127 Forwards OA Program In«p Rept 999000616/79-01 on 790103-05 
No noncomp 11 anc e noted Explains procedures re I0CFR2 790 far 
withhold ing of proprietary info, 

PGTAPaVE.U Region At Delia*,. Vendor Inspection Branch 

79/01/22 lp 


7903 I 60 1 30 QA program Rept 99900616/79-01 on 790103-05 No none ompl lane* 
noted Ha jot area* inspected- program survey manual review & 
acceptance criteria l< program i mplemehtatlon 

DROWN. R, L , HALE.C J. . POTAPOVS, U. Region A* Dallas, Vendor 

Inspection Branch 79/01/19 4pp. 


7903160162 Forwards NRC Fourth Annual Rept for transmittal to Congret* 
Cavers major NRC activities from Qct l977-6«pt 1970 Briefly 
describes some addl action* through 781231 
HENDRIE, JM Commission 79/02/21 lp 
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7903160163 D eel In #s invitation to speak in Broun Umv Bn«Tgy lettures 
program. due- to prior commitments 
HENDRIE. JM Commission 79 / 02/21 lp 


79031*0171 Eitend* invitation to J Hendri* to speak in Drown Untv 
program of lectures on energy in Sept or Oct 1977 
KEBT1N. J Affiliation Unknown 79/02/02 lp 


790316017B in response to end 790209 req.ues.tr NRC believes that draft 
bill entitled "Spent Nuclear Fife! Act of 1979" would fill 
regulatory gap discussed in NRC 790207 Itr Gives addl 
comments on enc 1 DOE draft 790209 ltr 
MENDRIE, J M Commission 79/02/21 lp 


7903160183 Requests comments "b y 790213 on DDE proposed 790209 bill., 
"9pent Nuclear Fuel Act of 1979 " W/s*c tion-by-sec tion 
analysis of bill 

PETERSON. R K Office of Management 8 . Budget 79/02/09 I3pp 


7903160202 Updates 790212 ltr evaluating topical rapt CENPD-252-P 
Use of CEFLABH-4B in early saturation portion of blowdown as 
as well as subcooled decompression is acceptable 
BAER, R L Light Water Reactors Branch 2 79/02/28 Ip 


7903160204 -Requests addl Info re typical liquid radwasta feed 
characteristics to solidification »y*icement mixing ratio*, 
const matl* & design criteria, to complete review of topical 
rept ATC-132-A. "Rad ioact 1 ve Waste Solidification Sys " 

OAERiR L Light Water Reactor* Branch 2 79/02/27, 6 pp 


7703160203 Forwards evaluation of WCAP-8904, “We a ting house ECCS 
Evaluation Model for Analysing (W-t ) Loop Operation of 
Plants M/Loop Isolation Valves- '* 

BTOLZ.J F Light Water Reactors Drench 1 79 / 02/20 2 pp 


7903160206 Topical rept evaluation of WCAP-8904, " West ing Nous e ECCS 
Evaluation Model for Analyxing Loop Operation of Plants W/ 

Loop Isolation Valves " Finds rept acceptable 
* Light Water Reactors Branch 1 79/02/28 6 pp 


7903160271 Notes error in HEW Publication CFDA ) 78-8034 On Pag# 27. 
publication uses figures for July-Dee 1777 as total figures 
for FY77. 

KERR ,0 W Assistant Director for State Agreements Programs 
79/02/22 I4pp 


79031 60276 Request* Executive Branch position re Boeing Co's request to 
extend expiration date of License XU-8301, authori i ing 
export of 4,000 lb of depleted U to lTan. from 790301 to 
810301 W/o end 

OPLINOER.O 0 Assistant Director for Export/Import & International 
Safeguard* 79/02/26 lp 

79031 602BO NURE0-0527 

Regulation of Federal Radioactive Waste Activities. 

NUREG-0527* E0. draft rept to Congress on extending MRC't 
licensing or regulatory authority W/encl executive summary & 
staff recommendations 

* Office of Nuclear tutorial Safety fc Safeguards 79/02/13 4G0pp 


7903160297 "Fire Protection in Operating Nuclear Power Stations " 
HALL, R E Brookhaven National Laboratory, FIN A-3107 
EY-7A-C-02-O0I&. 79/01/31 4pp 


7903160300 "HTGR Safety Program," monthly highlights foT Jan 1979- 
SCHWEITZER. 0 0 Brookhaven National Laboratory. FIN A-3016 
EY-76-C-Q2-00I6 79/<fc/I2 Spp 


7903160304 "Simulation of PWR First Cycle with ARhP 8 ys " 

HERCZEG, J, W i LAI.J . TODOSOW, H Brookhaven National Laboratory 
FIN A-3213 BNL-NUREO 23607. 79/01/31 59pp 


79D3I6030B "Gulek Look Report for Jet Pump Test " 

CRAPD. H. 6 EG * 0 , Inc FIN A-6047 CAAP-TR-79-030 7B/09/30 

36pp. 


7903160309 Forward* NRC 7B1215 ltr & FFTF project 790126 ItT r* DOE 
plans for addressing NRC & ACRS advice concerning startup 
It operation of FFTF 

BPEISi T F. Advanced Reactors Branch 79/02/26 84pp 


7903160311 "An Analysis of Crack Orowth Potential in 42-Inch A316 Grad# 
70 PWR Pip i no " 

NAOATA. P.K . SMITH, F W EG 6 <5, .Inc FIN A-6166 RE-M-7 8-029 
79/01/31. 80pp 


7903160319 Responds to 781229 ltr from CD Dept of Health re license 
for storage of U mill tailings at Durango, CO Requests 
rationale for licensing It stab 1 1 liat 1 on requirements 8 i 
conclusion* re dangers posed by tailings. 

ANDERSON, H L Rancher* Exploration U Development Corp, 79/02/14 
2 pp. 


7903160320 Requests renewal for License XSNM-1144 extending expiration 
date to Bl 1201 to accommodate overall project const schedule 
delay 

RODIrJ P Westing house Electric Corp TFG/NRC-2553 79/02/06 lp 

7903160321 "Matl Property Analysi s-Fuet Thermal Conductivity 
{FTKCDHli “ status rept 

KAGRUAN, D L Idaho National Engineering Laboratory FIN A-60S0 
CDAP-TR-049 79/02/28 Slpp 


7903 160323 Requests amend to License XSNM-1090 extending validity 
period until &Q0301. due to raw matl not being available fca 
complete manufacture of detectors 

KENNAN.R P Westlnghouse Electric Corp 79/01/24 Ip 


790319Q040 Requests amend to License X8NM-256 to extend expiration date 
from 790331 to 8P0331 . b ec ause export* will be necessary 
after original expiration date 

WILSON, & B General Electric Co .Nuclear Energy Products Dlv 
79/02/01 Ip 


7903190043 Request* extension of expiration date* for License* 
ISNM-1693 from 790301 to 800501, U X8NM-U29 6 XSNM-1104 
from 790401 to 800401 

MATSON, V Transnuclear. Inc 79/02/05 lp 


7903190105 Request* cancellation of applications SXNM-USB 6 XBNM-1139 
e export to Hungary Will keep NRC informed on XSNM-1140 
HEIMANi D Reactor Experiments, Inc 79/02/06 2pp 


7903190117 Forwards topical rept evaluation for 01 BSAR-17-A, Amend 4 
HAA5S, W P Quality Assurance Branch 79/03/01 ip 


7903190123 Topical rept evaluation for G I BBAR-17-A. Amen d 4, "GA 
Program " Rept is acceptable for use in design, procurement U 
const phase activities of nuclear power plant* 

* Quality Assurance Branch 79/02/28 2PP 


7903190119 Requests NRC to increase enrichment in U-233 fo r X6NM-B44 
from 3 14 to 3 2 w/o max 

DAHLBTROM.C 0 Westinghouse Electric Corp ICS 0215 79/02/13 

IP 


7903190133 In further response to 790116 ltr requesting documents re 
low population x one > » f or war d a SECY 78-111 6 SECY Consent 
Calendar Item 78-624 W/o end* 

FELTON, J M Division of Rule* and Records 79/03/14 ip 


Bet l Ue * u in?0 T * foreign agent operating within A EC during 
1960s 6 whether specified per*&n was suspected of acting as 
foreign agent while at AEC or serving in Congress 
COCHRAN. T, & Natural Resources Defense Council NRDC/TBC/79-4 
79/02/ 15 3pp 


7903190145 In response to 790213 request, advises that NRC has not 
located any document* re operation of foreign agent within 
AEC in i960* or whether specified person was suspected of 
acting as foreign agent while at AEC or serving in Congress 
FELTON, J M Division of Rules and Record* 79/03/13 Ip 


7903190192 Request* info re ionizers used a* precipitator* for 
enhancement of human work environ 
GPQDQAM. B Affiliation Unknown 79/02/03 lp 


7903190196 fn response to 790203 ltr requesting info re lpniieri used 
a* precipitators for enhancement of human work environ* 
forwards 93 -specified documents W/o end* 

FELTON* J M Division of Rule* and Record* 79/03/02 7pp 


7903190254 Forward* errata fe addenda sheet re replacement page for 
affidavit for NEBE/NEDQ-21021-01 

WATANABE.H T General Electric Co .Nuclear En#rgu Product* Div 
MFN-0&7-7? 79/03/01 3pp 


7903190332 License application for Transnuc 1 ear, Inc to export 14, 100 
kg U i 45B 25 1 c 9 U-235 to Sweden 
MATSON, V. Transnucl ear, Inc 79/02/28 3 pp 


7903190433 Application foT amend to license to export 37 kg Pu, 33 kg 
enriched U, 7 5 kg natural U fc 5 kg depleted U to United 
Kingdom M»mo of agreement encl 

BENGELSDDRF. H D Energy, Dept of 79/02/07 21pp 


7903190574 Requests any document* re number of info specialist* at NRC* 
total payroll for employees ih public af fairs, eontmunl cat i on* 

& educational programs* budget for these activitiesj number of 
movies produced by agency 

PHLEGAR. B F Affiliation Unknown 79/02/16, lp 
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~ h^EO/CR'0383 

Reiser Rjjtlor Safety Quarterly Progress Rept, Apr-June 

■^♦SC-N, J F • STE.VENSON, M Q Uos Alamos Scientific Laboratory* 
*":!~ENG-36 1_A-74B1-PR 78/10/31 203pp 


- - 3 T 5 In. response to 790216 1 tr« sum mar i zes data re NRC 
^.z-taUcrial. educat i anal It public affairs 

J W Division of Rules and Records 79/03/14 3pp 

""'■■"*“52 Renews request for info re correspondence received from 
Appalachian Power Co or American Electric Power Co 
-5'ij.rfting proposed nuclear plants in VA or WV to be built 
' ’ »** 13 years 

* * >r -5 C Affiliation Unknown 79/02/26 2 pp 


•"-3lrC-;st In TUponet to 790226 r agues 1 1 f orward s summary of 781101 
aiatirg u/American Electric Power Svc Corp & 781214 ItT from 
JE Calan, Am* r ican Electric Power to R Boyd, NRC W/o enct 
' r £LTCf6,>U Division of Rules and Records 79/03/16 ip 


~‘-*.;."C , 0l Csrtspietes action on 780220 appeal re deletions made in 
*> , »eiad copy of QIA rept on Apollo testimony Concludes 
Xx.eticn* vere proper 

j Office of the Secretary of the Commission, 79/02/22 


"'w*£r>CQ3 fleeting minutes of Containment Code Review Group on 770110 
5 Division of Reactor Safety Research 79/01/23 6 pp 


tn response to 770131 reques t, forward s memo re experience of 
Ip FTC w/hybrid rg 1 ema k ing hearings 
S";:iER J C « Office of the General Counsel 79/02/13 ip 


"-20000& Forwards info re experience of EPA It FTC w/hybmd rulenuli 
tisrirg-s -Concludes procedure has not worked effectively 
Eephisiie* active fic impartial hearing panel la essential to 
site process work 

•sZiEi 0 Office of the General Counsel 79/02/13 3pp 


7903200033 License application for Teledyne Wah Chang Albany to export 
Zlrcaloy tubes to Canada 

UATTENBARGER.S Teledyne Wah Chang Albany 1904* 79/03/02 lp 


7703200034 notification of contract siecut 1 on, Mod 3 to "Shuttle Bus 
Svc “ Contractor Beltway Limousine Svc 

HIGGINS* E Administrative Contract* Branch NRC-1O-70-4IS 

79/03/09 lp 


7903200039 Hod 3. extending period of performance for one year fie adding 
fundi to "Shuttle Bus Svc rt 

MATTIA.M J Division of Contracts NRC- 10-78-4 1 3 79/03/09 

2PP 


7903200030 Notification of 770404 meeting w/ACRS subcommittee 
on plant arrangements to continue review of Task A-I7i "By s 
Interaction in Nuclear Power Plants " 

ANGELO, j Commission 79/02/28 Cpp 


790-3200051 Notification of contract s xecution.. Had I to "Medical ll»e of 
Radionuclides far State Regulatory Personnel 11 Contractor 
Baylor College of Medicine 

WIGGINS. £ 0 Administrative Contracts Branch FIN A-9008 

79/03/07 ip 


7903200033 hod lr changing period of performance to "Medical Use of 
Radionuclides for State Regulatory Personnel 11 

MATTIAjM J Division of Contract*, FIN A-9008 79/03/07 lp 


7903200038 Notification of contract execution ‘’Medical Utt? of 
Radionuclide* for State Regulatory Personnel," awarded to 
Baylor College of Medicine 

WIGGINS, E J Administrative Contracts Branch FIN A-900B 

79/03/09 lp 


7903200064 Contract for "Medical Use of Radionuclides for State 
Regulatory Personnel," swarded to Baylor College of 
Medicine 

MATT IA, M J Division of Contracts FIN A-9008 79/03/07 6 pp 


^- 2 w-:: 00 Q 7 License application for GE L QE Technical Bvc Inc to export 
13 1 ; 1*1 parts U components for nuclear reactors to Japan 
k^LSCW.B D general Electric Co 79/03/06 3pp 

“liEOQOOB License application for Teledyne Wah Chang Albany to export 
I.'-c«l«y-4 tube shell to Switzerland 

"^TrEABAHOER. S Teledyne Wah Chang Albany 79/02/20 lp 


~:32>>OlO License application for Westinghouse to export three 
ccsij inn ted ionization chambers to France 

t *v/A l! iD,W Westinghouse Electric Corp ZE-2Q199-6 79/03/02* Lp 


7903200067 NURE0/CR-0P32 

"Test Design. Precharacter 1 zation & Fuel Assembly Fabrication 
far Instrumented Fuel Assemblies TFA-431 << 1FA-432 " 

HANN.C R * DATES. J L , BR ITE. D W BatteUe Memorial Institute 
EV-76-C-06- 1 830 DNLH-19603 77/11/30 296pp Available at NTI8 


7903200068 Notification of contract execution "Programming In Support 
of Payroll By* Devel opment. " awarded to Small Business 
Administration fi, Technassaciafcis, Inc " 

HAGAN, T F Administrative Contracts Branch NRC-10-79-373. 

79/03/02 lp- 


^IIOQGII Notification of 790302 meeting held at NV Operation* Office 
■Mil |Uiri er* . Lai V*y as, w/9tanford, Harvard, DDE, Band la Labs S< 

-S CaoLoflcal Surveys re research program providing basis 
*;r rijulatlng high level waste disposal sites 

ICMLE, H J1 High Level fit Transuranlc Waste Branth 79/02/26 

«;? 


■^*;32COOl3 ’Ll cense application for Teladyn* Wah Chang Albany to export 
fircalDy-4 tuba shell to Argentina 

*ATTB*BWiCER, 5 TeUdyne Wah Chang Albany 79/02/28 ip 


7903200071 Contract "Programming in Support of Payroll Sy % 

Deve 1 opment i H awarded to Small Business Administration fi« 
TechnatsocUteSt Inc 11 

HAT SON i C Division of Contracts NRC-iO-79-373 79/03/02 

iSpp 


7903200070 Forwards draft "NRC Statsment oti Risk Assessment the 
Reactor Safety Study Rept in Light of the Risk Assessment 
Reviiw Group Rept" (NURE&/CR-04D0J revised 7QU02 NRC agrees 
u/t • vi tw group findings & recommendations 

GO501CK,L V Office of the Executive Director for Operations 
78/11/03 llpp 


^3200017 License application for Tetedyne Wah Chang Albany to export 
Zirraisy-4 tube shall to West Germany 

feMTENBARGER. B Teledyne Wah Chang Albany 1423 79/02/28 ip 


'’K320Q021 Lie* m» application for Teledyn* Wah Chang Albany to export 
Iirxslo^-t tube shell to West Germany, 

MTTENBARGEA. S Teledyne Weh Chang Albany 1423 79/02/28 lp 


3200026 License application for Teledyne Wah Chang Albany to export 
Zircelcy-4 tube shell to West Germany 

kATTENBARQ’ER, S Teledyne Wah Chang Albany 1423 79/02/20 lp 


■'?C : 3200C27 No-ti ? icatlon of contract execution, Mod 1 to "Shuttle Bus 
Svc * Contractor Beltway Limousine Svc 

UlSGtNS. E Administrative Contracts Branch, NRC-10-78-'59l 

79/W/09 tp 


7903200029 Mod 1, extending period of performance U adding funds to 
"Shuttle Dus Svc. 11 

MTHA,* J Division of Contracts NRC-10-78-591 79/03/09 


7903200074 Request* assistance in obtaining letter of assurance r* er»d 
application for export license 

OPLINOER.O 0 Assistant Director for Export/Import & International 
Safeguards 79/03/0S lp 


7903200073 Notification of contract execution "Photographic Svc, " 
awarded to M& Color Photo 

WJGOINB, E Administrative Contract* Branch. NRC- i 0-79-377. 

79/03/00, lp 


7903200079 Contract for "Photographic Svc," awarded to MD Color Photo. 
HATH A, H J Division of Contracts NRC-1Q-79-377 79/03/08, 

36pp. 


7903200096 Branch technical posl tiosv "Design Guidance for Radiological 
Effluent Monitoring Instruments InetaUerf in Llgbt-Watar- 
Cooied Power Reactors, " Prepared as attachment to Standard 

** Vi Dtvi slon of Sits Safety fc Environmental Analyst*. 73/06/13 
6 pp 


790^3200030 License application for Teledyne Wah Chang Albany to export 
Zir-ca'Uy -4 tube shell to West Germany 

UATTEN9AAGER. 8 Teledyne Wah Chang Albany 4423 79/02/23 lp 
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7903200109 Responds to 790119 Ht U discusses NRC's overall plan for 
reviewing implementation of IEE£ Sid 323-1974 re 
qualification of Class IE equipment 6 review of 
CENPD-255 by C-E 

DENTON. H R Office of Nuclear Reactor Regulation 79/03/01 Bpp 


7903200111 Forwards Inventory rept for Jan 1979 physical inventory All 
discrete item* accounted for.hUF well within LEKUF limits h 
no diversion of matl suspected 

ESKRIDOEjH E Combustion Engineering# Inc NlS/79/613 79/02/27 

Spp 


790320011s Provides principal recommendation for compliance w/ 
Congressional mandate in Energy Reor gati i xation Act of 1977 
re definition of R&D program for improved reactor safety 
Should define "undue risk to health U safety of public " 
WARD. J E Sargent U Lundy. Inc 78/03/08 Spp 


7903200114 "Safeguards Analysis for Byproduct Metis & Email Quantities 
of 3NM< 109 No B6J0B ) j 11 monthly progress rept for Jan 1979 
CHESTER. R 0 . KIRKSCEY.R A . RANDOLPH* M L Oak Ridge National 
Laboratory FIN B-610EJ ORNL/HASRO-2B 79/02/21 4pp 


79032001 1 A Finds Research Review Group draft rept sound. but identifies 
areas of concern which need further attention in spite of 
time constraints 

LEVENSON, M Electric Power Research Institute 78/02/17 Spp 


7903300121 "LWR Pressure Vessel Irradiation Surveillance Dosimetry 
Program. " Jan 1979 monthly status Itr 

PRESTON# C C # MCELROY* VI N Hanford Engineering Development 
Laboratory 7950-721 79/02/26 3pp 


7903300122 Amend 1 to Gulf Mineral Resources Co radioactive matl 
license application is being sent under separate cover 
WOLFF. T A New Mexico. State of 79/02/27 lp 


7903200126 "Evaluation of Docket Files of Terminated Licenses 
(189 No A9085“7)i" monthly progress rept for Jan 1979 
HOLOWAY* C F . LANTZ.P M , DICKBON, H W Dak Ridge National 
Laboratory FIN A-9003-7 ORNL/HASRD-27 79/01/31 7pp 

7903200130 Forward* latest revision of suppl guidance on fire 
protection functional retponslb i 11 ties. admin istrat iv» 
controls QA 

FERGUSON* R Plant Systems Branch MATTHEWS. P Auxiliary 

Systems Branch 77/06/20. 3pp 


7903200137 Summer! i»s presentation at 730110 NRG Research Review Group 
meeting. NRC should pursue new system* which increase safety 
margin & reduce extent of justification required during 
licensing reviews 

QALVATORI# 3 Westinghous* Electric Carp PD-RB-442 70/01/23 

2pp 


7903200149 Comments on proposed Reg Guide 8 13:reque»ts addl Info re 
citlstion in Bibliography Section 5 re "Under* tand tng the 
Atom Series " 

DAMERON.DC Kamar Sciences Corp 79/03/13 lp 


7903200150 In response to 780326 app 1 1 cat 1 on. author 1 ie* const of 
tailings Impoundment Use of impoundment »ys to contain toxic 
b radioactive matl* i* still he evaluated, 

HAZLE.A J Colorado* State of 79/03/28 2pp 


7903200152 AcV receipt of 790216 Itr Informing NRG of steps taken to 
correct deviation rtoted in GA Program Insp Rept 
99900003/79-01 

FOTAPOVBiU Region 4, Dallas. Vendor Inspection Branch 

79/03/ i 2, Ip 


7903200156 Respond* to NRC 790301 Itr re deviation noted In GA Program 
Insp Rept 99900003/79 -Oi Corrective actions rept 
NEDO-1 1309-04 A to be evaluated. pH meter callbr instruction! 
to be Issued & air flow controllers ordered, 

ALKEMA.R. J General Electric Co .Nuclear Energy Products Div. 
79/02/16 I2pp 


7903200188 Forwards OA Program Insp Rept 99900003/79-01 on 790108-12 L 
notice of deviation 

POTAPOVS . U Region 4« Della*. Vendor Inspection Branch 

79/02/01 Spp 


7903200161 Notice of deviation from insp on 79Q10B-Ifl 

* Region 4# Dallas* Vendor Inspection Branch. 79/02/01. 4pp 


7903200166 QA Pr-ogram Insp Rept 99900003/79-01 on 790106-12 
None o«pl lance noted . inadequate action an previous finding*# 
incomplete application of analytical lab control 
instruction*, incomplete documentation .of enrichment control. 
MCNEILL, W.M . BUT TOW, T W . LIHITESELL* D E. Region 4* Dallas# 
Vendor Inspection Branch. 79/02/01. 13pp. 


790320-0154 "Creare Downcomer Effect* Program." progress rapt for Mau 
1978 

ROT HE* P H * CROWLEY, C J Creare* Inc NRC-Q4-75-162 70/06/07 

□ pp 


7903200157 "Draft NRC Statement nn Risk Assessment 6 the Reactor Safety 
Study Rept in Light of the Rest Assessment Review Group 
Rept " 

G0S3ICK.LV Commission PEDERSON. K S Office of Policy 
Evaluations 78/10/31 6pp 


79032Q01B9 Responds to 7B04C6 memo re NPRDS Working Group rept NPRDS 
reporting should not be made manadatory. but attention should 
be given to quality of d-eta It uniformity of reporting "Natl 
Energy Flan" end 

LAWftOBKIiB ACRS - Advisory Committee on Reactor Safeguards 
78/07/12 4pp 


7903200201 Notification af meeting on 790314-15 w/representat i ves of 
Mark. I o-wners group to discuss pool swell load definition 
techniques & methodology for condensation, osc 1 1 lation, 
chugging U lateral load definition 

GRIMES. C I Assistant Director for Engineers 6 Projects 
79/03/02 Spp 


79032QD233 Requests Executive Branch review of TX Nuclear Div 790223 
Itr re Itr of credit for application XSNM-1440 Ltr expires 
790401 

DP LINGER# G 0 Assistant Director for Export/Import h International 
Safeguard* 79/02/05 lp 


7903200239 "CANDU Lattice Physics Cade Validation it Preliminary 
Analysis of CANDU Reactor Feedback Cooef f ic ients " 

MALLEN# A . SHEWOY.S , LUDEUIO. H Drookhaven National Laboratory 
FIN A-3000 IJNL-NUREG-2S572 78/12/31 57pp 

7903200257 Notification of 790315 meeting to discuss proposed Sandia 
Lab te*t program 

FEIT.R Division of Reactor Safety Researth 79/03/02 2pp 


7903200261 Draft rag guide "Qualification it Acceptance Test* ft>r 
Safety-Related Snubbers 11 

* Office of Standard* Development 79/03/13 36pp 


7903300262 NUREG/CR-03S9 

"A Methodology for Value/Impact Assessment of Nuclear 
Regulatory Research Programs 11 

CARLSON# D D Sandia Laboratories FIN A-1304 BAND7B-1707 

70/12/31 74pp Available at NTIB, 


7903200274 Forwards '^Tritium Survey Rept" related correspondence 
Discussion of the forthcoming decontamination plan with NRC 
staff desired 

HOLMiW M Luminous Processes# Inc 79/02/37 I3pp 


79032-00297 Respond* to ATWS subcommittee questions re reactor risk 
estimates Response includes simplified event trees used to 
determine scenarios that could result in unacceptable 
consequence* 

MATTSON# ft, J Division of Systems Safety 79/03/01, 21pp 


7903200315 Forward* weekly info rept for week ending 770209 
REHM. T A Office of the Executive Director for Operations 
79/02/13 Jp 


7903200320 Weekly info rapt for week ending 790209 

REHM# T A Office of the Executive Director for Operations 
79/02/13 26pp 


7903200331 SECY-79-1 10 

Informs Commissioners of receipt of import license 
application from Exxon Nuclear Cq 

SHEA# J. ft Office of International Program* 79/02/14 Ip 


7903200333 Forward* application for license to import 40,000 kg U from 
USSR 

NECHODOM* W 0 Exxon Nuclear Co » Inc (subs of Exxon Corn } 
79/01/25 2pp. 


7903300339 NU-REG 7 5/0B7 06 2 1 

&RP«Rfrvision 3 to Section 6 2 1 1 C "Pr essure-Supprossian 
Type RWR Containment* M 

* Office of Nuclear Reactor Regulation 79/02/28 i2pp 


7903300359 Request* eddl info for review of Newport News/Energy Inc 
topical rept EI/NNl-77-7 "RUR-1TM Redweste Vol Reduction 
By* " 

HQUSTON.fi M Ac-cident An«ly*i* Branch 79/01/15 2pp 
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Requests add 1 info re c ampa tab i 1 i ty of calcined matl/ash 
■" *d id x Flea t ion agents t< offgas exhaust line 

^lietiori monitor to complete review of topical rept 
t 3 1-77-7 

'''U.SHSjJ T Effluent Treatment Systems Branch 79/01/11 

*}> 


Requests addl info for Newport Neuis/Energy Inc topical rept 
* t ' V41-77-7. “RWR-lTh Raduiaste Vol Reduction Sys *' 

'^X’StCW.R W Accident Analysis Branch 79/01/08 3pp 


' 3200-4 12 Requests addl info to assist in review of topical rept 
*t«>*9I-77-7 Needs info re swing of sys* pr eoperati ons 1 
titling- h radioiodine adsorbent in offgas sys 

1 Effluent Treatment Systems Branch 70/09/19 

i? j 


’^SC-OTSO Requests addl info re Newport Neuis/Energy Inc topical rept 
EIjV 41-?7-7 Info sought concerns suing of sys* bed media 
*t It l tien # • ip e c t ed combustion efficiency S< iodine adsorption 
I' offgas sys 

■WULIN5* *i T Effluent Treatment Systems Branch 78/04/10 

*?> 


'''S 3200426 Cojnn-ents on proposed radwaste vol reduction sys Not all fire 
tatardi have been identified w/attendant necessary fire 
P ► ate c ti an Raduaste facility should satisfy stds of Reg 
5jide I 120 

TEDESCO.R L Assistant Director for Plant Systems 7B/03/02 


7903200483 Transcript of 770301 meeting of ACRS Atf Hoc Subcommittee on 
VJERs in Washing ton. DC Pp 1-253 I MEL. presentation end 
HOEUERjD , ETHER ENQTONiH r MARA# J C ACRE - Advisory Committee on 
Reactor Safeguards 79/03/01 207 pp 


79O32O04B9 Transcript of 790309 227th general meeting of ACRS in 
Wash ing ton. DC Pp 2BB-513 Presentations end 

CARBON# H W . fLESSET.H S * BENDER. M ACRS - Advisory Committee on 
Reactor Safeguards 79/03/09 280pp 


7903200493 Requests response to 790212 ItT cancelling License XT-B419 
application Confusion still remains re this matter 
H1F1SCHFELD. C Samincorp# Inc 79/03/01 Ip 


7903200490 Informs MRC that sales contract for exportation of rtonaiit* 
to India has been cancelled due to inability to obtain 
export license Bequests clarification of matter 
HIRSCHFELD. C Gamine orp, Inc 79/02/12 lp 


7903200504 Requests amend to License XU-9438 to list f c 1 lowing addl 
quantities 10000 curies Ir-192 as sealed soutc e si 10# 000 
curies Iv-192 as sealed sourc eti 10* 000 curies Co-60 as 
sealed sources L 250 curies Cs-137 

NUNRO.-J J Technical Operations. Int 79/02/27 lp 


790320090^ Requests License XCOM-14* be amended to Tevise value of 
items to be exported frfim $10,000 to 420#000 

WILSON. B D General Electric Co . Nu-cl»aT Energy Products Dlv 
79/02/27 lp 


''03300430 Expected completion date for WPS /Newport News topical rept 
IS new 7B03B0 

ISDN. G A Auxiliary Systems Branch 70/02/14 ip 

T-?£?20G435 Comments from review of Newport News l espouses to topical 
reft will be submitted by 780331 

CDLLIN3.J T Effluent Treatment Systems Branch 70/02/11 lp 


7r032W>44t Requests addl info re Newport Nows/En^rgy Inc topical rept 
El /NN I -7 7-7# "RWfi-lTM Radwaste Vol Reduction Sys " Info 
eeugHt concerns sys design bases It design criteria 

COU-1N3.U T Effluent Treatment Systems Branch 77/09/06 lp 


7*03200445 Forwards technical assignment control form for initiation 
of review on Newport News topical rept on radwastu vol 
rttfuctioh sys 

FNIGL.K Light Hater Roactors Branch 2 77/07/07 2pp 


7903200450 Outlines of proposed topical rept on radwaste vol reduction 
$yc reviewed Cites failure to dificuss GA program. or to 
describe operating data L applicable experience 

CO-LINE. J Effluent Treatment Systems Branch 77/07/07 llpp 


J9032CO461 Forwards responses to questions raised in EPA 791024 ltr re 
topical rept on raduaste vol reduction sys 

KJ41QHTGM. 0 Environmental Evaluation Branch 79/01/24 4pp 


J9O32OO403 Outline of proposed topical rept re rad waste vol reduction 
«ys has been, reviewed. Out 1 ine does not address GA program 
nsr discuss any prior operating data or experience 
COLL I M3. J Effluent Treatment Systems Branch 77/02/15 9pp 


J9O3200434 Review of proposed Commission Paper on facility raduaste 
incinerator is complete Comments lncl on end W/o end 
COLLINS. J T Effluent Treatment Systems Branch 79/Ol/OB 

2fP 


T^O'320042! Forwards Revision 3 to "QA Program Tnpical Ropti" NU-GA-l 
L teipensts tb questions in NRC 701221 ltr Revision 3 
replaces former QA topical rept# subml tted 7B0201 
CCLNSSL.W 0 Northeast Utilities QA-3071 79/03/09 5pp 


7903200509 Transcript of 790307 public meeting In Wash lng ton. DC. re 
SECY'79-QB. concerning timing of certain requirements of U 
Mill Tailings Control Act of 197B Pp 1-70 

HENDRIE. JM ■ GIL INSKY* V , KENNEDY . R f Commission 79/03/07 
70pp 


7903200313 5ECY-79-00 

Recommends actions to be taken when sections of U Mill 
Tailings Radiation Control Act of 1970 become efFectlv* 
SHAPAR.H K Office of the Executive Legal Director 79/02/02 
4IPP 


7903300515 Forwards Federal Register notice amendment to 10CFR73 55. 
"Requ i r amen ts For Physical Protection of Licensed Activities 
in Nuclear Power Against Industrial Sabotage " 

DENTON* H R Offic* of Nuclear Reactor Regulation 79/02/28 tp 


7903200521 Transcript of 790307 meeting of Subcommittee on Reactor 
8*Fety Research in Wash 1 ngton. DC Pp 1-72 

0KRENT*D. * ETHER I NOTON* H . LAWfl30Kl#S ACRS - Advisory Committee on 
Reactor Safeguards 79/03/07 72pp 


7903200526 Transcript of 790300 227th general meeting of ACRB In 
Washington* DC Pp 1-287 C-E presentation end 

CARBON# K w , PLESSET.il S # BENDER. M ACRS - Advisory Committee on 
Reactor Safeguards 79/03/08 3S6pp 


7903200934 Transcript of 790306 meeting of Subcommittee on Regulatory 
Activities in Wash Ing ton. DC Ppl-232 

SlESBiC P. , BENDER* M * ETHERINOTON* H ACRS - Advisory Committee on 
Reactor Safeguards 79/03/06 232pp 


7903200542 Transcript of 790300 publit meeting in Wash ing ton* DC 

KENDRIE.%1 M * AHEARNEiJ F . KENNEDY. R T Commission 79/03/OB 
37pp 


7903200547 Forwards list of recipients of ltr referencing 
79-01* “Environ Qual if ication of Class IE Equipment . u 
Indicating error In valve switch identification 
PAPPAS. H Region 3* Chicago. Office of the Director 

2pp- 


IE Bulletin 

79/03/02 


7503200437 NUREG-0331 

“iTwnligati on & Evaluation of Stress-Corrosion Cracking 
In Piping of LWRs " 

* Commission 79/02/28 96pp Available at NTIS 


7903200349 Transcript of 790307 public meeting in Wash ing ton# DC 

HENDfUEiO M . GILINBKY.V . KENNEDY* R T Commission 79/03/07. 
98PP 


1W3200474 NOR EG 7 5/087 17 2 
SKP. Revltio-n I to Section 17 2 

e Office of Nuclear Reactor Regulation 79/05/28 Bpp 


J 903200477 NLREG 73/OQ7 17 1 
SLP-.ftavldcn 1 tn Section 17 1 

* Office of Nuclear Reactor Regulation 79/02/2B 30pp. 


P903200479 NUREG-75/0B7 14 1 
SRP. Revision I to Section 14 1 
* (MFl’Ce of Nuclear Reactor Regulation 


9pp 


790320055D Forwards list of recipients of IE Bulletin 79-02* “Pip* 
Support Base Designs Using Concrete Expansion Anchor 1 " 

PAPPA0J H Region 3, Chicago# Office of the Director. 79/03/09. 

2pp 


7903200553 Raqijasts specified document* re std oh containment H control 
be placed in POR J ^ „ 

CONNOR » L. Doc-Search Associates 79/03/02 Ip 


79 '0-1/31 
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79Q320D536 in response to 790303 r« q west , forwards NUS Corp 770303 memo 
from S Turner to W Mitchell W/Oexman document evaluating 
post-LDCA H production in containment* dtd liar 1973 
FELTGN.J tt Division of Rule* and Records 79/03714 64pp 


7903200359 Transcript op 790308 meeting in Wa s h ing t an, DC Pp i-30 
HENORIE. J M * ©ILJN9KY.V . KENNEDY. R T, Commission 79/03/08 
30pp 


79Q32Q0562 Forward* revised proposed civil penalties legislation 
Legislation intended to remove cap on total penalties 
Requests comment* by 790220 

STOIDER. C R Office of the General Counsel 79/02/14 IBpp 


7903200566 Forwards proposed civil penalties Legislation intended to 
remove cap on total penalties Discusses justification* for 
change 

HE NDR 1 E . J M Commission 79/02/14 2pp 


7903200976 Act receipt of 790126 ltr informing NRC of steps taken to 
correct deviation noted in QA Program insp Rapt 
99 9C 0230/78-0 1 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/03/09. Ip 


7903200501 Responds to NRC 790112 ltr re deviation noted 1 n QA Program 
Insp Rept 99900230/70-01 Corrective actions regular point 
verification certification initi abed, test operators 
instructed it audit schedule changed to quarterly 
ROSEN. A E Anaconda Co <*ubs of At lantic-Richf i eld Co J 
79/01/26 3pp 


7903200332 Forwards QA Program Insp Rept 99900230/78-01 on 701211-14 It 
notice of deviation. 

EEYFRIT, K. V Region 4. Dallas. Office of the Director 
79/01/12 2pp. 


7903200335 Notice of deviation from imp on 731211-14 

* Region 4. Dallas. Vendor Inspection Branch 79/Ol/OG 3pp 


7903200396 QA Program Insp Rept 99900230/70-01 on 701211-14 
Nancotfpiiartce noted failure to take committed corrective 
actions & preventive measures & failure to conduct audits 
FOSTER. W. E , HUNNICUTT.D M Region 4. Dallas. Vendor Inspection 

Branch 79/01/09 9pp 


7903200579 Summary of 790206 Ziracaloy cladding program Tevlew matting 
Discussion Inti fuel rod ac c i d en t « . da ta from in-pile 
ereapdourt study, remits of Impact it ring-compression tests. 

LOCA Be fuel pin p erf oratnc e. W/f Inal agenda 

P1CKLEBIMER.M L Fuel Behaviorj Oranch 79/03/01 179pp. 


7903200383 Forward* Amend I to Gulf Mineral Resources' radioactive 
matl license application 

WOLFF* T A New Mexico., State of. 79/02/27. Ip 


7903200590 Forwards Amend I to radioactive matl license application 
hClDNEY. F. 8 Gulf Oil Corp . Gulf Mineral Resources Co 79/02/07 
26pp- 


7903200999 Amend 1 to Oulf Mineral Resources' radiation matl license 
Amend responds to NMEID Radiation Section staff comments it 
Include* revision of mill design change* 

a Oulf Oil Cprp . Oulf Mineral Resource* Co 79/03/01 426pp. 


7903200909 Ac* receipt 'of 790213 ItT informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900267/79-01 

POTAPOVS. U, Region 4, Dallas* Vandor Inspection Branch 

79/02/28 Ip 


7903200994 Responds to NRC 790122 ltr re deviation noted in QA Program 
Insp Rapt 99900267/79-01 Corrective actions QA personnel 
will scrutinize all ASHE raw matl purchase orders for 
completanes* W/imp rspts from vender. 

AVERA.it, Chemetron Corp . Tut* Turns Div. 79/02/13 8pp, 


7903200596 Forwards GA Program Insp Rept 99900267/79-01 on 790103-03 & 
notice of deviation 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch 

79/01/22 2pp 


7903200B9 7 Notice of deviation from imp on 790103-03 

a Region 4i Dallas. Vendor Inspection Branch 79/01/22 Ip 


7903200600 GA Program Insp Rept 99900267 /79-0i on 790103-05 
Noncomp 1 lane » noted purchase orders far plate metis do not 
state "no weld repair permitted w/o pTior approval by tubs 
turns " 

OLLER.R. E, . HUNNICUTT.D H Region 4. Dallas. Vendor Inspection 

Branch 79/01/18 9pp 


7903210029 Weekly info rept for week ending 790302 

REHrt. T A Office of the Executive Director for Operations 
79/03/07 27pp 


7903210032 Forwards evaluation of BN-TQP-4 "Subc ompar tmon t Pressure 
8. Temp Transient Analysis " 

BAER. R L Light Water Reactors Branch 2 79/02/23 Ip 


7903210059 Evaluates BN-TDP-4. "Subcompartment Pressure It Temp 
Transient Analysis 11 Concludes code Is acceptable for 
predicting nominal values & conservative values of 
subc ompar t-ment pressures for subsonic vent Flow conditions 
* Light Water Reactor* Branch 2 79/02/23 23pp 


790321 007 B NUREG-73/Q87 13 4 

SRP. Revision i to Section 13 4, "Operational Review " 

* Office of Nuclear Reactor Regulation 79/02/20 3pp 


790321 00B6 License application for Sandvik Special Metals Carp to 
export Sandvik Zr— 4 guide thimble tubes 6« Sandvik 2i — 4 
instrument tubes to Japan 

RADY. D J Sandvik Special Metal* Corp 79/02/26 lp 


7903210080 License application for Sandvik Special Metals Corp to 
export Zr-4 guide thimble tubes to Japan 
RADY.D J Sandvik Special Metals Corp 79/02/26 lp 


7903210090 Forwards correspondence requested re Ouens-Corn i n.gf 
Fibergla* topical rept OCF-1. "Nuclear Containment 
Insulation Sys " 

BAER . R L Light Water Reactors Branch 2 79/02/05 Ip 


7903210094 Ac* receipt of 7QI227 it 790123 ltrs informing NRC of steps 
taken to correct deviotions noted in GA Program Insp Ropt 
9990 0286 / 79-02 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/02/06 Ip 


7903210090 Responds to NRC 790111 ltr requesting add 1 info rt measures 
taken to correct deviations noted in GA Program Insp Rept 
99900206/70-02 Corrects errors in 781227 ltr Gas metal arc 
welding procedure entered In pump pedestals record* 

BDPP.R E Gaulin CcTp 79/01/23 lp 


7903210104 Ack receipt of 781227 ltr informing NRC of steps taken to 
correct deviations noted in QA Program Insp Rept 
99900206/70-02 Request* addl info re gas metal are welding 
procedure 

POTAPOVS. U Region 4. Dallas. Office of the Director 79/01/11 
ip 


7903210109 Responds to NRC 701113 ltr re deviation noted in OA Program 
Insp Rept 99900286/70-02 Corrective actions std operation 
sheet for cylinder 927737 r evi ewed . heat treatment reviewed. 

QA Manual Section 3 revised & procedures checked 
DQPP.R E Gaul In Corp 78/12/27 12pp 


7903210111 Forward* QA Program Insp Rept 999002BA/78-02 it notice of 
d eviatl on. 

POTAPOVS, U Region 4. Dalle*. Vendor Inspection Branch 

70/11/13 2pp 


7903210118 Notice of deviation from insp on 701023-27 

• Region 4. Dallas. Vendor Inspection Branch 70/11/13 9p p 


7903210124 QA Program Insp Rept 99900BB6/78-02 on 7B1023-27 
Noncomp lianc e noted failure by inspectors to indicate 
completion of insp. failure to record work in QA log failure 
of subcontractor to heat treat matl & purchase order defect* 
ELLER6HAW.L E . HUNNICUTT.D M Region 4. Dallas. Vendor 

Impaction Branch 70/11/13 12pp 


7903210097 License application for Westinghouse to export one 
compensated Ionization chamber to France 
PBCHAL.W F. Westinghouse Electric Corp 79/03/03 lp 


7903210129 Ack receipt of 790104 ltr informing NRC of step* taken to 
correct violations noted in OA Program Insp Rept 
99900296/78-01 

POTAPOVS. U. Region 4. Dallas. Vendor Inspection Branch 

79/01/31. Ip 


7903210140 Responds to NRC 7B1208 ltr re violations noted in QA Program 
Insp Rept 9990296/78-01 Corrective actions* cal ibr schedules 
Are being reviewed for completeness 6 QA dept procedure will 
be developed to govern insp 
MARTIN, M <3 Amerace Corp 79/01/04 2pp 


7903210146 Forwards QA Program Insp Rept 9990296/78-01 on 781127-30 & 
notice of violation 

POTAPQVQ.U Region 4. Dallas, Vendor Inspection Branch 

78/12/00 2pp. 



NONDOCKETED ITEMS 289 


'3210150 Natice of violation from inap on 78ll27''30 

* Region 4, Kallas. Vendor Inspection Branch 7B/12/Q7 lp 

Ti O 3210157 QA, Program Insp Rept 99900296/78-01 on 701127-30 
3 r-,c cep 1 1 ante noted failure to take committed corrective 

• ctions re cals.br schedules for i ssuance* control 6 review of 
Irsp procedures 

*BSTER,H E . HUNNICIITT.D rt Region 4. Dallas* Vendor Inspection 

branch. 78/12/07 Ip 

' r ^lOlSa Act receipt of 790103 6 0222 ltrs informing NRC of steps 
J5»*r to correct deviation noted in QA Program Insp Rapt 
^*y&42/?3-0i 

TTAPOVS.I/ Region 4. Dallas. Vendor Inspection Branch 

**.■03/07 lp 


■r332lOL58 Responds to NRC 790206 1 tr re deviation noted in QA Program 
Imp Rept 99900262 /7B-01 Corrective actions sys established 
to assure audit of suppliers per 06VJ QA program & 
sn|ine«rjng files reviewed to check calculations 
TOPPING, R E Babcock b Wiltox Co 79/02/22 lp 

? ^32I0161 Acl receipt of 790103 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99 9002 62/ 70-0 1 Requests addl info on corrective actions 
t*l*n w/respect to deviations A. 0 & C 

fQTAPDVS.O Region 4. Dallas* Vendor Inspection Branch 

79/C2/C6 lp 


*903210165- Responds to NRC 701127 ltr re deviation noted In Qft Program 
Ip*P Rept 99900262/70-01 Corrective actions supplier's QA 
sg* r*-»udi ted, C a Iculation of bonnet bolting performed U 
bailer It pressure vessel calculations added to desLgn sfcds 
SMITH. LU Babcock b Wilcox Co 79/01/03 3pp 


7*03210170 Forwards QA Program Insp Rept 99900262/78-01 on 781004 b 
notice of deviation 

F0TAP0V3.U Region 4. Dallas* Vendor Inspection Branch 

79/02/06 2pp 


79032J0172 Notice of deviation from insp on 781004 

* Region 4. Dallas* Vendor Inspection Branch 70/10/26 2pp 


Tr’33210174 QA Program Insp Rept 99900262/78-01 on 7B1004 None pmp 1 lane e 
roie-d action on previously identified items, design 
verification U welder qualification training 

KELLEY.W D , VIHITESELL. D E Region 4, Dallas* Vend nr Inspection 

Jranch 78/10/26 12pp 


T**'32I0159 Responds to 780511 request Forwards answers to questions re 
lasting of oriented spray cooling sys topical rept loop 
f*r *ar di mete orq l og i ca 1 design techniques for scanning 
neither record for adverse periods of thermal performance 
EAER.R t Light Water Reactors Branch 2 79/03/12 15pp 


7*03210164 License application for Byron Jackson Pump Division to 
“Mrt two rotating elements & accessories 6 two mechanical 
seal cartridges t* accessories to Japan 

NORTON.J 3org-Warner Corp * Byron Jackson Pump Div 79/02/22 ip 


79C-32I01A9 Ack receipt of 790205 ltr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900320/7 S3 -01 

FOTAPOVS^V Region 4* Dallas. Vendor Inspection Branch 

79/02/1+ Ip 


7903210177 Responds to NRC 781220 ltr re deviation noted in QA Program 
Insp Rept 999Q0320/78-01 Corrective actions memo sent as 
reminder of correct component fabrication sequence 
«AA8. C A Engineers U Fabricators Co Isubs of The Harley Co.) 
79/02/05 Ip V 


79O321QI02 Forwards QA Program Insp Rept 99900320/78-01 on 781204-07 & 
notice of deviation. 

U Region 4* Dallas* Vendor Inspection Branch 

76/12/28 £p p 


79>32ibi 94 Notice of deviation from Insp on 7B1204-07 

* Region 4. Dallas* Vendor Inspection Branch 78/12/26. lp 


79Q3210IG8 QA Program Insp Rept 99900320/78-01 on 701204-07 
Honcoapl lance noted failure tD fabricate components In 
required controlled sequence, fai lure to prepare b maintain 
easier list of equipment fc tool* 

WNfERrV. H * WHITE9ELL*D E Region 4* Dallas. Vendor Inspection 

Branch 78/13/26 5pp 


790^210186 Forwards summary of status of all NRC questions on topical 
♦fti 1NCA-A Method of Analysing In-Cgre Detector Data in 
Foust Reactors" b "Evaluation of Uncertainty in Nuclear Form 
b Y Self-Powered Fixed In-Core Detector 9ys, " 
WflEHER*A £ Combustion Engineering* Inc LD79-016 79/03/05. 


7903210192 Requests Executive Branch position re Tran sngc 1« an Inc 
application to export 14.101 kg U enriched to 3 25V. U-235 
for use os reload fuel ih Sweden 

OPLINGER.O G Assistant Director for Export/lmpor t & International 
Safeguard* 79/03/05 lp 


7903210194 Requests Executive Branch position re Edlow Inti Co 
application, to export source matl to West Germany 
G-OSSICK.L Office of the Executive Director for Operations 
79/03/01 l p 


7903210196 Requests Executive Branch position re Mitsubishi Inti Corp 
application to export source rnatl to be used as std samples 
of If enrichment to Japan 

OPLINCER, <5 0 Assistant Director for Export/ Import fc International 
Safeguards 79/03/02 lp 


7903210197 Requests Executive Branch position re Aldrich Chemical Co 
application to export deuterium to Jamaica, West Indie* 

DPL1N0ER, 0 o Assistant Director for Export/ Impor fc I* International 
Safeguards 79/03/02 ip 


7903210199 Requests Executive Branch position re Byron Jaction Pump Div 
application, to export specially designed nuclear plant 
coolant pump parts to Italy 

DPLINGER* 0 Q Assistant Director for Expor t/Impor t 5. International 
Safeguard* 79/03/01 lp 


7903210202 Requests Executive Branch position re Mitsubishi inti Corp 
application to export special nuclear matl to Japan 

OPLINCFR.C 0 Assistant Director for Ex pont/import b International 
Safeguards 79/03/01 lp 


79O321O206 Requests Executive Branch position r« Byron Jackson. Pump Div 
application to export specially designed nuclear plant 
coolant pump parti to Italy 

OPL I MGER* 0 0 Assistant Director foT Export/ Import b International 
Safeguard* 79/03/01 Jp 


7903210221 Notification of contract execution. Mad 1 to "Study of Crush 
Loads In Transportation Accidents M Contractor Sanford 
Research Inst 

LEBO.C D Administrative Contract* Branch FIN G-6124 

79/03/08 lp 


7903210226 Mod l. def t nt tl i i ng unpriced o?d*r. to "Study of Crush Load* 
in Transportation Accident* " 

DDUOHERTY.D J Division of Contract!. FIN B-6124 79/03/07 

2pp 


7903210233 Notification of contract execution "Economic Assistant* Re 
Antitrust Hearing* For South TX Proceed ing* " awarded to 
Transtomm, Inc 

QLAODLAiA F Technical Assistance Contract* Branch FIN 

D-6593-9. 79/02/23 lp 


7903210236 Contract for "Economic Assistance Re Antitrust Hearings for 
South TX Free oeding. awarded to Trans comm. Inc 

DOUGHERTY. D J Division Of Contracts FIN B-6593-? 79/02/23 

5PP 


79D3210242 Notification of contract execution “Evaluation of Matl 
Interactions for Advanced Reactor 3y*« ” awarded to Aerospace 
Corp 

HENC2ER:. W, B Technical Assistance Contracts Branch FIN G-H30 

79/03/07 lp 


790351 0243 Contract For "Evaluation of Matl Interaction* for Advanced 
Reactor 0yt* " awarded to Aeroipace Corp. 

DOUGHERTY. D J Division of Contracts. FIN B-1130 79/03/08 

1 9pp 


7903210246 Comment* on NUREG-0436 rept lack* safe solutions 
LEWIS. M 1 Affiliation Unknown 79/01/31 lp. 


7903210260 Atk receipt of 790130 Itr informing NRC of steps taken to 
correct deviation noted In DA Program Insp Rept 
99900342/70-02 Item ho longer considered deviation. 

POTAPOVS, U Region 4* Dallas. Vendor Inspection Branch, 

79/02/12 lp 


7903210269 Rtsponds to NRC 79010+ ltr re deviation noted In QA Program 
Rept 99900342/78-02 Corrective actions will follo-w welding 
procedures in AEKE Code U revise procedure* to include 
definition of post-weld heat treatment hold time 
RQZEK.R Lakeside Bridge & Steel Co. QA-720 79/01/30 lp 


7903210273 Forwards OA Program Insp Rept 99900342/70-02 on 781211-13 
b notice of deviation 

POTAPOVS. U Region 4» Dallas* Vendor Inspection Branch. 

79/01/04 2pp 
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7903B10273 Notice of deviation from Insp on 791211-15 

# Region 4/ Dallas, Vendor Inspection Drench 78/12/29 ip 

79Q321O2B0 QA Program In-sp Rept 99900342/78-02 on 791211-15 
Noncompliance noted revision numbers It dates of weld 
procedure specs not listed an qualification records & post- 
ueld heat treatment procedures require clarification 
ELLERBHAW.L E , HUNNICUTT.D M Region 4, Dallas, Vendor 

Inspection Branch 76/12/29 llpp 

7903210291 "Subcooled & Saturated Blowdown Evaluations# 0 HTCR safety 
program, informal rept 

KROEGERi P. 0 Broothaven National Laboratory FIN A- 3016 79/D1/31 

7Bpp 


7903210200 Responds to 790208 ltr re assessment of fees f dt routine 
health it safety insp Insp fees take into account manpower 
time for review L time to prepare rept New foe schedule 
effective 780323 Federal Register notice It NUflEQ-0260 end 
OOSSICKiL V Office of the Executive Director for Operations 
79/03/02 3pp 


7903210299 Forwards ltr from constituent re assessment of fees for 
routine health & safety insp Believes fees to be excessive 
FINDLAY. L 0 House of Rep 79/02/09 2pp 


7903210290 Notice of revised license fee schedule far NRC facility 
titatl 1 teen* os NUREG-0268. "US NRC Do termination 0 f 
Proposed License Fees foT FY77" end 

DONDQHUE.D J Office of Administration 79/02/2B 2pp 


7903210329 Forwards QA program Insp Rept 99900300/70-01 on 701206-07 
No none omp 1 i ante noted 

POTAPOVS, U Region 4* Dallas. Vendor Inspection Branch 

79/01/00 2pp 


7903210329 QA Program, Insp Rept 99900308/78-01 on 701206-07 Mo 
norveomp li ance noted Major areas inspected design 
verification procurement document control# none onformance & 
corrective ac tlon, welder training 

KELLEY# W D * WHITEBELLi D E Region 4, Dallas# Vender Inspection 

Branch 79/01/05 Spp 


7903210335 Adk receipt of 790106 it 770214 Itrs informing NRC of steps 
taken to correct deviation noted in QA Program Insp Rept 
99900349/70-01 

POTAPOVS. U Region 4. Dallas# Vendor Inspection Branch 

79/02/23 lp 


7903210330 Respond* to NRC 790126 ltr re violations noted in QA Program 
Insp ftept 99900349/70-01 Provides ad d 1 info re corrective 
action 

ROGERS, AW Corner U Lada Co . Inc 79/02/14. 2pp 


7903210343 Ac k receipt of 790)06 ltr informing NRC of steps taken to 
correct deviation* noted in QA Program Insp Rept 
99900349/78-01, Request* ad d 1 Info re corrective actions 
POTAP0V8#t> Region 4. Dallas, Office of the Director 79/01/26 
IP 


7903210348 Responds to NRC 701206 ltr re deviations noted In QA Program 
Insp Rept 99900349/78-01 Corrective action* QA manager 
following requirement* r« nonconform! ties# training session* 
on weld recording t procedure* held 

ROOER0, A, VI Corner It Lada Co * Int 79/01/06 3pp 


7703210350 Torwarrf* QA Program Insp Rept 99900349/70-01 on 701U3-17 L 
notice of deviation 

POTAPOVS, U Region 4, Dallas* Vendor Inspection Branch 

70/13/06 Bpp 


7903210392 Notice of deviation from insp on 781113-17 

a Region 4i Dallas* Office af the Director 70/12/09 6pp 


7903210357 QA Program Insp Rept 99900349/70-01 on 701 113-17 
Non-compliance noted control of nonconforming matl it lack of 
written rept*, two Level II examiners not qualified although 
certified & improper welding procedure* 

ELLERBKAW, L E , HUNN1CUTT, D, » Region 4# Dallas, Vendor 

Inspection Branch 70/12/05 !6pp 


7903210339 "-Code Development it Analysis Program Embrittlement of 
ZlT-caloy Cladding Due to Oxygen Uptake#" status rept, 

REYMANN, 0 A Idaho National Engineering Laboratory FIN A-6046 
CDAP-TR-032 79/02/20 2?pp 


7903210360 Ack receipt of 790200 Ut Informing NRC of steps taken to 
correct deviation noted* in QA Program Insp Rnp.t 
99900324/78-02. 

POTAPOVS, U Region 4, Dallas* Vendor Impaction Branch 

79/02/20 lp 


79032103*9 Responds to NRC 790112 ltr re deviation noted QA Pt C9 ran 
In*p Rupt 99900524/78-02 Corrective action* TX Utils 
Generating Co has responsibility for vendor audits Other 
audit* completed 

DERJENZOjP P Gibbs «< Hill, Inc (subs of Dravc Corn ) 

79/02/08 12pp 

7903210367 Forwards QA Program Insp Rept 99900524/78-02 on 70121 1-1 S fc 
notice of deviation 

BEYFR5T*K V Region 4, Dallas, Office of the Director 
79/0 1 /OQ 3pp 


7903210370 Notice of deviation from insp on 701211-15 

* Region 4, Dallas, Vendor Inspection Branch 78/12/28 3pp 

7903210374 QA Program Insp Rept 99900524/78-02 on 701211-19 
None amp] lance noted failure to identify revisor t* approver 
of revision to design calculation ?< failure to obtain 
approval af structural discipline on specification 

BR1CKLEY.R H # JOHNSON, J M , HALE, C J Region 4, Dallas. Vendor 

Inspection Branch 70/12/20 I3pp 


7903210373 Request* any & all i nfcei pretati on* made or d ec i s 1 ons . memo* , 
releases !< statement* of opinion re meaning of term "matl 
alteration of licensed facility' 1 a* contained in 10CFR50 91 
HUNGEFIFORD, M Syracuse Univ . College of Law 79/02/14 ]p 


7903210376 I ii response to 790214 ltr requesting Info re meaning of term 
"matl alteration of licensed facility," forwards relevant 
ltr* 8# Chapter I Section 3 of 6AR filed 731003 
FELTON# J N Division of Rules and Records 79/03/16 17pp 


7903210302 Submit* application to amend Provisional Operating License 
CSF-I Application includes all portions of mod program 
CLANK. J R Nuclear Fuel Services, Inc (subs of Getty {Jit Co > 
73/10/03 2pp 


7903210386 Forwards application for amend to Provisional Operating 
License CSF-l 

DEUSTEJLR W Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
73/10/03 lp. 


7903210379 Ack receipt of 79022B ltr informing NRC of steps taken, to 
correct deviation noted in QA Program Insp Rept 
99900033/79-01 

FOTAPQVB, U Region 4# Dallas, Vendor Inspection Branch 

79/03/07 1 p 


79032103S3 Responds to NRC 790126 ltr re deviation noted ir> QA Program, 
Insp Rept 99900033/79-01 Corrective action* penetrant w/ 
unknown residue applied to penetrant std* i< chemically 
analyzed far 6 !< halogen, t shop area* reviewed 
ANTHONY# C E Westinghouse Electric Corp 79/02/2B 4pp 


7903210309 Forwards QA Program Insp Rept 99900033/79-01 Oh 790116-19 & 
notice of deviation 

POTAPOVS, U Region 4, Dallas, Vendor Inspection Branch 

79/01/26 2pp 


790321 0395 Notice of deviation from insp an 790116-19 

* Region 4, Dallas, Vendor Inspection Branch 79/01/26 lp 


7903210403 QA program Insp Rept 99900033/79-0) an 790116-19 
Noncomp 1 lane e noted total S U halogen content of liquid 
penetrant could not be verified 6 performance of production 
gat tungsten arc welding not consistent u/spec if ica t ion 
ELLER6HAH, L E # HUNMICUTT, D tt Region 4, Dallas, Vendor 

Inspection Branch 79/01/26 6pp 


7903210470 NUREG-0OO6 

"Hater Reactor Safety Research Program, A Description of 
Current & Planned Research, 11 NUREQ-OOQfa Revisions 1,2, 3,4 6 
3 

* Division of Reactor Safety Research 79/02/20 160pp 

Aval labia at NTlfl 


7903210499 NUREG/CR-0430 

"9EDDNE A Computer Code for Simulating Ti da 1-Transient, One- 
Dimensional Hydrodynamic Condition* U Three-Layer, Variable- 
Elza Sediment Concentration* in Controlled Rivers & 

Estuaries H 

HETRICK, D.M , ER ASLAN, A H , PATTERSON. M R Ook Ridge National 
Laboratory FIN B-0167 QRNL/NUREQ/M256 79/02/28 295pp 

Available at NTIS, 


7903210903 Requests renewal until 811201 of licenses for export of 
mail to Brazil 

ROD I , J P. Westinghause Electric Corp 79/02/06 lp. 
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NUREG/CR-0592 

Vjlh-Ttej)- Cas-Coole-d Reactor Safety Studies 
Heitor Sife-ty Research* " quarterly progress 
T&:Toi -760930 

*H_L, S xt , CLEVELAND. J C . CONKLIN. J C Oak 
LHtr»tory FIN B-D122-7 ORNL/NUREG/TM29 
at NTIS 


for Div of 
rept. 

Ridge National 
79/02/28 2tpp 


-033 SC511 NUREO/CR-OA76 

-Section Steel Technology Program. “ quarterly progress 
T Ht for Jqly-Sept 1978 

k*UT*AN*G D , 0RVAN. R H Oak Ridge National Laboratory FIN D-0119 
^4./KUR€0TM275 79/01/31 lOOpp Available at NT IS 


^3310524 NWEC/CR-0525 

Diagnostics for Safety Assessment . Std ?< Reg u lat 1 on. “ 
l-*rt*rly reft for Apr-June 1978 

FSi-O N . KFIVTER.R C , ROBINSON. J C Oak Ridge National Laboratory 
FLN fl-0092 ORN L/NU REGTM27 B 70/12/31 3lpp Available at NT IS 


T>;S5nj532 Responds further to FQIA 701219 request for documents re 
U? jpg r.- India, nuci ear power station 4< other matter* re 

energy in India W/list of documents available in PDR 
I klDi« withheld (ref 10CFR9 5 !* 9 1 1) 

FELTON. J H Division of Rules and Records 79/03/05 10pp 


tv; 33 lO 148 Submit* 1 tr in lieu of technical progress rept* for 701201 
*a 790-220 required by contract -State* program activities 
N«i been held in abeyance pending development U approval of 
*:rl plan for penetration fire stop tests 

CHRISTIANLU J Underwriters Laboratory. NRC- 04 - 77-122 77 NK 7159 

T 9 J 03/01 Ip 


7903230129 Forwards NRC approved version of proprietary rept 
BAM-IOl 19PA, "Power Pealing Nuclear Reliability Factors " 
Rept available in Central Files 

TAYLOR. J H Babcock & Wtlcox Co 79/03/19 lp 


7903320148 Request* Executive Branch position re Aldrich Chemical Co 
application to eiport deuterium to Veneiueta 

0PLINGER*0 0 Assistant Director for Export/Import & International 
Safeguards 79/03/02 lp 


7903220151 Requests Executive Branch position re DOE application to 
export 7 £> extra kg of Pu* 7 5 kg of natural U L 5 kg 
depleted U 

ODSSICHiK L Office of the Executive Director for Operation* 
79/03/03 lp 


7903220194 Requests Executive Branch position re Mitsubishi Inti Corp 
application for license to export equipment for use in 
nuclear power reactor in Japan 

OPLINGER.Q 0 Assistant Director for Export/lmpor t & International 
Safeguards 79/03/07 lp 


7903220158 Request* Executive Oranth position re TN3. Inc application 
for license to export Th to Canada 

OPLlNGEReQ O Assistant Director for Export/Import it International 
Safeguard* 79/03/07 lp 


7903220177 Act receipt of 781207 t< 790202 ltr» informing NRC of step* 
taken to correct deviation noted in QA Program Insp Rept 
99900259/78-02 

POTAPOVB.U Region 4. Dallas, Vendor Inspection Branch 

79/02/20 ip 


TtOJJIQSSO Summer i IBS 790222 talcqn w/Purdy of Cdratomlc* re NRC 
rtjulatlon change for i outme use of Pu-230 powered cardiac 
fat taskers NRC will inform interlocutor of any NRC meeting 
consider this action 

SHJTHjDA Transportation & Product Standard* Branch 79/03/02 

k» 


79032201&3 Supplement* response to NRC 790109 1 tr re deviation noted in 
QA Program Insp Rept 999002 59 /7B-02 Correct!** actions 
inspectors certified to examine results of procedure, *1 1 
open 4c unidentified container* of penetrant destroyed 
ALHEDA, D C . UNITE. C E Combustion Engineering! Inc 79/02/02 

2pp 


7»3a20020 Forwards rept XN-NF-70-30. Amend I. "Exxon Nuclear Co WREh- 
}j*«d Generic PWR ECCS Evaluation Model. Update WREN-HA 
Niftnm to NRC Request for Addl Info " 

CV3LE.Y.G F Exxon Nuclear Co . Inc (subs of Exxon Corp ) 

79/02/23 1$ 


7903220189 Ack receipt of 7B1207 Itr informing NRC oP step* taken to 
correct deviation noted in QA Program Imp Rept 
99900259/70-02 Requests addl info 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

79/01/09 2pp 


7KO220023 XN*NF-70~3O 

4 Eu«n Nuclear Co WREM-Bosed Generic FWR ECCB Evaluation 
KoJ*l. Update MREM-lIA Responses to NRC Request for Addl 
Info. - Amend l 

JENSEN. 3 E . JENSEN. R T . GALBRAITH. K P Exxon Nuclear Co , Inc 
ttvbt of Exxon Corp > 79/02/15 32pp 


t vj322o:> 2I FftTuards application for export license 
EElFERTil C Keith ley Instruments. Inc 79/02/05 lp 


7^03220025 License application for Kelthley Instruments. Inc to export 
0 ion chamber amp 1 if levs. 1 test set. 18 manual* for 
amplifiers w/trips. 18 manuals for test set & one lot of 
leewlngs for project to South Korea 

■EtlFERT.T C Kelthley Instruments. Inc 79/02/05 lp 


7903220192 Responds to NRC 790109 Itr re deviation noted in QA Program 
Insp Rept 99900259/78-02: Corrective actions clarifie-s 
engineering Instruction documentation 4< words “cause of 
deviation 11 will be removed from AH-10-004 

ALMEDA. R C r CL AAR. ft £ Combustion Engineering. Inft 78/12/07 
7pp 


7903220193 Forwards QA Program Insp Rept 99900259/78-02 on 
781017-20 S. notice of deviation 

POTAPOVS. 0 Region 4. Dallas, Vendor Inspection Branch 

7B/1I/06 2pp 


790322019k Notice of deviation from insp on 701017-20 

* fission 4. Pallas, Vendor Inspection Branch 78/1 1/03 5pp 


Forwards m*tl re Bokum Resources Corp appl icati on, Inc lud ing 
lit fro* eopl leant to NM Environ Improvement Div forwarding 
Inf g on Momentum exchange Oversized drawings end 
TQfP.A A New Mexico, State of 12205 79/03/07 23pp 


7903220062 “Bokum Resources Corp Ground Water Discharge Plan Addendum. 
Suppl Kydrogeu 1 ogical Info" re Marquez Hydrologic 
Investigation 

FAITH, 8 Science Applications. Inc 12205 79/03/06 I8?pp 


TO322Q10S "Thermal-Hydraulic Analysis of Peach Bottom II Turbine Trip 
Tssti,' Interim ropt 

1AM1 6 , H5U.C. J i CONNELL.H R Brookhaven National Laboratory FIN 
A-3005 77/01/31 97 pp 


■903220100 "LWR Pressure Vessel Irradiation Surveillance Dosimetry 
Fr o[rm, " Jin monthly status Itr 

nCELFtGy,U N Hanford Engineering Development Laboratory 79/02/26 
Vj»- 


rW^2Mi!3 Confirm* tele on advising NRC of intent to withdraw 
application for export license 

WHITE. R A Helix Technology Corp , Process Systems Div 79/03/01 

If 


IW322OJ10 "Review of Critical Experiments Performed for Fuel Cycle 
Eaf«ty Guidance, " quarterly progress rept 

WHITESIDES, G E . WESTFALL, R M Oak Ridge National Laboratory FIN 
1-0409 79/01/25 I3pp 


7903220198 QA Program Insp Rapt 99900259/78-02 on 781017-30 
Noncompl lance noted subsequent operation* performed on parts 
found to b* nonconforming u/o authoriiatidQ, porsonhal not 
certified as visual examiners h nonconforming penetrant* 

ELLER SHAW ,L E r BARNES, I . HUNNICUTT, D M Region 4. Dallas. 

Vendor Inspection Branch 78/11/03 14pp 


79032201 7B In response to NRC 790227 request for addl Info re topical 
rept ATC-132A, advi *es that info will b* submitted by 790410 
BRGUNSTEIN, M ATCOR EO 29*5 79/03/14 Ip 


7903220200 Able receipt of 790105 Itr informing NRG of steps taken to 
correct violation* noted tn QA Program Insp Rept 
99900029/78-02 

POTAPOVS.il Region 4. Dalles, Vendor Inspection Branch 

79/02/26 lp 


7903220294 Forwards GA Program Insp Rept 99900310/78-01 on 781280-21 
No noncomp I lane e noted 

POTAPOVS, U Region 4, Dallas. Vendor Inspection Branch 

79/0 1 / 1 B 2pj» 


7903220206 OA Program Insp Rapt 99900310/79-01 on 701220-21 No 
noncompl lanqe noted. Major area* inspected: implementation of 
QA manual to company w/l0CFR50 App B 

AO EE. J ft I HUNNICUTT. D H Region 4, Pallas, Vendor Inspection 

Branch 79/01/18 7pjt 
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7903220201 Responds to NRC 790131 ltr re violation noted in QA Program 
Insp Jtept 99900029779-02 Corrective actions mgt corrective 
actions will he documented maintained, & reviewed by upper 
mgt 

LEWIS. D E Youngstown Welding U Engineering Co 79/02710 1$ 

7903220233 Forwards Amend 29 to F9AR 

8CHADE, A R Hanford Engineering Development Laboratory 79701/29 
1 4pp 


7903220250 Amend 29 to FSAR 

* Hanford Engineering Development Laboratory EY-76-C-14-SI 7D 
HE DL-T I -75002-2 79/01/31 30pp 


7903220270 Per Westinghouse 790129 ltr, NRC has withdrawn rept 
WCAP-9754, "Envi ran Qualification of Class IE Motors for 
Nuclear Out-of-Conte inment Use " Recipients are requested to 
destroy their copies 

8T0LZ.J. F Light Water Reactors Branch 1 79/02/16 lp 


7903220299 Forwards for review U ap proval . ftevi * ion 2 to Task Action 
Plan A-12 "Fracture Toughness & Potential for Lamellar 
Tearing of Steam Generator t* Reactor Coolant Pump Supports " 
SNAIDERjR P Systematic Evaluation programs Branch 79703/07 

IP 


7903220432 Forwards revised Task Action. Plan for Generic Technical 
Activity A-i2 r "Fracture Toughness & Potential for Lamellar 
Tearing of Steam Qenerator L Reactor Coolant Pump Supports “ 
BTELLOjV Office of Nuclear Reactor Regulation 79/03/08 Bpp 


7903220319 Requests that DOS procure 1 tr of assurance from Belgium re 
ancl application for export License SNM-1469 W/o end 
OPLlNOEft.G O Assistant Director for Export/Import If International 
Safeguards 79/03/05 ip 


79032203 5 0 Transcript of Affirmation Boston 79-5 on 79030B in 
Washing ton, DC. Pp 1-3 Draft order* deferring consideration of 
petition for review of ALAB-323 & granting Ecology Action 
petition for review of ALAB-502 end 

HENORIE, J H , AHEARNE. J F , KENNEDY. F T Commission 79/03/08 
9pp 


7903220334 SECY-79-134 

Recommends reappointment of KM Carbon to ACRS Resume h 
proposed ltr of appointment end 

FRALEYrR ACRS - Advisory Committse on Reactor Safeguards 
79/02/22 5pp 


7903220371 BECY-79-105 

Request NRC approval of notice of final rulemaking requiring 
fuel cycle k mat! licensees to notify NRC upon d i scant inuing 
licensed program Draft analysis of public comments, draft 
ltr. value Impact analysis U draft press release end 
MINQOUE, R. B Office of Standards Development 79/02/07 2Bpp 


7903220374 BECY-79-075 

Requests approval of final rule implementing Public Laws 
93-209 b 93-601 re avoidance of contractor organisational 
conflicts of interest Public comnsntsi summary of comments 4c 
draft notice of final rulemaking end 

DONOOHUE. D J Office of Administration 79/01/30 67pp 


7903220378 Comments on proposed rule 41CFR20 requirements exceed 
mandate b intent of law & would Impair NRC RtD goals 
Suggests use of Dept* of Defense guidelines 

TAYLOR, J J, Wsstlnghousc Electric Corp. WflD-QBS, 70/03/17 6pp 


7903220364 Comments on proposed 41CFR20 suggest* time limit be 
specified beyond which conflict of Interest not be 
considered to exist 

KUNze. W. E Portland Cement Aiioclatlon 70/02/21 2pp 


7903220386 Comment* on proposed rule 41CFR20, no t e» regulation would 
Beverly limit NRC use of Independent contract research 
organisation* which are non-profit in nature 

FAWCETT. S.L Battel 1« Memorial Institute. Columbus Laboratories 
70/02/23. 7pp 


7903220391 Comments on proposed rule 41CFR20 objects to regulation 
since it will force commercial organ! xatione to choose 
between working exclusively for NRC or industry at large 
BETTS, A W. Southuett Research and Information Center 78/02/23 

2pp. 


7903220393 Comment* on, proposed rule 41CFR20, request* exemption from 
regulation* for govt-ouned, contrac tor-operated facilities b 
for work funded by NRC through interagency agreements. 

WINTERS. 0 E. Union Carbide Corp. 70/02/23 3pp. 


7903220396 Comments on proposed rule 41CFR20 notes DOE tonflict of 
interest regulation* should apply to NRC-sp onsored work 
performed by DOE 6 DDE contractor 
BARBER. R W Energy. Dept of 70/02/23 lp 


7903220399 Summariies comments by Union Carb i de. Amer i can Inst 0 f 
Architects tt Hartford Steam Boiler pb proposed 41CFR20 
HALMAN.E L Division of Contracts 70/02/08 2pp 


7903220401 Comment* on proposed rule 41CFR2Q urges that contracts 
awarded to architects U engineers in early phase of projects 
not preclude awards in later phases Expresses particular 
concern re software svc 

B1EGEL. S L American Institute of Architects 70/02/02 33pp 


7903220365 Forwards NED0-1G466-A, “Power Generation Control Complex 
Design Criteria & Safety Evaluation 11 

QUIRK. J F General Electric Co .Nuclear Energy Products Div MFN 
064-79 7 9/03/07 lp 


79032203 09 NEDQ-10466-A 

"Power Generation Control Complex Design Criteria 6 Safety 
Evaluation " 

CLAY. H R » HENDON, H H General Electric Co .Nuclear Energy 
Products Div 79/02/28 198pp 


7903220395 Review of Revision 2 of topical rept is complete Rept is 
acceptable for reference in license applications per end 
evaluation Requests issuance of revised rapt so as to 
include supplementary Info 

PARR. Q D Light WatBr Reactors Branch 3 MFN-295-78 

78/07/13 lp 


7903220399 Proposed design is in accordance w/Reg Guide 1 120- U General 
Design Criterion 3 k it acceptable, based on review of design, 
basis, fire protection criteria, interface info b five test* 

« Light Water Reactors Branch 3 78/07/03 3pp 


7903220404 Comments on proposed revision to Reg Guide 1 131 recommend s 
guide be revised to be compatible u/Dlv of Syt Safety 
position 

VOLLMER, R Assistant Director for Systems h Projects 79/03/06 

2pp 


7903220406 Forwards draft introduction to ANS-5 4 support document re 
fuel plenum gas activity 

MEYER. R 0 Core Performance Branch 79/02/28 7pp 


7903220416 Notification of contract exec u t i on, Hod 4 to "Shuttle Bus 
Svc " Contractor , Bel tw*»y Limousine Bve, Inc 

H 1 GOINS, E Administrative Contracts Branch NRC-10-78-41 5 

79/03/13 Ip 


790322042 1 Mod 4, making administrative changes to "Shuttle Bus Svc " 
MATT1A.M J Division of Contract* NRC-10-78-41S 79/03/13 

lp. 


7903220439 Notification of contract execution, Mod 2 to "Fire Protection 
Program Review 4c Evaluation " Contractor* Gage-Babcoc k b 
A**oc 

OLAOOLA. A F Technical Assistance Contracts Branch 

NRC-0 3-79-1 09. 79/02/28 lp 


7903220446 Mod 2, extending period of performance from 790420 to 
790630 to "Firs Protection Program Review It Evaluation " 

DOUGHERTY. D J. Division of Contracts NRC-03-77-1 09 79/02/2B 

If 


7903220463 Summary of 701120-1 meeting w/QE re non-eafety grade 
equipment W/encl attendance list & slides 
FRAHH, R K Reactor Systems Branch 79/03/07 82pp 


7903220479 Tran-script of ACRS subcommittee on improved safety sys 
790307 meeting in Wa»h ing ton, DC Pp 1-133 Sandia presentation 
end, 

SEIBS.C. p , ETHER l NOTON, H , LAWROBKI. 8 ACRS - Advisory Committee on 
Reactor Safeguards. 79/03/07 169pp 


7903220300 Forwards general plan for finger drain network & layout of 
dewatering well program for tailings Response to questions 
by CO Dept of Health re drain spec* enc ) 

HCCRATH. E J McGrath, E J 79/03/09 12pp 


7903230003 Notification of contract excecwtion, Hod 9 to "Study of 
Control *€ Communications to Support Incident Mgt " 

Contrector-Th* Mitre Corp 

BRAI3DEN.L Research Contract* Branch FIN B-1222 70/09/30 

IP 



IMONDOCKETED ITEMS 


'mXkOS Mpfl 9 . adding new Task IX* extending period of performance, 
xtixrj personnel 3 < providing add! funding to "Study of 

i^troi L Caiviaun i cati ons to Support Incident Mgt 

"Cflt&HLK. V Division of Contracts FIN B-1222 78/09/30 3pp 


7903330112 9ECY-79-71 

Forwards Nissho-lwai American, eorp 
license Requests issue* or info to 
analysis 

SHEA. J R Office of International 


application for export 

be included in NRC 

Programs 79/01/59 Ip 


233 


■*?-007 Notification of contract e * ec U t i on. Mod 1 to "General Course 
d »*tri»ct l ve Examinations 11 Contractor Rockwell Inti 

■I 

J L Research Contracts Branch FIN X-U74 79/03/03 


*-3330010 Hod la exercising option & providing funding for addl course* 
ta 'General Course in Non destructive Examinations " 

•C5.TON, X. V Division of Contracts FIN X-1174 79/03/05 lp 


7903230114 Application by Nissho-lwai American Corp to export 229 kg 
U-23S to dapgr. , OM . /ao 

VOSHIDA, Y Nissho-I^ei Amst lean Cor p 78/12/29 lp 


7903330113 Comments on Uranium Mill Tailing* Radiation Cpntr 
l? 7 B Requests opinion whether mills must comply w/act 
i mmod lately & whether mills util require NRC license 
II DONE Y. F B Gulf Oil Corp > * 

5pp 


Gulf Mineral Resource* Co 79/03/05 


1 2 Notification of contract exec ufc i on* Mod 3 to ’"Development of 
"-i-icf oloa^ for U Design* Val idation* Tests k implementation 
.* T iscur c f i Mgt figs " Contractor Science Mgt Corp 
5 -<-?>EXpI- Research Contract* Branch FIN B-1264 79/03/02 


■K3«Q0i3 rt a d 3, adding new Task VI, extending periori of performance ?< 
addl funding to "Development of Methodology for tt 
I isign, Val idation. Test s tt Implementation of Resources Mgt 
1 1,1 ' 

FQPTOH- K V Division of Contracts FIN tl-1264 79/03/02 3PP 


^3530014 Notification of contract execution* hod 2 to " I mprovemo n t of 
L-lsr Technique* for Analyiing Atmospheric Dispersion of 
* clear Fomr *l»nt Effluents “ Contractor ' Stanford Research 

. H Reiearch Contracts Branch FIN B-6222 79/03/13 IP 


7*:-323sK3U M 9 d 2* extending contract at no coat to ” Imp rovement of Lldei 
Technique* for Analyxing Atmospheric Dispersion of Nuclear 
P:**f Plant Effluents " , , - 

'tftTON.-K V Research Contract* Branch FIN B-6222 79 / 03/13 

ftp 


7903230116 Comments on proposed revision to Reg Guide 0 U encourage* 
co-rf Indent cnntiol measures which mlnimiie airborne 
contaminant, Approach ic to .pacify IncTta.od >(»»>*« 
frequencies according to air sampling results 79-/02/I4 

DIP I AZZA* R P Westinghouss Electric Corp WRD-LSt*S-670 79/02/14 

3pp 

7903230120 Comments on proposed rulemaking 10CFR2-5 comment* mad* on 
hbhalf of TX Util Generating Co t* WA Public Power Supply 
fl!5 iipjSrl .VtibllS«nt of joint "interagency-’ study group 
to evaluate total licensing process 

REYNOLDS*. N 6 Debfcvolse & Lieberman 79/02/23 Bpp 

7903230182 e.-narrt. an propped rul.MHM 10CFW-9 MP{£tJ »« 

petition for establishment of joint proceeding Jo * v *lJ 
total licensing process U make rec ommendatLons tlssig e t 


total licensing proc 
promote efficiency in process 
PORTER. W L Duke Power Co 


79/02/56 llpp> 


7 **03230 1 54 Comn.nts pn , roped rulamak Ins- a«*ln<t r.movlns H*M»C 
involvement in power plant licensing . A „ 

ZIELINSKI, C A New York. State of 79 / 02/22 I4pp 


NVREG/CR-0652 

"inlifel Eij *t iment*. Measurements t* Analyses to Establish 
C’iil Arrest Methodology fur Nuclear Pressure Vessel Steels, 
l.jrterly Rep t. Ap ri* 1-Junft 1978 

c r , KARKWORTH* A J , MARSCHALLi C W Battelle MeAor ia Jrin 

t'stttute. Columbus Laboratories FIN A-4046 BMl-POlQ 79/02/23 


^:32300?9 NUREO/CR~032l 

Vihili of Nuclear FaclUtie* for Tornado-Induced Flow 1 * 

* Mitrainaent “ ..... 

R U , MARTIN, R ( A , GREGORY. W Q Los Alamos Scientific 
Moratory LA-7571 -MB 79/01/31 3Qpp 


:7J30052 NVREG/CR-D334 

*?at lal-SUed Electronic Dosimeter Testing* “ final rapt 

fat -D*e 1978 . M 

R , BARTLETT, W T ♦ HODKER, C D Bettelle Memorial 
T'-itltufcr, Pacific Northwest Laboratory FIN B-21278 PML-2D4B 
77/01/31 35pp 


>03530047 Executive Branch position re Schenkars Inti Forwarders, Inc 
*? » It cation for license to export 2 9 depleted U to 
C i H h c. Slovak l a License should be granted 
Kft£N10,l V State, Dept of 79/02/26 1 P 


**31&30^W> Response to NRC 790819 ltr U enclosed generic questions h 
$Jl 4 Mir*i fur ATW3 Requests NRC reconsider scope & schedule 
if requMtH ef f art- B» 1 ieve* time elloued is insufficient « 

Tt^ulrid esTigouer effort would be counterproductive 

KI-CTEH *A E Combustion Engineering* Inc LD- 79 - 0 S 9 79/0^/28 

Jpg 


'W323O067 MotJ f ication of contract execution, Mod 4 to ‘'Hydrodynamics h 
r* 1 1 trek) U * 1 Measurements af High Wind Ovsr Shallow Water 
A5o.r,g th« East Coast of FL " Contractor, Univ of FL 

H4GEY.H Research Contract* Branch FIN B-9065- 79/03/13 IP* 


7W3?30070 Mod 4, extending period of performance on no-cost 
ft adynamic i l< Meteorological Measurement* of High Wind 
Gver Shallow Water Along East Coast of FL " 

MGATOfl.K V Research Contracts Branch FIN B-5865 


basis to 


79/03/13 


J90323OI 07 Consents «m proposed Reg Guide 10* B objects to r«nuirement 
for '•tlin uidow" survey meter U area wipe test sensitivity 
MHLuireatnt as impractical Recommends advising inspector* 
s-ol is cite noncompliance of Reg Guides 
LEJ1AW*-E Ross Clinic, Inc ME, Indiana 79/02/13 lp 


*903230125 ConMABnt. on prnpc.d rul. 80CRI304 o,j«,. t« j.TC«.rt 
-mend Proposal will effect universities U other research 
institutions Radioactive waste disposal will become more 
■xoensive if all wast* must be packaged 
LEE, P H Missouri, llniv. of 79/02/80 Itpp 

IVnVi i 1 In” •mil* B **i ^» A ^ ao40 79/02/22 

ANDERBOM. T M West i nfl house EUctric Corp NU 




McSflime J McGrath. E J 79/03/05 9pp 

. , a,., j. a 44 volume l< detail uf info 

rtSSiVwS fw.wr. «.!«»- 

REED* C Commonwealth Edison Cn 7Y/o^/^w ^vv 
understanding between coast u' U JT" d C(>ntflln * procedures 

Jor’con.rTT.aUn/t wlnlmliina ‘“P* i“ ti 5 ? 70 a/ 27 ° C 'iJp nS * 

OEWDLF.C P Tr.r*,,art,tloP. U.pt «f 79/02/27 «PP 

„ cB j {j Bfl Guide B 23 recommend* aiSdi-tipn otf 

"S5SS c ,rs:^r. p « p :n ^.uor- t,n. ,« .« 

‘•of Mth *»**„• ital* b*_t<llbr Ilf JJ, 49/02/24 lp 


frri * 1(50208 ltr to DOE reovesting info re auiarii of 

903 ««;t e ***. 1 ** 1 *™™ ^ 

list of bidders, Winning >r o»« fl « 1 J NR^UbJaH 8 

.v.n.b,. .* *a» *r: :USi 1 & aa , P 


*9032301*18 *"P° T» >X*li 

Daiftans V *» 


NRC-iO-77-140. issued 
lp 


to 


7903230 1 47 «„««»' Pi-PP 0 ** 1 ,or 

NRC-oa-79-035 . . — , rt „y,o * 

RAGAN, K M Kiiietle R«» 
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NONDOCKETED ITEMS 


7903230190 Respond* to 790219 ltr requesting copy of RFP 1* winning 
proposal for contract NRC- 02-79 -035 End copy of RFP 8c 
Section 2 of four doc unenH Remaining sections are 
confidential info & are withheld W/o end 

FELTON. J M Division of Rules and Records 79/03/21 3p p 


7903230134 Forwards nonpropr i eta r y version of info re effect on 
initlel heat flue of partially bowed heated rod in cold 
wa-11 thimble cell geometry 

ANDERSON# T M Ues t 1 nghau s * Electric Corp N5-TMA-2053 79/03/16 

9pp 


7703230169 Requests that all staff papers he placed in PDR. w/a na 1 y se a t 
records submitted to NRC uhleh were considered in issuance 
of 10CFR20 302<b ) & all NRC records re formulation of 
regulation 

SCHWELM.E B Nuclear Engineering Co 79/03/06 2pp 


7703230172 Responds to 790306 request that documents re issuance of 
10CFR20 302(0 ) be placed in PDR Two end documents# AEC 
180/ 12 tt AEC-R 0/10 !« two end Federal Register notices will 
be placed In PDR One addl document requires review w/DQE 
FELTON# J M Division of Rules and Records 77/03/21 lp 


7903230173 "Proposed Policy for Handling Package Radioactive Waste* 
Recommends AEG approve permanent land disposal site* for 
packaged radioactive wastes. w/Oak Ridge. TN & Idaho as 
interim disposal « i tes# pend ing study of regional sites 
* Commission 99/12/03 26pp 


7903230183 "Rept to Qencral Manager by Director. Div of Licensing t< 
Regulation" discusses issuance of amend to 10CFR20 re 
disposal of radioactive wastes by land burial M/amended NRC 
evaluation of comments & supporting- documentation 

MCCDQL-i W B Office of the Secretary of the Commission 60/H/2G 

12pp 


7903230257 Forwards NRC's preliminary comments re PGLE commitments 
GDLDDEROrJ R Anti-Trust Division 79/02/23 lp 


7903230293 Preliminary comment* re PG&E c ommi tment s. w/ sugg este d amends 
Certificate of Svc bucI 

GOLDDERQ. J R » EVANS, D J . VDLGER. 0 H Antitrust Division 
79/02/23 2Bpj) 


7903230320 Executive Branch position re Marubeni Amei ic-a Corp 
application for license to export components fe parts to 
Japan License should be issued 
NdSENZO, LV State, Dept of 79/03/14 lp 


7903230327 NUREG/CR-04B7 

"D I b 1 iography of Microfiched Foreign Repts Distributed Under 
NRC Reactor Safety Research Foreign Technical Exchange 
Program, 1975-1977 " 

QUEENER, D S » COTTRELL, W 0 Oak Ridge National Laboratory FIN 
0-0136 ORNL/NUREO/NSIC 79/01/31 69pp Available at NT1S 


7903230331 NUREC/CR-0652 

“Critical Ex p eriments# Measurements h Analyses to Establish 
Crack Arrest Methodology for Nuclear Pressure Vessel 
Steels," quarterly rept Apr-Junc 1970 

HAHN, Q T . MARKWCRTH, A J , MARSHALL# C W Battel le Memorial 
Institute, Columbus Laboratories FIN A-4046 BMI-2018 79/02/28 

B3pp Available at NTIS 


7903230336 License application for Reactor Experiments, Inc to export 
NP-237 to Ciechoslavakia 

HE I MAN, D Reactor Expei iments# Inc 79/03/13 lp 


7903230340 Amend 1 to export license for Edlou Inti Cm increasing 
quantity of tritium gas for export to United Kingdom 
OPLINGERiO G Assistant Director for Ex port/ Imp ort & International 
Safeguards 79/03/13 2pp 


790323018-4 Notice of proposed rulemaking for 10CFR20* "9td for 
Protection Against Radiation “ Prohibits issuance of 
licenses which would authariie disposal of radioactive 
waste matt on privately owned sites 
« Commi ssi-on 60/02/04 lp 


7903530344 License for United Kingdom Treasury & Supply Delegation to 
export Ca-252 wire to United Kingdom 

OPLINGER. 0 0 Assistant Director for Export/Import t< International 
Safeguards F-2274/AT-3202 79/03/16 2pp 


79032301B5 Notice of proposed amend to 10CFR20 32 NRC will not approve 
any applications for licenses to dispose radioactive wastes 
on privately owned land 
« Commission 61/01/18 lp 


7903230347 License for Nuclear Fuel Industries ltd to export 2irealoy-4 
guide thimble tubes to Japan 

OPLINGER# 0 0 Assistant Director for Ex p nrt/Impor t k International 
Safeguards DB-6-&9 79/03/19 Ip 


7903230201 Notification of contract e x ecufc 1 on# Mo-d 2 to "Manual of 
Energy Analysis Methodology for Program Plant Si ting# Energy 
Value of Land “ Contractor Univ of FL 

HAGEY# H Research Contract* Drench FiND-6133 79/03/13 lp 


7903230238 Mod 2. extending period of performance from 780930 to 79033J 
for "Manual of Energy Analysis Methodology For Program Plant 
Siting# Energy Value of Land 11 

MORTON. K V Research Contracts Branch FIN D-6155 79/03/13 

2pp 


7903230348 Requests Executive Branch position re Transnuc lear, Inc. 
application for license to export 10,255 kg U to West 
Germany 

OPLINQ-ER# Q 0 Assistant Director for Export/Import & International 
Safeguards 79/03/15 Ip 


790323035k License for Bandvik Special Metals Corp to export 2r 
tearrtle-is tubing to Canada 

0PL1NQER, © G Assistant Director for Export/import 1< International 
Safeguards 79/03/16 lp 


7903230203 Forwards copies of Exxon Nuclear Co application to export U 
to Belgium End use statements for fuel & fuel hardware one 1 
NECHODOM# H 8 Exxon Nuclear Co # Inc isube of Exxon Corp ) 
78/09/22 7pp 


7903230212 NUREO 73/0 B7 11.9 

8RP# Ravi s 1 on 2 to Section 11 3# "Pro-cess U Effluent 
Radiological Monitoring & Sampling Syn ” 

* Office of Nuclear Reactor Regulation 79/02/28 15pp 


7903230214 "Dynamic Photoelastic Study of Crack Arrest#" monthly 
progress rept. 

DALLY. J U Maryland# Univ, of NRC-04-76-172 79/03/05 Spp 


7903230334 License application for United Kingdom Treasury U Supply 
to export 6 g U to United Kingdom 

CHAMBERS. M United Kingdom F-2391 /0T-7O2B 79/03/12. 2pp 


7903230393 License For Sandvik Special Metal* Corp to export Zircaloy-4 
cladding to- Canada 

OPLlNGERiC 0 Assistant Director for Ex port/ Import t< International 
Safeguards 79/03/19 lp 


7903230357 License for Bandvik Special Metal* Corp to oxport Zircaloy-4 
tubing to Japan 

□PL INOER# G Q Assistant Director for Ex port/ Impor t it International 
Safeguards 79/03/19 lp 
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370 License foi* W est i ng h ous e Tube Division t <1 export two pulse 
or* detector* to France 

GEfi^O 0 Assistant Director for Export' Import t» International 
uerdi 79/03/ IB lp 


'372 License for We s t i ng hous e Tube Division to export tqpe 
H7 & WL23770- proportional counters to West Germany 

3 O Assistant Director for Export/Impoi t b International 
iviard* 2E- 10214 79/03/15 lp 


7903240)32 Requests Executive Branch position re Byron Jeckto n Pu«p 
utv application fur I'lCfrntt to fripoft coolant punp ojrtf t a 
Switzerland 

OPLINGER.S C Atiistant Director for Exp or t/lcspor t t I nt#r nat 4 ora 1 
9afeguards 79/03/0J lp 


7903360143 Grants extension of time until 790402 for POLE to file 
response to parties' comunts on Stanislaus commitments 
HILLER, K E Atomic Safety sn.it Licensing Board Panel 79/03/09 Jp 


>373 ’License application for West inghouse Tub? DJv to export 
r range assembly. ClC d e tec tot . 11F3 detector ?< support to 

l rrlard 

AL,W F We* t i n-ghouso Electric Corp 79/03/16 lp 


0044 Forwards QA Program Insp Kept 99900509/79-01 on 790123-26 
flruoTip) lance noted 

PGVS. IP Region 4, Dallas* Vendor Inspection Branch 

S/OA 2pp 


240049 Art PTOgrflni Insp Rep l 99900509/77-01 on 790122-26 No 
nc Q-oip L iant e noted Major areas inspected imp lemon tat ion of 
'CFft 50. App (1 criteria in areas of design input.action on 
evicts inspection finding b mgt meeting 

f9rELLa»J n . HALE.C J Region 4, Dallas. Vendor Inspection 

anclh 79/02/05 I2pp 


50043 Formardi notification of change of address for Cotter Corp. 

an, City (Mil expansion project 

*ATH,E J McGrath. C J 79/03/26 Spp 


7903260147 Requests documents re 1 1 c antes. 1 i cans* app 1 it*t 1 on* . insp 
repts 6 waste disposal records of Nuclear Radiation Corp. 

Theodore Sthwalm b Co, US Radium Corp *< Self Powered 
Light! r\(j 

BRONSON. F Radiation Management 79/02/16 Ip 


7903260149 In response to 790216 request. confirms t*lccn of 7903J3 
Informing that Nuclear Radiation Developments Corp is 
licensed by State of HY Forwards records selected by 
Radiation Hgt during 790316 meeting W/o encl 
FELTON. J fi Division pf Rules and Records 79/03/23 ip 


7903260157 Comments tig Cities of Anaheim i> Riverside re inadequacy of 
license commi tment* negotiated by PGlE L OOJ Request* 
participation in new uim & complains of anti-competitive 
practices by PC6E Certificate of Bvc encl 

STREBEL.S J , MATT. P K Spiegel HcOiarraid 79/03/02 9 pp 


7903260167 Foruards application for license to eiport UFA to Spain 
MARTINEZ. F P Spain 79/02/23 lp. 


60032 Forwards CJA Program Insp Rept 99900319/79-01 on 790123-26 
noncomp 1 lane o noted 

APDVS.O Region 4. Dallas. Vendor Inspection Branch 

03/0 6 Upp- 


3260057 QA Program In*P Rapt 99900519/79-01 on 790123-26 No 
emonpUance noted Major areas Intpoctod implementation of 
CCFnSfr App u criteria, design Insp, containment spray *Y*. 
ttion on previous finding* & verification activities 
RCCKl-EY.R H ' DRQWN. R L . HALE. C J Region 4, Dallas. Vendor 

napeefclim Drench 79/05/06 l Spp 


260061 Ac t recoipt of 790306 Itr informing NRC of steps talen to 

'ted deviation nbted In QA Program Insp Kept 

?0Q5C2/79-0l 

fAPOVS,U Region 4. I>*lla*i Vendor Inspection Branch 

/0 3FI& ip 


032*0045 Responds to NRC 790213 l tr re deviation noted in QA Program 
Insp Rapt 99900302/79-0 1 Corrective ac ti <m*i discrepant cover 
pages for calculation N079NC179A corrected U missing data 
tfiterad 

FEFHAlh T J Brown St Root Corp (subs of Halliburton Corp } 
7V/Q3/OA 6pp 


7903240169 License application for Junta de Energia Nuclear to export 
V to Spain 

MARTINEZ. F P Epavn 79/09/20 lp 


7903260130 Confirrai Govt of Japan appointed Pcuir Reactor t« Nuclear 
Fuel Development Cot p a* authoriied person re transfer of 
g 5 Fir For use as std* in mas* b purity analyst* 

BUZVKl.K Japan 79/02/03 2pP 


7903240183 Confirms Oovt of Japan appointed Power Reactor 6 Nuclear 
Fuel Development Corp as authoriied person r« transfer of 
9 j Pj for use as ltd* In cnas* & purity analysis 
BUZlMI.K Japan 79/02/03 2pp 


7903260195 Confirms Oovt of Japan appointed PoweT fteattoT I* Nuclear 
Fuel Development Corp as authpriied person re transfer of 
6 5 g Pu for use *s stds in mass & purity analysis 
EVZUKfjK Japan 79/02/03 2pp 


7903260198 Confirms Oovt of Japan appointed pDwar Reactor fc Nu lea 
Fuel Development Corp at authoriied person re transfer of 
d 75 g Pu for use as stdi in mass k purity analysis 
BUZUKl.lt Japav> 79/02/03 


03*60069 Forward* QA Program insp R«pt 99900502/79-01 on 790129 0202 
4. notice of deviation j . 

POTAPOVBiU Reg 1 git 4. Dallfl*. Vendor Inspaction Branch 

79/02/ 1 3 2pp 


7903260247 Forwards final portion 
Program. Load Definition Rapt " 
EQBAN.L J- Qineral Electric Co 
MFN- 073-79 79/03/15 I3pp 


of NeDO-21888. "H«Tk I Contalnjeent 
.Nuclear Enirgy Products &iv- 


f03260070 Malice of deviation from insp on 790129-0202 
* Region 4. Dallas. Vendor Inspection Branch 79/02/12 


1P> 


Z03260Q74 QA Program In*p R»pt 99900502/79-01 on 790129 0202 
None c»pl lance sioted tu)0 calculations involving safety- 
related structure did not include date of approval or 

AM'd!rBON*D 0 i HAl E. C J Region 4. Dallas. Vendor Inspection 

Branch 79/02/15 iOpp 

3260073 Sumwary of meeting w/Sandia Lab on 790213-14 re progrese on 
ub-tajls S t 4 r» development of plant logic ^ 

atf*! for second interim rept W/®hcl list of attendee* 

j1«€Ilo* 5 * Light Water Reactors Branch 1 79/0P/06 13pp 


>3260073 "Water Reactor Research Directorate Monthly Rept for Jan 

rein RONDO. L J . BOQTWICK.W. E EG fc o* Inc eY-76-C-07-1570 
/V/02/20 I04pp 


S326011 4 Gonmeht* on proposed rule IOCFRI* & * 9 Te*s 

^/proposed change to a 3 rem/(juar ter, 3 
•csxlvaient limit fc strongly eupports % 7 r l0 
W Pennsylvania State Univ. 79/02/27 ip 


• |«tY4 
tfi ANLUMD. II 


03260126 “Program for Btanderixed AnaJyMe of Fwel Shipping 
Conti Inarth" quarterly rept for 7Bl00l~7B1231. B-0172 

WHI TEQ(D€9. 0 E i WESTFALL. R h Union Carbide Corp 


WHI TEQIDE9 
OftMLCQDlNF79/4 79/01/25 HpP 


"SJSTcSSSJSS P rp,r.».u.d Brfin.t.cn B„W.r. > « 

.ANWI-F !T* IwSwn'f t. «.»•»•> el.dtru c» ,NUC>..» b»n 




MO / Al/1 H < 1?nA 


13^60274 Forwards proprietary version of “Effect of Critical- Heat 

® T, , Bowrd R.< in Celt M.JJ TJ..M. C.U 

rttMetdlm inf" tram j..cl«ur. »p.» lOCTOjTWI^ l4 . 

.NDEREDN. T M Westinghousi Electric Corp irvn * 


7903260309 Revests ' h * 1 , 

Bc-ued Rod In Cold Wall Thimble Cell 

withheld (ref 10CFR2 790) 

WlESEMANN, R A Wostinghouse Electric Corp 


Heat Flux of Partially 
Geometry* ba 

AW-79-11 79/03/16 


^903260330 Request* withholding 
Partially Bowed Heated Rod in 
Geometry" Ifef IDCFR2.790). 


of "Effect on Critical Heat Flux of 
Cold Wall Thimble Cell 

Electric Corp. AW-7B-B2 79/11/16- 


lp- 


anocleted w/rod bow W/affidavlt^ 


... LI .. . L>. la . c-taf-trlc Coro 




9PP 


generic 

76/oe/ta 
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7903260302 License application for Isotope Products Lab to export 10 
uCl Cm- 244 

AMLAUER, K Isotope Products Laboratories 6702 79/03/05 lp 


7903240306 Licenso application for General Motors Corp to export spare 
ball nut assemblies to Canada 

* General Motors Corp W □ 83172 79/03/07 lp 


7903260311 License for GE to export ISO kg natural Th to Brazil 

OPLINGEfl.O G Assistant Director for Export/ Import & International 
Safeguard* 8TE-B368 79/03/09 2pp 


7903260313 License for Edlow Inti Co to export 4 75 g Pu to Japan 

OPLINGER, Q Q Assistant Director for Export/ Import U International 
Safeguards I0-44-7B-4 79/03/14 ip 


7903260313 License for Edluw Inti Co to export 8 g Pu to Japan 

QP LINGER, 0 Q Assistant Director for Export/ Impor t & International 
Safeguards 10-44-78-1 79/03/14 2pp 


7903260319 License for Transnucl ear. Inc to export 4 572 kg lf-233 to 
Japan 

OPLINQEfl, Q G Assistant Director for Ex p ort/ Import J< International 
Safeguards NUK/a677298/01 79/03/14 2pp 


7903260322 License for Edlow lntl Co to export 6 5 g Pu to Japan 

OPLINGER* 0 G Assistant Director for Export/ Import & International 
Safeguards 10-44-7Q-3 79/03/14 2pp 


7903260324 Amend 1 to Transnuc lear» Inc license deleting Nuclear Audit St 
listing Co as "other party to export" & adding Ledoux & Cn 
at shipper of record 

□PLINGERiQ Q Assistant Director for E x port/ 1 mpor t & International 
Safeguards 79/03/14 lp 


7903260327 Forwards motion for expedited decision & responses to 
questions re WASH-1400 decision to allow nuclear plants to 
operate on interim basis w/ known safety defects 
UETSSiE R Sheldon. Harmon & Roisman 79/03/07 3pp 


7903260329 Notion for expedited decisionmaking to establish criteria 
for fire protection & safety measure* Requests that order be 
issued to require that mods be implemented Immediately. 

WE3S9, E R, Sheldon. Harmon & Roisman 79/03/07 lOpp 


7903260332 Response by UCS to SEGY-79-I12 NRG does not adequately 
address issue o-f fira protection 

WEIBS. E R Sheldon, Karmon b Roisaan 79/03/07 24pp 


7903260339 License for Edlow Inti Co to export 9 g Pu to Japan 

Of LINDER. 0 . 0 Assistant Director for Export/Import l* Int ernat 1 ana 1 
Safeguard*. 10-44-78-2 79/03/14 2pp 


7903260337 Amend I to Transnuc Lear, Inc 1 lconae, de 1 etlng Nuclear Audit & 
Testing Co as "other party to export" U adding Ledoux b Co 
as shipper of record for sample quantities only. 

DPLlNOERrO 0 Assistant Director for Exp or t/Import it International 
Safeguard* 79/03/14 lp 


7903260379 Comments on proposed rule 10CFR30 59a suggests rewording to 
prevent abuse of Tule by applicants 

DOHERTY, J F, Texas Public Interest Research Group 79/03/03 Lp 


7903260370 Comment* on Federal Register notice re procedures For 
developing reg guides Requests that UB Customs 8vc be placed 
on Tag guide distribution list 

IRVIN, B. L, Treasury, Dept, of ENT-i-O) D P 79/02/22 Ip 


7903260390 Comments on proposed Reg Guide 1 144 Section C3 b<2) Is too 
restrictive t* would impose significant financial burden upon 
licensee w/o commensurate increase in quality of QA audit 
program 

SHORT. T E Omaha Public Power District 79/02/16 lp 


7903260391 Comments on proposed Reg Guide B 23 guide should not include 
medical schools or institutions conducting medical or 
biomedical lab research 
HQLEMAN. G R Yale Uni v 79/02/26 lp 


7903260394 Comment* on proposed Reg Guide 1 144 excessive or redundant 
auditing doe* not contribute to safety or reliability af any 
c omponent 

BRYAN. J C Affiliation Unknown 79/02/22 2pp 


7903260397 Garments on proposed Reg Guide 0 23 guide should delete any 
reference to short time constant t < specify utilization of 
speaker Instrument ui/one second time constant cannot be used 
to satisfy Section 142 

GEIGER, EL Eberllne Instrument Corp 79/02/21 lp 


7903260399 Comments on proposed Reg Guide 1 144 recommends endorsement 
of std re scheduling of audits in accordance with Section 

a a 

TAYLOR, JH Babcock t< Wilcox Co 79/02/21 2pp 


7903260400 Comments on proposed rulemaking 10CFR25 penalties should be 
enforced to remove Commissioners who refuse to disqualify 
themselves from voting an matters where prior involvement it 
interest is evident 

BERRY, J E Affiliation Unknown 79/02/21 lp 


7903260403 Comments on proposed rule no unfavorable impatt foreseen 
on quality of environ re duties & responsibilities of ERA 
HEDEMAH, U N Environmental Protection Agency 79/02/16 lp 


7903260405 Comments on proposed rule 10CFR20 clarification is needed to 
better define what Is meant by licensed mat 1 

FREMINO, J L Portland General Electric Co JLF-93-79 79/02/22 

2pp 


7903260407 Comment* on proposed rule 10CFRS0 it is counterproductive to 
have proposed mods to acceptance criteria for ECCS included 
in Phase 2 Phase 1 assessment is more appropriate 
DI8E. D P Niagara. Mohawk Power Corp 79/02/26 Ip 


7903270023 Objett* to misrepresentation of fact in Ch ilk 790227 memo to 
LV Goss i c It re SECY-79-64 Secretary's staff was informed of 
Bradford's position on 790202, rather than 790214 as 
lnd i cate d 

BRADFORD, P A Commissi dh 79/03/05 lp 


7903270033 Notification of 790309 meeting in D ethos da. MD, u/BrooJf haven 
Natl Lab to discuss Div of Sys Safety FY79 reactor physics 
technical assistance program 

FIEND, D Care Performance Branch 79/03/09 lp 


7703270036 NUREG/CR-0676 

"Aerosol Measurements lc Modeling for Fast Reactor Safety, 

Annual Repfc FY7B. *■ 

QIESEKE.J A , JORDAN, H , LEE, K W Oattelle Memorial Institute 
Columbus Laboratories FIN A-4063 BMI-2081 79/02/20 6Spp 

Available at NTIS 


79O327O05B NUREC-0345 

"Seminar Rept on Public Hearing Process for Nuclear Power 
Plants, 780626-27 " 

* Commission 79/Q2/2B. 334pp a Available at NTIS 


7903270003 NUREC/CR-0669 

"Two-Phase Interactions in Countercurrent Flow, Annual Rept 
Nov 1977-Oct 1978 •* 

DUKLER, A. E , MDALIM, D, CHOPRA, A Houston, Univ of FIN B-96B4 
79/02/28. 112pp. Available at NTIS 


7903270008 NUREO/CR-06I7 

"Two— Phase Interactions in Countercurrent Flow Studies of 

the Flooding Wechani sm, Annual Rept Nov 1975-Pct 1977 

DUKLER, A. E, , SMITH, L Houston, Univ of FIN B-3604 79/01/31 

109pp Available «t NTIS 


7903270094 Comment* on proposed Reg Guide 10 0 considering all other 
uncertainties involved, it should not be necessary to assay 
activity of radiopharmaceutical* to an accuracy of 10 
pare ent. 

GLASSERiH Victore«n» Inc , Nuclear Associates Div 79/02/26 2pp 


7903270132 NUREO/CR-06&9 

■‘Two-Phase Interactions in Countercurrent Flow," Annual 
Rept Nov 1977-Oct 1978 

DUKLER, A E , MOALIM, D , CHOPRA, A Houston, Univ of FIN B-56B4 
79/02/2B Ulpp Available at NTIS 



I1\/l H W IXM 

■-.5270177 Requests Executive Branch position re Marubeni America Corp 
i?lU<*tion for license to expoi t 3,799 kg U enriched to 
3 tjt U-235 to Japan 

ZfLlhvER.C 0 Assistant Director for Export/ Import & International 
;<f«ji«rdi 79/03/02 lp 


-:3*Tj}107 Requests Executive Branch position re tie* t i ngh o use 
t^iication for License to export 727, 175 kg U enriched 
is 7 5X U-235 to Republic of Korea 

CfLIhGER.G 0 Assistant Director for Ex p ort/ Import & International 
Safeguards 79/03/14 lp 


- 3270193 Executive Branch position re Mitsubishi Internatl Corn 
plication for license to export 545 kg U-235 contained in 
14.341 lg U ernchbd to 3 □□ percent to Japan W/encl end use 

itittaent 

VOSEhZO.U V State, Dept of H000234 79/03/05 2p p 


7903270347 Forwards application 
or special nuclear matl 
MATSON* V Tran snu cl ear. Inc 


for licence to export byprqd get, source, 
JE3/EU/ 26-79 -06 79/03/0* lp 


7903270353 License application for Tr ansnue 1 ear, Inc to «*p 0r t 10221 1* 
U, 277 073 kg U235, 4 kg U, 6 120 kg J233 to Wast ° r * 10331 U 

MATSDN/V Trancnuc 1 ear. Inc 207EU2679-06201 79/03/06 2pp 


79032703S7 Forwards application for license to export nuclear mat) fe 
equipment 

KUDO* H Marubeni America Corp (subs of Marubeni Coro > 
MAl-HK-5775 79/03/02 lp P 


7903270360 License application for Marubeni America Corp to eiDort 
enriched <J hexafluoride to Japan 

HIROSHIMA, K hambeni America Corp (subs of Marubeni Cora 1 
79/03/02 lp H 


V.2J7W06 Requests Executive Branch position re Globe Shipping Co 
<; 9 )lcation for license to export NB8 standards containing 
tpecjal nuclear mat! to Braiil 

SrklhGER.G 0 Assistant Director for Export/lmpor t & International 
?jFi?uardi 79/02/14 lp 


7903270371 Ack receipt C F 790301 Jfcr accepting Amend 4 to 01BSAR-17-A, 
"GA Program " Mano of personal assignment end 

HYMANi N 1 <7lbb* t< Hill* Inc (subs of Dravo Corp ) 79/03/22 

2pp 


Z2 70224 Executive Branch position re Edlow International Co 
jyfUcation for license to export 000*000 Ci tritium gas 
t» Lhited Kingdom License should be issued 
^CSENZO.L V State, Dept of U000151 79/03/13 2pp 


*9'32 70227 Requests extension of License XT-3399 from 790201 to 790701 
IsDNER* N E Corning Glass Works, Zircoa Products Div 79/01/31 


?>:3270233 Summer i res 790306 meeting u/GE re proposed statistical 
jrth.Qd for analyzing rod withdrawal transient at power for 
J*R/As W/li&t of attendees, meeting agenda tt vlewgraphs 
x?i»KS. W Core Performance Branch 79/03/15 24pp 


7903270374 Approves Amend 4 to GIBSAR-17-1, "’QA Program " Program mat; 
be implemented upon issuance of rapt Requests Indication 
of plants to which Amend 4 will bi applicable Forwards rent 
evaluation 

HAASS, H P Quality Assurance Branch 79/03/01 lp 


7903270376 Topical rspt evaluation of 01BSAR-17-A* Amend 4 

HYKANxN I Gibbs U Hill, Inc (subs of Drava Corp 1 79/03/01 

2f p 


7903270378 GIRSAR-I7-A 

Amend 4 to C I DSAR-17-A# "OA Program " 

DERIEN70*P P Gibb* & Hill, Inc (subs of Drava Corp ) 
79/02/23 101 p p 


T9i3270239 Executive Branch position re Exxon application for license 
la +iport 1*940 4 kg U-233 to Belgium License should be 
jrarited 

yj5CKZD,L V state, Dept of 11000310 79/03/13 2pp 


3270.24 1 Summer i res status of A-12 neutron shield tank NDTT shift 
instigation Recommends issue be taken out of A-12 program 
k nceive high priority fo r determination of safety concern 
$NMD£R,R P Plant Systems Branch 79/03/14 3pp. 


?XCT0»46 Request* Executive Branch position re Teledyne Uah Chang 
Xllitny application for license to export 2irealoy-4 tube 
Hill* to Argentina via West Germany 

CPLlfKJEfl, 0 Assistant Director for Export/Import S« International 
Safeguards 79/03/09 lp 


7903270404 Rflquesti Executive Branch position re Aid-rich Chemical Co 
application for license to export 19 g tfeutrium to Israel. 

0PL1NGER, O 0 Assistant Director for ErpoTt/Import & International 
Safeguards* 79/03/14 lp 


7903270408 Requests Executive Branch position re GE application for 
license to export components U parts to Japan 

CPLINOERrO G Assistant Director for Export/Impar t U International 
Safeguards 79/03/M lp 


7903270520 Topical repts CEHPD-52 U CENPD-B4 have been reviewed 6 
contain no proprietary Info 

SCHERER * A E Combustion Engineering, Inc LQ-79-020 79/03/20 

lp 


*703270249 Forwards application for 

f |ji pment 

UiLSGH* 0 D General Electric Co 


license to export nuclear matl Sc 
BDW-79073 79/03/07 lp 


7903270619 Requests amend of * 
shipper of record for sample 
MATRON, V Transrxuclear, Inc 


part license applications to change 
quantity only, 

79/03/07 ip 


7W3270254 License application by GE to export velocity limiter 
castings to Japan 

UILSGH, B D General Electric Co DDW-79073 79/03/07 lp 


^J 702 ” ^ 'S'l**"' 1 ’ *° 770726 rc 1 u *>‘ tor corTespontfer.ee 
, I,*re4 Ip, JH Conran, advises that listed doeuieent. are 
Ming placed In PDR 

fELTOM, J M Division of Rules and RecordB 79/03/12 2pp 


7903^70624 Forwards nsw application Po-r Israel & one for Israel to 
cancel W/o entl. 

a Aldrich Chemical Co i Inc (subs of Bigma-AldM ch Corp 1 
79/03/05 lp 


7903270627 NUREQ-0020 V3 N2 

Qr ay Boa k » Op « r a 1 1 ng Units Status Rept, data as of Jan 1979 
« Commission 79/02/2B 2i0pp Available at MTI9 


^•etf f‘ f 1 S , r <, “" 1 ' t0 770719 r 'l u ” t f»r *11 corr.epontf, 
jriparcd by jh Conran* advi ses that listed documents are 
IHnj placed in PDR 

TELTOM, JM Division of Rules and Records 79/03/12 


2pp 


?aQ * corrections to ”BWR Feedwater Nox 1 1 e/Bparg e r 
^n#J R«pt,8uppl 1," NEDE/MEDD-21021-01 W 

C4j-79 BE, ^9/03/2Q n8r 5p p E1 " ctric Co xNuclsar Energy Products Div MF 


^C«703J3 Consents on proposed rulemaking 10CFR2-5 proposed 
4n ^° a rubber stamp incapable of regulation 

u U L2Y?i 4t# duties 

tEHLEMANi W Affiliation Unknown 79/01/20 7p p 


ruiemak 


E * ec « tIv « Branth position re Mitsubishi 
mirmtioRM Corp application for license amend to export 

i'i U t0 Japan w/tu,a intermediate consignees 
wLlNGER, v Q Assisti 
xifegpaTdi 79/03/14, 


CfLlvrtTR fl u _ '1 T*'"" T ‘■'vermeoiace consignees 

1 Q D iTector for Export/Import & International 


7903270*30 BECY-79-151 

Summary of status of applications by Union Carbide Corp for 
license to export 7 33 kg U to France Recommends licenses be 
ltivacf. 

SHEA. J R afflce of Intfrnetional Program* 79/03/02 25pp 


7903270*33 SEC Y-78-657B 

Summary of status of application by Traninueltar, Inc for 
license to export 5 DBS kg U to Japan Recommends license be 
1 nued. 

SHEAjJ. R, Offi-c* of Intimations 1 Programs 79/02/27 34pp 


7903270630 License application for Globe Shipping Co to export 40 g of 
11 to Bra * i 1 

PERLIB.R, Globe Shipping Co* Inc 1589/77 79/03/05 2pp 


7903230002 Forward* application from Westinghouss for license to export 
nuclear natl fc equipment to Republic of Korea. 

HESS, R J, Meetinghouse Electric Corp TC8-829B 79/03/01. Ip 


79M270343 License application for Aldrich Chemical Co, Ir 
iWj compounds containing deuterium to Israel 
«/03/OB * l fj lch Ch * mlcai Co » Inc (subs of Sigma-Aid 


export 
Corp J 


79032B0003 License application for Weitlnghouse to export U dioxide 
sintered pellets encapsulated in sealed fuel rods & 
assembled into fuel assemblies to Republic of Korea 
HES&i R. vf Westinghouss Electric Corp ICS-029B 79/03/01 lp. 
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7903280011 Reque»ti amend to eipnrt license to include Sumimoto Metal 
Mining Co Ltd tt Nuclear Foal Industries as interred late 
c on*i gnee* 

WATANABE, N Mitsubishi International Corp Hubs of Mitsubishi 
Corp > HSA-6701-00 77/03/07 Ip 


7703200071 Requests amend of export license applications to change 
shipper of record for sample quantities only 
MATSONjV Transnuclear. Inc 79/03/06 ip 


7903280079 SECY-79-141 

Informs Commission of receipt of license application from 
Wettinghouse to export tun nuclear steam supply sys to 
Korea 

SHEA.J R Office of International Programs* 79/02/26 3pp 


7903280091 SECY-7?- 103A 

Inform* Commission Of receipt of license application amend 
for Transnuc lear< Inc to export I4i 000 g of U to West 
Germany 

SHEAiJ R- Office of International Programs 79/02/27 3pp 


79Q32Q0097 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist within 
Bureau of Mint Requests NRC be granted access to this info 
HENDRIE, J M Commission 79/03/07 2p p 


7903260099 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant Jnfo may exist within 
US Secret Svc Request* NRC be granted access to this info 
HENDRIE, J M Commission 79/03/07 2pp 


7903280102 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist within 
Reactor Safety 8tudy-l Requests NRC be granted acres* to 
this info 

HENDRIE, J M Commission 79/03/07 2pp 


7903280107 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist within 
Naval Investigative Svc Requests NRC be granted access to 
this info 

HENDRTE, 0, M Commission 79/03/07 2pp 


7903200135 Requests opportunity to comment on NRC plans to implement 
Congressional mandate re employment discrimination agains-t 
workers participating m NRC proceedings (Section 210 of 
Energy Reorgan i j at i on Act of 1774 ) 

BANCROFT. M H Bancroft. M H 78/12/lS ip 

7903280136 Comments on proposed Reg Guide 6 23 dose not agree w/ftej 
Guide 10 8 on aame subject of containment level *< is 
therefore confusing 

HUBER. 3 A SAHCI, Stan A Huber Consultants, Inc 79/02/16 4pp 


7703280138 Comments on proposed rule 10CFR33 finds tt difficult to 
accept NRC definition of a properly calibrated dosimetry ay 1 * 
for annual full calibr measurements as specified 
ANGERtf* T Methodist Hosp IN/IN 79/02/31 3pp 


79Q32Q01 40 In response to 790123 Itr, extends support in implementing 
Recommendation 76-4 of Administrative Conference of US, re 
use of voluntary concensus s-tds in federal regulatory std» 

HENDRIE. J fl Commission 77/03/06 2pp 


7903280146 Requests support in imp 1 omen t **.« Recommendation 7G-4, 
"Federal Agency Interaction w/Private Standard-Batting 
Organ! jations in Health & {Safety Regulation " Requests 
response w/published Federal Register notice 

ANTHONY, R A Administrative Conference of the U S 79/01/23 

4pp 


7703280142 Comments on proposed rule 10CTR30 request* clarification 
re deletion of paragraph g4v & prohibition on using Winter 
1976 Addenda for establishing an inservico insp program 
BEVERLY, R L Southwest Research Institute 79/03/0 2 4pp 


7903280140 Comments on proposed Req Outdo 10 B thlr» window survey 
meter is not necessary to detect low level radiation 
Proposed sensitivity requirement for wipe test* i» too lou) 
to be practical 

WIELAND, C Q i HDLDENER.P A Affiliation Unknown 79/02/20 ]p 


79032B0I38 SECY-79-143 

Informs Commission of receipt Qf license application dtd 
790201 from We* t i nghouse to import U & U-235 from Sweden 
6HEA,U R Office of International Program* 77/02/26 3pp 


7703380109 Inform* of NRC study of potential threat to licensed nuclear 
activities from insider*. Relevant info may exist within 
Assistant to the Secretary of Defense (Atomic Energy) 

Requests NRC be granted access to this info 
HENDRIE, JH Commission 77/03/07 2pp 


7903280161 Ac k leceipt of 790129 Itr re implementation of Section 304 
of Rehabilitation Act of 1973 Recognizes urgent need to 
implement Section 504 Final draft of notice of proposed 
rulemaking has been prepared Final approval forthcoming 
HENDRIE.U M Commission 79/03/06 ip, 


7903280113 Inform* of NRC study of potential threat to licensed nuclear 
activities from insider* Relevant info may exist within 
Natl Security Agency Requests NRC be granted access to this 
info 

HENDRIE, J M Commission 79/03/07 2pp 


7903200164 Requests immediate attention to imp tnmentat 1 on of flection 
304 of Rehabilitation Act of 1973, prob i b i ting recipients of 
Federal financial assistance Prom d i *cr iminoting against 
qualified handicapped persons 

CALIF AND, J A Health, Education & Welfare, »op t of, 79/01/29 
‘P 


7903280116 Informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist within Air 
For*# Ofc of Special Investigations Request* NRC br granted 
access to this info 

HENDRIE. J M Commission 79/03/07 2pp 


7903*80120 Informs of NRC study of potential threat to licensed nuclear 
activities from inf ider*. Relevant info may be available 
within DOE Ofc of Safeguards tr Security Requests NRC he 
granted access to this info 
HENDRIE, JM Commission 79/03/07 2pp, 


7903200168 Responds to 790202 lfcr re NRC polity statement on WASH-1400 
& Lewis Rept Careful reading of both Press Release 79-17 t< 

Lewi* Rept show* they are consistent W/excerpt of 770205 
testimony before Seriate committee 
HENDRIE, J H Commission 79/03/05 7pp 


7903280173 IL Commission on Atomic Energy has noticed inconsistencies 
between NRC Pres* Release 79-19 *< Lewis Rept Concerned that 
press release & media coverage do hot accurately reflect 
finding* of Lewis Rept 

DAY, 0 R Illinois, State of 79/02/02 2pp 


7903280123 informs of NRC study of potential threat to licensed nuclear 
activities from insiders Relevant info may exist within FBI, 

Requests NRC be granted access to this info 
HENDRIE, 0 M Commission 79/03/07 2pp 


7903280175 Requests Executive Branch position re Isotope Product Lab 
application for license to export iO uCi of Cm-344 to Kenya 
QPLIN0ER, 0 0 Assistant Director for Export/ Import fe Internationa] 
Safeguard * 79/03/13 Ip 


7903300125 Informs of NRC study of potential threat to licensed 
activities from insiders Relevant info may exist within CiA 
Requests NRC be granted access to this. info 
HENDRIE, J M Commission 79/03/07 2 p p 


nuclear 


Commer1ts an Air Force rept "Feasibility of Utllirlng 
ntiitary Air Bases fur Shipment of Highly Enriched U " NRC 
C t nn ?;, endorse conclusions or recommendations -of study Use 
Hpu3i»i t- i r !i Bi !” 5* civilian airports was not considered 
HENDRIE, J.fl, Commission 79/03/13 2 p p 


7903200129 NRC 
extending Itr 
HENDRIE, J M 


approved of reappointment to ACR8 on 700300. Mod 
of appointment will be issued shortly 
Commission 79/03/09 lp‘ 


o' 781213 * 22 Itr* addressing subject of 
action to implement Section 210, Employee Protection, of 

fl'iii.!!!!?::' 1 * e * nrc <* 

SfmSbH , | ,V *I “* 'O' 1 * J «p»n NRC »iU>, 

rtfcNOff IE> j n. Commission 79/03/08 Cpp 


790326017b Responds to 790123 Itr re release of policy statement on 
NASH- 1400 U Lewi* Rept NRC may not have given sufficient 
notice that statement was imminent W/excerpt* of 790203 
testimony before Senate committee 
HENDRIE, J M. Commission 79/03/03 6pp. 


7903280183 Discusses bad timing op NRC issuance <jf policy statement j. 
Lewis Rept 8* accompanying press release Oecau** FDR was 
dosed at this time, document was not available to utils, 
making intelligent response* to public Inquiries impossible, 

MINN1CK, L E Yankee Atomic Electric Co 79/01/25. Ip 


7903280181 Request* Executive Branch position r* Dre»*#r Atlas. Export 
Sales application for license to export byproduct matl to 
People's Republic of China 

QPLINGER, <? 0. Assistant Director for Export/Import U International 
Safeguards 79/03/13 Ip 



7703280105 -Responds to /9Q130 Itr re bad timing in release of NRC 
policy Statement on UASH-1400 Lewi* Rept NRC mag not have 
given sufficient notice that statement was imminent 
W/exc-erpt from 790205 Senate committee t es 1 1 mony 
HEMDRIEjJ M Commission 79/03/05 6pp 


7903280190 Expresses concern re means bg which policy statement an 
MASH-1400 uas made public Raises possibility that text mas 
"Leaked" to NY Times in advance Utils had no prior knowledge 
of rept* precluding any informed comments on their part 
HECKi J N Vermont Yankee Nuclear Power Corp 79/01/30 2pp 


7903260193 Requests. Executive Branch position re General Atomic Co 
application fen license to BXpoit special nuclear mat 1 to 
Vest Germany 

GPLINCER.Q O Assistant Director for Expor t/ I import & International 
Safeguards 79/03/06 Ip 


7903260J96 Ac k receipt of 790206 Itr request ing ' NRC views on specific 
aspects of nuclear waste mgt Forwards response Commissioners 
Cilinsky & Bradford mag be forwarding views on Question 1 
under separate cover 

HENDR I E* J M Commission 79/03/09 6pp 

7903260200 Requests NRC views by 790223 on nuclear waste mgt* for 
presentation at subcommittee hearings 

GLENN* J Senate* Governmental Affairs 79/02/06 2pp 


7 >703260 20 J, SECY-79- 143 

Informs Commission of receipt of license application fTom 
He* t inghouse to export U dioxide sintered pellets to Koroa 
SHEA* J R Office of International Programs 79/02/27 3p p 


7903200206 Ack efftirts toward securing consolidation of NRC 
headquarters at a single location in metropolitan Washington 
area Considers this task one of NRC's highest priorities 
HENDRIE.J M Commission 79/03/09 lp 


7903280211 Responds to 790129 Itr of concern re 790120 transportation 
accident near Monteaglo.TN R&quosts NRC investigation Under 
•Listing regulations* neither NRC nor DDT is responsible for 
prescribing specific routes W/supporting documentation 
KENDRIE.J M Commission 79/03/07 7pp 


7903200216 Forwards revised memo of understanding between NRC t* DDT for 
regulation of safety in transportation of radioactive motls 
DIRCKSiW U Office of Nuclear Material Safety fc Safeguard* 

79/03/02 1 3p p 


7903200223 Requests expeditious investigation of 790120 transportation 
accident near Monteagle.TN involving 46 containers of Co-60 
It Cs-137 Although no leakage occurred* recomands 
establishing alternate route 
BQUOUARD.il L House of Rep 79/01/29 lp 


7903200227 Ac k efforts in Congress toward securing consolidation of NRC 
head quartet & at single location in m* tropol 1 ta n Washington 
area Believes implementation of consolidation is among NRC's 
highest pr i or i tl os 

HENOFUE.UM Commission 79/03/09 lp 


7903200232 AcV recoipt of 790124 Itr rs possible federal funding for IU 
State Police haiardous matl program, NRC provides radiation 
detection instrumentation to equip police cars monitoring 
surface transportation of radioactive matl 
HEM DR IE* J M Commission 79/03/07 2pp 


7903200234 Forwards Itr from Representative JO Anderson written on 
behalf of IL AEC re possible federal funding af IL State 
Police haiardous matl transportation program 
HENDRICrJM Commission 79/03/07 ip 


7903200237 Requests to be informed of any suggestions made to IL 
AEC re passible federal funding for State police hazardous 
metis program 

ANDERSON* J B House af Rep ’ 79/01/24 lp 


79O32B0239 Comments on proposed rulemaking 10CFR2-7 supports amend 
since rule deprives public of participation in NRC licensing 
proceedings 

ROISMAN* A 2 Natural Resources Defense Council 79/02/33 lp 


7903230241 Comments on proposed rulemaking 10CFR»-7 supports easing 
restriction on participation in hearings re const & 
operation -o-P nuclear facilities 

GRAHAM, D N Affiliation Unknown 79/02/27 ap 

7903260243 Responds to 701214 Itr requesting NRC "xpedite resolution of 
matter re radioactive contamination In soil in Attleboro 
Norton. NA Informs no public health or safety ha*ard* noted 
Final action pending completion of investigations 
HENDRIE.J M Commission 79/03/07 2pp 


7903280245 Requests NRC conduct thorough L. expeditious investigatii 
of radioactive contamination found in soil in Attleboro L 
Norton, MA h develop a series of options addressing the 
problem 

HECKLER* M M House of Rep 78/12/14 2pp 


7903230251 BECY-7B-634 

RBcamme-nifs Commission approve proposed application o-f FY78 
unobligated funds h. proposed Itr to appropriate 
Congressional committees 

GOSSICK* L V/ Office of the Executive Director for Operations 
76/12/07 9pp 


7903200262 Responds to 790209 Itr re development of nuclear stds 6 ri 
guides* sped f leal ly reg guide on lighting protection for 
nuclear power plants Forwards description of new procedure 
which allows for earlier involvement 

MlNSGVE* R D Office of Standards Development 79/02/27 5pp 


7903280275 NURE0-0483 

"Nuclear Power Plant Operating Ex p er ienc»M977 l " 

DEEBE. M R Office of Management and Program Analysis 79/02/20 
353pp Available at NT 1 8 


79032B0279 Forwards application for export license for minor nuclear 
export Requests assistance in obtaining Itr of assurance 
DRLIN-GER* G 0 Assistant Director for Exp ot t/Imp or t 6 Internation. 
Safeguards /9/03/22 lp 


7903200235 Requests correction of typographical errors in Reg Guide 
8 0, revised June 1970 First error Involves wrong numerical 
designation of Reference 10 Second error pertains to 
misrepresentation of A NS Stds Committee as ANSI Committee 
WEOER.M D American Nuclear Society 79/02/20 lp 


7903260295 Discusses status Of PJRG peition for rulemaking to amend 
10CFR100 re population density around reactor sites Task 
force established to review NRC siting policy Disposition of 
petition will be decided after Tevtew oP their rept 
G0S6JCK.L V Office of the Executive Director for Operations 
79/03/09 ip 


7903280297 Informs that NRC has deferred action on SECY-78-624 gsi 
790515 submission of Siting Policy Task Force Rept Requests 
now recommendations Requests petitioners be informed of 
Interim status of NRC actions 

CM I LK* S J Office of the Secretary of the Commies i bis 79/02/I 1 

if 


7903260304 Executive Branch position re RMI Co proposed amend to 
application for license to export depleted U to Canada 
License should be issued. 

NOSENZQ, L V State, Dept of 79/03/14 ip. 


7903208359 NURE0-Q24B 

"Total Generating Costs Coal & Nuelsar Power " 

* United Engineers 6 Constructors, Inc (subs of Raytheon* Co I 
AT ( 47-24) **033 1 000-2477-12 79/02/28 225pp Available at N 


7903290D37 Comments on proposed rulemaking 10CFR20 & 19 change uoul 
not close loophole permitting individuals to receive more 
than allowable dose Recommends present loophole be closed so 
Individuals will bo protected as required, 

D I SALVO* R Hittrnan Corp 79/02/26 2pp 


7903290040 "LUCA Test Series* Test IOC-5* Experiment Operating Bpec 
YACKLE* T R Idaho National Engineering Laboratory, FIN A-6041 
79/02/28 69 p p 


7903290041 FOIA request for "Domestic Safeguards." Annual Rept to 
Congress for FY76 

COCHRAN* T B Natural Resources Defense Council NRDC/TBC/79-5 
79/03/08 5pp 


7903290044 Response to FOIA request for copy of "Domestic BaPeguan 
Annual Rept so Congress for FY78 Forwards NUREQ— 0524 ^ 
declassified! Version of App 0 of Rept NUREQ not end 
FELTDNiJ M 1 Division af Rule* and Records 79/03/26 lp 


7903290040 "Power Plant Entrainment Simulation Utilixing Condenser 
Simulator, Resul t » of Experimental Exposure of Striped Bass 
Early Life History Stages* Oammaru* spp b Neomysis Americana 
to Variations in Temp, Flow Rate U Biocide Concentration* " 
□'CONNOR, J H , PQJE* 0 V , PALN1E«I,M New YorV Univ. Medical Cei 
FIN B-6298 79/01/31 117pp. 


7903290049 "Method* to Assess Impacts on Hudson River Striped Bass 
quarterly progress rept for Oct-Dee 1978 " 

VAN WINKLE* W * QARNTH0U6E* L W Oak Ridge National Laboratory. 
B-<M 65 79/02/28 40pp. 
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'903290030 8uppl response to FOIA 790306 request for documents re 
issuance of 10CFR20 302(6)- Forwards documents listed 
FEi-TQNcJ M Division of Rules and Records 79/03/27 2pp 


7903390053 Responds to 60030B 1 tr re status of proposed amend to 
10CFR20 Still in process of revising amend to reflect 
comments received Before- amend becomes effective.it has to 
be approved by Commission t published in Federal Register 
ROGERS, L R Commission £0/03/17 lp 


7903290059 Requests info re status of proposed amend to 10CFR20 
LAND AVER, R S R S Land Over. Jr & Co £0/03/09 lp 


7903290060 Ack receipt of £00212 Itr commenting on proposed amend to 
10CFR20 re disposal on land of AEC-licensed matl Amend would 
not prohibit burial of licensed matl by licensee in 
accordance w/limits of 10CFR20 304 
PRICE* H L Commission £0/03/21 lp 


7903290064 Comments on proposed rule 10CFR20 amend appears 
unnecessarily restrictive! many matls can be safely leached 
into ground 

THOR BURN* R C Gensral Electric Co, • Nuclear Energy Products Div 

£0/02/12 ipp 


7903290069 Forwards working draft of Part 20 amend Draft will provide 
basis of £00404 discussion 
ROGERS, L R Commission 60/03/ IB lp 


7903290071 Comments on proposed rule 10CFR2D in complete agreement 
u/policy that radioactive matl of low concentration may be 
buried on licensee's property but that other matl must be 
buried on govt land PA legislation end 
MASON i K M Pennsylvania. State of £0/03/22 2pp 


7903290073 Forwards 600301 ItT from Has t in g house re proposed amend tu 
10CFR20 

ROGERS* L R Commission *60/04/13 lp 


7903290075 Comments on proposed rule IOCFR20 should not forbid 
unrestricted storage operation* at private sites if 
permanent burial is not Intended 

PITCHER, A M Uestinghouse Electric Corp 60/03/01, lp 


7903290077 Responds to 600418 Itr re status of proposed amend to 
10CFR20 Still In proces* of revising amend to reflect 
comments received Licensee* will be notified when proposed 
amend published in Federal Register 
ROGERS* L, R Commission £0/04/28 Ip 


7903290079 Requests Info re status of proposed amend to 10CFR20 
BEAUCHAMP* I L General Dynamics Corp 60/04/13 lp 


7903290082 Forwards 600910 Itr from Nuclear Engineering Co expressing 
concern re AEC decision Ltrs to Small Dullness 
Administration $< Congressman P Rodino 
ADDQNIZIOiR J House of Rep 60/05/12 6pp 


? 90329 0031 "Code Development k Analysis Program Deve 1 opment 
Verification of FRAP-T5 Uncertainty Analysis Option 11 
PECKfS □. v ATWOOD* C. L Idaho National Engineering Laboratory 
FIN-6030 79/01/31 3ipp 


'903290072 Forwards preliminary descriptions of mel t/ret*nfcion-metl J< 
me H /toner eta tests conducted by Sand la Lab in FV7? 

Viewgraph* from Satidia mltf-year presentation end 
SHERRY. R R Fuel Behavior Branch 79/03/14 QDpp 


'903290080 *’App 0. Ex per imenfca 1 Operating Specification T*«t» 6-OB-I 
Through 8-08-8* Semi scale Mod-3 UHI (Upper Head injection) 

Test Series ♦’ 

HANSON, D J , OLSON, D J Idaho National Engineering Laboratory FIN 
A-6Q38. 79/02/20 156pp 


'903290003 Util's answer In opposition to motions far protective order 
by CA Dept of Watar Resource** Northern CA Power Agency & 

Cities of Anaheim 4c Riverside, CA Util has been reasonable b 
objections of Dept are Invalid Certificate of 8vc end 
ARMSTRONG* W M, * WATTS, M J McCutchen* Doyle, Brown it Emerson 
CRANErP.A. Pacific Gash Electric Co, 79/03/02, lOpp 


’903290091 Forwards copies of draft reg guide "Cable Penetration Fire 
Stop Qualification Test for Nuclear Power Plants" & value 
impact statement Copies of IEEE 8td 634-1978 end. Comments 
fc recommendation* requested, 

ARLOTTA* 0. A Division of Engineering Standards 79/03/12, lp 


7903290093 Draft 1 of proposed reg guide "Cable Penetration Fire Stop 
Qualification Test for Nuclear Power Plants " Will provide 
guidance for establishing std type test for qualifying cable 
penetration fire stop* when mounted in rated fire barriers 
a Division of Engineering Standards, 79/03/01 7pp 


7903290098 Value impact assessment supporting "Cable Penetration Fire 
Stop Qualification Test for Nuclear Power Plants " 

« Division of Engineering Standards 79/03/01 13pp 

7903290105 "IEEE Std Cable Penetration Fire Stop Qualification Tes.t " 
* institute of Electrical 6 Electronic Engineer* 70/04/19 
10PP 

7903390142 SECY-79-73A 

Recommends Commissioners approve issuance of license for 
Mitsui h Co to export low enriched U to Japan subj to 
resolution of questions raised by Commissioner Bradford 
9HEA, J R Office of International Programs 79/02/28 3pp 


7903290144 Application for Mitsui h Co tu export 52 kg U-235 to Japan 
Statement of end use encl 

NOHARA, T Mitsui h Co , Ltd MDK-H2R1 79/02/20 Gpp 


7903290147 Requests license to export 52 kg U-233 to Japan 
NAHARA, T Mitsui h Co , Ltd 76/02/20 2pp 


7903290135 Confirm* telqon on 780929 U requests amend uf Section Bib) 
of export licenses XSNM-1272, XBNM-1276 U XSNM-1203 to 
increase nominal enrichment max 
MDNDEN.T Mitsui * Co , Ltd 70/09/29 lp 


79032901 BO 8ECY-79-140 

Informs Commission of receipt of license application 
Requests staff be advised of any particular issues or info 
that can be included In staff analysis Application & end use 
statement end 

SHEA, J R Office of International Programs 79/02/26 5pp 


7903290102 Forward* BAW-10 140, " Vibrat i on Analysis Measurement & 
I nsp Programs for Prototype Reactor Internal* 
for BhW's 205-Fuel Assembly Plants " This is nonprop i etary 
version of DAW-10I40P 

TAYLOR* J H Babcock & Wilcox Co 79/03/09 lp 


7903290105 DAW-10140 

"Vibration Ana 1 y s 1 s * Mea tu rement U Insp Programs for 
Prototype Reactor Internals for B&U '» 205-Fuel Assembly 
Plants " 

THOREN* D E , HARRIS, C E Babcock S< Wilcox Co 79/02/2D 97pp 


7903290190 "Physics Analysis pf PDF Test RfA (Reactivity Initiated 
Accidents) i-3 (Pacific Northwest Labs Hardware) " 

QTTEU1TTE* E H , SCOTT, A. J , HACKS, G R Idaho National Engineering 
Laboratory FIN A-6037 79/03/13 03pp 


7903290204 Forwards DAW-101 1 9A. ''Power Peaking Nuclear Reliability 
Factors," NRC approved nenpropr i etary version 
TAVLORiJ H Babcock & Wilcox Co 79/02/2B lp 


7903290205 DAW-101 19A 

"Power Peaking Nuclear Reliability Factors. M nonproprietary 
version 

HAS8AN*H A * PEQRAM, J W , MAYS, C U Babcock * Wilcox Co 
79/02/20 200pp 


7903290207 Informs of final disposition of documents released in 
Qaidekas vs NRC FOIA Dasdeka* has no objection to release of 
760902 memo to FQ1A file Name deletions have been made in 
text of two other documents (760929 memo U 760723 rept) 

CHOPH.O. M E Office of the Oeneral Counsel 79/03/21 ip 


7903290209 Encl documents are being released by NRC to settle Basdekas 
lawsuit Document* 2 It 3 should be placed in his FOIA file by 
790319 Document 1 should be withheld from public files until 
Qasdekas reviews it Will notify re availability 
CHOPKD, M E, Office of the General Counsel 79/03/19 lp 


7903290214 Unable to find any basis foT criminal charge* in allegations 
made by D Dasdekas Full rept will be made when investigation 
is complete Recommend* meeting w/Basd* fca* before formulating 
plan of action 

QTOIBERiC R Office of the Oeneral Counsel 76/09/02 4pp 


7903290220 Discuste* 760904 Itr from D Dasdekas to GPc of Oeneral 
Counsel * wh ich list* six matters that Basdekas feels give 
rise "to reasonable suspicion of criminal conduct " 

STOIBER* C R, Office of the General Counsel 76/09/29, Gpp 


7903290233 Provides conclusion* of Dfc of Inspector i< Auditor in 
Qasdekas matter Electric* Instrumentation & Control Sy* 

Stanch personnel evaluations conducted until Feb 1976 did 
not assure mutual understanding 

* Office of Inspector & Auditor 76/07/23 2pp 


7903290222 Forwards application for export license 

DAHL8TR0M* C 0 We*tlnghou»e Electric Corp 79/03/19 lp 



7 r 032 90226 License application 
Spain 

DA.HL5TR0.Mi C <3 Wes t ingh ouse 


fon Mestinghouse to export 
Electric Carp 79/03/19 


Of -252 to 
lp 


7903290297 Amend 9 to CESSAR has been 
withholding approved (raf 10CFR2 790 
STELLO, V Assistant Director for 


rev i awed 
) 

Rea 1 1 or 


U request for 
Safety 73/05/06 


lp 


7903230240 Forwards set 
requested be filed In 
from Strauss to NRC It 
doc urn ants 

CHILK. S J Office of 
i* 


of documents which Ofc of General Counsel 
PDR Includes portions of 760929 memo 
various Ofc of Inspector Audit Rept 

the Secretary of the Commission 70/07/31 


7903290307 Recommends a meeting w/C-E to discuss problems re computer- 
based protection sys Forwards list of questions it positions 
resulting from CESSAR review List withheld (ref 10CFR2 7901. 

C-£ has not demonstrated compliance capability 

STELLO, Assistant Director for Reactor Safety 73/05/06 

3pp 


7903290247 Summary of 76Q90J meeting between CR Bto ( b en As s i * tant 
General Counsel e< J Calvo, Electric, Instrumentation It Control 
Sy» Branch (EICSB> re possible criminal violations within 
El CSB 

CALVO.J Division of Systems Safety STOIBER.C R Office Q f the 
General Counsel 76/09/01 7pp 


7903290320 Proposes that J Calvo be considered fo-r a "Superior 8vc 
Award*' for his special contribution to protection of public 
health & safety Calvo independently developed questions on 
CESSAR application w/supporting documentation 

TONDIjD Office of Nuclear Reactor Regulation 75/05/06 2pp 


7903290243 Summary of 760913 meeting between CR Sto i b er, As s i s tant 
General Counsel & J Smi th, Electric. Instrumentation it Control 
Sys Branch (E1CSB) re problems associated w/D Basdekas 
SttlTH/J Office of Nuclear Reactor Regulation STO I DER, C R 
Office of the General Counsel 76/09/13 4pp 


7903290233 Summary of 760916 meeting between CR Btoiber, Assistant 
General Counsel & E Marinos. Electric. Instrumentation it 
Control Sys Branch (EICSB). re possible criminal conduct of 
□ Batdekes & E Marinos 

MARINOS, E Office of Nuclear Reactor Regulation STOIDER, C R 
Office of the General Counsel 76/09/16 0pp 


7903290237 Requests list of possible generic work activities over next 
two months Also requests to know whereabouts 
HE I NEMAN, R E Division of Bystems Safety 76/09/10 lp 


7903290265 Refutes 760914 memo re performance S. intolerable attitude 
Lists possible assignments for approximately 2 month# 
duration 

ttARINDS, E C Division of Systems Safety 76/09/13 3pp 


7903290250 Forwards application for export license 

HEltSCH, NH Westinghouse Electric Carp 79/03/19 lp 


79032902S4 License application for Kestinghouse to export one moveable 
incere detector to France, 

HEflSCH, h 11 VJestinghouse Electric Carp 79/03/19 2pp 


7903290233 Forwards application for export license* 
MATSON. V Transnuc lear, Inc 79/03/20 lp 


7903290333 Forwards Joint Grievance &c Privacy Act Author concludes he 
was improperly eva 1 uafc e d , thu s precluding his effective 
performance of safety functions 

MARINOS. EC Reactor Systems Standards Branch 76/05/li. Ip 


7903290237 Comments on proposed reg guide "Qualification of GA Program 
Audit Per * onne 1 for Nuclear Power Plants, " dtd Feb 19 
Believes Introduction is unclear in specifying either design 
it const phase or safety-related tyt phase 
DALTRQFF.S L Philadelphia Electric Co. 79/02/28 Ip 


7903290295 Requests enclosed list of points be sent to applicant to 
be covered in supplemental info submittal 

SCARANO, R A Division of Fuel Cycle it Material Safety 7*7/03/01 
If 


790329029B License for Edlou Inti Co at agent for Marubeni Canada Ltd 
to extend expiration date from 790401 to 800401 

ORLINQER, 0 0 Assistant Director for Export/Import & Inter national 
Safeguards 79/03/21 tp 


7903290302 License for Exxon Nuclear Co, Inc to export fuel assembly 
hardware consisting of Zircaloy tubing & end caps, inconel 
plenum spr ings, insu 1 ator discs, tie plates it skeleton sets to 
West Germany 

OFLINGER.G 0 Assistant Director for Expert/Import it International 
Safeguards 79/03/19 ip 


7903290306 Comments on proposed Reg Guide 10,8 objects tp Items 1, 4b 
k 6 of App 1 re area survey procedures Believes low range 
survey meter is preferable to "thin window'* survey meter. 

DETTRIDQE, JE Affiliation Unknown 79/03/01 lp 


7903290262 License application 
2 700 kg U308, 2 206 kg U it 2 
MATSON. V Tran snuc 1 ear » Inc 


for Transnuc leer, Inc to export 
058 kg U233 to West Germany 
79/03/21 3pp 


7903290310 License amend for QE to extend expiration date from 790501 
to 820501 6 to delete Condition 1 on Pag* 2 of license 
OPLINOER.Q 0 Assistant Director for Export/ Imp or t & International 
Safeguards 79/03/19 lp 


7903390260 Forwards comments by J Johnsrud re proposed rule 10CFRI 
inequity re short filing deadlines pervades all proceedings 
before NRG 

BOOMS HA, 0 L Environmental Coalition on Nuclear Power 79/02/19 
iff 


79032903-13 License foT Marubeni America Corp to export specially 
designed or prepared parts fe components to Japan 

OPLINGER, 0 G Assistant Director for Export/ Import it International 
Safeguards 79/03/19 lp 


7903290266 Forwards 
HUSO, H Marubeni 

»P 


application for export license 
America Corp (subs of Marubeni Corp 


79/03/20 


7903290321 License amend for United States 
expiration date Prom 790301 to PQ0301 
OPLINOER, 0 G Assistant Director for E 


Safeguards 79/03/21 lp 


Radium CoTp 
xp ort/ Import 


to extend 
it International 


7903290269 License application for Marubeni America Corp to export 
U02 powder to Japan 

KUHO.H Marubeni America Corp (subs of Marubeni Corp > 
79/03/20 2pp 


7703290325 License for QE to export two velocity limiter castings to 
Japan. 

OFLINGER, 0 G Assistant Director for Exp ort/ Import it International 
Safeguards 79/03/19- lp 


7903290271 Comments on proposed rule 10CFR73 55 opposes NRC-impo»ed 
-gatehouse security processing of regular employees & hand- 
carried packages Considers rule harrassment, demoting, 
counter-productive it psychologically damaging 
KRUEGER, 0 E Affiliation Unknown 79/02/20 3pp, 


7903290276 Comments on proposed reg guide I, value Impact statement 
4VI81 qualification of GA program audit personnel for 
nuclear power plants VIS is unsatisfactory !< does not 
address real issues, V1B must be improved before NRC can act 
CHERMYERr W D Affiliation Unknown 79/02/28 lp 


7903290292 Topical rept evaluation of CENPD-172 (nonproprietary)* 
"Plant Protection Sys w/ integrated Automatic Test Sys, " dtd 
■Jan 1975 Concludes rept not acceptable ref in support of 
penalt or license applications 

IPPDLITQiT A Operating Reactors Branch 3 75/05/06, 2pp 


790329O32B License for General Atomic Co to export six Jon chamber 
amplifier* it comparators, sel smi c testing equipment for 
acceleration & 20 equipment operating manuals to South 
Korea 

OPLINGERiO 0. Assistant Director for Export/Import & International 
Safeguard • 79/03/19 lp 


7703300002 Notification of contract * x ecut 1 on, Mod 1 to "Safeguards for 
Kigh Level Waste Repositories " Contractor Science 
Application!, Inc 

MENC2ER*W B Technical Assistance Contracts Branch. FIN 

B-6376-9. NRC-02-7 9-033 79/03/19 lp 


7903300004 Mod t, changing project officer to "Safeguards Pot High Laval 
Hast* Reppsitorias 11 

DOUGHERTY, D J Division of Contracts. FIN B-6376-9 79/03/19 

lp- 


7903290291 Forwards topical rept evaluation of CENPD-172 
(non-propr i etary 3 

1PPDL1T0, T A Division of Systems Safety CENPD-172 75/05/06 

|R 


7903300009 Requests Executive Branch position re Traitsnuc liar, Tnc 
application foT license to export 12,283.11 kg U to Franca. 
OPLINGERiO 8 Assistant Director for Expor t/Impor t fc Internet 1-onal 
Safeguards 79/03/22 ip 


3<»2 NONDOCKETED ITEMS 


7703300014 Requests Executive Branch position re Tranjmtc leeri Inc 
application for license to export -special nuclear matl to 
West Germany 

G05SICK, L V Office of the Executive Director for Operations- 
79/03/26 Ip 


7703300016 Notification of contract e x ecuti on. Had 2 to "Audit 
Calculation of Exxon & U Critical Heat Flux Correlation " 
Contractor GA Inst of Technology 

HENCZERi H D Technical Ass l stance Contracts Branch FIN B-65S5 

NRC-03-78-67 1 79/03/19 ip 


7703300054 Asks questions re 08 policy on nuclear exports to Taiwan, 
based on 790103 briefing Requests definition of Taiwan 
nationhood U govt, status of IAEA & validity of safeguards 
assurances Requests r peon f l rma fc i on of views on exports 
KENNEDY- R T Commission 77/02/02 3pp 

7903300060 Comments on proposed Reg Guide 10 8 believes that 
sensitivity requirement for area wipe tests are too low tD 
be practical & extra equipment would be too expensive 
Proposes setting level at 100 counts per minute 
MCINTIRE-C Affiliation Unknown 79/02/14 lp 


7903300017 Hod 2- extending period of performance to "Audit Calculation 
of Exxon & DfcW Critical Heat Flux Correlation " 

DOUGH TER Y- D J Division of Contracts FIND-6555 79/03/19 

IP 


7903300069 Ac k receipt of 70H3Q 1 tr Forwards documents on generic 
safety issues program & systematic evaluation program W/o 
one 1 

KENNEDY, R T Commission 79/01/03 lp 


7903300018 Requests Executive Branch position re General Atomic Co 
application for license to export addl 1,970 g U 

QPLINQERiG G Assistant Director for Ex port/ImpOT t S< International 
Safeguards. XSNM-832 79/03/26 Ip 


7903300074 Requests to be placed on distribution list for all manuals, 
compilations & repts re generic safety issues program L 
systematic evaluation program 

BALDWIN, A Friends of the Earth 78/11/30 Ip 


7903300020 Notification of contract e x ecu t i on- Mod 7 to "Stenographic 
Reporting Svc " Contractor Ace Federal Reporters. Inc 
WIG0IN9, E Administrative Contracts Branch FIN B-13U 

NRC-17-77-117 79/03/22 lp 


7903300073 Comments on proposed Reg Ouide 10 0 objects to need for wipe 
tests in overage nuclear medicine dept Believes wipe test 
sensitivity should be deleted or raised 
ANTHONY, L S Affiliation Unknown 79/03/01 lp 


7903300023 Mod 7, increasing funding to "Stenog rap h i c Reporting 
Svc " 

HATHA, M J Administrative Contracts Branch FIN Q— 1311 

NRC-17-77-177 79/03/25 Ip 


7703300084 In response to ap p ea 1 , ex p 1 a i n a that requested info is 
withheld (ref 10CFR2 790) Denials may be appealed to 
Executive Director for Operations 30 days from receipt 
of 1 tr 

FELTON, J M Office of Administration 79/03/13 2pp 


7903300028 Forward s petition for rulemaking & comments on amend to 
10CFR21 

ROISMAN, A Z Natural Resources Defense Council 79/03/02 lp 


7703300034 Forwardi registration for October conference in Nice. France, 
of Inti Scientific Forum on Energy for Developed S< 

Developing Countries 

KENNEDY, R T Commission. 79/03/14 lp 


7903300035 Expresses thanks for briefing on waste Isolation pilot 
project 

KENNEDY, R T Commission 79/03/12 lp 


7903300036 Act receipt of 790109 Itr to Chairman Hendrie-NRC does not 
anticipate NRC-initiated review of passive containment sys , 
prior to end of CYQO 

LEVINE, Q Office of Nuclear Regulatory Research 79/02/09 lp 


7903300052 Responds to NUREG-0438, “Flan for Research to Improve Safety 
of LWR ' s, " re potential contribution of passive containment 
sys developed by Nucledyne 

FALLB, 0 B NucleDyne Engineering Corp 79/01/09, 21pp 


7903300089 Ac k receipt oP 781229 ltr outlining plans for AL I -ABA course 
on nuclear reactor export regulation Will attend session on 
790327 

KENNEDY, R T Commission 79/01/03 lp 


7903300091 Wishes to confirm recipient as luncheon speaker on 790328 at 
AL I -ABA course on nuclear export regulation 

GREEN, H P Fried, Frank, Harris, Shriver It Kampelman 78/12/29 

2pp 


7903300094 Explains responsiveness of probabilistic analysis staff to 
recommendations of Risk Assessment Review Group Rept 
(NUREG/CR-0400 ) Believes programs are making progress 
towards more reliable risk estimates 

LEVINE, S Office of Nuclear Regulatory Research 79/03/13 2pp 


7903300096 Ac k receipt of "Exploring Nuclear Futures " 
KENNEDY, R T Commission 70/12/29 lp 


7903300106 Forwards "Exploring Nuclear Futures," final rept of 
700803-19 study group meeting in CO 
* Stanford Univ 70/11/30 lp 


7903300039 Informs of proposed NRC regulation expanding definition of 
"Interested persons" u/whom of f-the-recoriJ discussions are 
prohibited 

KENNEDY, fl T Commission 79/03/03 lp 


7903300044 Tape of briefing by COE on status of Inti Fuel Cycle 
Evaluation (INFCEJ shfauld be withheld until evaluation Is 
concluded <ref 10CFR9 10B(c) h 10CFR9 104 (a)U)> 

CHILKiB J Office of the Secretary of the Commission, 79/03/01 

ip 


7903300045 Expresses thanks far hospitality extended during visit to 
MIT 

KENNEDY, R T Commission 79/02/21 lp 


7903300046 Expresses thanks for hospitality extended during visit tn 

MIT 

KENNEDY, R T Commission 79/02/21 Ip 


7903300047 Tape of discussion of personnel matter dfcd 790228 withheld 
from disclosure (reP 10CFR9, 10QL 

CHILK, B J Office of the Secretary of the Commission 79/02/28 
IP 


790330004B Informs that due to change of plans, J Keppler will replace 
author as speaker at symposium 
KENNEDY, R T Commission 79/01/12 lp 


7903300053 Forward* speech by B Wolfe -delivered at Atomic Industrial 
Forum conference W/o end. 

WOLFE, B General Electric Co 79/01/26 Ip 


7903300110 Ac k receipt of Cottrell U Hahn rept on naval race pr arms 
control in Indian Ocean 

KENNEDY, R T Commission 78/12/26 Ip 


7903300121 Forwards study on military situation in Indian Ocean 

BARNETT, F R National Strategic Information Center, Inc 7G/12/IG 
lp 


7903300112 Comments on ACRC subcommittee meeting Project Is worthwhile, 
hut sees danger of mechanical process discouraging exarci*e 
of judgment re seismic design chain 
WHITE, M P Affiliation Unknown 79/01/12 lp 


7903300126 Expresses thanks for assistance in area of reactor safety 
KENNEDY, R T Commission 78/12/11 lp 


7903300129 Ac k receipt of draft results of deliberations at Airtia on 
proliferation question 

KENNEDY, R T Commission 7B/12/11 lp 


7903300136 Forwards Commissioner Kennedy's speech before Southern 
States Energy Board presented in June 1978 
8ER1ERT, CW Commission 7B/12/07 lp 


7903300140 Requests text of Commissioner Kennedy's speech before 
Southern States Energy Board in PR 
CLARK, B Affiliation Unknown 70/11/30 lp 

7903300167 Informs of successful completion of sea trial of UBSNY, the 
73d nuclear powered attack submarine in the Navy 
R ICKOYEft » H Q Navy, Dept of 78/11/21 Ip 
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7903300170 Forward* two previous ltr& dated 700914 U 7B0525 fc ack of 
receipt St»ll *n need of info requested in 700323 ltr 
DAILEY, L L Fischer fc Porter Co 77/02/26 lp 


uu 1 1 tmo 

7903300236 License for G£ to export 2 49 kg pu & 61 Kg U to 
France 

OP LINGER r 0 0 Assistant Director for Export/ Import fc International 
Safeguard* 79/03/22 2pp n. c »un« 4 


7903300397 Forwards copy of 7B0525 ltr for which -no reply has been 
received Info requested is urgently needed in order to 
qualify equipment for application in nuclear power plant 
operations 

DAILEY. L L Fischer fc Porter Co 70/07/14 lp 


7903300244 Congratulates on successful c«a trials ui/submarine USE 
Birmingham 

KENNEDY. fl T Comm is* ion 78/11/15 lp 


7903300211 Ack receipt of communication d fcd 7B0525 
a Docketing & Service Branch 70/09/20 ip 


790330Q24B Reports on successful a * a tests of nuclear submarine U8S 
Birmingham. 

FUCKQVER.H 0 Navy, Dept of 70/10/10 lp 


7903300227 Requests further info re Reg Guide 1 99 Specifically 
requests a guide detailing seismic test requirements for 
Category J 

DAILEY, L L Fischer fc Porter Co 70/OSV25 lp 


7903300 1 7 1 Regret* inability to attend Forum in Miami 
KENNEDY, R T Commission 70/11/20 lp 


7903300179 Expresses thank® for invitation to participate in Utility 
Regulatory Conference 

KENNEDY, R T Commission 78/11/29 lp 


7903300191 Expresses thanks far talk given by recipient at Utility 
Regulatory Conference 

WOLFE, E E Management Research Associates 79/10/12 ip 


7703300106 Ack receipt of papers presented during annual AIF meeting 
KENNEDY, R T Commission 70/11/27 lp 


7903 300 1 72 Ack receipt of AIF waste mg t study group rept 
KENNEDY, R T Commission 70/11/27 lp 


7703300195 License for Teledyne Wah Chang Albany to export 2,670 kg of 
Iircaloy-4 tube shells to West Germany 

Of LINGER. 0 0 Assistant Director for Ex port/imp art fc International 

Safeguards 79/03/23 lp 


7903300179 License for Teledyne Weh Chang Albatiy to export 2, 678 \ g of 
2iTi#loy*~4 tube shell* to West Germany 

OPLINGER.G 0 Assistant Director for E x p ort / Import fc International 
Safeguard* 77/03723 lp 


79O33-0-Q2Q3 License for Teledyne W*h Chang Albany to export 65 lb of 
Zircaloy tubes to Canada 

OPLIN&ERiQ 0 Assistant Director foT Exp ort/ I mpor t fc Intern at i ona S 
Safeguard* 77/03/23 ip 

7903300209 License for Westinghou** to export 3 compensated icmlntion 
chambers, ty pe WL-23944, to France 

DPLIiNOEfl.O 0 Assistant Director for Ex p or t/ Import 6 I nter nat i ona 1 
Safeguard* 77/03/23 lp 

7903300210 License for Teledyne Wah Chang Albany to export 2,670 kg of 
Zlrcaley-4 tube shell* to West Germany 

OPHNOER, G 0 Assistant Director for E*p ort/I/npor t fc International 
Safeguard* 79/03/22 Ip 


7903300251 Ack receipt of Energy Law Guide & monograph* 
KENNEDY, R T Commission 7B/U/15 lp 


7703300296 Forward* first edition of Energy Law Guide fc two monograph* 
ROW DEM, H A Fried. Frank, Harris, Shriver fc Kemp e) man 70/10/06 

2pp 


7903300253 Ack receipt of 790123 1 tr, WflC ha* not withdrawn support of 
WASH-1400, but ha* accepted Lewis R ep t Suggest* discussion 
w/PE McGrath, Probabl 1 ietic Analysis fltaff,r* misgivings 
about WASH- 1400 method* 

LEVINE, B Office of Nuclear Regulatory Research 77/03/02 |p 


7703300261 Expresses reservation* re methodology of 1771 Rasmussen 
Flept A* public *vc, offer* oral presentation r« pertinent 
finding* & conclusion* 

TAT6CH, J H TaUch Associate* 77/01/23 lp 


7903300259 Accept* invitation to speak at seminar on 790212 Will not 
comment on merit* of Beabrook 
KENNEDY, fl T Commission 7B/11/09 ip 


7903300284 Request* Executive Branch position re US Radium Cor p 
application for license to export tritium to Condition 2 
countries Forwards ltr providing clarification of various 
end use* it end ifiers of tritium W/o end 

0PLIN0ER,G 0 As* i * tent Director for Export/Import & International 

Bsfeguard* 79/03/19 lp 


7703300325 Confirms 790312 discussion re Topical Rept DJNPQ-IOl, 
"Performance fc Safety Feature* of Byron Jackson Primary 
Reactor Coolant Pump it LWR 1 * " Hopes for prompt NRC 
attention 

ADAMS, J P, Dorg~Warner Corp , Byron Jackion Pump Div 77/03/14 
»P 


7903300331 Forwards for *taff review App BJNPG-201 to topical rept 
DJNP0-101 for C-E Sy* 00 W/o tfnc 1 

MEARE8, A D Dorg-Warner Corp , Byron Jackson Pump Div 77/03/21 
lp. 


7703300337 Forward* responses to NRC question* from 790320 meeting re 
final geological rapt on test reactor Duggests 
representative* of QC it NRC meet at earliest possible date 
to resolve relevant issue* 

DARK I TZEL, R , W General Electric Co. , Nuclear Energy Product* Div 

77/03/27 L2pp 


7903300213 License for Teledyne Wah Chang Albany to export Hi 678 kg of 
Iirceloy-4 tube shells to Switzerland 

QPLINOER, G 0 Assistant Director for E x po r fc/ Import U International 
BafeguaTds 79/03/22 Ip 


7903300214 License for Wesfcinghouse to export 1 compensated icnixatlon 
chamber, type WL-23944 to Franca 

OPLINGERi 0 G. Assistant Director foi G x p o rt/ Ixnpor t fc International 
Safeguards 79/03/23 lp, 

79-03300210 License Amend 2 for Monsanto Research Corp, Extends licens* 
expiration date from 770401 to 791001 

GP LINGER, G 0 Assistant Director for Export/Imp ort 4c Int erna t i one 1 
Safeguard* 79/03/22 lp 


7703300220 License for Uostinghouse to export 0123 g U-233 to 
flwi t ifrland 

CPL I MGER, <? 0 Assistant Director for Export/Import fc International 
Safeguard* 79/03/22 2pp 

7703300224 License for Edlow Inti Co to export 404 51 kg U-235 to 
India 

SHEA, J R. Office of International Programs, 79/03/23 2pp 


7903300362 Forward* App BJNPa-EOl to UJNPO-lOi re C-E Sy* BO 

ME ARES, A D Dorfi-Wernar Corp < Byron Jackson Pump Div 77/03/22 

lp 


7903300365 BtMPQ-BOl 

Appendix BJNPQ-201 to BJNP0-1GI re C-E Sys 00, to qualify 
performance fc safety feature* of Byron Jackson primary 
reactor coolant pump 

* Rorg-Warner Corp , Byron Jackson Pump Div 79/03/22 2Bpp 


7903300300 Forward* info re removal of control rod drive ICRDl return 
1 lne. Concludes that CRD sye to provide water to reactor 
vessel l* not significantly affected by removal of CRD 
return line 

SHERWOOD, 0 0 General Electric Co rjfuclear Energy Product* Div NFN 
O02-79 79/03/14 I9pp 


7903300371 Request* Executive Drench petition re Byron Jackson Pump Div 
application for license to export part* fc component* to 

0PLINGER,G 0 A* * 1 *tant Director for Export/Import it International 
Safeguard* 79/03/20 lp 


7903700231 Licence for Teledyne Wah Chang Albany to export 2,678 kg of 
1 1 r c a loy-4 tube shells to West Germany 

OPL 1 N0ER • 0 G. Assistant Director for Expor t/Imj> art fc int e rna t i ana 1 

aeffrjtuarrf* 79/03/23 lp 



NONDOCKETED ITEMS 


7903300397 Request* Executive Branch* position re Embassy of Spain 
application for license to export special nuclear m-a t 1 to 
Spa 1 n 

00S8ICK.L V Office of the Executive Director for Operations 
79/03/20 Ip 


7903300401 Requests Executive Branch position re Nisshe-luai American 
Corp application for license to export heavy water to Japan 
GD5S1CK,L V Office of the Executive Director for Operations 
79/03/19 Ip 


7903300405 Transcript of Subcommittee on ECC5 790320 meeting in 
Los Angeles, CA Pp 310-543 Presentation end 

PLESSET, M * OKRENT. D i ETHER INGTON- H ACRE - Advnory Committee on 
Reactor Safeguards 79/03/20 400pp 


7903300491 Transcript of Subcommittee on ECCS 790319 meeting in 
Lot Angeles, CA Pp 1-317 Presentation by LASL end 

PLESSET, M . OKRENT > D , ETHER INGTGN, H ACRS - Advisory Committee on 
Reactor Safeguards 79/03/19 440pp 


7903300496 License for Union Carbide Carp to import 7 33 lg highly 
enriched U from France 

OPLINGER, 0 C Assistant Director for Export/lmport & International 
Safeguards 79/03/26 2pp 


7903300501 gummary of 790301 meeting w/vendors 6 utils re ATWS 
questions issued by NRC on 7902IS 

THADANI„A C Reactor Systems Branch 79/03/DI 6pp 


7903300504 Responds to 790303 ltr from D Sherman re Reactor Safety 
Study it UCS concerns Forward* 790110 memo from Chill to 
Qossick “Staff Actions Regarding Risk A* * es s ement Review 
Group Rapt ” 

OOSSICK.L V Office of the Executive Director for Operations 
79/03/22 3pp 


7903300310 Ac k receipt of 790102 ltr forwarding WCAP-9390, "Steam 
Generator Retubing & Ref urb tshment" for review as topical 
rept Tentative completion date is Oct 1979>max fee will be 
sisiud upon completion of review 

SCHNENCER, A Opera ting Reactors Branch i 79/03/00 lp 

7903300512 Respond* to 790129 inquiry re ltr by M Mullikip Forwards 
NUREQ-0268 States NRC fees are designed to cover cost of 
reviewing license applications or performing radiography 
program lnsp Believes charges are fair W/o end 
GOSSICK, L V, Office of the Executive Director far Operations 
79/03/21 3pp 


7903300313 NUREG/CR-Q604 

'’Bubble Behavior in LMFOf? Core Disruptive Accident*, 0 annual 
rept for Oct i977~0&pt 1970 

£RDMAN,C A , REYNOLDS, A B . BRADLEY, D R Virginia, Univ of FIN 
B-5A16 79/03/31 lOOpp Available at NTIS 


7903300 321 Proposes agenda for first meeting of Committee pii 
Performance Testing of Personnel Dosimetry Invites 
recipient to attend Ltr* from NRC & Natl Bureau of Btds 
end 

CAMPBELL, G W Lawrence Livermore Laboratory 79/02/16 3pp 


7903300326 Suggests establishing overview Committee for Personnel 
Dosimetry Perf orManee Testing Program a* an independent 
group u/o govt affiliation 

ALEXANDER, R E Occupational Health Standards Branch 70/09/06 

3pp 


7903300332 Summary & discussion pf 701218-19 meeting of Aerosol Release 
I< Transport Review Qroup Forwards agenda it notes for 
present* 1 1 on 

LARKINS, J T Division of Reactor Safety Research 79/03/09 
U3pp 


7903300336 ’’Improved Models for Gravitational Colli*ion Efficiency 
LOYLKArB K , PERTMERrG A , TUTTLE, R F Missouri, Univ of 
NRC -04-7 7-030 78/12/19 i32pp 


7903300540 Summary of comments I* suggestions re 701318-19 meeting 
Statistical approach needed to quantify particle 
distribution * i zb. Cons i derat i on needed in theoretical 
description of experiments 

CASTLEMAN, A W Colorado, Univ of, Denver 79/02/03 2pp 


7903300544 Comments on 7B121B aersol release it transport group meeting 
Lack of time dependence for U308 aerosol mean si 2 t in vessel 
when measured u/spiral duct centrifuge Direct measurements 
of aerosol mat! would give more explicit data 

GIE8EKE, J A Battelle Memorial Institute, Columbus Laboratories 
79/02/06 7pp 


7903300548 Comments on 781218-19 aerosol release 6 transport meeting 
Ranges of sensitity study variables not broad enough to 
cover postulated line of assurance scenarios Experimental 
verification work poorly conducted 

HUANG, T C General Electric Co YL-S86-70301 79/01/24 gpp 


7903300531 Comments on 7S121B-19 aeiosol release L transport meeting 
Accident scenarios need to be defined better to benefit 
research Outside reviewers requested to comment if research 
programs are not published 

ALLEN, M Battelle Memorial Institute, Pacific Northwest 
Laboratory 78/12/20 lp 


7903300554 Comments on 781210-19 sersol release t< transport meeting 
Good comparison will be obtained between calculated & 
measured results if correct source is used as Input 
GARNER, P L Argonne National Laboratory 79/01/17 2pp 

7903300357 Comments on 781210-19 review meeting Sue distribution 
function measurements should bo conducted w/use of 
centrifuges 6 cascading impactor* High temp grease should be 
used for impactor slides coating 

SHAW, D T New York, State Univ of, Buffalo 79/01/05 3pp 


7903300560 Comments on 781218 Aerosol Release 6 Transport Review Group 
meeting Experimental 6 theoretical cases needed to be 
verified Battelle parameters not all mutually independent 
LOYALKA, S K Missouri, Univ of 79/01/29 2 pp 


7903300541 Forwards NUREG-0531, "Investigation & Evaluation of Street 
Corrosion Cracking in Piping of LWR Plants” 6 notice of 
issuance W/o end 

EISENHUT, D Q Assistant Director for Systems £< Project* 

79/03/19 Ip 


7903300549 Forwards NUREG-0331, ’’Investigation 6 Evaluation of Stre** 
Corrosion Cracking in Piping of LWR Plants" b notice of 
i ssuancc W/o one 1 

EJSENHUT,D G Assistant Director for Systems U Projects 

79/03/13 lp 


7903300553 Notification of contract e x ecuti on, Mod 1 to "Workshop on 
Proposed Rule for Alternative Sites " Contractor 
Mitre Corp 

WIGGINS, E J Administrative Contracts Branch NRC-03-79-I2B 

79/03/23 lp 


7903300559 Mod 1, making administrative type changes to scope of work to 
0 Work shop on Proposed Rule for Alternative Sites " 

MATTIA. M J Division of Contracts 79/02/23 2pp 


7903300556 Draft Reg Guide 7 9, "Std Format & Content of Part 7t 
Applications for Approval of Packaging of Type B (Large 
Guantity) & Fissile Radioactive Matl " 

* Office of Standard s Development 79/03/29 36pp 


790330055B License application for Byron Jackson Pump Div to export 
specially designed or prepared parts 6 components for 
reactor primary coolant pumps to Japan 

NORTON, J F Borg-Warner Corp , Byron Jackson Pump Div 79/D2/23 

2pp 


7903300361 Ack receipt of NRC 790212 ltr re C-E comments & NRC 
recommendations on NUREG-0460 Vnl 3 it furnishes addl 
comments Believes NRC has misused risk assessment to provide 
support for its recommendations for ATWS 

SCHERER , A E Combustion Engineering, Inc ID-79-014 79/02/20 

3pp 


7903300567 Last pages of Northern CA Power Agency discovery will be 
forthcoming shortly This completes response to POLE 
question* it data request* & util production in proceeding 
Six-city discovery process is in last stages 
ADRAGNA, J M, Spiegel fcMcDiarmid 79/02/27 2pp 


7903300377 Accepts proposed agendas, dtd 790206, for meeting* of Std 
Problem Workshop & Working Group on Emergency Core Cooling 
in Water Reactors Provides comments indicating planned 
participation 

MARTIN, R E Division of Systems Safety 79/03/14 3pp 


79033003BO Forward* proposed agenda for Committee on Safety of Nuclear 
Installations scheduled at INEL on 790619-22 
PHILLIPS, L E. Analysis Branch 79/02/02 3 P p 



7903300305 Advises that IE Bulletin 79-03. "Longitudinal Weld Defects 
in ASHE BA-312 Type 304 Stainless Steel Pipe Spools 
Manufactured by Youngstown Welding t< Engineering Co" was 
sent to listed licensees on 790312 

PAPPAS. H Region 3, Chicago. Office of the Director 79/03/13 

2j>p 

7903300592 Forwards Draft 1 of proposed Revision 1 to Reg Guide J 131* 
"Oua 1 i f lcati on Tests of Electric Cables & Field Splices for 
Light-Water-Cooled Nuclear Power Plants. “ value impact 
assessment U public comments Guide u/draft mods encl 
ARLOTTO. 0 A Division of Engineering Standards 79/03/00 9pp 


7903300597 Value impact assessment of proposed Revision 1 to Reg 8ui 
1 131. "Qualification Tests of Electric Cables 4: Field 
Splices for Li g h t-Wa t er-Co o 1 ed Nuclear Power Plants*’ w/1977 
public comments 

* Office of Standards Development 79/03/QB 20pp 


79D3300995 Responds to NilC 7B1020 request Provides reactor coolant 
pump overspeeds following postulated LDCA's for By* GO 
design 

SCHERER. A E Combustion Engineering. Inc LD-79-017 79/03/07 

4PP 
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ACE Federal Reporters* Inc 7903300534 50-556 

Bechtel Power Corp (subs of Bechtel 790322G361 50-354 

Corp- ) 

Blacl te Veetch 7903060471 


Drown ti Root Cot p < subs of Halliburton 

7903066467 

7903260065 


Corp ) 

Centennial Systems. Inc 

7903120220 


C F Braun t> Co 

7903240168 

50-532 


7903290165 

50-532 

Chen U Associates Int 

/902270140 

40-22^9 

Creare* Inc 

7903120007 


Dames t* Moore 

7903200154 

7903150155 

7903210074 

40-3453 


*903210067 

40-3453 

D’Appoloma Consulting Engineers. Inc 

790J230215 

40-1162 

Dunegan/Endevc o 

7903140609 


Ebasco Services. Iik Caubs, off Enserch 

7903060700 


Corp > 

EO Z< 0. Inc 

7903140607 


Factory Mutual Research C-orp 

7903160311 

7903160208 

7903020117 

7903260075 

7903190062 

71-270 

Gilbert Associates, Inc 

7903150290 

50-595 

General Research Corp (sups of Flow 

7903070380 


General. Inc 1 

Gibbs Hill. Inc < *ul s of Dravo Corp J 

7903270378 



7903270376 

7903190225 

50-5S4 


7903210365 

7903190215 

50-5&4 

Hamm Eng i neers. Inc 

7903270371 

7903210370 

50-402 


7903210570 

50-402 

Hard 1 ng-Law$oti Associates 

7903020403 


Haielton Envir onmentfl 1 Sciences Carp 

79032602311 

50-282 

Institute for Resaurte Management, Inc 

7903050505 

70-2346 


7903060164 

50-565 

Raman Sciences Corp 

7903200149 


Management Research Associates 

7903300 1 0 L 


Marsh & McLennan. Inc 

7903000240 

30-70 


79030B0193 

50-70 


7703070271 

50-53^ 


7703070273 

30-535 


7903190333 

50-335 


77031 5034B 

50-535 


7903270294 

50-535 


7903290123 

50-535 


7903270364 

50-346 


7903270370 

50-302 

National Testing Laboratories. Inc 

7903150267 

71-9033 

Nuclear Engineering Co . ln< (subs of 

7903300531 

27-39 

Teledyne, Inc > 


7903070536 

71-9124 


7903300543 

27-39 


NvcleDynp- Eng i n eei ing Corp 
Nunn* Snyder t< Associates 
Nuclear Engineering Co 
HUS Corp 

Offshore Power Systems <tubs of 
West in ghou » p Electric Corp 1 


7903300052 

7903000183 

7703230169 

7903300403 

7903280364 


50-155 

50-43? 


Ranthers Exploration h Development Corp 
Ridihalgh* Egger* K Associates 

Rocky Mountain Energy Co 


SAHCI. Stan A Huber Consultants* Jnc 
Science Applications* Inc 

Sargent U Lundy* Inc 

Sacton Nut leer Etf e i imen to J C arp 

Stone $« Webster. Inc 
Tat5ch Associates 

United Engineers t. Construe loi s. Inc 
(subs of Raytheon. Co ) 

Wasatch Financial Corp 

Youngstown Welding*?. Engineering Co 


/ 9 03 2803 66 
7903020404 
7903160315 
7903190086 
7903090096 
7903190079 
7903270101 
7903270174 
7903140401 
7903220049 
79032B0136 
7903220062 
7903130032 
7903130928 
7903200112 
7903120336 
7903 1 2029 i 
7903 230 J 66 
7903300261 
7903200359 

7903090091 

7903090184 

7903060004 

7903220201 


50-437 


71-271 

71-6639 

71-271 

40-9721 

40-9721 

40-9697 

40-8452 


40-0698 


30-146 

50-146 

50-322 


40-9691 

40-8601 


Educational Institutions 


Amherst College 
tirigham Young Univ 

Eastern Utah* College of 
California Institute? of Technology 
Clark Unjv . Worcester. Mass 
California Polytech State Umv 

Georgia Institute of Technology 


7903050525 70-102 

790307027/ 50-262 

7903070280 50-262 

7903 l 40640 40-8681 

7903140561 SO-322 

7903050566 30-767 

79030002 B1 30-394 

79030BG277 50-394 

7903220219 50-160 


323 



324 CORPORATE SOURCE INDEX 

AUTHOR At r ACCESSION NG DDZ^ET NO AUTHOR AFFILl AT ION ACCESSION NO DOCKET NO 


tout At I ihd 1 ml* *_■ n 
Harvard Unj\ 

Lutker Col legs- l Z ilj*. 
L e h i 9 h Un 1 . 


I -owe 11* Urn v i- L/wlSI M. % 

Nat «,h„j 1 1 Lcwn t. ni College- I»‘< 1A 
Memphis S^ate Jti i 

Met ICO AC a o emu CPU ifii ^ Hi ul ME N» 
Hltl. igan State 

fid £63C li ll**e *■ t IlSlltUt- t IctllllOlfi? , 
North Carolina akiU 'h 1 


Ohio Slat-t Un j 
Pei-msy 1 -am a 1 'i, 1 


Pur d u t uni* 

Rensttiocr Pcj lijiiihnic In*l 


San Juan Center n 1 Hlgfe-i I ,1 u< a 1 1 CJ'< 
Stanford Uni* 

New ¥1 rk. St it* IHH * pi H'jM-diiO 
Snide use Urn. . i liege r,f I nu 
Tu e If e g re Inst 

Cal] for nid< Ur 1 » cf Berkeley 
California. U«», t f 1 1 vim 

to lev ado, Uni\ or !>*«*«:» 

Uqus t on. Ufi 1 •/ or 


Idaho Uni / r r 

I Hint, is, Uni / nr u^baiiet-i tidwpaign 
lou/3. Univ ot 
Mary 1 and* Un w of 

Michigan, unn or 


Mi £ 3 Cpu r 1. Uni J J* 


New Mc> 1 us, U 1 r t 
Ot taua r Un l , * 

floe heitfi llr 1 v r Mi'diccil tciiUr 
Vu ^ 1 n»a, Umi v -■» 

Utah. Urlv of 

Wa Mi t r»g to 1 Un 1 ^ -t 

Hmormh. Un)v **, Had t =.on. 

Virginia Paly l "c rw.i J 1 lute t Statr 
Un i v 

Worcester Pnlyttvin r li,&r 
r«te Un 1 » 


Foreign Go, ei nment r Aq( lit ie-i 


Ura 1 1 1 

Fui ppo^in Communities Ccnmis^icn o# 


&Bimar.y, Federal Republic of 
Jafi a n 


Spain 

United Kingdom 

1 rg«l/UAUi Firms . I nt\i «*iu e Companies 
At in. Gump Ha.ior 1 Frld 

Baker •» antis 


Bancroft* M H 
Blum K Shelley 

Butler. Umlon, Rit*. iuok l Knapp 


Hutiel l Kasi 


79030^0213 



7903050254 

50-361 

79u302<«469 

70-559 

Covington l* Burling 

7903230025 

50-389 

/9O3O201O? 


Cherry* Myron M 

7903260014 

50-329 

7903060156 

50-21* 

Conner Moore *• Corber 

7903210256 

50-272 

■"903120446 



7903210262 

50-272 

79O330OJO6 

50-223 


7903200145 

27-39 

7903060611 

70- 1 004 


7903220026 

50-395 

*’903210358 

50-538 


7903080581 

50-33B 

79O3300J9O 

50-33B 


7903200143 

27-39 

/» 03300 166 

50-596 


7903190031 

50-272 

7903090259 

50-294 


7903190026 

50-272 

7903P10059 

50-294 


7903060325 

50-395 

7903120446 



7903200143 

27-3? 

7903200453 

50-111 


7903160011 

30-334 

79 030102' 7 3 

50-297 

Ccno.er 6 Associates. I IK Insurance 

7903210179 

50-334 

7903200449 

50-1 It 

Dalton, A T 

7903260025 

50-556 

790J07U266 



79032600 IB 

50-356 

79030e06"»/ 

40-868 l 

DeGraff, Foy. Conway t Holt-Harns 

7903220469 

30-549 

790 ??c>0 114 


7903220464 

50-849 

7903070510 


Debevoise LLiebeiman 

7903150350 

50-443 

7903080^73 



7903140500 

50-397 

7903010014 



7703150178 

30-445 

7703160074 

70-152 


7903230140 

50-445 

7903020091 



7903200277 

50-445 

790J2o01B9 

70-920 


7903200207 

50-443 

7903210040 

50-225 


7903070207 


7903090089 

40-8681 


7903050192 

50-445 

79033001 Oo 



7903050340 

50-445 

■790J30055* 7 



7903230120 


790J2J0373 



7903050453 


7903200309 

50-406 

Ellis. L J 

7903000004 

50-510 

7903130365 

50-224 

Eckert, beaman 1 * Cher in 6 Mellott 

7903060040 

50-437 

7903270389 

50-326 


7903290110 

50-437 

79032703QB 

S0-32ei 


79032901 17 

50-437 

7903300540 


Fried* Frank* Harris. 5hriver ♦« Kampelman 

7903300256 


79032700B6 



7903300091 


79032 7008 5 


FI e i sc haker, D 5 

7903090035 

50-275 

7903270132 



7903090156 

30-275 

790227001 1 



7903070440 

50-275 

7903290114 

50-151 


7903070446 

50-275 

7903150101 

50-340 


7903050987 

50-275 

7903230214 


Garry, Dreyfus, McTsrnan, DioUky, 

7903090302 

50-133 

7903150060 


Herndon it pesonen. Inv 



7903050252 

50-2 

GTeen. Feldman. Hall t< Woodard 

7903070400 

50-556 

7903070072 


Hunton it Williams 

7903220397 

30-322 

7903300536 



7903220394 

50-322 

7903010279 

5D-1G6 

I s ham. Lincoln & Beale 

7903220403 

50-445 

7903290013 

50-106 


790326009B 

50-445 

7903300560 



7903200269 

50-445 




7903220143 

30-445 

7«n2l003t 

50-252 


7903260349 

50-490 

7903070052 



7903140642 

50-490 

7903120502 

71-9070 


7903260362 

50-293 

7903150337 

50-62 


7903120069 

50-295 

7903300315 



7903200097 

50-329 

790J2601B2 

50-72 


7903300546 

30-329 

7903120579 



7903000201 

50-256 

790312047 5 



7903190328 

50-556 

7903070932 



79030B0379 

50-556 

790JJ 30423 

50-124 


7903120069 

50-293 




7903210064 

30-556 

^903130318 

50- l 55 


7903120069 

30-293 

7903260391 



7903050352 

30-490 




7903000201 

50-356 




7903190320 

30-336 




7903080579 

30-336 




7903160290 

30-329 

7903070169 



7903200097 

50-329 

7903090136 



7903300946 

30-329 

7903060679 


Johnson It Higgins Insurance 

7903140366 

30-330 

79030901 32 


JTN Insurance 

7903090386 

40-8601 

7903050474 


Kosii 1 L 6 

7903300095 

30-338 

7903060243 

70-2B49 

l sod* Rog er M 

7903070563 

30-522 

7903260160 



7903200053 

30-522 

79032601 B3 


L eBoeufi Lamb, Lelby It MacRae 

7903060136 


7903260195 



7903020332 

30-452 

79032601 90 



7903050359 

30-220 

7903260169 



7903080250 

30-341 

7901260167 



7903070370 

90-220 

79030B0649 


L ou/en stein, Newman, Rei si Aneli ad 6 Toll 

7903070154 

50-466 

7903230354 



7903070150 

30-445 




7903210319 

30-466 




/903210574 

50-445 




7903220317 

30-49B 




7903300542 

30-250 

790 1070272 

30-445 


7903200478 

30-498 

7903020144 

90-498 


7903130260 

30-331 

7903000055 

50-445 

McGrath. E J 

7903230131 


7903140633 

50-443 


7903090108 


7903220037 

50-498 


7903260045 


7903200135 



7903210065 

40-B692 

7903200323 

70-2623 


7903220500 


7903130522 

90-493 

McCutthen* Doyle, Brown L Emerson 

7903290003 


7903140601 

50-493 

McGirniSr Lochndge J< Kilgoi'e 

7903300078 

30-443 

7903140642 

50-493 

Matthews, Nowlin, Macfarlane & Barrett 

7903060259 

30-498 

790330007 1 

50-549 

Northcutt Ely 

7903090074 

30-443 

7903200362 

50-549 

Nuclear Fnergy liability Insurance 

7903050372 

30-280 

>c C31 50362 

50-361 

Assoc iat ton 




uhn ker 1 lif 


u 1 eyury 



CORPORATE SOURCE INDEX 


author affiliation accession no docket nd 


Lc 1*1 /Law Firns/Ins urance Companies 


Nir.an. Roue I 1 » Smith. Lee 

tt 

Mu Idroui 

7903050381 

50-445 

Nip afl Ross 



7903 i 50390 

50-344 

Niraone. Tyro U Naccarafco 



7903190340 

50-5613 




7903 1 9034 1 

50-568 

O'Weilp Backus, Spielman 



7903220313 

30-443 

Fatten. Bogg 5 t Dloui 



79030701 A 0 
7903070144 


Parkins. Coir. Stone. Olsen 

l< Williams 

79031 30181 

50-522 




7903160123 

50-522 




7903130389 

50-522 




7903270641 

50-522 




79032 1 02S 1 

50-522 




7903130387 

50-522 

PftFferkorn It Cooley. P A 



7903260346 

50-480 

P*1t< FI 3 



7903000084 

50-516 

Reilly. Like & Schneider 



7903050249 

50-322 

Pope* it Gray 



7903 J 40183 

50-471 

Reilly, Like & Schneider 



79030701 1 l 
7903220310 

30-516 




7903270272 

30-516 

Sfceldcn. Hector Z> Davis 



7903090364 

50-389 

SXrldon. Harmon it Roisman 



7703260329 

7903260332 

7903260327 


Spiegel it HcIMarmid 



79031 50397 
7903130577 

50-445 




7903140625 

50-49B 




7903150377 

7903240157 

50-369 




7903200076 

50-498 




7903290111 

50-445 




7903030156 

7903300547 

50-496 




7903050156 

7903140663 

50-496 




7903220141 

50-389 

Smell & Wilder 



7903220139 

50-592 

Pittman* Potts, it Trowbridge 

7903070147 

50-400 




7903140391 

30-382 




7903140322 

50-382 




79030900B3 

50-580 




7903230143 

30-400 




79033005B8 

50-580 




7903220351 

50-463 




79033003BS 

50-580 

Sliawnond f . Winslow. Willis 

it 

Abbott 

7903060345 

50-47 1 




7903190292 

50-471 




7903060543 

50-471 

WMt Tn«i Legal Services 



79033000B6 

50-445 

W&TBham. Forsuthe U Sampels 


7903230280 

50-445 




7903200470 

50-496 

Whirlon. R J 



79030901BO 

50-361 


Local Oavernmer b/Ag enc i e s 


Alameda County. CA 

7903090149 

50-70 

Austin* TX 

7903090090 

7903140534 

50-445 

Blinding. UT 

7903090394 

40-0681 

Hjpkinton. JR 1 

7903090333 

50-568 

Lover Allauays Creek* NJ 

7903230108 

50-272 


7903230109 

50-272 

Mantgcrtry County* NC 

7903150112 

30-4B8 


7903150110 

50-488 

Man t i c * 1 la. UT 

7903090421 

40-0681 


7903090322 

40-0601 

Fulnan County. 1L 

7903140399 

50-305 

St Louis* MO 

7903160151 

40-8033 


7903230106 

40-0035 

Suffolk County. NY 

7903130072 

30-516 


7903140424 

50-322 


7903140429 

50-322 


79032 10316 

50-322 


Medical Ins fc i tut i qns/Lab s 


Community Memorial Hasp WI/MF 

79031 301 B9 


Englewood Hosp Association 

79031 301 S3 


Fully Hasp WI/HI 

7903140007 


Firman Hosp 

7903130160 


-Grant Hasp 

7903260381 


Hospital Pavla 

7903060575 

70-1349 

JTfferton Memorial Hosp 

7903140003 


Mi IvAjkee Children's Hasp Wl/MI 

79031 30 1B7 


Methodist Hosp IN/IN 

7903280138 


Hi rtf* Ik Hasp 

7903200040 

70-1717 

Him York Univ. Medical Center 

7903290040 


Hqi* Clinic* Inc HE. Indiana 

7903230107 


5t Elizabeth IL7CH 

7903140004 


SI Joseph Hosp MO/KI 

7903140661 


St Anthony Hosp IN/MC 

7903140002 


Vet Admin Hosp CA/SF 

7903070551 



AUTHOR AFFILIATION ACCLSSION HO OOCHFT NO 


flanufac tvrers/Equ ipntnl Supplies 



Aldrich Chemical Co . lnr f subs of 

79J30R0593 


Si gms-Al dr ich Car~p ' 

Allied Chemical Carp 

7903080655 
' T 40J270'I43 
**903000635 
7903270624 
79032703 19 

40-3397 


79032701 17 

40-339 ! 

Amerace Corp 

9903210140 


Amoco Oil Co (s -uhs of Standard Oil Co 

7903020384 

40-0 ’Pu 

of Indiana) 

Aroetek. Inc 

790J020293 


7 90 3 020286 

An aronda Co tsubs of A 1 1 a nt ic-R 1 c.h f 1 1 \ d 7903200581 


Co ) 

ATCBR 

7903220170 


Automation I ndut t 1 » c s Int 

/9030S0046 

71-264 


7903 080 037 

71 264 

Boeing Co 

7903070324 

40-7703 


7903190443 

40- - 1 ■’□3 


7903190424 

40-^703 

Hokum Resources Corp 

79030700=11 


Dorg-Harner Corp 

7903060264 


Oru&h-We 11 nan. J ru 

790301 021 B 

40-0722 


’’9030 1021 5 

40-0725 

Babcock 4 Ui 1 cdi Co 

7903130124 

50-99 


7903290135 
7903290205 
79031304) 5 
7903060716 

70- 1 30 i 


11 903260 046 

70-135 


790313011 l 

70-2 - 


7903210165 
7903210 15B 
7903060666 

70-824 


7903050020 

70-27 


7903270279 

70-27 


7903300066 

71-635/ 


7903010484 

71-6400 


7903150415 

70-024 


7903300573 

71-6400 


7903200325 

70-27 


7903210073 

70-1201 


7903260187 

70-27 


79031304)2 

50-99 

nabcoeir Wilcox Co . Nuclear Material 

7903290204 
79032901 B2 
7903220)29 

7 9 0307 02 98 
7903070 Le 
7903260399 
7902270379 


Div 


7903270424 

70-1201 

GoTg-WarneT Corp ■ Oyron Jackson Punp 

7903070077 


Div 

Combustion En g 1 nee 1 mg . Inc 

7903080664 

7903090620 

7903090631 

7903080640 

7903210164 

7903300550 

7903300365 

7903300325 

7903300331 

7903300362 

7903000330 

30-317 

7903260196 

70-36 


7903120034 

70-1100 


7903200111 

7903220192 

7903220105 

7903260193 

70-36 


7903290151 

70-1 100 


7903270640 

70-36 

Caran Precisian Eragmeriing & Manuf ac t-ur 

79030B01 10 
790330 0&61 
7903210186 
7903270520 
7903230060 
7903300595 
7903050469 
7903)20290 


ing Corp 

C hem-Nuc ) ear Systems Int 

7903120296 

7903190410 



7903190406 

79032000S) 

7 1 -5005 


7903200087 

7 1 -660 1 


7903200091 

7 1 -6375 


7903220404 

71-6244 


7903J 40647 

27-47 


7903140021 

27-47 


7903210531 

27-47 


325 



326 

mUTHCJH AFFILtATlO.J 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION ^ ACCESSIDN^NO 


Hnruifa** tul *1 fi/Eq" Ipment f E-upriies 


Colt Indus t net Ihu 

.Of atom l C» In*. 


79031 305 63 
7903130551 
79030^0507 
■7903060505 


1 o rdis Coi p 


coiner l Lada 


Inc 


7903060J66 
7903060351 
7903050594 
79033103 40 
7903 31 03 3B 
>903270227 
>903140*44 
7903140655 
7903360179 
7903150103 
7903360197 
7903060206 
7903090317 
7903090321 
7903080654 
7903200303 
79031 500 l 3 
7903200100 
7903210420 
7903270192 

El dan Electronic instiiim-ent co Ltd 7903150105 

Engineei j> V Fabiicator* Ci (subs of The 7903210177 
Mar leg Cc I 

Eneigy Pi&duct* Giou? 7903070347 

7903070360 
7903070352 
7903070344 
of Euon 7903130362 


Corning i»ld£S Hows ZutOrt Pi oducts Dj 
Crane Co 

Co 1 1 er Ui an i urn Mill 
Dou Chemical Cu 
Orel Peti o l eum uu' p 
Eberljne ] nstr oment 1 cji p 
Ed low tnternatinn.nl lo 


Energy Fuels Nucle.ir, Inc 


Exion Nuclear Co . Inc <5ut$ 


Corp ) 


Exelco D-evels. In* 
ition Minerals Cq <JSA 
Federal Amerlcnr. Partnei s 


Fischer V Porter to 


Future Coatings- Iik * Jarboe Enterprises 
0 1 v 

General Atomic Cc (subs of Gulf Oil 
Corp > 


Gau J 1 n C erp 
QeneraJ Electric Ct 


General Dynamics Corp 
General Electric »o .Nuclear Energy 
Products Dtv 


7903080659 
7903060664 
79032200 S3 
7903270103 
7903270140 
>903230203 
7903120169 
7903000657 
7903200332 
7903000599 
7903270098 
7903060546 
7903220091 
7903140556 
7903270145 
7903020020 
7903220020 
79O3OBO200 
7903070494 
7903150132 
7903140531 
7903200902 
7903200505 
79032204G9 
7903200499 
7903300227 
7903300197 
7903300170 
7903230033 

7903060701 

7903050444 
7903060610 
7903000626 
7903140236 
7903060699 
7903060604 
7903080625 
7903010017 
7903150406 
790 3 020 £87 
7903230244 
7903020331 
7903210J09 
7903210090 
7903140113 
7903010310 
7703060332 
7903060340 
7903200007 
7903270254 
7903300340 
7903270240 
7903090107 
7903090222 
7703150310 
7903210003 
77032JOG34 
7903080225 
7903070261 
77O32DO200 
7703300053 
7903E90079 
7703300569 

7703010310 

7703130051 

7703070387 


70*- 1342 
70-1342 


40-8665 

71-272 

40-8692 

30-25 


40-8601 

40-8601 

40-8601 

40-8601 

40-8675 


30-153 


70-2219 


70-2219 

70- 1257 
40-8064 

71- 3 


40-8064 

40-4492 

40-4492 

40-4492 

40-4492 


40-0035 


71-6346 

50-87 

50-89 

50-163 


70-2693 

50-219 

50-70 

50-70 


70-1530 

70-1113 

30-445 

70-1300 

70-1131 

50-322 


70-1300 

30-219 

70-1008 


7703090295 

7903130439 
7903070366 
7903130040 
7903130054 
7903270403 
7903200203 
7903090301 
7903220309 
7903260256 
7903210037 
79030 100B4 
7903060673 
7903050439 
7903030461 
79030B0129 
7903090310 
7903090319 
7903200306 
7903030479 
7903190040 
7903050490 
7903130234 
7903200136 
7903290106 
790306069B 
7903130040 
7903200106 
7903300566 
7903260067 
7903270013 
7903190097 
7903290146 
7903290172 
7903300383 
7903010295 
7903070336 
7903140478 
7903160213 
7903060327 
7903090143 
7903190210 
7903300300 
7903260247 
7903300337 
7902200049 
7903140249 
7903190254 
7903270276 


Globe Shipping Co * Inc 
General Motors Corp 
Gould* Inc 

Grinnell Corp (sub* of International 
Telephone V Telegraph Corp ) 

Gulf OH Corp * Qulf Mineral Resource* 
Co 


Gulf Research k Development Co 
Hittiqan Corp 
Hewlett-Packard Co 

Helix Technology Corp * Process System* 
Div 

IRT Corp 

Isotope Products Laboratories 
Kawecki Berylco Industries Inc 

KOI Tube Div 

Keithley Instruments* Inc 

Kerr-McQee Chemical Corp (subs of 
Kerr-McOee Corp ) 

K*rr-McGee Corp 

Kerr-McQee Nuclear Corp (subs of 
Kerr-McQee Corp ) 


Lakeside Bridge* & Bteel Co 
R, S Lantfover* Jr & Co 
luminous Processes. Inc 


7903270320 

7903210046 

7903290005 

7903130436 

7903220383 

7903300388 

7903070236 

7902200049 

79030100B? 

7903150002 

7903290064 

7903060399 

7903070137 

7903270650 

7903260306 

7903150204 

7903190024 

7903190036 

7903200593 

7903200590 
7903230115 
7902270134 
7903290037 
7903000637 
79032201 13 

7903020001 

7903260191 

7903260302 

7903120140 

7903120147 

7903150271 

7903220025 

7903220021 

7903230000 

7903230079 

7903140355 

7903270017 

7903270016 

7903070439 

7903210269 

7903290055 

7903200274 


DOCKET NO 


30-245 


70-1308 

70-1308 

50-321 

70-1113 

50-249 

50-219 

50-322 


70-2726 

50-536 

50-592 


70-1320 

70-1113 

70-1113 

70- 754 

71- 6642 
70-130B 
70-1113 
70-1308 
70-1113 

70- 754 

71- 4986 
70-130B 
70-1113 
30-447 
30-219 


50-219 

50-70 

50-73 

50-70 

50-219 


30-447 

30-322 

50-322 


50-219 


40-8712 


70-1359 


40-0027 

40-0027 

40-0027 

70- 1193 

71- 9070 



AUTHOR AFFILIATION 


Mihwfacfcursn/Etiu 1 pment & Supplies 

Ha-rub stii America Corp (subs of Marubeni 
Corp > 


Minerals Exploration Co (subs qf Union 
Oil Co of California) 


Hit«ui it Co , Ltd 


Mitsubishi International Corp (aube of 
Mitsubishi Corp > 


Newport New* Shipbuilding L Dry Duck Co 
Csubt of TENNECO Corp ) 

Nwutron Products# Inc 
Nuclear Fuel Services# Inc (subs of 
Getty Oil Co > 


Missho-Iual American Corp 


/fL Industries# Inc 

Newport New* Industrial Corp (tub* of 
Newport News Shipbuilding 6 DryDock Co ) 
Victoreen# Inc i Nuclear Associate® Div 
Nuclear Dynamic* 


Nucor Corp 

Offshore Power Systems (tubs of 
Dfestlnghause Electric Corp ) 
Pathfinder Mine* Corp 


Petrotoffll c*« Inc 


Radium Chemical Co * Inc 
Radiation' Management 
Reactor Experimental Inc 


Reixtar-Stokest Inc 


Rockwell International Corp 


Rocky Mountain Energy Co 


Samlncorp#- Inc 

Sandvik Special MetaW Corp 


Stone (4 Webiter Engr 
South Meet Nuclear Co 
Teledyne Hah Chang Albany 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET No AUTHOR AFFILIATION 


hCCFsSION hq D0-;kE7 


7903090305 

7903370360 

79Q3390269 

7903090302 

7903270307 

7903290366 

7903300979 40-8584 

7903300 152 50-5S4 

7903300971 40-B5B4 

7903090356 

7903390144 

7903290147 

79032901 S3 

79030B0636 

7903000630 

7903000633 

7903140321 

7903050014 

7903000640 

7903200011 

79030B0029 


7903140633 71-9033 

7903130390 
7903210391 50-301 

7903270019 30-301 

7903130309 30-301 

7903120433 70-143 

7903160273 70-143 

7903160265 70-143 

7903290109 30-201 

7903270010 50-201 

7903010471 70-143 

79032001 19 70-143 

7903230369 70-143 

7903360007 70-143 

7903000144 70-143 

7903000586 70-143 

790321 ooea 
79032 10386 
7903230 1 14 
7900230363 
7903000602 
7903230360 

7903300 1 95 71-9010 

7903090120 


7903270094 

79O3190QB2 40-0663 
7903290 i 43 40-8663 
7903190075 40-8663 
7903190060 40-0663 
7903190069 40-0663 
7903050442 


7903020309 

7902270032 

7902270137 

7903050009 

7903290251 

7903230063 

7903230061 

7903290244 

7903290239 

7903050107 

7903260147 

7903230336 

7903190105 

7903190344 

7903070093 

7903000614 

7903000636 

7903000616 

7902070054 

7903140912 

7903230060 

7903140434 

7903140447 

7903200025 

7903200493 

7903200498 

7903000634 

7903140229 

790321 OOB6 

7903210008 

7903290145 

7902270007 

7903200008 

7903200013 

7903200017 

7903200021 

7903200026 

7903200030 

7903200033 


40-2259 

40-2259 

40-2239 

40-2239 

40-6639 

40-6639 

40-6639 

40-6639 

40-6639 


70-2643 

70-2602 


71-9009 

70-25 

70-25 

40-B721 

40-072 1 

40-0697 


50-280 

71-6144 


Texas Instruments, inc 


Tsnness-ee Nuclear Specialties 
Technical Operations# Inc 
Transnuc 1 ea r, Inc 


Inc 


Chemetron Corp * Tuba Turns 0 IV 
Ramsay Engineering Co ■ Texas Nuclear 

Union Carbide Corp 


Union 76 Minerals Exploration Co 


United Nuclear Corp 


United Electric Controls Co 
Union Qil Co of California 


Hastinghouse Electric Corp 


7903130004 
7903J3009* 
790302009Q 
7903130001 
7903210281 
7903230247 
7903 | 4021 ^ 
7903200304 
7903000596 
7903140240 
7903190353 
7903270353 
7903290262 


70-33 

70-33 

70-33 

70-33 

70-23 

70-33 


7903130222 


79031200BO 


7903190043 

70-2421 

7903140522 


790308059* 


7903270347 


7903280071 


7903270619 


7903290250 


7903120372 


7903020014 

71-9120 

7903200594 


7903000647 


7903070540 

71-6227 

7903300201 

71-9052 

7903220241 

71-9090 

7903090435 

50-54 

7903010477 

40-299 

7903210071 

71-9098 

7903260126 


7903220393 


7903200329 

40-8584 

7903200342 

40-8384 

7903270020 

40-B5B4 

7903050577 

70-B20 

7903120021 

70-B20 

7903300245 

70-B2O 

7903300061 

70-371 

7903060302 

40-8602 

7903210082 

70-371 

7903140560 

40-0602 

79032600 B3 

70-820 

7903290191 

70-020 

79030 I 04 0 3 

70-820 

7903150086 


7903270225 

40-0584 

7902270019 

40-8584 

7903270218 

40-8584 

7903160306 

40-8304 

7903060363 


790322QQBB 

70-1143 

7903090299 


7903090312 


7903080651 


7903080423 


7903080642 


79032IO0B3 


7903140242 


7903 1 50332 


7903280003 



7903200010 

7903210097 

7903230373 

7903290226 

7903290254 

7903290140 70-698 

7903060671 

7903060678 

7903160323 70-2525 

7903160320 70-2613 

7903210503 30-13Q7I 

7903090297 

7903190119 70-2125 

7903090131 

7903080619 

7903280002 

7903290222 

7903290250 

7903190166 70-1B4 

7903220156 70-1143 

7903020047 70-1143 

7903220296 70-1151 

79031 50014 
7903210303 

7903220085 70-1143 

7903150256 71-5430 

7903050574 70-1131 

7903290319 70-1131 

7903260333 
7903200357 50-3 

7903240330 
7903230154 
7903260276 
7903260289 
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AUTHOR hFMLI.iTIu" 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


Mnufac tui ers/E-n/i p^en t * supflic? 

VJestingrouse t i * c < i i c tore 

>7031 50330 


Westtnghpuse Elf- t r 1 1 Coip Wyoming 

7903200137 
79Q329Q075 
74032301 16 
7903230129 
7903220378 
7903070300 
7903070228 
79030 70531 
7903210286 

40-8502 

Mineral Ccrp 

Western Nuclear ] ru of F-heJp* 

7903200181 

40-1162 

Dodge Corn J 


7903070457 

40-1162 


7903070447 

40-1162 


7903200175 

40-1162 

Wold Nuclear Cf, 

7903210254 

40-8636 

Wyoming Mineral r pii' 

7902270068 

40-6304 

7902270059 

40-9304 


KrDfes $ion«i l /Jpioustr y Insti tut iont> S&tietie* 


„merice,n Institute 

of Aichitects 

7903220401 


Atomic Industrial 

*■ orum 

7902210134 


American Nuc 1 e*tr 0 

oc i e*y 

7903050452 

7903070559 

7903140656 

7903280285 


American National 

a nd r,r d k. institute 

7903050481 


Environmental Paltry Institute 

7903190034 

30-280 

International Alcnjc Energy Agency 

7903140111 


Institute of Fleet 

i ical *» Electronic 

7903290105 


Eng ineer s 

Pdr 1 1 and Cement A* 

cat let j on 

7903220304 


Power Engineering 

Society 

7903090194 



State Governments/ Agetu i ev 

California, State tf 

7903070095 


Colorado, State of 

7903230205 

7903200150 


District Of Columbia 

7903160313 

50-2B0 

Illinois, State of 

7903140472 

27-39 


7903140479 

27-39 


7903200519 

50-295 


7903220002 

50-295 


7903220405 

50-367 


7903210079 

50-295 


7903090326 

30-254 


79032 100B1 

40-2061 


7903270310 

40-2061 

Louisiana, State r f 

7903280173 

7903070530 


Massachusetts. State of 

7903130019 

50-471 

North C a i o 1 i n ,i , State of 

7903220J02 

50-400 


7903210230 

50-400 

New Jersey. State of 

7903150234 

50-272 


7903220097 

30-437 

Miw Menco, State af 

7903070017 


i New York, State of 

7903160092 

7903200122 

7903200583 

7903220060 

7903070404 

30-549 


7903070561 

50-549 


7903260348 

50-549 


7903260350 

50-349 


79032B0037 

50-549 


7903260178 

30-596 


7903260141 

50-349 


7903280033 

50-549 


7903200494 

50-224 


7903260141 

30-549 


7903200033 

50-549 


7903150317 

50-333 

Oklahoma, State of 

7903070275 

7903230124 

7903260103 

50-556 

Oregon, State of 

7903060330 

30-344 

Penns yl van i a, State of 

7903290071 


South Carolina. State of 

7903050415 

50-408 

Eouth Dakota, State of 

7903270012 

40-1341 

Tennessee, State or 

7903090155 

50-390 

Teias State of 

7903220074 

50-445 


7903210307 

50-490 

Utah, State of 

7903080477 

7903070431 

7903070202 

40-3453 


7903200113 

40-0698 

Washington, state of 

7902270025 

40-0601 

7903070000 

50-522 

Wisconsin, State of 

7903220092 

50-522 

7903130517 

50-305 

Wyoming, State of 

7903210100 

40-8692 


790327002B 

40-4492 

Wyoming, State of 

7903150417 

40-B492 

79 C 3 0700 50 

40-0102 


7903060665 

40-299 


7903220375 

40-299 


7903220377 

40-0102 


7903300527 

40-8504 


Other U S Fodeial On vei nment Agencies 

Advisory Council on Histoilc Preservation 7903150275- 50-546 

790315021B 30-549 

Administrative Conference of the U 8 7903200146 

U S Court of Appeals for District of 79030903SB 50-322 

Columb i a Circuit 

7903090351 50-32-2 

Council on Environmental Quality 7903020011 

Agriculture, Dept of 7903060020 40-2253 

7903220376 40-299 

7903220496 40-8*90 

7903140299 50-471 

7903200356 50-471 

7903060542 

Army, Dept of 7903090022 71-267 

7903120374 40-299 

790326005 0 71 -6639 

7903230130 

Navy, Dept of 7903090019 71-265 

7903300170 71-276 

7903190361 71-274 

7903080052 71-260 

7903130122 71-273 

7903190330 71-274 

7903090017 71-265 

7903300240 
7903300167 

Energy, Dept of 7903070411 30-237 

7903150347 

7903220024 71-5595 

7903300500 71-5907 

7903300109 71-9832 

7903210075 71-6307 

7903210235 71-5552 

79O3220396 

7903190453 70-2044 

7903030000 71-9307 

7903070530 71-6227 

7903300184 71-9052 

7903210070 71-6307 

7903210227 71-5352 

7903300275 71-559 7 

7903300300 71-9051 

7903300493 71-3907 

7903220012 71-5395 

7703300062 71-3957 

7903220240 71-9094 

7903220491 71-361 

7903260030 71-4906 

7903150342 

7903060294 30-337 

7903060599 

Energy, Dept of, Clinch River Dreader 7903090226 50-337 

Reactor Plant 

Interior Dept of 7903140290 50-490 

790321033 7 50-396 

7903140494 40-0601 

7903140490 
7903060684 

7903070346 30-522 

7903060603 

7903070414 

7903070406 

7903070321 

7903070036 

Interior* Dept of. Fish U Wildlife 7903150357 30-454 

Service 

7903270364 30-302 

7903270436 50-368 

Interior, Dept of, Bureau of Indian 79031D0297 50-397 

Affairs 

Interior, Dept of, Bureau of Nines 7903070323 30-596 

Interior, Dept of. Bureau of Reclamation 7903120263 50-490 

7903020371 30-445 

Justice, Dept of 7903020100 50-443 

7903230190 30-445 

7903230194 50-443 

7903260365 30-3B9 

7903020351 50-392 

7903200315 50-338 

State, Dept of 7903080601 

7903060900 

7903030983 30-13324 

7903030012 

7903060234 

790 30 60269 

7903060691 

7903060220 

7903060254 70-2600 

7903060360 70-2622 

7903050102 

7903120352 

7903120337 

7903120360 

7903120365 

79030B0661 

7903090117 

7903120170 70-2325 

79030B0633 

7903080641 

7903230047 

790319021 t 

7903150484 

7903150107 



U S Federal Govei ndient Agencies 
tate?, Oepfc of 


| 'Han«pet v tationi Dept of 
rea&u-rg, Dept of 
n v 1 v io run e nta 1 protection Agency 


i Energy flegulatoiy Commission 


'Ur ior* Dept of. U 5 Geological 
<urve g 

l tfi* Education t, Welfaro, Dept of 
pf Rep 


mm*rce< Oopt of, National Bureau of 

tamlardi 


f J c e of Management & Budget 

«t 1 dent of US & Executive Offices 

cut i ties <* Enchango Commission 

mate 


mat *t Environment t< Public Works 
n«te> Governmental Affairs 


1 itletf Power Reactors 

F» — American Electric Power Co * Inc 

Pft Alabama power Co 


-* Power it Light Co 


7*703230320 




7903060408 

50-360 

7903230304 

40-8544 



7903130372 

50-3 1 a 

7903270193 




7703130375 

50-31 J 

7903570224 




7703270412 

50-313 

790327023*? 




7903270417 

50-J13 

7903230133 




7903270469 

5 0-36 El 

790 32 £.0370 




7903*270473 

50-368 

7903050113 




79032/0477 

50-360 

7903200464 

50-220 



79032704&0 

50-360 

7903010207 

50-437 



7903270409 

50-36G 

7903260403 




7903090373 

50-313 

7903140654 

40-299 



7903220336 

50-360 

79031 600S4 

40-0601 



7903270400 

5C-313 

7903160302 

4O-B690 



7903^00363 

50-113 

7903190200 

50-471 



7903^20220 

50-313 

7903150273 

50-274 



/903O6O430 

3Q-2J3 





7903060131 

50-313 

7903200164 




7903130404 

30-3 ict 

7903030122 




7903 1 303 1 2 

50-3 U 

7903300950 

50-70 



7903200251 

50-313 

7903590002 




7903210212 

50-3)3 

79032QO245 




7903190241 

50-31 i 

7903070461 

40-B035 



79032004/1 

50-313 

79032G0537 




'903PP02J7 

bO-313 

7903200223 




7903230156 

30-31.1 

7903020391 




7903270400 

50-313 

7903280312 

70-5633 



7903060438 

30-313 

7903290203 

50-269 



79031 9024 L 

50-313 

7903060644 

30-31 1 



7903270430 

50-3611 

7903160207 

50-550 



7903020J62 

30-313 

7903210509 




790'i(VOJ4fJ 

50-360 

7903120413 

90-402 

AZPS 

- Arjjcna Public 8ei v 1 1 e f r 

7903210162 

50-592 

7903200339 

50-402 



7903300392 

50-5,20 

7903020123 




7903020316 

50-592 





7903070223 

40-59J 

7903130259 




7903070368 

50-520 





790 3J 1 0187 

50-5?=; 

7903020406 




/903200459 

50-592 

7903160103 




7903210156 

50-592 

79031 40970 




7903120255 

50-592 

7903190327 

50-309 



7903070490 


7903200324 

50-522 



7903070210 

50-52H 

7903140566 

50-505 

DECO 

- Deaton Edi°on co- 

7903140183 

50-471 

7903050170 

50-372 

7903220275 

50-293 

7903120402 

50-568 



7903060143 

50-293 

7903200329 

50-230 



7903140277 

50-293 

7903300570 

90-25 0 



7903060101 

SO-293 

7903290506 

50-272 



7903140274 

50-29 I 

7903150402 

50-280 



790 30 203 3 S 

50-293 

79O32HOEO0 




7903020 J1I 

30-293 





7903020373 

30-293 





79030201/0 

30-293 





7903020369 

30-293 





7903020370 

50-293 

7903060659 

50-319 



7903020372 

50-293 

7903150242 

90-316 



7903020374 

50-293 

7903220362 

50-315 



7903060452 

50-293 

7903200549 

50-364 



790J060 1 34 

50-293 

7903010307 

90-348 



7903190204 

90-293 

7903060276 

50-348 



7903190211 

50-293 

7903060201 

50-340 



7903190315 

50-293 

7903060204 

50-348 



7903190321 

50-293 

79030 6 02B9 

50-348 



7903300379 

50-293 

7903210147 

50-34B 



7903300302 

50-293 

7903270355 

50-340 



7903070491 

50-293 

7903200276 

50-340 



7903020400 

50-471 

79032 10144 

50-340 



7903030212 

50-273 

7903220 Ml 

50-364 



79031 90302 

50-273 

7903010303 

50-340 



79031 40410 

50-293 

7903190565 

90-349 



790326023) 

50-293 

7903190272 

50-348 



7903290153 

50-293 

7903190577 

50-34B 



7903270140 

50-293 

79031 902B6 

50-340 



7903270478 


7903190290 

30-340 



790314O469 

50-471 

7903190310 

50-340 



7903140474 

30-471 

79032 JOi 31 

50-340 

OGE - 

Baltimore Gas !< Electric Co 

7903020357 

30-317 

7903210139 

50-340 


7903020344 

50-317 

7903270554 

50-340 



7903080311 

50-317 

7903200314 

50-340 



790321 0012 

30-317 

79O32BO310 

50-340 



7903280365 

30-317 

7903070499 

50-364 



7903210011 

30-317 

7903070440 

50-348 



7903140015 

30-317 

7903070466 

50-340 



7903220212 

50>-317 

7903130149 

50-348 



7903050405 

30-317 

790314053? 

50-340 



7903050408 

50-317 

7903060266 

50-340 



7903020342 

50-317 

7903200369 

50-340 



7903070304 

50-317 

7903190250 

90-348 



7903070312 

50-317 

7903060159 

50-340 



7903090167 

50-313 

7903260230 

50-340 



790307Q173 

50-318 

7903200172 

50-364 



7903090 178 

SO-317 

7903190230 

50-313 



7903 090 J 92 

50-317 

7903200203 

50-313 



7903090258 

50-313 

7903190235 

50-313 



7903090262 

50-318 

7903200003 

50-360 



7903090265 

SO- 3 1 B 

7903010301 

50-313 



7903090268 

30-3 1 B 

7903060479 

50-360 



79032 10 12B 

30-3 1 7 

7903060403 

50-360 



7903210134 

30-317 

7903060 4 07 

90-360 



7903220210 

50-3 1 7 

7903060497 

50-360 



7903290097 

go-31 a 

7903060214 

50-368 



7903290101 

50-319 

7903060210 

50-360 



7903290109 

30-367 

7903060405 

50-360 






330 

AUTHOR AFFILIATION 

CORPORATE SOURCE INDEX 

ACCESSION MO DOCKET MO AUTHOR AFFILIATION 

ACCESSION NO DOCKET MO 

Utilities- Power Reactor? 







BGE - Baltimore Gas 1< Electric Co 

79032 90 J 10 

50-317 



7903060203 

50-237 


79030B030B 

30-317 



79031303B9 

50-237 


7903220256 

50-317 



7903140309 

50-304 


7903060159 

50-317 



7903130307 

50-295 


7903000243 

50-317 



7903140403 

50-237 


7903020356 

50-317 



7903150303 

50-373 


7903020353 

50-317 



7903190223 

50-237 


79D30B0331 

50-317 



7903260250 

50-295 


79030B0326 

50-317 



7903160208 

50-295 


7903140440 

50-317 



7903210193 

50-373 


7903160234 

30-317 



7903220242 

50-295 


7903160237 

50-317 



7903300374 

50-234 


7903210290 

50-317 



7903270442 

50-295 


7903260241 

50-317 



7903270446 

50-295 


79032B03O7 




7903290157 

50-293 


7903210300 

50-317 



7903270430 

50-293 

CEIL - Commonwealth Edison Co 

7903260254 

50-295 



7903270435 

50-454 


7903020324 

50-254 



7903270495 

50-373 


7903020337 

50-10 



7903270499 

50-10 


7903050391 

30-10 



7903270500 

50-496 


79O32602B7 

30-254 



7903270504 

50-234 


79032901 16 

50-373 



7903290112 

50-293 


7903300387 

50-254 



79030S0263 

90-10 


7903150306 

50-373 



7903210167 

50-10 


7903260203 

30-10 



7902220033 

50-237 


7903070212 

50-3 



7902250001 

50-237 


t lUJdiU UJD 

DU-lO 



7903220174 

50-10 


7903130131 

50-456 



7903160172 

50-237 


7903020322 

50-254 



7903290131 

50-10 


7903020361 

50-295 



7903130302 

50-10 


7903060104 

50-10 



7903190202 

50-10 


7903080470 

50-295 



7903210026 

50-10 


7903130600 

50-373 



7903290131 

50-10 


7903220523 

50—237 



7903260200 

90-10 


79031 6029B 

50-234 



7903140457 

50-373 


7903070339 

30-234 



7903290115 

30-373 


7903070343 

50-254 



7903270494 

30-373 


7903020333 

50-10 



7903130419 

50-295 


7903070316 

50-295 



7903130490 



7903070321 

50-295 



7903230132 



7903070332 

50-254 



7903000006 



7903070330 

30-234 

CENT 

- Consolidated Edison Co of New 

7903060392 

50-3 


7903070340 

30-234 

York 





7903070346 

50-234 



7903050334 

30-3 


7903070354 

30-254 



7903070247 

50-247 


7903070358 

30-234 



7903070223 

50-3 


7903070363 

50-254 



7903210030 

50-10 


7903070370 

50-254 



7903210107 

90-3 


7903070373 

30-234 



7903220345 

30-3 


7903070386 

30-234 



7903150319 

30-3 


7903220507 

50-304 



7903220345 

50-3 


7903140231 

30-234 



7903010233 

30-3 


7903140236 

50-254 



7903210105 

50-3 


7903070242 

50-304 



7903060207 

30-247 


7903070353 

30-254 



7903070220 

90-3 


7903070357 

30-254 



7903090197 

30-247 


790307034 1 

30-254 



7903090200 

50-247 


7903070350 

30-254 



7903090205 

30-247 


7903070246 

30-304 



7903090210 

90-247 


7903160050 

30-436 



7903140261 

30-3 


7903160240 

50-254 



7903200372 

30-3 


7903160246 

90-234 



7903200375 

30-3 


7903140301 

30-293 



7903210100 

50-3 


7903140307 

30-295 



7903220207 

90-247 


7903160212 

30-254 



790322020B 

30-247 


7903160214 

50-254 



7903220214 

90-247 


7903160215 

50-265 



7903140103 

90-247 


7903160221 

30-265 



7903090202 

30-247 


7903160244 

50-254 



7903060217 

90-247 


7903160247 

30-234 



7903030331 

50-3 


7903160133 

50-295 



7903160238 

50-3 


7903160137 

50-295 






7903260206 

50-254 






7903290030 




7903060376 

90-3 


7903290035 

50-263 



7903070244 

50-247 


* /WJIOI/eCJV 

au-uu* 



7903290099 

90-3 


79031 60251 

30-304 



7903290136 

30-3 


7903280338 

50-299 



7903070337 



790323034 1 

50-295 

CGEC 

- Cincinnati Gas fc Electric Co 

7903300393 

30-350 


7903200344 

30-254 



7903060193 

90-390 


7903230346 

30-234 



7903190303 

90-330 


7903290042 

50-234 



7903140333 

30-350 


7903290046 

30-254 



7903130074 

30-330 


7903290090 

50-234 



7903200402 

70-2830 


7903290095 

30-254 



7903020326 

30-330 


7903280320 

50-254 



7903060190 

30-350 


7903280327 

50-254 



7903060240 

30-330 


7903200330 

50-265 



7903130393 

30-330 


7903200336 

30-265 



7903190304 

30-350 


7903290031 

50-304 



7903270368 

30-330 


7903290039 

30-304 



7903200254 

30-330 


7903200352 

50-254 



7903300383 

30-330 


7903200355 

50-254 



7903220210 

30-330 


7903200345 

30-254 

OLE! 

-Cleveland Electric Illuminating 

7903260093 

30-330 


79032B0347 

50-294 

Co 





7903280350 

50-304 



7903260102 

90-440 


7903200353 

30-304 

CPC - 

Consumers Power Co 

79030902*1 

50-153 


7903R7O44B 

50-237 



7903130394 

30-329 


7903270453 

30-237 



7903130331 

50-329 


7903070452 

30-249 



7903010304 

30-329 


7903010292 

50-295 



7903020333 



79030503BQ 

50-10 



7903030333 

30-133 



author affiliation 


Power Reactors 
CPC — Conium»rfi Powor Co 


CPL « Carolina Power k Light Co 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET NO 


7903060443 

50-155 

79032B0272 

50-355 

7903280306 

50-155 

7903120277 

50-255 

7903010256 

50-329 

790301030B 

50-32? 

7903120273 

50-255 

7903270394 

50-32? 

7902050127 

50-329 

7903220340 

50-329 

790320039B 


7903130244 

50-329 

7903130087 

50-155 

7903230337 

50-255 

7903010259 

50-133 

7903010263 

50-155 

7903050353 

50-159 

7903050266 

50-255 

7903060423 

50-155 

7903060443 

50-153 

7903060469 

50-155 

7903060409 

50-153 

7903060494 

50-155 

7903090328 

50-155 

7903090339 

50-155 

7903090344 

50-155 

7903090348 

50-159 

7903090334 

50-155 

7903090215 

50-255 

7903090218 

50-255 

7903090221 

50-255 

7903120334 

50-155 

7903120340 

50-155 

7903130315 

50-329 

79031303B7 

50-329 

7903150336 

50-329 

7903210034 

5Q-329 

7903210133 

50-329 

7903230150 

50-329 

7903260248 

50-135 

7903260252 

90-155 

7903260253 

30-159 

7903260239 

50-135 

7903290135 

50-255 

7903290138 

30-259 

79030B0069 

50-155 

7903090229 

50-155 


7903070227 50-253 
7903140372 50-193 
7903140433 50-255 
7903070230 SO-329 
7903010296 30-329 
7903080301 50-329 
7903260213 90-155 
7903060233 30-295 
7903060373 50-159 
7903120240 90-293 
7903090279 50-259 
79031302B4 90-255 
7903130360 50-159 
7903190301 50-253 
7903200360 30-155 
7703260265 50-255 
7903290100 90-235 
7903290122 50-195 
7903300390 50-155 
7903010302 50-329 


7903120259 

7903120269 

7903200194 

7903200369 

7903070175 

7903070200 

7903070335 

7903090207 

7903090217 

7903070240 

7903090200 

7903190269 

7903230179 

7903190236 

7903050546 

7903190230 

7903190257 

7903090203 

7903030593 

7903010250 

7903150072 

7903150129 

7903070309 

7903070313 

7903200167 

7903070236 

7903090204 

7903090214 

7903190101 

79031901B4 

7903220150 

7903190260 

7903190281 

7903200438 

7903200444 


50-329 

30-329 

50-329 

30-329 


50-324 

90-325 

50-261 

50-324 

50-324 

50-261 

50-261 

50-324 

50-261 

50-324 

50-400 

30-400 

50-400 

50-324 

50-324 

50-324 

50-261 

50-324 

30-325 

50-324 

50-324 

50-400 

50-261 

50-261 

30-324 

50-324 


AUTHOR AFFILIATION 


CSU5 - Central fc Southuest Services. Irt 
CVAP - Connecticut Yankee MtO'MC Pcwr 
Co 


DAYP - Dairgland Pouer Cooperative 


DE - Detroit Edison Co 
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7?u3C 50401 

1 

790H304I 1 


790 . 2 : 34 zz 

5 * Zi * 

7903^*3 life 

*: 213 

7903123*05 

7| -9C94 

7903130274 

5: ;u 

7933160«J?6 

•-0*2 :i 

79032601B3 

5 : *n 

790309C276 

t: 2i2 

7903060423 

53 2«3 

7903120307 

5 -.”3 

T'903190317 

50 25 J 

7703193-50 

20*213 

7903120103 

5* 4.1 

790307C254 

5; *0? 

790315022? 

? 3*407 

79031 ZZ 2?3 

5j 4.7 

7703150419 

SO 4^7 

7903070325 

53-409 

79O332C203 

53 4.7 

7903070552 

5'-*4-3 

7903290 10 7 

5C 437 

79Q302O33& 

90 422 

7<?c3i30Ifiil 

50 341 

7403010334 

25*452 

7703020364 

50-452 

7933000255 

50-3*1 


79031 4 03*7 
7903Q70*b3 

790314G5Q9 
7903130254 
■'9030 20 3 a3 

7903150291 

-903190234 

7903210H3 

79032fc02to9 

7903210063 

79. 

79 


4 , »i 

SC -34 l 
5:-34i 
*:-34i 

'C-452 

50-341 
*: 34i 


DL - Duquesne Light Co 


DPC 
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AUTHOR AFFILIATION 

Utilities. Power Rcai 
i/PP - Duke Power co 


FPC - Florida Towt'r 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET WQ AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


7903070571 

70-2623 



7903150295 

50-335 

7903200365 

50-480 



7903290023 

5Q-230 

79031 50 SSB 

50-40B 



7903280368 

50-335 

7903290161 

70-2623 



7903300232 

50-250 

79032&0351 

50-413 



7903070063 

3Q-250 

7903260353 

50-413 



7903200082 

50-335 

7903260? 57 

50-413 



7903130291 

50-335 

7703260260 

50-413 



7903130294 

50-335 

7903060166 

70-2623 



7903130325 

50-335 

7903120222 

50-269 



7703130326 

30-335 

7903010209 

50-287 



7903 1302BB 

30-251 

7903010290 

50-287 



7903130289 

50-251 

7903070196 

50-369 



7903130332 

50-335 

7903010296 

50-269 



7903130339 

50-335 

7903010289 

50-269 



7903150293 

50-335 

7903130257 

50-269 



7903200376 

50-333 

7903000550 

50-369 



7703200377 

30-333 

'903200056 

50-3t»9 



7903230152 

50-333 

7903140138 

50-269 



7903230155 

50-333 

-'9030903 j 9 

50-269 



7903260235 

50-333 

7903020JIB 

50-269 



7903260239 

50-335 

7903020320 

50-269 



7903260221 

50-335 

7903130133 

50-269 



7903260225 

50-333 

79031405 59 

50-369 



7903230159 

50-230 

7903150197 

50-413 



7703230160 

50-250 

-'903140328 

50-269 



7903190275 

50-389 

7903140329 

50-269 



7903090267 

50-250 

79031 5 02S2 

50-269 



7703290019 

50-230 

7903150279 

50-269 



79030 1029Q 


7903230374 

50-369 



7903080247 

50-250 

7903270517 

50-369 



7903160207 

30-251 

7903190199 

50-26? 



7903190246 

50-335 

7903190201 

50-26? 



7703260203 

50-231 

79032001 69 

30-270 



7703270291 

50-250 

7903200520 

50-409 



7903270511 

30-335 

7903070539 

71-266 



79031403B5 

50-333 

7903070232 

50-369 



7903210160 

30-335 

7903220262 

50-369 



7703300342 

50-333 

7903260243 

50-413 



7703060442 

50-250 

7903260249 

50-413 



7703160239 

50-230 

7903260260 

30-413 

GAP - 

Georgia Pouei Co 

7903050341 

30-321 

7903260264 

50-413 



7903120318 

50-321 

7903270552 

30-26? 



7903090183 

30-321 

7903270373 

50-369 



7903140271 

50-366 

7903270336 

50-369 



7903140284 

30-321 

7903270300 

50-369 



7903120313 

50-321 

/903270510- 

50-269 



7903140266 

50-366 

790329001 1 

50-269 



7703140200 

50-321 

7903140305 

50-269 



7703050575 

50-321 

7903270280 

50-269 



790301Q238 

50-366 

790327(3552 

50-269 



7903220119 

30-424 

790330020 1 

50-269 



7903220120 

50-424 

7903070232 

50-369 



7903070303 

90-366 

7903270373 

50-369 



7903070309 

50-366 

-'903270301 

50-26? 



7903130352 

90-366 

79031 50201 

50-4&8 



7903130356 

50-366 

7903230122 




7703130380 

50-366 

79030 7079 J 




7703130393 

50-366 

7903070562 




7903270548 

90-321 

7903140456 

50-302 



7903190176 

50-366 

79030603B3 

30-302 



7903190179 

50-366 

7903140452 

50-3O2 



7903190171 

50-366 

79O3M045O 

50-302 



7703170172 

50-366 

7903050364 

50-302 



7903200419 

30-321 

7903060431 

50-302 



7903200424 

50-321 

7903060434 

50-302 



790327O34B 

30-321 

7903190107 

50-302 



7903270352 

50-331 

7903160233 

50-302 



7903300269 

50-321 

7903050362 

50-302 



7903300274 

30-321 

7903190186 

50-302 



7703300238 

50-321 

7903 1305 10 

50-302 



7903300247 

30-321 

790306 0380 

50-302 



7903300230 

30-321 

7903060226 

30 ^302 



7903300255 

50-321 

790306022 1 

50-302 



7903200435 

50-424 

7903090 IB7 

50-302 



7903070514 

50-321 

7903090219 

50-302 



7903130287 

50-321 

7903090186 

50-302 



7903260076 

50-321 

77030902 16 

50-302 



7903120355 

50-321 

7703150214 

50-302 



7903140517 

30-366 

7903130212 

50-302 



7903130165 

50-321 

79032301 57 

50-302 



7903050383 

30-366 

7903160227 

50-302 



7903060252 

50-321 

7903270349 

50-302 



7903140449 

30-321 

7903230133 

50-302 



7903090170 

50-321 

7903230130 

50-302 



7903190308 

50-321 

7903330133 

50-302 



7903200400 

50-321 

7903230 1 63 

50-302 



7903260229 

30-321 

7903270490 

50-302 



7903270471 

50-321 

7903270346 

50-302 



7703270034 

50-321 

7903270494 

50-302 



7903290121 

50-366 

7903140444 

50-302 

QENP - Genera 1 nubile Utilities 

7903210183 

50-146 

""*032004 46 

50-302 

GPU - 

UPU Servic e Corp 

7903090148 

30-289 

7903270409 

50-302 



7703090190 

50-289 

7903270464 

50-302 



7703150361 

90-209 

7903060458 

50-302 



7903140362 

30-219 

790321001 5 

90-302 



7903280263 

50-209 

7903050231 

50-302 



7903070365 


'903060246 

50-302 

GSU - 

Gulf State* Utilities CO 

7903130231 

50-450 

7903200260 

50-302 



7903060663 

50-450 

79032701 13 

50-302 



7903130027 

SQ-45B 

79032^0455 

50-302 



7903080542 

50-439 

79032*0392 

50-302 







AUlHQft AFFILIATION 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


333 

ACCESSION NO EGCk'ET NO 


Utilities. Power Reactors 


7903080544 
7903150303 
7903190169 
7903230181 
7903190169 
7 90307 00 B 5 
7903210201 
7903230182 
7903230180 
7903070208 
79032 1030 A 
7903260199 

l€LM - Iowa Electric Light V Power Co 7903050369 

7903280349 
7903300315 
7903050 J 69 
7903090163 
7903200390 
7903050360 
7903200346 
7903050186 
7903090154 
7903200379 
7903300312 
7903090375 
7903050402 
7903190435 
7903060472 
7903140100 
7903160277 
7903140337 
7903060305 
7903060314 
7903130377 
7903190174 
7903190197 
7903270335 
7903270350 
7903270457 
79032B0311 
7903070269 
790309021 1 
79O31202B0 
7903140379 
7903 J 90244 
7903200386 
79032003B4 
7903270335 
7903270426 
7903140300 

ILPR - Illinois Power Co 7903050370 

7903160067 

7903150217 

7903050357 

IMPS - Indiana 5i Michigan Power Co 7903070364 

7903290149 
7903210044 
7903210514 
790321 0042 
7903210512 
7903290025 
7903290029 
7903290033 
7903290036 
7903290030 
7903220362 
7903020339 
7903030146 
7903050251 
7903030291 
7903050298 
7903050302 
7903060231 
7903060237 
7903070361 
7903130357 
7903130364 
7903130368 
7903140238 
7903190247 
7903190256 
7903190287 
7903190293 
7903190300 
7903190316 
7903090263 
7903090139 
7903140265 
7903270461 
7903290140 
7903300399 
7903300267 

OCPL - Jersey Central Power 6 Light Co 7903120323 

7903090249 

7903210102 

7903210099 

7903160135 

7903070327 


GSU “ Gulf States Utilities Co 
HLP - Houston Lighting U Power Co 


50-459 

50-459 

50-4 9 B 

50-466 

50-490 

50-499 

50-49B 

30-466 

50-466 

50-466 

50-466 

50-49B 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-33 l 

50-331 

50-33 L 

50-331 

50-331 

30-331 

50-331 

50-331 

50-331 

50-331 

90-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

50-331 

30-331 

50-331 

50-331 

50-331 

50-331 

90-331 

50-331 

50-331 

50-331 

30-331 

30-331 

50-461 

50-461 

50-461 

50-461 

50-3 1 5 

50-3 1 5 

90-3 1 9 

50-316 

50-315 

50-316 

50-315 

5Q-3I 5 

50-313 

50-315 

50-31 5 

90-315 

50-315 

50-316 

90-315 

50-315 

50-319 

50-315 

50-31S 

50-313 

50-313 

50 -313 

90-319 

50-315 

50-316 

50-316 

50-316 

50-319 

30-319 

50-315 

90-3 1 5 

50-319 

30-319 

90-3 l 5 

50-315 

50-319 

50-315 

50-315 

50-219 

50-2 1 9 

30-219 

30-319 

50-219 

30-219 


F5GE - Kansas Gas t Electric Co 
LAPL - Louisiana Power t Light Co 

LIL - Long IsUnd Lighting Co 


HEED - Metropolitan Edison Co 


MPL - Mississippi Pawei l 1 ight Co 


MYAP - Maine Unl'M' Atprn c P JWeT Co 


7903070333 
7903070337 
79030^0377 
7903090246 
7903260216 
-»9032 00352 
79032Q0433 
7903200403 
79032Q035G 
79C31C0317 
7903070239 
7903060607 
7903030366 
7903060*02 
7903020365 
7903070215 
7903290017 
7903290021 
79032900 IB 
7903290020 
7903050440 
7903200322 
7903010036 
7903050284 
7903150379 
7903230164 
7903270513 
7903270466 
7903070265 
7903120259 
7903290016 
7903030149 
7903160157 
7903160223 
7903290163 
7703270406 
7903160154 
7703160220 
7703300455 
77D30BO546 
7903060143 
7903060200 
7903060204 
7903060451 
7903060462 
7903070248 
7903070329 
7903070334 
7903 120211 
7903120224 
7903210091 
79032101 16 
7903270340 
7903270345 
7903380319 
7903280313 
7903290120 
790J290 134 
7903050325 
7903090232 
79O32101B7 
79030101B? 
7903010281 
7903070217 
7903070210 
7903070324 
79030B0317 
7903120196 
7903200374 
7903210020 
7903220216 
790327055B 
7903290150 
7903290162 
7903130369 
7703280363 
7703160254 
7903190216 
7703050571 
7703010242 
7903070161 
7903130565 
7903270449 
79031 30 J67 
7903160253 
**903190207 
7903280280 
7903060232 
7903280259 
7903230269 
79032701 19 
7903270139 
7903280361 
7903150226 
7903270556 
79031 50P63 
7903150257 
*’903120229 


50-219 
30-219 
50-219 
30-219 
50-219 
50-219 
50-2 L9 
50-219 
50-219 

50-219 

50-402 

30-462 

50-382 

50-382 

50-382 

50-302 

50-322 

50-322 

50-322 

50-322 

50-316 

50-322 

£0-322 

50-322 

50-322 

50-322 

50-322 

30-322 

50-322 

50-322 

50-332 

50-322 

50-209 

50-320 

50-320 

50-289 

50-284 

50-320 

30-209 

50-320 

50-2B9 

50-320 

50-320 

50-320 

50-320 

50-209 

50-320 

50-320 

50-320 

50-320 

50-289 

50-209 

50-209 

50-209 

50-320 

50-320 

50-289 

50-289 

50-287 

50-289 

50-289 

50-209 

50-2B9 
50-289 
50-28? 
50-SQ9 
50-209 
50-20? 
50-209 
50-209 
30-209 
50-289 
30-320 
30-416 
50-416 
30-416 
50-416 
50-416 
50-4 1 6 
50-416 
50-416 
50-416 
50-416 
50-416 
50-416 
50-416 
50-416 
50-416 
50-416 
50-4 1 6 
50-416 
50-416 
50-309 
50-309 
50-309 
50-309 
50-309 
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AUTHOR AFFILIATION 


Utilities. Power beactois 


MTAP - Maine Yankee Atomic Fewer Co 


NENE - Not thea&t Nuclear Energy Co 
(Nor theas t Utilities) 


NENP - Nbli England Pouet Co 


NEUT - Noi theest Utilities 


hern Indiana Public Bervicp 


ra MnhinjV Pouei Com 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION ND DOCKET NO 


7903 1 £0234 

50-309 



7903130405 

50-220 

7903150221 

50-309 



7903190217 

50-220 

79031 50224 

50-309 



7903190273 

50-220 

7903150225 

50-309 



7903190280 

90-220 

7903190259 

50-309 



7903260267 

50-220 

79031902*6 

50-309 



7903260272 

50-220 

7903210121 

50-309 



7903070260 

50-410 

7903270519 

50-309 



7903220330 

50-220 

7903270525 

50-309 



7903080010 

50-220 

7903090277 

50-309 



7903220323 

90-22 0 

7903090225 

50-309 



7903070107 

50-220 

7903260219 

50-309 



7903290197 

90-220 

7903260202 

50-309 



7903030260 

50-220 

7903070214 

50-309 



7903210190 

50-220 

7903230181 

50-309 



7903060102 

50-220 

7903270541 

50-309 



7903060200 

90-220 

7903300296 

£0-309 



7903120359 

50-220 

7903060370 




7903140210 

50-220 





7903270454 

90-220 

7903130034 

50-245 



7903300262 

50-220 

7903160141 

50-245 



7903060124 


79032003B1 

50-245 



7903260407 


7903200382 

50-245 

NPPD 

- Nebraska public Power District 

7903210223 

50-290 

79031 30220 

50-336 



7903030376 

90-29Q 

7902210095 

50-568 



7903060173 

90-290 

79031 50346 

30-560 



7903140349 

50-290 

7903150343 

30-568 



7903270401 

50-298 

7903230367 

30-369 



7903140316 

50-290 

7903230316 

50-568 



79031 2032B 

50-290 

7903070233 

50-245 



7903120335 

50-298 

79031 303B3 

50-245 



7903120341 

50-290 

790306033B 

30-336 



7903120351 

90-298 

7903060420 

50-245 



7903260345 

50-298 

7903190252 

30-336 



7903050375 

50-290 

7903200439 

50-245 



7903070331 

SO-290 

7903200397 

30-243 



7903060170 

50-290 

7903190245 

30-336 


• 

7903210220 

50-290 

7903200392 

50-245 



7903270475 

50-290 

7903010261 

50-245 



7903270401 

30-29B 

7903010264 

50-245 



7903280256 

50-298 

7903010266 

50-336 



7903090271 

50-290 

7903010267 

50-336 



7903120237 

50-290 

7903220137 

30-243 



7903270472 

50-290 

7903060336 

50-336 

MSP - 

Northern States Power Co 

7903050171 

50-263 

7903060417 

50-245 



7903020340 

50-202 

7903070234 

50-245 



7903120202 

50-263 

7903080226 

50-245 



7903260200 

50-263 

7903060229 

50-245 



7903140319 

50-2B2 

7903200399 1 

50-336 



7903290134 

90-263 

/ / VWAvVIiyi 

«W w* 



7903050164 

50-263 

7903200393 

$0-245 



7903120279 

50-263 

7903200396 

50-245 



7903140317 

50-282 

7903200371 

30-245 



7903260236 

50-202 

7903200369 

50-245 



7 903060712 

50-263 

7903200407 

50-336 



7903020335 

90-282 

7903200414 

50-336 



7903060176 

50-282 

7903260244 

50-036 



7903090257 

90-263 

7903260246 

50-336 



7903120210 

50-282 

7903200334 

50-245 



7903120217 

90-306 

7903200337 

50-245 



7903190231 

50-263 

7903300389 

50-336 



7903210176 

30-263 

7903130376 

50-245 



7903200402 

50-263 

/903I60I59 

50-243 



7903200408 

50-263 

7903060293 

50-336 



7903500410 

30-306 

7903060279 

50-336 



7903200416 

90-306 

7903060249 

30-245 



7903260218 

90-263 

7903070243 

50-336 



7903260277 

90-263 

79G314027B 

50-336 



7903070470 

50-306 

7903220226 

50-245 



7903260090 

50-263 

7903260295 

50-245 



7903140219 

50-263 

7903300376 

50-336 



79O3160OB3 

30-202 

7903300339 

50-336 



7903140662 

50-282 

79 03 □ 003 B? 

30-336 



7903010143 

50-263 

790306OH49 

50-245 



7703020339 

50-263 

7903130300 

50-245 



7903090241 

30-271 

7903090271 

50-245 



7903090240 

30-282 

7903120200 

30-245 



7903120245 

50-263 

7903140225 

50-245 



7903130306 

50-2B2 

7903140463 

50-245 



7903200373 

30-282 

7903220226 

50-245 



7903270302 

50-263 

7903270362 

30-245 



7903270305 

30-282 

' Tl /03260275 

50-245 



7903290152 

30-263 

7903200421 

50-245 



7903010294 

50-263 

7903070171 




7903010197 

30-263 

7903020360 

50-367 



7903290126 

50-263 



NYEQ 

- New York State Electric $< Gas 

7903230177 

30-596 

7903060432 

50-367 

Corp 




7903120223 

50-367 



7903150252 

30-596 

7903190253 

50-367 



7903260 208 

30-596 

7903260234 

50-367 



7903 1 50289 

30-596 

7903050361 

50-220 



7903160236 

50-396 

7903080179 

50-220 



7903230173 

30-396 

7903130406 

50-220 



7903300215 

50-396 

7903190321 

50-220 

DPP D 

- Omaha Public Power District 

7903130363 

30-203 

7903190340 

50-220 



7903050333 

50-283 

7903200340 

50-220 



7903190813 

30-203 

7903190235 

50-220 



7903050332 

30-203 

7903000176 

50-220 



7903130350 

30-285 



AUTHOR AFFILIATION 


Utilities! Power Reactors 
CPPD - Omaha Public Power District 


FASN - power Authority State of New 


PECO - Philadelphia Electric Co 


POE — Pacific Gas ft Electric Co 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESS ION NO DOCKET NO 


79031 902 06 

so-aes 


79030504 )t> 

30-133 

7903260109 

50-205 


^903050421 

50-133 

7903010296 

50-205 


7903160111 

50-133 

7903010299 

50-395 


7903J9032Q 

50-275 

7903140314 

30-205 


7903290003 


7903140313 

50-285 


7903220039 

50-323 

7903270316 

50-205 


7903160106 

50-133 

7903270309 

30-203 


7903050244 

50-2 >5 

7903070031 

30-289 


7903220039 

50-323 

7903 1 901 A3 

50-285 


7903050197 

50-133 

7902270037 

71-9094 


7903050203 

50-133 

7903190325 

30-289 


7903290104 

50-875 

7903130408 

50-290 


•*903130411 

50-275 

7903210019 

50-285 


7903220045 

50-133 

7903020350 

30-205 


7903050367 

50-133 

7903300395 

50-203 


7903050165 

50- 1 33 

7903260271 

50-203 


7903050366 

50-133 

7903 1202B9 

50-209 


7903050350 

50-275 

7903260390 



7903020892 

50-275 

7903000206 

50-333 


7903300572 

50-575 

7903060421 

90-206 


7903050303 

50-275 

7903190307 

50-206 


‘■'9030604 35 

50-275 

7903290129 

30-333 


7903130395 

50-273 

7903290133 

50-333 


790313030? 

50-275 

7903130277 

50-333 


7903160243 

50-275 

7903080299 

30-333 


7903190320 

50-275 

7903160250 

50-333 


7903210195 

50-275 

7903000292 

50-333 


7903270266 

50-273 

7903120202 

30-286 


7903140342 

50-275 

7903210022 

50-206 

PCQE - Portland Orneial Ilectric L& 

7?D32P0 1 l 6 

50-344 

7903130276 

50-333 


7903060340 

50-344 

7903190299 

50-206 


7703220274 


7903160131 

30-333 


7903190284 

30-344 

7903090204 

50-333 


7903200422 

50-344 

7903060104 

50-333 


7903210215 

30-344 

7 903060107 

50-333 


7903220200 

50-344 

7903060233 

50-333 


7903030159 

30-344 

7903060242 

50-333 


7703J 40347 

50-344 

7903060419 

50-206 


7903050159 

50-344 

7903220135 

50-333 


7903140347 

50-344 

7903070320 

50-206 


790305023G 

50-344 

7903070320 

50-206 


7903050159 

50-344 

7903160099 

50-206 


7903140347 

50-344 

7903160103 

50-206 


7903190276 

50-344 

7903200432 

50-333 


7903060343 

30-344 

7903200436 

50-333 


'*903300344 

50-344 

7903260223 

50-206 


7903060227 

50-34. 

7903290020 

50-333 


79031 302D& 

30-34. 

7903290032 

50-333 


790321021 1 

50-34 

7903260026 

71 -6373 


7903070249 

50-34' 

7903220267 

50-206 


7903070245 

90-34. 

7903140363 

30-2B6 


7903060491 

90-34. 

7903140302 

50-333 


7903200415 


7703 i 40307 

50-333 


7903820277 

90-34' 

7903070209 

30-333 


7903270467 

30-34. 

7903070253 

50-333 


7903290012 

50-34' 

7903140437 

50-333 


7903260405 


7903160248 

50-333 

PPL - Pennsylvania Power ft Light Cc 

7903150315 

go-ao; 

7903190330 

50-333 


7703150310 

30-30 

7903290127 

50-333 


7903150316 

50-38' 

7903210126 

50-333 


7703150320 

50-30: 

7903220215 

50-333 


790 Jl 5032) 

30-30 : 

7903270439 

50-206 


7-703130322 

30-38 

7903270443 

50-333 


79031 30333 

50-38: 

7903070330 

50-206 


7903J90349 

50-30- 

7903260220 

50-296 


7903150344 

50-3B: 

7903140324 

90-949 


79031 50 334 

50-38: 

7903070134 



7903130336 

50-30: 

7903130250 

50-277 


7903130366 

30-38: 

7903190147 

50-277 


7703 t 30339 

50-30: 

7903060461 

50-277 


7903150374 

50-30, 

7903190224 

50-277 


7903150372 

50-38: 

7903020349 

50-277 


7903150371 

50-30, 

7903020352 



7903150360 

50-3B7 

77031 902 J 9 

50-277 


-'903150373 

50-387 

7903200200 

50-330 


7903150375 

50-307 

7903290043 

50-277 


7903010285 

50-337 

7903120242 

50-27B 


7903150313 

50-307 

7903130324 

50-270 


7903 J 4032 1 

50-387 

7903140264 

50-277 


7903 J 40423 

50-387 

7903140270 

50-277 


T 9030 1 0284 

50-387 

7903290125 

50-277 


7903070267 

50-387 

7903150243 

50-277 


7903070362 

50-387 

79032 JO J 10 

50-277 


7903270391 

50-307 

79032101 14 

30-277 


7903140310 

50-387 

7903210101 

30-270 


7903140415 

90-307 

7903210130 

50-270 


790321 03 40 

50-387 

7903270361 

30-277 


7903060440 

30-397 

7903270498 

50-270 


79031 503 i 2 

50-387 

7903060456 

50-277 

f»SC - Public Service Cc of Colorado 

790327043S 

50- 267 

7903270316 

50-277 


7903 1 4037* 

50-267 

7903160125 

50-277 


7903050300 

50-567 

7903190202 

30-171 


7903) 201 09 

50-26 ▼ 

7903020347 

80-277 


7903290147 

50-567 

7903290130 

50-392 


7903120)86 

50-267 

790329Q2S7 - 



7903270300 

50-267 

7903050414 

50-964 


7903140370 

50-267 

7903160245 

SO-279 


7903050223 

50-267 


33S 
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AUTHOR AT F 1 LI AT JON 

UM titles*- Power Eeav tot s 
ISC - Public Service Co of Colorado 


PSEG - Public -4 r t*e Lleitnc * Gas Co 
a* New Jersey 


PSIW - Public £»ei' ice Cu o* Indiana, 
Inc 

PSM1 - Public 5?r ice Co *<f Neu 
Hampsfi lr? 


PSOH - Public Ser.icf Co of illclahema 
PSPL Puget Sound Pg^er i- I jght Co 
PGE - Rochester Gi* * ("lettric Corp 


CORPORATE SOURCE INDEX 


ACCESSION NO 

DOCKET NO 

author affiliation 

accession NO 

DOCKET 

'<703050224 

50-267 


7903140395 

50-361 

■"703050297 

50-267 


7903200322 

50-361 

7903050322 

S0-26V 


7903200325 

50-361 

"*9031 20244 

50-267 


7903130362 

50-361 

790312024B 

30-267 


7903060460 

50-361 

^903120310 

50-267 


7903060450 

50-206 

7903120320 

50-267 


7903130342 

50-206 

7903210120 

50-267 


7903140311 

80-206 

7903210125 

50-267 


7903200253 

50-361 

7903050511 

50-267 


7903280328 

50-361 

7903210141 

50-267 


7903140310 

50-206 

7903270393 

50-267 


7903150231 

50-361 

7903270436 

50-267 


7903140341 

50-361 

7903290164 

50-267 


7903140347 

50-361 

7903140276 

50-26/ 


7903060458 

90-361 

7903290169 

50-267 


7903150304 

50-361 

7903130397 

50-31 1 


790306044B 

50-206 




7903270106 

50-361 

7903050017 

50 -27? 


7903140301 

50-361 

790313039 0 

50-31 1 


7903280317 

50-361 

7903090275 

50-272 


7903080252 

50-36 1 

7903080326 

50-272 


7903150276 

30-361 

7903 1 60100 

50-272 


7903270331 

50-206 

7903300367 

30-396 


790307021 1 

50-206 

7903270425 

50-272 


7903090272 

50-206 

7903050015 

50-272 


7903140259 

30-206 

7903120221 

50-272 


7903140373 

50-206 

7903120213 

50' 272 


7903130338 

90-206 

7903160097 

30-272 


7903270450 

50-206 

7903160139 

50-272 


7903120311 

50-361 

7903270492 

50-272 


7903210278 

30-361 

7903120219 

50-272 


7903200246 

50-361 

7903270459 

50-272 


7903260300 

50-361 

7903070229 

50-272 

SCEG - South Carolina Electric 6 Gas Co 

7903200136 

50-395 

7903160105 

50-272 


7903260261 

50-395 

7903140075 

50-31J 


79032B01 12 

50-395 

7903130243 

50-311 


7703J 40504 

50-395 

7903070130 

50-27? 


7703220194 

50-395 

7903130570 

50-272 


7903190243 

50-395 

7903140083 

50-311 


7903270594 

50-395 

7903050374 

50-272 


7903280090 

30-395 

7703090264 

30-272 


7903070164 

50-395 

7903090266 

50-272 


7903050351 

50-395 

7903090274 

50-272 


7903260250 

50-395 

7903270421 

50-272 

5MUD - Sacramento Municipal Utility 

7903160235 

50-312 

7903130317 

30-272 

District 



'903130320 

50-272 


7903130201 

50-312 

7903200425 

50-272 


7903290161 

30-312 

'903200428 

50-272 


7903130279 

50-312 

79032‘ T 0365 

50-272 


7903130429 

50-312 

7903270367 

50-272 


7903130402 

50-312 

7903280342 

50-272 


7903130407 

50-312 

7903200343 

S 0-272 


7903160224 

50-312 

7903300297 

30-272 


7903290156 

30-312 

'*903300302 

50-272 


7703020390 

30-312 

7903300400 

50-272 


7903060274 

50-312 

7703300406 

50-272 


7903200339 

50-312 

7903070489 

50-272 

SNEC - Saxton Nuclear Experimental Corp 

7903150333 

30-146 

7403230151 

50-272 

TOED - Toledo Edison Co 

7903070319 

30-346 

'903160225 

30-272 


7903070226 

30-346 

7903080189 

50-311 


7903070377 

50-346 

790J 120205 

50-272 


7903120331 

50-346 

7903050306 

50-272 


7903050260 

50-300 

7903130314 

50-272 


7903140323 

50-346 

7903080224 

50-272 


7903290096 

50-346 

7903150204 

50-272 


7903140320 

30-346 

7903300366 

50-596 


7903270600 

30-346 

7903050320 

50-311 


7903050342 

50-346 

79030B032J 

30-272 


7903050347 

50-346 

7903120233 

50-311 


7903270603 

50-346 

'903130384 

50-311 


7903050314 

30-346 

7903130422 

50-31 1 


7903090344 

30-346 

7903200434 

50-311 


7903230170 

30-346 

7903270503 

50-311 


7903070224 

30-346 

7903300257 

50-311 


7903050310 

50-346 

7903150039 

50-456 


7903050337 

30-346 




7903070374 

50-346 

7903260170 

50-443 


7703050172 

30-346 




7903050176 

30-346 

7903260129 

50-443 


7903050179 

30-346 

7903260237 

50-536 


79030 30 1B2 

50-346 

7903060427 

50-528 


7903270479 

50-346 

7903060179 

50-244 


7903050275 

50-346 

7903130275 

50-244 


7903050279 

30-346 

7903120294 

30-244 


7903060464 

30-346 

7903120300 

50-244 


7903060469 

50-346 

7903120304 

50-244 


7903060474 

50-346 

79032/0402 

50-244 


7903060475 

90-346 

7903190*73 

50-244 


7903160142 

30-346 

mAfJAnA-»i 1 n 

50-244 


7903130396 

50-340 


50-244 


7903130400 

50-346 


30-244 


7703160114 * 

90-346 


30-244 


7903160120 

30-346 


30-361 


7903160146 

30-346 


50-361 


7903160152 

50-346 


50-361 


7903160209 

50-346 


50-361 


7903160210 

50-346 
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<r.E88I«N Mo ODCKCT NO 


utilities* Potyer Reactors 


TQED - Toledo Edison Co 


TV - fe*ai Utilities Co 

TUQC - Texas Utilities Generating Co 

TUfl - Texas Utilities Gervtce*. Inc 
TUA - Tennessee Valley Authority 


79 O 330 GS 77 

7903200351 

7903200333 

7903200334 

7903200357 

7903200361 

7903200366 

7903230167 

7903230161 

7903230162 

7903230120 

7903230169 

7903230 16 Q 

7903260222 

7903260227 

7903270474 

7903270293 

79 O 327 O 420 

7903270433 

7903270549 

7903270931 

7903270596 

7903290120 

7903290124 

7903290094 

7903210014 

7903150434 

7903200276 

79030503 E 33 

7903090264 

7903270410 

7903120327 

790307025 1 

7903210270 

7903220272 

7903050379 

7903060251 

7903050196 

7903200290 

7703070267 

7903270324 

7903260177 

7903070351 

7903050293 

7903190271 

7703190341 

7903200146 

7903200141 

79032001 51 

79032004 I 1 

7903070216 

7903200163 

7903190330 

7903210106 

7903060301 

7903060504 

7903050259 

79030 Q 0211 

79031601 17 

7903210122 

7903160217 

7903270527 

7903270542 

7903300234 

7903070356 

7903070213 

7903160113 

7903220190 

7903080340 

7703150114 

7903200010 

7903220236 

7703060594 

7903220100 

7903050594 

7903200072 

7903010271 

7903010275 

/903070533 

7903140136 

7903200210 

7903010269 

7903010277 

7903000334 

7903010236 

79 03520326 

7903090393 

7903050399 

7903060493 

79030703 l i 

7903070315 

7903070326 

7903070333 

7903070322 

7903120230 

79031 90260 

7903 J 90336 

7903210117 


50-346 
50-346 
50-346 
50-346 
90-346 
30-346 
50-346 
30-346 
30-346 
50-346 
50-346 
30-346 
50-346 
50-346 
30-346 
30-346 
50-346 
50-346 
50-346 
30-346 
30-346 
50-346 
50-346 
50-346 
50-346 
30-346 
50-346 
50-346 
50-346 
50-500 
30-346 
50“ 346 
50-346 
50-346 
90-500 
50-445 
50-449 
30-445 
30-445 
50-449 
50-445 
30-445 
50-449 
90-445 
30-260 
50-296 
50-327 
50-390 


30-259 

30 - 32 / 

40-1341 

40-1341 

30-259 

30-239 

90-327 

90-259 

50-259 

50-390 

50-239 

30-390 

30-390 

30-390 

50-327 

30-259 

30-259 

50 - 32 / 

50-510 

50-237 

50-327 

50-327 

30-390 

50-327 

SO -359 

50-327 

50-390 

30-390 

50-510 

50-259 

90-370 

30-370 

50-430 

50-510 

30-510 

50-390 

30-260 

90-260 

50-259 

90-276 

50-276 

90-260 

50-260 

50-239 

90-259 

90^860 

50-296 

50-390 


VEPC - Vi r9 i n i ft Fleckric. * Power O 


7*03?1<?13/ 
-» 703310 1:43 

*•"03210153 
7*03210171 
7903210175 
■H 7 QJ 270522 
7403273531 
’*03290024 
' >01290086 
/*Gj 2 QQ 31 Q 
’903200323 
-’90329000? 
7903290003 
7 90J 160016 
* 9 03200398 
7903210103 
7903190545 
•’903190340 
’903120303 


50-259 
50-25 - ? 
50-2 V? 
5Q-P59 
50-209 
50-J>J>9 
50-390 
50-390 
50-2*9 

30-259 

50-559 

30-259 

50-259 

50-25" 

50-170 

50-390 

40 ' 1 34 1 

40-IJ41 

71-9001 
50- 259 


7903050255 
/ -<03110303 
-9Q3210333 
/9Q320O367 
"703160170 
7903? /O4o5 
79032 6084? 
79032 00370 
7903290009 
7903300820 
7903l403cS 
7903210100 
*703150302 
7*03140246 
7903220269 
7*03090270 
7*03090143 
79032*0463 
7903060422 
7703130214 

'903150353 
/ 903 150? 55 
7*03160241 
“'*03210342 
79032 l 0023 
79032 70 15B 
'903200229 
*•903070376 
*'903070300 
'903070301 
*’*030 ,'0705 
/903200137 
*”703190170 
7903190171 
79030902J6 
*70l?20?65 
*703300361 
*9^3070303 
7903PP0223 
7903210539 
"703059 1 3B 
■* 703190103 
'403170175 

/703UOM5 

7*03010020 
'903C6UJ99 
*903140473 
? "'03020263 
’703020?9l 
’90J0203P5 
*903050103 
} ’0 3050*140 
-70-3050P46 
7903050200 
/9G305&2&* 

/ >030501 BO 

* »<»3l)6V«i44 
'/CTCsvJMt 
7 >03070175 
7703070302 
~ >03060446 

* A>306C"»c 5 
7 *030 0i J2 16 
T9O3O&05&1 
'9w30302?7 
*703000230 
-*03080237 
'903090244 
-9<J3£>?0J5B 
7*03090161 
~/’03i 30353 
9" 03 130295 

703130310 

**703130343 

7003140400 

*’03140407 

•>0314(414 

“7031^0413 


50 — D ? 7 

50 - 2 S 9 

50 - 2 »o 

50-259 

50 - 25 * 

50-259 

50 - 25 * 

50-518 

50-521 

50' 390 

50-390 

50-390 

50-327 

50-299 

SO -299 

50-259 

50-296 

50 - 25 * 

50-327 

50-327 

50-327 

50 - 32 ’ 

50 - 32 / 

50 - 32 1 

50 - 32 ? 

50-327 

SO-330 

50-230 

50-200 

50-200 

50-333 

50-339 

50-333 

50-200 

50-338 

50-200 

5 .'-330 

30-333 

50-330 

50 - 33 * 

50-330 

50-200 

50-330 

50 - 33 * 

50 - 33 B 

50-339 

50-330 

50-319 

50 - 33 * 

SO * 339 

50 - 3*30 

50-319 

50-339 

50-330 

30-330 

50-330 

50-330 

50-336 

50 -P 80 

SJ- 33 Q 

50 - 33 *- 

50-337 

50-333 

50-333 

50-201 

50-201 

50-231 

50-201 

5 D- 80 I 

50-291 

50-301 

50 - 13 Q 

50 - 1.13 

50-201 

50-330 

30-330 

5 C* 339 

5 Q- 33 Q 
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AUTHOR ArFlLI«riUU 

ACCESSION NO 

docket NO 

AUTHOR AFFILIATION 

ACCESSION NO 

DOCKET NO 

'M 1 1 Puites 






' EPC * Virginia f l*- m i i v*»r uu 

*703140422 

50-338 

WPSC - Wisconsin Public Service Corp 

7903130513 

50-305 


77031 40394 

50-330 


7903210330 

50-305 


7^0323014 1 

50-338 


7903050390 

50-305 


'"903220260 

50-200 


7903070372 

50-305 


7903230137 

50-33Q 


7903160122 

30-305 


7903230145 

50-200 


79032B0326 

50-305 


^903230142 

50-200 


7903140096 

50-303 


7403270577 

50-330 


79031601 19 

30-303 


79032705B4 

50-330 


7903140057 

50-305 


7903270591 



79030503B7 

50-303 


79032704 14 

50-200 


790307037 1 

30-305 


*903270419 

50-200 


7903140255 

50-305 


*903270572 

50-33B 


7903140294 

50-305 


*903300370 

50-33B 


7903140306 

50-305 


* /03300J73 

50-338 


7903210006 

50-303 


790330035B 

50-338 


7903210009 

30-309 


7903300368 

50-330 


79032B0321 

50-305 


7903200350 

50-338 


79032Q0326 

50-305 


7903270390 

50-200 


7903070262 

50-305 


7903270420 

50-333 


7903210326 

30-305 


7903270570 

50-339 


79031 2021 B 

50-303 


7903300223 

50-339 


7903210297 

30-305 


7903130273 

50-200 


7903290103 

50-305 


7903260262 

70-2710 

YAC - Yankee Atomic Tlectnc Co 

7903130369 

50-29 


7903200221 

50-330 


7903000319 

50-29 


7903020260 

50-200 


7903150237 

50-29 


7903120284 

50-200 


79032704BB 

50-27 


790J270390 

50-2S0 


790322Q22B 

30-271 


7903050271 

50-339 


7903150235 

50-29 


7903090234 

50-338 


7903140335 

50-29 


7903150351 

50-33B 


7903150365 

30-29 


7903120251 

50-33B 


7903140252 

30-29 


79032002B4 

50-33B 


7903080305 

50-29 


7903150294 

50-339 


7903000312 

50-29 


7903200350 

50-333 


7903130347 

50-29 


7903220217 

50-339 


7903130349 

30-29 


7903270327 

90-338 


7903200356 

50-29 


7903300373 

50-330 


7903200350 

50-29 


7903300223 

30-339 


7903270407 

50-29 


7903070237 



7903090137 

30-29 

YVNP - Vermont I'enkee Nuclear Power Corp 

7903290010 

50-271 


7903120256 

50-29 


7903150249 

50-271 


7903220221 

50-29 


7903130246 

50-271 


7903270482 

30-29 


7903020036 

50-271 


7903300375 

30-29 


7703150423 

50-271 


7903000318 

30-29 


7903140269 

50-271 


7903210037 

30-29 


79032003B8 

50-271 


7903160242 

50-29 


7903200391 

50-271 


7903220232 

50-29 


7903290006 

50-271 


/90329001 4 

50-29 


7903020054 

50-271 


7903050419 



7903290189 

50-273 


7903200103 



7903130539 

50-271 


7903050490 



7903150191 

30-271 


7903070102 



7903090260 

50-271 


7903050591 



7903090273 

50-271 





7903140230 

50-271 





7903140660 

50-271 

Research Institutions V Labs 




7903090269 

50-271 

— — — > — 



■ 

7903060444 

50-271 

Argonne National Laboratoiy 

7902270072 

71-9032 


7903270356 

50-271 


7903070052 



7903200190 



7903300554 


WIE-p - Wisconsin Llfctti k Power Co 

7903070349 

50-266 

Argonne National Lsboiatory - Argonne 

7902270002 

71-9007 


7903120264 

50-266 

West 




7903130374 

50-301 

Datlello Memorial Institute 

7903200067 



79031403*8 

30-266 

Battel)* Memorial Institute* Columbus 

7903130106 



7903070250 

50-301 

Loboratori es 




7903140374 

50-266 


7903230015 



79031403 1 2? 

50-301 


7903230331 



7903140313 

50-301 


7903270056 



7903070345 

50-266 


7903140340 

70- B 


7903160144 

50-266 


7903220107 

70-0 


7903160147 

50-266 


7903200140 

71-9010 


7903200351 

50-301 


7903200219 

70-8 


7903200394 

30-301 


7903050200 



790329000 X 

50-266 


7903120900 



7903290005 

50-266 


7903300544 



7903270298 

50-502 


7903120499 



7903070241 

50-266 


7903220306 



7903 1202a 2 

50-266 

flattelle Memorial Institute* Pacific 

7903130110 



7903130370 


Northwest Laboratory 




7903140442 

50-502 


7903130070 



7903200370 

50-502 


7903210544 

70-364 


79032*0284 

50-266 


7903070276 



7903070241 

50-266 


7903230032 



7903270065 

50-266 


7903060669 



7903010203 

50-302 


7903300351 


WPPS - Washington Public "ower Supply 

7903220033 

50-39/ 

Biookhaven National Laboratory 

7903130490 


System 




7903160297 

30-206 


7903210095 

50-39 r 


7903120100 



**90322003 1 

50-377 


7903290137 

50-29 


7903150340 

30-460 


7903290170 

30-155 


>903? 10^93 

50-397 


7903200204 

50-247 


7903130450 

50-500 


7903200239 



7903300423 

50-50d 


7903130073 



79033004 n 

50-508 


7903130496 



790 3270303 

50-39/ 


7903140646 



7903290022 

50-39/ 


7903160304 



*903070 Al 5 



7903210284 




AUTHOR AFFILIATION 


Research Institutions V Labs 


Ilroo k haven National Laboratory 


Electric Power Research Institute 
Energy Research k Information Foundation 
Franklin Institute Research Laboratory 


General Research Corp 
Hanford Engineering Development 
Lab oratory 


Idaho National Engineering Laboratory 


Kinetic Research) Inc 

Los Alamos Scientific Laboratory 


Lehigh Testing Laboratories* Inc 
Lawrence Livermore Laboratory 


National Strategic Information Center* 
Int 

■Oak Ridge National Laboratory 


Rockwell International English Bystem 
Group 

Qandla Laboratories 


Southwest Research and Information Center 
Stanford Research Institute 


CORPORATE SOURCE INDEX 
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ACCESSION no docket no author affiliation 


ACC LSI* I UN Nil DOCKET NO 


79032201 OS 
7903 12009 4 
7903160080 
79Q31 40639 
7903160300 
79Q314Q650 
7903 1 40633 
79032001 16 
7903090365 
7903140597 
7903020123 
7903140010 
7903060349 
790321 DOBO 

7903220253 
7902010203 
7903200121 
7903220 1 09 
7903220253 
79030B0093 
79030B0663 
7903060237 
7903070427 
7903070432 
7903060150 
7903130613 
7903130112 
790327OOS1 
7903290040 
7903290QB0 
7903290192 
7903160321 
7903130593 
7903130613 
7903060706 
7903020003 
7903130212 
790313Q4B7 
79032LO359 
7903150129 


7903060163 
7903230327 
79032104 99 
7903290049 
7903070420 
79030704 43 
7903070475 
7903200114 
7903140501 
7903800126 
7903140656 
7903150253 
7903060703 
7903010030 
7903070186 
7903000603 
790301 0030 
7903070186 
7903050603 
79032201 1 0 
7903210524 
7903070190 
790381051 1 
7903120417 
7903810506 
7903140001 


Southwest Research institute* 
Underwriters Lalioi*tc.ty 


Advisory Cammi t tE-e< s J 


ACR8 - Advisory Ccm'.ittre on Reactoi 
Safeguards 


790 J 2 BO 142 
1054^ 


7903060^57 

79030 4.01 4d 
7903250354 
7903)30292 
7*5030000 J2 
7903200495 
700 3 l J02B5 
1903200534 
790320052) 
7903220479 
7903200526 
79032004QB 
7903300491 
^903300405 
7903140210 
7903140223 

79031 30M 1 
7903140496 
7903130076 
79031 50 153 
7903150146 
7903120161 
7903120403 
79032001 8D 
7903140227 
7903140215 
7903140502 
7903150100 
7903200102 
7903300552 


Atomic Safety Bo«rd(sJ 3- Panel (s> 


Atomic Safety and Licensing Qoaid Pane) 


50-3A l 
50-560 
30-31 1 
50-358 


7903150125 


Atomic Safety nntf Licensing Appeal Panel 7903220366 

50-405 

7903230149 


7903020200 

70-2623 

7903060158 


7903050047 

50-400 

7903060146 


7903070366 

50-403 

7903190575 


7903090125 

70-2623 

7903230029 


7903150109 

50-33H 

7903140641 

71-269 

79032 1036E 

50-466 

7903160019 


7903230297 

50-2 f 

7903300521 


/90J2IO31U 

50-466 

7903120450 


7903210305 

50-320 

7903140590 


7903160255 

50-340 

7903300 J 21 


7903300547 

50-34 1 



7903060399 

50-333 

7903210240 

71-5552 

79031 50077 

50-330 

7903300299 

71-5597 

7903070225 

50-320 

7903220030 

71-5595 

79031 50431 

50-320 

7903300309 

71-9051 

7903160316 

50-320 

7903300505 

71-3907 

79030^0225 

50-320 

7903070203 


7903150431 

50-320 

7903070436 


7 ' 


7903000350 


7 



79030200?2 

7903130341 

7903130204 

7903200262 

7903060579 

7903070401 

7903070099 

7903220391 

7903120445 



340 CORPORATE 


AUTHOR At MU AVON ^CESSION NO 

DOCKET NO 

item 1C Safe eg Baa u H * panel' > 


ntnmf Safety ".j 1 : r m' mj ac«rd Patel 790J080529 

50 ”445 

790 J1 30272 

50-55o 

'903140413 

SO *272 

790314U416 

50-2 72 

7903140421 

50-275 

7903070561 

50-549 

7903080509 

50-5” 6 

7903080596 

50-400 

7903130503 

70-2623 

7903130507 

27-39 

7903140*174 

50-250 

7903150100 

50-445 

7903160310 

50-344 

7903080531 

50-536 

7903080539 

•30-400 

7903140608 

50-445 

'903140645 

50-445 

7903090004 

50-400 

7903^20112 

50-33? 

7903150370 

50-445 

7903160307 

50-445 

•'903220099 

50-387 

7903220110 

50-387 

7903220264 

50-39/ 

7903220308 

50-446 

7903200 1 53 

50-59? 

7903220007 

50-30? 

7903230290 

bO-369 

7903260156 

27-39 

7903160252 

50-400 

7903210309 

50-322 

7903220305 

50-344 

7903220373 

50-272 

7903220400 

50-302 

790126G0B3 

50-549 

7903260151 

50-445 

7903210267 

50-549 

79032201 86 

50-322 

7903220244 

50-445 

7903220369 

50-255 

7903260145 


7903260357 

50-502 

7903280152 

50-445 

7903210315 

50-437 

7903200530 . 

70-2623 

7903300241 

50-445 

7903300249 

27-39 

790 32 BOO 70 

70-2623 

7903300254 

50-344 

7903280020 

50-556 

7903260201 

70-2623 

■'903300090 

50-350 

7903280265 

50-387 

7903200201 

70-2623 

Office of Executive for Operations 1CD0) 


Office of the C*ecuti»c Director for 7903070417 


Operation* 


7903060670 


7903060362 


7903200320 


7903140404 


7903130336 


7903210029 


7903280295 


7903190045 

50-596 

7903070445 


7903000072 


7903090009 


•*90308021 0 


7903090016 


7903210194 


7903140017 


7903220151 


7903300401 


7903300397 


7903300014 


7903060641 

50-311 

7903150122 

50-*250 

79O321O20B 


7903300312 


7903060016 

50-305 

7903290199 

50-502 

7903010435 

30-3B7 

790J060079 

50-P93 

7903300569 

30-290 

790J300504 

50-29 

7903050553 


790320007v 


7903280251 


7903070292 


7903060715 


7903200315 



SOURCE INDEX 

AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


EDO - Office of AdHi nsti ation 


Office of Administration 7903220374 

7903210290 

79033000B4 

790307034S 71-4936 

7903050243 70-020 

t>l vision of Contracts 7903230005 

7903070058 

7903050031 

7903000078 

7903050041 

7903070543 

7903010055 

7903070005 

7903030037 

7903140032 

7903070410 

790305004B 

7903070064 

7903070572 

7903070203 

7903080068 

7903150126 

7903080155 

7903070441 

7903070564 

7903070552 

7903070511 

7903080159 

7903210236 

7903300559 

7903070523 

7903140072 

7903130169 

7903130207 

7903220446 

7903200071 

7903230013 

7903230010 

7903200055 

7903200064 

7903210226 

7903200079 

7903210245 

7903200029 

7903200039 

7903220421 

7903300004 

7903300017 

7903070‘tsH 

Division of Contracts 7903220399 

Administrative Contracts Branch 7903120091 

7903130572 

7903130557 

7903150124. 

7903010001 

7903010003 

7903130569 

7903070569 

79030800B3 

7903120124 

7903120109 

7903070555 

7903120096 

7903120102 

7903120119 

7703120129 

7903130220 

7903130223 

7903120103 

7903120114 

7903120122 

7903130213 

7903130215 

7903130266 

7903130267 

7903200068 

7903200075 

7903210221 

7903200027 ' 

7903200034 

7903200051 

79032Q005B 

7903220416 

7903300020 

7903300023 

7903300555 

Purchasing &ecWon 7903050043 

790306O59Q 

7903060601 

790307000B 

7903070009 

7903070550 

7903070570 

7903070574 

7903130199 

Research Contracts Branch 7903230003 

7903120084 

7903070055 



AUTHOR AFFILIATION 


600 - Office of Admi natt at i on 


Research Contracts Bi anch 


Technical Assistance Contracts 


License Fee Management Branch 


Division of Rules and Records 


CORPORATE SOURCE INDEX 


ACCESSION NO 

docket NO 

AUTHOR AFFILIATION ACCEfaalON NO 

DOCKET U 

7903010051 


7903 0 90 J71 


7903010011 


7903050535 


7903010014 


>903090400 

50-413 

79030606 IB 


7903120156 


7903060624 


79031901 96 


79O307006B 


7903140000 


7903070070 


7903190133 


7903050029 


79031905/0 


7903140043 


7903230146 


7903140048 


7903190L50 

70-135 

7903050039 


79032601 46 

70-135 

7903130442 


7903220006 

50-133 

7903130451 


7903050543 


79031 40O53 


7903210532 


7903140061 


7903140639 


7903070406 


7903200356 


7903070455 


7903090166 


7903050035 


79030 60004 


7903140029 


79031 4 0568 


7903120073 


7903140357 


7903120076 


7903150164 


7903120079 


7903140540 1 


7903030050 


7903140544 


7903050034 


7903270262 


7903070061 


7903190145 


7903130426 


7903290044 


7903130430 


7903 D&Ot 32 


7903130434 


79030 70454 


7903130437 


790312G203 


7903140060 


7903290050 


7903230012 


79032 30 S 72 


7903330007 


7903210376 


7903230014 


7903120260 


7903230016 


7903190504 


7903230067 


7903 1 30350 


7903230070 


79Q3090I24 

50-220 

7903230201 


7903260149 


790323023B 


7903050390 

50-286 

7903120097 


7903090316 

50-254 

7903080074 


7903030542 


7903070541 


7903200343 

50-220 

7903130552 


7903090378 

50-331 

7903070196 


7903230150 


79030 7Q003 




7903070407 




7903050462 


EDO - Office nP Internationa] Programs 


7703050468 




7903080153 


Office of Intel national Piagiams 7903050572 


7903070434 


7903060353 


7903070560 


790308063? 


7903070507 


7903050436 


79030B0156 


79030703B4 


7903210233 


7903230112 


7903070318 


7903050466 


7903130166 


7903070359 


790322043? 


7903050477 


7903210242 


7903070390 


7903300002 


7903050357 


7903300016 


7903090118 


7903200223 

70-27 

7903090308 


7703220165 

70-135 

7903120072 


7903220176 

70-27 

7903150433 


7903260197 

70-364 

7903150*136 


7903060697 

71-6581 

7903080662 


7903220163 

70-1257 

7903080644 


790330093? 

70-2219 

7903270633 


7903300545 

71-9126 

7703270630 


7903220179 

70-7 54 

>9031501 30 


790315023? 

71-4906 

7903300224 


7903260194 

50-201 

7903060036 

70-2049 

7903060001 

70-820 

7903080660 


7903150259 

70-820 

7903080659 


7703080337 

70-820 

7903060574 


7903150280 

70-U3I 

7903130217 


7903220182 

70-1143 

7903120370 


7903160322 

50-313 

7903140107 


7903300514 

30-213 

7903200331 


7903070001 

50-334 

790328007? 


7903 150411 

50-26? 

79032 BO 1 30 


7903140179 

50-269 

79032 901 BO 


7903260081 

50-250 

7903290292 

50-466 

7903060317 

50-366 

7903200091 


7903200035 

50-321 

7903280201 


7903300517 

30-366 

7903290142 


7903140127 

50-363 

Assistant Director for Expov t/Impor t & 7903000630 


7903060347 

50-289 

International Safeguards 


7903060510 

50-245 

7903010039 


79033001 B7 

30-298 

7903010042 


7903150245 

50-267 

7903010035 


7903160314 

50-267 

7903010047 


7903130397 

50-272 

7903020385 


790314012? 

30-338 

7903020380 


790330QS23 

50-271 

7903020410 


7903220170 

70-0 

79030504^0 


7903160021 

70-27 

7903050473 


7903270252 


7903050476 


7903050082 


7903050478 


7903070124 


79030S0462 



341 



342 

AUTHCin AFFILIATION 


CORPORATE SOURCE INDEX 

.ACCFS&l ON NO DOCKET MO AUTHOR AFFILIATION 


ACCESSION NQ 


EDO - Office of Intel national Programs 


Assistant Director fci Enport/Knpor t fc 7903Q10J29 
International e jfif g uar ds 

790JO 10133 
7903050579 
7903050500 
7903DS0586 
7903060106 
7903070091 
79030701 19 
7903070006 
7903070403 
7903070410 
7903070436 
7903070400 
79030704 lo 
7903070421 
7903090142 
7903070502 
7903070567 
7903070419 
7903090311 
79030 90329 
7903090331 
7903090334 
7902090939 
7903090942 
7903090345 
7903090350 
7903090355 
7903090357 
7903090361 
7903000643 
7903090362 
79030B0629 
7903000611 
79030B0620 
7903000622 
79030B0624 
79030 BO 62 7 
7903000645 
7903120135 
7903120137 
7903120143 
7903120142 
7903150109 
7903260311 
7903230364 
7903260313 
7903260313 
7903260319 
79 03260322 
7903260324 
7903260335 
7903260337 
7903230340 
7903230360 
7903230370 
7903230372 
7903230344 
7903230351 
7903230347 
7903230353 
7903230337 
7903290302 
7903290310 
7903290313 
7903290325 
7903290320 
7903290290 
79032 90321 
7903300210 
7903300313 
790330021 □ 
7903300220 
7903300236 
7903300195 
7903300 J 99 
7903300203 
790330Q208 
7903300214 
7903300231 
7903300496 
7903120333 
7903090010 
7903120123 
7903070403 
7903000060 
79Q3O0OO64 
7903080067 
7903000040 
7903080041 
7903140020 
7903140534 
7903090014 
7903230261 
7903070462 
7903070465 


7903070453 


7903070460 

7903070399 

7903070402 

7903070409 

7903070412 

7903070419 

7903070424 

7903070425 

7903070430 

7903070433 

7903070430 

7903070449 

7903070451 

7903080049 

7903140529 

7903270206 

7903090254 

7903000612 

7403120155 

7903160076 

7903090011 

7903090012 

7903090013 

7903160270 

7903120104 

7903120182 

79031 20 10B 

7903120193 

7903120197 

7903120199 

7903150296 

7903210199 

7903210202 

7903210206 

7903260132 

7903210196 

7903220140 

7903270177 

7903200074 

7903210192 

7903220319 

7903200193 

7903220154 

7903220150 

7903270246 

7903280175 

7903200101 

7903270107 

7903270329 

7903270404 

7903270400 

7903230348 

7903280279 

7903300009 

7903300010 

7903200233 

7903070420 

7903DB0045 

7703210197 

7903300204 

7903300391 

790312034* 

7903050406 

7903050222 

7903050210 

7903080590 

7903120117 

7903090140 


EDO - Office of Executive Legal Director 


Office of the Executive Legal Director 7903200513 

7902050263 
7903090007 
7903130925 
7903080309 
7903130925 
7903050204 
7903000909 
7903130925 
7903070 020 
7903200057 
7902050263 
7902070069 
7903050204 
7901220201 
7902050263 
79O3OBO&0? 
7903000591 
7903080592 
7903060105 

Deputg Executive Legal Director 7903060672 

7903060605 

7903190346 


DOCKET NO 


50-237 

50-396 

50-237 

50-261 

50-237 

50-445 

50-261 

50-237 

50-560 

50-445 

50-237 

50-344 

50-445 

50-219 

50-237 

50-261 

50-402 

50-553 

90-549 

50-220 

50-290 

70-1729 



AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


EDO - Office of Executive Legal Director 


Deputy Executive Legal Director 

Hearings Division 
Branch 1 


Branch 3 


Branch 3 


7903190076 

790^160270 

7903070373 

7903030163 

7903060893 

7903070393 

7903060707 

7903140305 

7903140396 

7903 l 40302 

7903200049 

7903210394 

790p07030S 

7903210314 

7903060660 

7903060713 

7903220006 

790^190193 

7903070499 

7903230 I 03 

7903220079 

790J060713 

79O30BOOP1 

7903190301 

7903030133 

7903230103 

7903210446 

790/070349 

7903050139 

7903210317 

7903260204 

7903000001 

790^190301 

7903060713 

79002104 30 

790*070390 

790/000 190 

79O3O00J94 

7903000800 

79032103B9 

7903220307 

7903210492 

790321042? 

7903070037 

790*220070 

7903050950 

790*000209 

790*21004 1 

7903030097 

7900070004 

7900030368 

790 1210404 

7900210427 

7900210370 

7900230271 

790(1210321 

7900070004 

7900030360 

790Q 2 l 042 7 

790(3 120973 

7900210370 

790^326033? 

790*321004 t 

7900050097 

7900210404 

7900070037 

790Q 2200 70 

790(3210429 

79CP23Q3D4 

7903080236 

79CfcfQ7Q037 

79C|321004l 

7903090097 

7903070004 

79C|30S0330 

79C|309056B 

79f 3OBO20? 

79C 3210404 

7903210427 

7?d3 120573 

7903230268 

79032 10378 

7903220070 

79(321048? 

79( 3230271 

79(326033? 

79(3090002 

7903060702 

79(3060704 

79( 3000387 

79( 3090809 

7903260182 

7963210383 

7963210398 

79( 321083? 

79< 3140435 

79< 3140440 

7903210464 

i 


30-356 
70- 1 729 

50-434 

50-436 

50-828 

50-498 

30-388 

30-388 

30-302 

30-322 

50-445 

80-498 

S0-3B2 

30-522 

30-344 

30-3B2 

50-445 

80-341 

80-341 

30-490 

30-344 

50-341 

80-583 

50-341 

30-34 1 

80-463 

90-588 

80-341 

90-3B2 

90-344 

80-341 

80 "328 

30-344 

80-376 

80-133 

30-471 

80-471 

50-471 

50-230 

30-349 

90-34? 

80-293 

90-237 

80-237 

90-849 

50-849 

50-330 

50-330 

80-237 

30-23/ 

80-33D 

80-237 

30-237 

30-404 

30-471 

50-23/ 

50-237 

50-237 

50-471 

80-237 

80-471 

90-330 

50-330 

50-330 

30-237 

30-237 

30-293 

50-408 

50-278 

30-237 

30-330 

30-330 

30-237 

50-94? 

30-237 

30-349 

50-338 

50-23/ 

50-471 

30-272 

50-237 

90-237 

50-298 

50-404 

30-471 

50-358 

50-307 

50-400 

50-477 

27-39 

50-992 

50-466 

50-992 

30-409 

27-39 

50-466 

50-466 


Drancli 4 


Operation* U A4 min 1 « t rail vc Division 
Ant 1— True t Dlvlilon 


7903070013 
7903050124 
7903210249 
7903050365 
7903210417 
7903210450 
/9032 1 0506 
7903260353 
79D30B0113 
79032 1 0203 
7903070013 
7903BIO239 
7903210402 
79030C0113 
7903140433 
7903050584 
7903060329 
79031304/5 
7903070013 
7903050184 
7903210203 


50-409 

50-400 

30-219 

50-466 

50-466 

50-592 

50-358 

50-437 

50-219 

30-514 

50-409 

50-409 

50-592 

50-219 

27-39 

50-443 

50-443 

50-443 

50-409 

30-400 

5Q-S 1 4 


7903210239 

50-409 

7903810249 

50-21? 

7903070007 

50-400 

7903060297 

50-560 

7903050565 

50-466 

7903080 1 13 

50-21? 

7903140435 

27-39 

79031 4044D 

50-466 

7903210402 

a 0-592 

7903060339 

50-400 

7903210402 

50-392 

7903070396 

50-310 

7903060667 

70-2623 

7903130515 

50-303 

7903130517 

80-305 

7903060714 

70-2623 

790306041 | 

30-305 

7903020202 

70-2623 

7903190134 

70-2623 

/903220107 

30-397 

7903160163 

70-2623 

7903 1601 6B 

70-2623 

7903210241 

70-2623 

7903190364 

30-275 

7903190341 

80-273 

7903210200 

30-314 

7903230210 

70-2623 

7903130447 

70-2623 

/ 903 09 0343 

30-322 

7903120434 

80-322 

7903200409 

50-220 

7903BI020B 

30-314 

7903190550 

80-273 

7903050114 

30-369 

7903060346 

70-2623 

7903070096 

30-397 

7903260096 

30-516 

7903070123 

30-510 

/903070433 

50-516 

7903000575 

30-309 

77030501 1 4 

30-369 

79031 3 0314 

30-303 

79032 10200 

30-314 

79032 10219 

30-322 

7903210230 

50-3B2 

7903060711 

30-303 

7903060409 

30-308 

7903070096 

30-397 

7903060346 

70-2623 

7703060291 

30-369 

7903090213 

50-836 

7903190330 

30-273 

7903060333 

50-443 

7903230293 


7903260368 

30-309 

7703290045 

50-393 

7903160103 

50-443 

7903070422 

30-443 

7703000547 

50-443 

7903010340 


7703070219 


7903070524 

30-490 

7903050117 

50-892 

7903070221 


7903070527 


79032302 J ~ 



EDO - Office of Management U Program At 
Office of Management and Program Anal\ 



344 


AUTHOR AFFILIATION! 


EDO - Office of State Pi ograms 


Office of Slate Progiams 


Assistant Pirtctoi foT State Agreements 
Programs 

Office of Inspection h Enforcement 

Division of Reactor Construction 
Inspection 

Office of Inspection t< Enforcement 


Region li Philadelphia, Office of the 
Director 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


79031 60 MO 


7903140903 

70-1143 

7903050075 




7903160101 


7903090060 

70-1143 

7903050079 


7903190337 

40-341 



7903050514 

50-293 

7903160271 


7903000494 

50-293 



7903080507 

50-293 



7903140010 

50-317 



7903050509 

90-317 



79030B0446 

50-317 

7903060652 

30-31 1 

7903140012 

30-317 



7903000310 

90-317 

7903220009 

SO- 1 33 

7903050502 

50-3 

7903060099 

50-293 

7903080444 

50-3 

7903140091 

50-305 

7903000305 

90-3 

790302036B 


7903090002 

50-213 

7903160130 

50-3 

7903050504 

90-213 

7903210092 

50-133 

7903000403 

50-213 

790 3260 130 

30-133 

7903000472 

50-213 

79033001 BO 

30-302 

7903050529 

50-412 

79O30BO521 

50-2BO 

7903140649 

50-334 

7903060095 

50-293 

7903000260 

50-334 

7903200013 

50-219 

7703000322 

50-412 

7903140090 

50-305 

7903080468 

50-412 

7903060093 

50-293 

7903000504 

50-334 



7903120529 

50-219 

7903190356 

40-341 

7903050533 

90-219 

7903220337 


7903080397 

50-21 9 

790322034 1 

50-220 

7903000464 

50-219 

7903010043 

50-322 

7903050536 

50-322 

7903070007 

50-206 

7903080410 

50-322 

7903060573 

50-311 

7903000436 

50-322 

7903140023 

50-317 

7903060643 

50-289 

7903070163 

50-31 1 

7903080543 

50-320 

7903260134 

50-443 

79030B0408 

30-289 

79031205B9 

50-213 

7903200238 

30-209 

7903200059 

70-1717 

7903080499 

50-209 

7903220163 

70-1143 

7903060645 

30-30? 

7903220160 

70-1143 

7903080431 

50-30? 

7903140022 

50-317 

7903080301 

30-309 

7903120513 

50-309 

7903060640 

50-245 

7903130021 

50-403 

7903080438 

30-243 

7903130020 

SO-4B4 

7903000492 

50-245 

7903140033 

50-322 

7903280040 

50-245 

7903140407 

50-271 

7903060632 

50-410 

7903150450 

50-2B9 

7903060630 

50-220 

7903260060 

70-135 

790316019 0 

30-220 

79031 40019 

50-272 

7903000433 

50-410 

79031 400B9 

50-311 

7903080564 

30-220 

7903140431 

50-317 

7903000498 

50-220 

7903220470 

70-33 

7903000517 

50-410 

7903300363 

70-371 

7903060634 

30-206 

79032902B9 

50-219 

7903060636 

50-333 

7903300021 

70-135 

7903000262 

90-333 

7903300200 

50-3 

7903000276 

50-286 

7903300357 

70-1143 

7903080487 

30-333 

7903290314 

50-247 

79030B0488 

30-206 

7903300229 

30-193 

7903200043 

30-206 

7903210007 

40-791 

7903280052 

50-333 

7903300035 

30-443 

7903060629 

50-392 

7903300035 


7903060631 

50-277 

7903300343 

30-249 

7903080448 

90-332 

7903300327 

50-219 

7903080567 

30-277 

7903300304 

50-27B 

7903000409 

30-277 

7903300509 

50-220 

7903000510 

30-332 

7903200243 

50-289 

7903200197 

50-352 

7903230279 

40-7243 

79032B0045 

50-277 

7903220011 

30-349 

7903210045 

90-387 

7903050531 

30-6949 

7903050540 

30-307 

7903050519 

70-102 

7903000405 

90-307 

7903050369 

30-767 

7903080511 

30-387 

790305055S 

30-767 

7903050517 

30-272 

7903130609 

70-1111 

7903060621 

50-311 

7903130610 

70-960 

7903000391 

30-311 

7903270247 

70-1173 

7903000395 

30-272 

7903140361 

70-1193 

7903130559 

30-311 

7903230274 

40-7122 

7903000459 

30-311 

7903130620 

70-1030 

7903080403 

50-272 

7903230203 

70-B59 

7903200021 

30-31 I 

7903270173 

30-77B 

7903200030 

30-272 

7903190072 

30-1911 

7903060625 

30-443 

79032 B0226 

40-8670 

7903080389 

30-443 

7903200052 

70-1717 

7903080460 

50-443 

7903200037 

70-1717 

7903280023 

30-443 

7903270211 

30-7SB7 

7903050521 

30-244 

7903050515 

70-2639 

7903060616 

30-483 

7903270219 

30-123 

7903080239 

30-403 

7903010015 

70-133 

7903000401 

30-244 

7903090067 

70-135 

7903080462 

50-485 

79032703 IB 

70-023 

79030B04B4 

30-244 

7903270315 

70-1224 

7903280036 

30-403 

7903090069 

70-33 

7903280047 

30-244 

7903140626 

70-371 

7903030324 

30-271 

7903090063 

70-371 

7903080290 

50-271 

7903090071 

70-820 

7903080471 

30-271 

7903140657 

30-10029 

7903280001 

30-271 

7903140577 

40-2206 

790303032&* 

30-29 



CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


Office of Inspection & Enforcement 


Region I# Ph i 1 ade 1 ph 1 a> Office of the 
Di rector 


Region 1. Philadelphia. Reactor 
Construction & Engine?*! tng Support Branc 


Region 1« Philadelphia. Fuel Facility 
it Materials Safety Branch 


79030B0452 

50-29 


7 90322 01 61 

70-1 143 

7903OBO47O 

50-29 


79031 90 J42 

70-194 

7903390047 

50-29 


79031 90D08 

50-170 

7903200017 

30-29 


7903060023 

40-22 S3 

7901220139 



790306001 B 

40-2253 

7903050495 

30-244 


7903190290 

30-164 

7903220003 

50-349 


7903070496 

50-293 

7903300470 

50-289 


7903090346 

50-293 

h 



7903200317 

50-293 

7903010040 

50-322 


7903O7O469 

50-293 

7903130250 

30-311 


7903130079 

50-3 

7903130253 

50-31 1 


7903300360 

50-334 

7903080I52 

50-289 


7903300351 

50-334 

7903300464 

50-289 


7903120492 

50-309 

7903000103 

30-412 


790 30 BOO 1 1 

50-220 

7903090002 

50-3B7 


7903220327 

50-220 

7903090379 

50-271 


7903080008 

50-220 

7903260140 

50-443 


790322032 1 

50-220 

7903120004 

50-549 


7903120060 

50-206 

7903120525 

50-363 


7903300J32 

50-206 

7903130167 

50-293 


7903120009 

50-277 

7903140624 

30-272 


7903200206 

50-392 

7903140364 

50-245 


7903070132 

50-272 

7903140135 

30-307 


7903210016 

30-31 1 

7903140303 

50-3 1 1 


7903070117 

50-272 

7903200576 

50-410 


7903020059 

50-271 

7903200310 

50-363 


790307029 1 

50-271 

7903200333 

50-443 


7903020051 

50-27J 

7903300055 

30-443 


7903290190 

50-271 

7903300343 

50-245 


79032901 07 

50-271 

7903300334 

50-278 

Region 1. Philadelphia, Bpactor 

7703090440 

50-54 

79031 301 SB 

50-293 

Operations Nuclear Support Branch 



7903090099 

50-412 

79030700B9 

50-206 

7903060562 

50-412 


7903070110 

50-219 

7903120910 

50-363 


7903020042 

50-271 

7903200296 

50-363 


7903020046 

50-271 

7903010041 

30-322 


7903010402 

30-5 

7903010034 

50-322 


79030B0149 

30-289 

790320031 B 

50-322 


79030B0556 

50-289 

7903300460 

3Q-2B9 


7903080562 

30-2B9 

7903300451 

50-2B9 


7903130545 

30-271 

7903140356 

50-245 


7903130349 

50-271 

7903300333 

30-245 


7903070152 

50-334 

79O3OBO990 

50-423 


7903070155 

50-334 

7903070103 

30-220 


7903130239 

30-336 

7903200569 

50-410 


7903130241 

50-336 

7903120002 

30-549 


79031 305B5 

50-272 

7903300390 

50-270 


7903130396 

50-272 

7903080001 

50-307 


7903080096 

50-320 

7903140133 

30-307 


7903070163 

50-3 1 1 

79031 SpiOO 

50-3B7 


7903070112 

30-220 

7903130247 

50-311 


7903070 J 15 

30-220 

7903140299 

50-311 


79031 30594 

50-213 

7903140013 

50-272 


7903090325 

50-31 1 

7903140621 

50-272 


7903130011 


7903140005 

30-31 l 


79031 30 IB2 

50-317 

7903130239 

BO-311 


7903120516 

50-309 

7903140064 

50-311 


7903000025 

50-272 

7903260131 

50-443 


79031204B1 

50-171 

7903200329 

90-443 


7903130321 

50-134 

7903300049 

50-433 


7903130329 

50-J34 

7903260120 

50-443 


7903 1 40033 

30-322 

7903090376 

50-271 


7903140066 

30-272 

7903060025 

40-2293 


7903140445 

50-247 




7903150141 

50-210 

7903020062 

50-271 


7903150450 

50-209 

7903020067 

50-271 


7903 140431 

50-317 

7903070176 

50-272 


7903140146 

30-277 

7903070101 

30-272 


7903210024 

50-271 

79030B0013 

50-220 


7903210013 

50-31 l 

79030 B0015 

50-220 


7903200293 

50-320 

7903070497 

50-293 


7903200447 

50-31 1 

7903070300 

50-293 


7903290201 

50-220 

7903070H94 

30-271 


7903290202 

50-220 

7903190347 

40-341 


7903290289 

50-219 

7903220169 

70-1143 


7903290314 

50-247 

7903120040 

50-201 


7903300007 

50-3 1 1 

7903090352 

50-293 


7903300327 

50-219 

7903120024 

50-277 


7903300494 

50-225 

7903120065 

3Q-2B6 


790330052B 

30-31 1 

7903 12052B 

50-309 


7903300352 

50-277 

7903200209 

50-352 


7903300507 

50-213 

7903200214 

50-352 


7903300309 

50-220 

7903130085 

50-3 


7903OIO4BI 

50-5 

7903200324 

50-293 


79033004B9 

50-225 

7903210017 

50-311 


7903130319 

50-134 

7903 1 9053B 

50-170 


790313031 1 

50-134 

7903190551 

50-170 


7903090427 

50-34 

7903390192 

50-271 


7903090439 

50-54 

7903290194 

50-271 


7903130173 

50-317 

7 903 J 90296 

50-IB4 


7903140426 

50-317 

7903300369 

50-334 


7903140438 

50-247 

7903300364 

50-334 


7903290304 

30-247 

7903120043 

50-201 


7903120567 

50-213 

7903190167 

70-104 


7903 1 5013B 

50-213 

7903190170 

70-184 


7903300503 

30-213 


345 
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AUTHOR AFFILIATION 


Office of Inspection b Enforcement 


Region t> Philadelphia. Reactor 
Operations Nuclear Support Branch 


Region li Philadelphia. Safeguards 
Branch 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO DOCKET ND 


7903070151 

50-334 


7903220471 

70-33 

7903070903 

50-334 


7903090429 

70-371 

7903070143 

30-334 


7903090410 

70-371 

7903070105 

50-219 


7903120430 

70-371 

7903130002 

50-219 


7903070209 

70-371 

7903290279 

50-219 


7903140095 

70-371 

7903 J 40027 

50-322 


7903120022 

70-020 

7903080146 

50-389 


7903090407 

70-371 

7903060549 

30-289 


7903120419 

70-371 

79030B009J 

50-320 


7903190311 

70-371 

7903150447 

50-289 


7903300359 

70-371 

7903200269 

50-320 


7903300260 

70-820 

7903080126 

50-389 


7903120020 

70-020 

7903120910 

50-309 


7903140093 

70-371 

7903130233 

50-336 


7903300237 

70-020 

7903130031 

50-245 


7903020073 

70-1143 

7903130221 

50-336 


7903120014 

70-1143 

7903070109 

50-220 


7903130092 

70-1143 

7903290200 

50-220 


7903190310 

70-1143 

7903300506 

50-220 


7903020035 

70-1143 

7903290196 

50-220 


7903300336 

70-1143 

7903070093 

50-2B6 


7903070201 

70-390 

7903140139 

50-277 


7903140106 

50-247 

7903300390 

50-277 


7903140101 

30-247 

7903290059 

50-277 


7903130133 

50-213 

79030S0018 

50-272 


7903200451 

30-219 

7903130579 

50-272 


79031 204B3 

50-219 

7903070159 

50-31 1 


7903300322 

30-219 

7903090319 

50-31 1 


7903140005 

50-209 

7903100457 

50-272 


7903090332 

50-243 

7903140094 

50-272 


79030B0426 

50-220 

7903210010 

50-311 


7903060572 

50-31 1 

7903200442 

50-31 1 


7903140481 

50-2/1 

7903070491 

50-272 


7903140339 

50-29 

7903300006 

50-31 1 


7903140065 

30-29 

7903300524 

50-31 1 

Region 2. Atlanta. Office of the 

7903030537 

30-6949 

7903130206 

50-327 

Director 



7903020040 

50-271 


7903050376 

30-767 

7903130342 

50-271 


7903200031 

30-327 

7903020030 

50-271 


7903200030 

30-327 

7903210020 

30-271 


7903200069 

30-369 

7903130536 

50-271 


7903200069 

30-367 

7903090431 

70-371 


7903050424 

70-1016 




7903200500 

70-893 

7903090417 

70-371 


7903130093 

30-261 

7903020063 

70-1143 


7903130007 

50-323 

7903060573 

50-31 1 


7903130003 

30-390 

7903120441 

70-371 


7903200073 

50-2G0 

7903070296 

70-371 


7903270566 

30-321 

79030606B6 

70-133 


7903130142 

30-269 

7903120933 

50-219 


7903200065 

50-566 

7903130520 

50-20 1 


7903280090 

50-393 

7903140110 

50-247 


79031 4000B 

70-1113 

7903070204 

70-398 


7903270604 

50-393 

7903000420 

70-1100 


7903200124 

30-400 

7903130135 

50-166 


7903270287 

50-400 

7903140090 

70-371 


79030B0548 

50-437 

7903140343 

50-29 


7903080291 

30-437 

7903120031 

30-20 


7903200094 

30-437 

7903120030 

70-1100 


7903210112 

30-437 

7903090340 

50-243 


7903210363 

50-437 

7903090420 

70-135 


7903020367 

30-332 

7903120016 

70-1143 


7903080503 

30-13 

7903120026 

70-030 


7903130540 

70-27 

'030 

70-124 


7903M0006 

70-1113 

9 

70-1143 


7903000204 

70-1308 

7 

30-271 


7903080516 

70-1193 

l 

70-1143 


7903120139 

70-143 

1 

70-133 


7903060571 

70-1432 


50-213 


7903000559 

30-364 


70-371 


790309057B 

50-340 


50-219 


7903080266 

50-348 


70-33 


7903140532 

80-34B 


70-371 


7903210115 

30-340 


70-133 


7903210563 

50-340 


70-1143 


7902290090 

30-261 


50-193 


7903000335 

50-261 


70-020 


77030B0236 

30-261 


70-920 


7903140465 

80-261 


50-219 


7903210119 

30-261 


70-371 


7903210368 

30-261 


50-20 


7902280233 

30-489 


50-5 


7902280257 

30-370 


50-166 


7903080352 

30-413 


50-193 


77O30BO832 

30-269 


70-135 


7903090129 

30-413 


70-135 


7903080249 

30-413 


70-135 


7903000270 

30-269 


70-135 


7903140537 

30-413 


70-135 


7903140543 

30-269 


70-1100 


790321012 7 

30-413 


70-1100 


7903210132 

30-269 


70-1100 


7903210373 

30-413 


50-201 


79032 103B3 

30-269 


50-201 


7903060367 

50-302 


70-124 


7903080382 

30-302 



AUTHOR affiliation 


Office a f Inspection ?< Enforcement 


Refiion 2. Atlanta, Office of the 
Dire c tor 


Region 2, Atlanta, Reactor Construct! 
on It Engineering Support Branch 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO 
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7903080274 

50-302 

79031 4042B 

50-302 

790321013$ 

50-302 

79032 105B7 

50-302 

79030G0937 

50-250 

7903080275 

50-250 

7903140546 

50-250 

7903210138 

50-230 

7903210509 

50-230 

7903060S33 

5Q-321 

79030B027Q 

50-321 

7903H0320 

30-321 

7903210142 

50-321 

7 7032 J 0593 

50-321 

7903010107 

30-416 

7903080504 

50-416 

7903080206 

50-416 

7903140528 

50-416 

7903210145 

SO-416 

7903220010 

30-416 

7903010097 

50-395 

7903010103 

50-395 

79030B0545 

50-395 

7903080555 

50-395 

7903080295 

50-395 

7903140530 

50-395 

79032101 4B 

50-395 

7903220017 

30-395 

7902210164 

50-327 

7903020376 

30-259 

7903000300 

50-250 

7903140552 

50-259 

7903210087 

50-259 

790322002B 

30-259 

7903090123 

50-280 

7903000314 

50-2BO 

7903140433 

50-260 

7903210151 

30-200 

7903220019 

50-280 

7903060410 

50-518 

7903060440 

50-518 

7903190203 

30-309 

7903190206 

30-369 

790320003B 

50-327 

7903070553 

50-364 

7903070557 

50-364 

7903200069 

50-369 

7903060379 

30-430 

79030701 BQ 

50-372 

7903070170 

50-318 

7903070199 

50-438 

79031 500B3 

30-510 

7903150090 

50-518 

7903200226 

50-390 

7903200229 

50-390 

7903090006 

50-566 

7903130224 

50-339 

7903200472 

50-424 

7903200475 

50-424 

7903150017 

50-339 

7903 J 30007 

30-325 

7903220233 

50-395 

7903220239 

50-395 

7903140510 

50-327 

7903140499 

50-327 

7903140369 

50-369 

7903J 60020 

30-390 

7903160023 

50-390 

7903200103 

30-400 

7903210043 

30-327 

79031 50203 

50-413 

7903260113 

50-369 

790326011 S 

50-369 

7903220166 

30-400 

7903220173 

50-400 

7903070S49 

50-364 

7903070493 

50-364 

7903130003 

50-325 

7903200102 

50-400 

7903220159 

50-400 

7903200060 

30-369 

7903150199 

30-413 

79032601 10 

30-369 

7703200047 

50-369 

7903190279 

50-309 

7903190267 

50-309 

7903200463 

50-424 

7903200448 

50-424 


AUTHOR AFFILIATION 


ACCESSION NO DOCKET NO 


7*7032201 77 
790322019! 
790308034 4 
7903200023 
790306037S 
7903070197 
7903070183 


50-395 
30-395 
50-5 IQ 
30-327 
50-436 
50-436 
50-327 


Region £, Atlanta, Fuel Facility 
Materials Safety Branch 


Region 2, Atlanta, Reactor Operations 
Nuclear Support Branch 


7903070165 

50-510 

7903200223 

50-390 

7903150070 

50- S 1 B 

7903090005 

50-566 

7903140905 

50-327 

7903060590 

30-390 

7903140492 

50-327 

7903160017 

50-390 

7903210039 

50-327 

7903070520 

30-510 

7903000296 

30-516 

7903160015 

30-390 

79032000 I 4 

50-32/ 

7903200217 

50-390 

7903220322 

50-390 

7903130219 

50-339 

7903130010 

50-339 

7903050123 


7903060 50 1 

70-1347 

7903060617 

70-1 113 

7903060622 

70-1113 

7903070525 

SO -32 S 

79 03070519 

50-321 

7903010050 

50-327 

7903140130 

50-259 

7903140162 

50-259 

7903150292 

50-321 

7903150297 

50-321 

7903J30010 

50-302 

79031 30101 

70-143 

7903; 30625 

70-27 

7903160282 

70-143 

79031 6028-4 

70-143 

7903210036 

50-160 

7903 t 30J42 

50-269 

79032B01 17 

50-260 

7903270431 

70-1201 

7903270437 

70-1201 

79032800B7 

50-261 

79032600B9 

50-239 

7903210033 

50-160 

7903060570 

70-1349 

7903060366 

70-1349 

7903130619 

70-27 

7903270427 

70-1201 

7903270415 

70*1201 

790 30606 15 

70 - iS 13 

7903130097 

70-343 

7903160273 

70-143 

7903160272 

70-143 

79032800-04 

30-261 

7903130137 

50-267 

7 9031 300 OB 

50-302 

7903070317 

50-321 

7 9031 502 39 

50-321 

7903070509 

50-321 

7903150203 

50-321 

7903260072 

50-321 

7903010049 

30-327 

7903140147 

50-339 

7903260087 

SO-259 

/903H0130 

50-259 

79032B0J 10 

50-280 

79037B01 18 

50-375 

79032S0151 

50-399 

7903060396 

30-250 

7903010366 

50-369 

79030 I 0355 

50-366 

7903070522 

50-280 

7903 120400 

50-321 

7903120393 

50-331 

7903070057 

50-327 

7903000141 

50-390 

79031 3051 B 

50-302 

7903130521 

30-302 

79D3070I 77 

50-337 

7903090054 

50-259 

7903 1 30200 

50 - 338 

79030 BO 566 

50-36? 

79031 30214 

50-327 

7903130192 

50-280 

7903070469 

50-348 

7903130093 

50-2o 1 

7903130003 

50-390 

7903210030 

50-259 

7903140536 

50-366 

9903270560 

50-32J 

7903270624 

50-369 

7903280026 

50-200 

7903280031 

50-280 

7903200059 

50-324 

7903270533 

50-369 

7903200095 

50-395 

79D9J40546 

3Q-34B 
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AUTHOR AFFILIATION 


Office of Inspection t Enforcement 

Region 2. Atlanta Reactor Operations 
Nuclear Support Branch 


Region 2. Atlanta. Safeguards Branch 


CORPORATE SOURCE INDEX 

accession no docket no author affiliation accession no docket no 


7903130159 

SO 

-340 

79030/0468 

SO 

-34B 

7903140542 

50 

-34B 

7903070444 

50 

-340 

7903130154 

50 

-348 

7903130006 

50 

-261 

7903280053 

50 

-324 

79032801 1 I 

50 

-400 

7?032 7 02B 1 

50 

-400 

7903010360 

50 

-369 

7903080561 

90 

-36? 

7903140564 

50 

-369 

7903270623 

SO 

-369 

7903270536 

50 

-369 

7903130513 

50 

-302 

7903130499 

50 

-302 

7903060391 

50 

-230 

7903010350 

so 

-366 

7903120387 

50 

-321 

7903140521 

50 

-366 

7903270553 

50 

-321 

7903120332 

SO 

-321 

7903270339 

50 

-321 

7903070344 

50 

-267 

7903280115 

50 

-395 

7903280092 

SO 

-395 

7903270399 

50 

-395 

7903200082 

50 

-395 

790J28010S 

go- 

-395 

7903070053 

50- 

-327 

7903080137 

so- 

-390 

7903070173 

50-327 

7903090049 

SO- 

-239 

7903130001 

SO- 

-390 

79032 J 0027 

SO- 

-259 

7903280063 

so- 

-566 

7903070516 

so- 

-200 

7903130190 

50- 

-33B 

7903130IB5 

30-280 

7903010021 

so- 

-338 

7903280015 

50- 

-2B0 

7903280028 

50-280 

7903280074 

50-280 

79031 3012 J 

70-27 

7903150J67 

30-261 

7903080508 

50-302 

7903120444 

70-143 

7903130260 

50-269 

7903070504 

SO -369 

7903160267 

70-143 

7903120052 

70-1201 

7903200177 

50-324 

7903130170 

30- 

-321 

7903130237 

70- 

•1110 

7903120496 

70- 

-1113 

7903260107 

70-1201 

7903300480 

70- 

-143 

79031 2045B 

70' 

-143 

7903230040 

70- 

-1201 

7903220268 

50-124 

7903260127 

50- 

-250 

7903070069 

50- 

-290 

7903230263 

50- 

•124 

7903130117 

70- 

-27 

7702280095 

70- 

♦27 

7903120090 

70- 

-1B01 

7903130105 

70- 

-27 

7903230031 

70- 

-1201 

7903260104 

70-1201 

7903090492 

70- 

-1113 

92 

70- 

-1113 

16 

70-1113 

9 

70- 

-143 


70-143 


70-143 


70-143 


70-143 


70-143 


70- 

-1151 


90-261 


50- 

261 


50- 

324 


50-269 


90-369 


50-269 


30- 

302 


50-302 


50-290 


so- 

250 


so- 

2S0 


50-321 


30- 

900 


30- 

■329 


50- 

■329 


90- 

329 


50- 

350 


7903070391 

50-235 

79030S0437 

50-159 

7903070042 

50-263 

7903070044 

50-263 

7903000491 

90-315 

7903010065 

90-295 

7903160317 

70-572 

7903020277 

50-350 

7903090004 

30-306 

7903160216 

50-358 

7903120542 

50-440 

7903 1 20570 

50-440 

7903130466 

50-434 

7703140195 

30-30 

7903130472 

90-409 

7903140102 

30-294 

7903130047 

50-237 

7903130402 

go-202 

7903150355 

30-313 

7903150399 

30-313 

7903140040 

70-0 

7903150407 

50-373 

7903150368 

30-253 

7903150329 

30-263 

7903150331 

50-263 

7903150432 

90-346 

7903150345 

50-341 

7903190010 

90-10 

7903190015 

50-10 

7903190054 

70-2703 

7903260383 

70-1430 

7903260041 

70-152 

7903300318 

50-329 

7903200454 

70-2830 

7903140030 

30-10 

7903060606 

70-1004 

7903290208 

40-2061 

7903300585 

30-135 

7903060055 


7903000412 

90-10 

7903200947 


7903200350 


7903080349 

50-315 

7903150240 

50-316 

7903000352 

30-313 

7903130012 

30-313 

7903190535 

30-313 

790300041? 

30-10 

7903070556 

30-373 

7903080343 

50-10 

79031 30013 

30-10 

7903190339 

50-10 

7903160100 

30-330 

7903000429 

50-330 

7903080354 

30-35B 

7903260300 

30-333 

7903160319 

30-330 

7903150025 

30-350 

7903190344 

30-358 

7903080375 

50-440 

7903000353 

30-440 

7903150028 

30-440 

7903190546 

50-440 

7903000451 

30-133 

79030703Q9 

50-255 

7903080303 

90-329 

7903080430 

30-133 

7903130113 

30-133 

7903080356 

30-329 

7903000357 

30-133 

7903200089 

90-329 

7903130029 

50-329 

7903150031 

30-193 

7903230333 

30-235 

7903190549 

30-329 

7903170332 

30-133 

7903000347 

90-409 

7903080350 

50-409 

7903150033 

50-409 

7903190353 

30-409 

790300033? 

50-341 

7903080359 

50-341 

7903130034 

50-341 

7903190001 

30-341 

7903210293 

30-331 

7903090036 

30-331 

7903050120 

30-331 

7903000346 

30-331 

7903080360 

50-331 

7903230037 

30-331 

7903150035 

50-331 

7903190355 

30-331 

7903000360 

30-461 

7903000361 

30-461 

7903 i 30037 

50-461 

7903160062 

50-461 



CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION ACCESSION ND DOCKET NO AUTHOR AFFILIATION 


349 

ACCESSION NO DOCKET NO 


Office of Inspection & Enforcement 


Region 3; Chicago* Office of the 7*703190003 30-461 

Dir bc tor 

7903080349 30-315 

7903QB0352 50-315 

7903150013 30-315 

7903190535 30-315 

7903080370 50-367 

77030B0362 50-367 

7903150040 50-367 

7903170004 30-367 

7903090003 30-306 

7703080341 50-484 

7903080343 50-263 

79030B0363 50-263 

7903000364 50-484 

7903140034 50-484 

7903130043 50-263 

79031 90007 30-484 

7903190559 50-263 

79O3OB0373 30-546 

7903000363 50-546 

7903150045 50-546 

7903190008 50-546 

74030B034EJ 50-346 

7903030366 50-346 

7903150046 30-346 

7903190562 30-346 

79030P0386 50-483 

7903000367 50-4B3 

7903150047 30-403 

7703190363 30-483 

7903000379 50-266 

79O3O0O36P 30-366 

7703150049 50-266 

7903190566 50-366 

7903000387 30-305 

7903000369 30-303 

7903150052 50-305 

7903190570 30-305 

Region 3* Chicago. Reactor Construct! 7903QBOJO0 50-373 

o-n & Engineering Support Pranch 

7903080110 50-373 

7903010361 50-329 

7903060977 SO-546 

7903060502 30-546 

7903060592 50-358 

7903070392 30-235 

7903060505 50-306 

790306030B 50-306 

7903070049 50-373 

7903090030 50-331 

7903090061 30-331 

7903130000 30-546 

7903160218 50-350 

7903090051 30-440 

7903130016 50-373 

7903130021 90-403 

7903 1 30028 S 0-484 

7903130047 90-237 

7903130409 50-436 

7903130410 50-456 

7903130033 SO-4B3 

7903130127 SO-331 

7903130391 50-329 

7903130041 50-461 

7 903130069 50-373 

7903190038 50-350 

7903190041 50-350 

7903130056 50-329 

7903150173 50-331 

790316Q26Q 50-373 

7903160262 50-373 

79031 904B0 50-454 

7903190493 50-494 

7903220919 50-454 

7703220466 

7903220497 50-454 

7903220515 50-546 

7903260! 19 50-341 

7903220438 50-367 

79032601 10 50-341 

7703300310 50-329 

7903270496 70-36 

7903200191 50-350 

7903200196 50-350 

7903000105 50-373 

7903070045 50-373 

7903090046 50-440 

7903130460 50-454 

7903130403 50-436 

7903160259 30-373 

7903190477 50-454 

7903130044 30-237 

7903130066 30^3/3 

7903220450 30-373 

7903220493 50-434 

7903140004 30-373 


7903130123 50-436 

7903J206G3 30-373 

7903150400 50-373 

7703160054 30-456 

7 9 03060 5 B4 50-330 

7703020274 50-358 

7903190035 50-350 

7703060573 50-350 

7903150069 50-35B 

7903260202 50-359 

79032001 B9 50-33B 

7903200192 50-358 

7903120537 50-440 

7903190J11 30-440 

7903260099 50-440 

7903260092 S0-35B 

7903010351 50-32? 

7903020267 50-32? 

7903130379 50-32? 

7903060533 50-329 

7903060386 30-329 

7903130050 50-32? 

7903090220 50-32? 

790312055? 30-329 

7903130231 50-329 

7903300313 50-32? 

7903220340 50-32? 

7903 I 5033B 50-341 

7903260116 50-341 

7903070458 50-341 

790323035B 50-341 

7903130119 50-331 

7903150171 50-331 

7903130035 50-461 

7903220424 50-367 

7903260210 50-367 

7903060502 50-306 

7903130024 30-494 

7903070475 50-306 

7903220509 30^546 

7903060576 50-546 

7903130075 30-546 

7903150027 50-546 

7903130010 S 0-4 03 

7903130030 50-403 

Region 3, Chicago* Fuel Facility 7903010067 50-295 

Materials Safety Branch 

7903070 1U 50-282 

7903070492 50-315 

7903130149 30-106 

7903120025 50-116 

790319005J 30-130 

7903070301 50-135 


7903130359 

50 

-454 

790307052? 

50 

-341 

7903140195 

50 

-30 

7903140182 

50 

-294 

79031404GB 

50 

-2 54 

7903150075 

40 

-3392 

7909130373 

50 

-16 

7703130470 

50 

-40? 

7903140171 

50 

-150 

7903210307 

27 

-39 

7903150331 

50 

-263 

^903220482 

50 

-315 

7903220436 

50 

-331 

7903260040 

70 

-152 

7903280058 

50' 

‘350 

7903300471 

70- 

-36 

7903120001 

50- 

-116 

7903020463 

70- 

-559 

7903140175 

50- 

-304 

7903140169 

50-150 

7903260037 

70-152 

79031600 70 

70- 

-152 

7903130141 

30- 

-106 

7903260380 

70- 

-1430 

7903150071 

40- 

-3392 

7903300467 

70-36 

7903 3003 IB 

70- 

■36 

^903190047 

70- 

■1300 

7903210300 

27- 

•39 

7903140VB7 

50- 

■30 

7903220400 

50- 

■315 

7903010062 

30- 

■295 

7903130354 

50- 

•454 

7903140485 

50- 

’254 

7903OSO469 

50- 

•295 

7903200053 

50- 

35B 

7903070297 

50- 

159 

790313046 7 

50- 

409 

7 903 07 03 26 

30- 

34 i 

7903 1 30366 

50- 

16 

7903200$ 17 

50- 

407 

7903050397 

50- 

331 

7903220433 

50- 

33! 



350 CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION ACCESSION NO POCKET HO AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


Office of Inspection t< enforcement 


Region 3. Chicago. Fuel facility *< 
Materials Safety Dearth 


Rcjion 3> Chicago. Reactor Operaticns 
Nuclear Support Branch 


Region 3 Chicago. Tafeguartfi flranch 


7903070407 

50-315 


7903220307 

50-266 




7903270141 

SO-186 

7903220460 

50-315 


7903220447 

50-116 

7903070106 

50-202 


7903220456 

70-1300 

7903150327 

50-263 


7903220443 

50-116 

7903P600B5 

30-263 


7903120090 

50-123 

7903140036 

70-0 


7903 1 20083 

50-106 

7903160312 

70-572 


7903270134 

50-186 

7903070506 

50-334 


7903130063 

70-36 




7903270489 

70-36 

7903070511 

50-254 


7903220452 

70-1308 

7901070 1 1 B 

90-155 


7903210266 

70-1193 

7903070310 

50-254 


7903220357 

50-315 

7903070317 

50-254 


7903020413 

50-373 

790307007a 

50-373 


7903070450 

50-249 

'*903070477 

90-331 


7903000065 

50-155 

7903070479 

50-331 


7903090307 

50-259 

79030001 7 B 

50-10 


79031 500B1 

50-155 

7903030062 

30-346 


7903070568 

50-409 

7903080070 

SO-346 


7903090398 

50-331 

7903080150 

50-295 


7903220337 

50-319 

7903190116 

50-315 


7903010130 

30-263 

7903150059 

50-346 


7903200271 

50-346 

7903130062 

50-315 


7903220304 

50-266 

7903130330 

50-255 


7903140090 

30-303 

790 J 140469 

50-254 


7903050491 

70-0 

7903130270 

50-202 


7903050493 

70-0 

7903140603 

50-305 


79032201 B3 

70-0 

7903130480 

50-202 

Region 4. Dallas. Office of the 

7903130567 


7903140395 

30-409 

Director 



7903150054 

50-346 


79031 50123 


7903210054 

30-07 


7903210352 


7903150150 

50-254 


7903150137 


7903150136 

50-330 


7903150142 


79031501 6J 

30-350 


7903120134 

40-B5B3 

790J550168 

50-358 


7903140131 

50-298 

7703190013 

30-10 


7903200577 

50-205 

7903220433 

50-10 


7903150439 

40-0580 

7903220477 

50-409 


7903200032 

40-0600 

79032204 05 

50-409 


7903190351 

70-157 

7903220407 



7903190372 

70-1306 

7903220410 

50-483 


7903140073 

70-846 

7903220469 

30-202 


7903210346 

90-482 

7903220470 

50-282 


7903210354 

50-402 

7903280044 

50-254 


79032 1 0367 


7903280054 

50-150 


79031 SOI 19 


79032B005I 

50-150 


7903200502 


7903210050“ 

50-07 


7903070464 


7903000486 

50-315 


7903130564 


7903150352 

50-319 


7903210343 


7903060656 

50-313 


7903130133 


79033 300 59 

30-315 


7903150127 


79030705 OS 

50-234 


7903210104 


7903070073 

50-373 


7903000413 

50-313 

7903070306 

30-254 


7903090031 

50-313 

7903080174 

30-10 


7903000413 

50-450 

7903000147 

50-295 


7903080435 

90-458 

7903130013 

30-373 


7903090039 

50-450 

7903140462 

30-234 


7903190032 

50-458 

7903150144 

50-234 


7903280004 

90-438 

7903190009 

50-10 


7903300000 

50-450 

7903220445 

50-10 


7903290326 

50-458 

7903080490 

50-10 


7903300193 

90-458 

7903200030 

50-254 


7903000423 

50-498 

7903130151 

50-358 


7903000436 

50-490 

790JQ7QU4 

50-153 


7903090044 

30-498 

79031 30PB7 

30-255 


7903190029 

50-490 

7703150364 

90-253 


79O32BOO10 

90-498 

7703080560 

50-329 


7903300012 

90-490 

7 f *Q3l 40391 

30-40? 


7903290324 

90-498 

7903220474 

30-40? 


7703300196 

90-490 

7703070474 

30-331 


7903000424 

50-402 

7703140090 

SO-331 


79030B0437 

90-482 

79031901 tO 

50-315 


7903090040 

50-402 

7903150352 

30-315 


7903210543 

S0-4B2 

7903070040 

50-263 


7903190022 

50-402 

7903130264 

50-282 


7903290193 

50-482 

7903130477 

50-2B2 


7903200007 

30-482 

7903140106 

50-363 


7903300019 

50-482 

7903220460 

50-282 


7903300009 

90-402 

7903160078 

50-202 


7903300203 

30-402 

/903080057 

50-346 


7903000429 

50-302 

7903150040 

50-346 


7903000441 

90-302 

7903150420 

50-346 


7903090042 

50-302 

7903210000 

50-346 


7903190027 

50-302 

7703150427 

50-346 


79032B0012 

50-302 

790322041 1 

50-4B3 


7903300013 

90-302 

7903220402 

30-266 


790329032? 

50-302 

7903140590 

50-305 


7903300191 

90-302 

7903020417 

50-373 


79030B0330 

90-298 

7903050499 

70-e 


7903090033 

30-298 

7903120274 

50-123 


7903200571 

90-285 

79031203^6 

50-106 


7903000329 

30-2B3 

7903090395 

50-255 


7903090020 

50-289 

7903090401 

50-331 


7903000327 

50-267 

7903210277 



7903090027 

50-267 

7903130067 

70*36 


7903060420 

50-449 



AUTHOR AFFILIATION 


CORPORATE SOURCE INDEX 

ACCESSION NO DOCKET NO 


UfTHQR Af FILIATION 


♦nCEASLON NO DOCKET NO 


Office of Inspection i< Enforcement 

Region 4, Dallas, Office of the 
Direc tor 


Region 4. Dallas, Reactor C 
& Engineering Support Branch 


Region 4, Dallas, Fuel Facility l> 
-Materials Safety Branch 

Region 4, Dallas, Reactor Operations 
Nuclear Support Branch 


Region 4, 
Orahch 


Dallas, Vendor Inspection 


79O30B0442 

50-445 

7703090047 

50-445 

7903170025 

50-445 

7903280000 

50-449 

7903300010 

50-445 

7903300003 

50-445 

7903300300 

50-445 

>n 7903020074 

50-38? 

7903140389 

50-498 

7903140272 

30-449 

7903070166 

50-402 

7903140363 

50-445 

79031 40283 

50-396 

7903230320 

50-313 

7903220225 

30-332 

7903260056 


790326003 1 

50-498 

7903260036 

50-496 

7903260019 

50-3B2 

7903260024 

50-3B2 

7903260047 

50-490 

7903210216 

50-446 

/903080S41 

50-459 

7903140267 

50-498 

79030/0080 

50-498 

7903260034 

50-498 

7903260043 

50-490 

790321019 a 

50-498 

7903070166 

50-402 

7903070230 

50-402 

7903020070 

30-302 

7903220224 

50-302 

7903260015 

50-302 

7903140279 

50-556 

7903140267 

50-445 

7903140254 

50-445 

7903210210 

50-446 

7903070204 

30-445 

7903200207 

50-445 

7903130240 

50-456 

7903220145 

70-1143 

7903060500 

50-59 

79032203 1 2 

50-313 

7903150(06 

50-203 

7903150193 

5D-2B5 

7903230021 

30-72 

7903230028 

50-72 

7903070547 

50-267 

7903230074 

30-407 

7903230075 

50-40? 

7903300024 

50-290 

7903300026 

50-290 

7903060490 

50—59 

7903230019 

50-72 

7903230072 

50-40/ 

7903050349 

50-274 

7903050345 

50-274 

7903220310 

50-313 

7903090360 

50-313 

7903090079 

90—360 

7703220331 

50-368 

7903140126 

50-29B 

7903300022 

50-290 

7903070047 

50-289 

79031 501 B9 

50-283 

7903150160 

50-2B3 

7903050503 

50-26? 

7903020298 


7903020305 


7903150044 


7903150051 


7903210172 


79032 J 0174 


7903130574 


7903220196 


7903P20198 


7903210110 


7903210124 


79030Q0036 


7903080042 


7903060007 


7903060012 


7903210357 


77031 50092 


79031 50097 


7903210150 


7903210157 


7903070020 


79031 50026 


7903150030 


7903 l 50200 


7903150209 



7^0^ 1 '>$22 

7 9030 10026 
“*9030/0470 
T « 03 J 30,5:0 
“*90313054 1 
T 90321&1Q4 
79032101 QB 
7903210370 
’ , 9<v?aiu:j- »4 
'903210575 
7903210330 
79030 ou?*»l 
7 

▼9031 501 72 
7903160714 
79Q321O320 
79032 uC 535 
" r 9D3ZO l 1 bUca 
7903 ’2 

7903J 10534 
-903?ji»^00 
Tr *030Po506 

79031*0130 

■*9032Ai>5v-» 

'90315*1 in 
" ?031 50247 
79032 1 *399 
' T 903? 1*401 
770320*1^2 
"703 0 >1 6r> 
7 90326rC-49 
79037*000** 
•*903240070 
790J24D074 
790*11 <105 1 9 
79J32rOJ52 
"903249069 
'v0326u:Ll 
79032 l OtlfiO 
7903130531 
7903130521 
•*903260044 
790306000* 
79030 fcC 003 
"903220200 
7903210525 
•’90321014* 
79032 1 01 29 
7 J0J020; 1 »96 
7 70302' >?90 
7903u20,"G ; 

790320057 B 

7903J 5011c 
•*70.30 6 O^A" 1 
7 ^03060262 
"9032 10] M 
7903210170 
/9032101 55 
79032 w 0193 
7903229107 
*'9032a0l 77 
'703130554 
79031 j054B 
79 j or 1*35 ) 
790321 3 _-J 5 
■9030*’ *01 6 
I * >321*182 
"? -J21 31A7 
‘ 7DJ01 3*19 
'903010016 
■9r 321 Mu 
-9CJ21H 94 
77031 *0 013 
■'7*3230153 
7«032rOJ52 
">0315< *06 
9C5 3JS0190 
T VDilfC<|4y 
*031 SOO^O 
"907150019 
'7032*0904 
*7 32102*3 
7032 1 9 "60 
"TO 30**033 


3S1 



352 

MJVH-JK '•((•tllATtu 


jr t i * uf t n*pt l t i 
R £> Q i 0 f i '} I (• j] } 

Rranth 

Region 5. S«r " 
DireC tor 


Region 5- La 
.f<nsi r uc» rori 1 


Region 1 in 
i Ma i d I a 5 i' 


CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION 


\ CESSION NO DOCKET NO 


accession no docket no 


i *>*Td*i I n !>p?c 1 1 m "‘70J16U327 
iiX, (‘’■•■ice c* ihe 7 tO 32^050 


i *-i 9 t,c i - v ? Rea** for 

L ng i | - Pe Ai j< 4 ^.iiOP tjr t 


“703130462 

50-308 

7 ( > 03300432 

50-500 

**03130485 

50-312 

?RQ32lC025 

30-397 

79031 5030 B 

50-361 

7903150309 

30-361 

7903300346 

50-344 

**703300347 

30-344 

7703300349 

50-397 

7903300336 

50-206 

'903 1200 19 

70-25 

7 <031* JhQ 6 

50-528 

7903140303 

50-22B 

79031405B3 

50-528 

7 *03150062 

50-528 

79031*0472 

50-528 

7903^ 10401 

50-520 

*001210316 

5Q-520 

7703090096 

50-275 

-903190510 

50-133 

'903140365 

50-133 

'’"03140183 

50-133 

7 7031 50063 

50-133 

79031 9-j48t) 

50-133 

7903210405 

50-133 

7903260317 

50-133 

7903190515 

50-344 

7 7{»3140375 

50-344 

7903140183 

50-344 

7 <031 50065 

50-344 

79031 904 BB 

50-344 

7903? 10407 

50-344 

7903260310 

50-344 

7903140531 

50-361 

•*703190517 

50-206 

7903140377 

50-206 

7 >'03140503 

30-206 

7703150066 

50-200 

7903190494 

50-206 

7903210412 

50-206 

7903260320 

50-206 

7 J031 30481 

50-312 

/9O319052O 

50-312 

*90J 1 3042 1 

50-312 

7903140393' 

50-312 

7703140503 

50-3J2 

7 703150067 

50-312 

7903190016 

50-312 

•'903210414 

50-312 

*903260321 

50 -31S 

*903300127 

50-508 

7*031 90924 

50-397 

7*03140369 

50-397 

7903140303 

50-397 

•*703130440 

50-508 

7 703220029 

50-397 

7903150070 

50-397 

'90 J 190493 

50 '397 

7 /y 32 104 16 

30-397 

*903260323 

50-397 

**703300411 

30-soa 

7703220014 

50-133 

790312049? 

50-361 

Ch 


*903130450 

50-300 

7*03303435 

30-500 

"*903 1 30491 

50-361 

79012 K’ 021 

50-397 

<903210025 

50-39/ 

7703120571 

50-592 

7*03150309 

50-361 

7903190071 

50-275 

"90319UI04 

50-361 

7 *U3 120565 

50-592 

*903190064 

50-275 

7903120496 

50-361 

•*903120400 

50-361 

'7031S0J0/ 

50-361 

'703190098 

50-361 

-V031 10300 

50-361 

7*03130451 

50-508 

7903210010 

50-397 

j T \}J0£0/59 

50-133 

- J060 J4 1 

50-528 

7 *03 130492 

50-312 

-"O? 1904 13 

70-904 

7903140475 

*0-25 

/ <03120507 

50-361 

*9031 »( 441 

70-1257 

71031 yooai 

50-275 

7 703300136 

50-286 

A?03260082 

30-323 


Region 5, San Fmncisco. Reactor 
Opeiations Nuclear Support Branch 


Region 5< 
Branch 


San f ranciscop Safeguards 


Office of Nuclear Material Eafety l< Safeguards 


Dffjce of Nuclear Material Safety t 
Saf ©guards 


7703260106 

50-206 

7903280103 

30-406 

7903140451 

70-25 

7903140430 

70-1257 

7903060334 

50-520 

7903020237 

50-133 

7903190077 

50-275 

7903260064 

50-323 

7903120503 

50-361 

7903260101 

50-206 

7903200093 

50-460 

7903190400 

70-984 

7903080005 

50-344 

7903020236 

50-275 

7903030265 

50-206 

7903130340 

50-113 

7903130346 

SO- 113 

7903120464 

50-139 

7903120467 

90-139 

7903000021 

50-344 

7903090002 

50-312 

7903190094 

50-361 

7903210207 

30-275 

7903300347 

50-344 

7903300349 

50-397 

7903130335 

50-113 

7903120462 

50-139 

7903120479 

50-139 

7903020232 

50-275 

7903210205 

50-275 

7903080003 

30-344 

7903000017 

50-344 

7903300345 

5D-244 

7903300340 

50-344 

7903020262 

30-206 

79031 900B9 

50-361 

7903090001 

30-312 

7903300340 

30-397 

7903120066 

30-113 

7903130014 

50-326 

7903160258 

50-142 

7903150094 

30-139 

7903150090 

50-27 

7903060597 

30-228 

7903140643 

70-2814 

7903150107 

70-794 

7903160269 

70-754 

7903070442 

50-312 

uards 


7903130350 

40-299 

7903020161 

40-8698 

7903080019 


7903140253 


7703160280 


7903130300 

40-0602 

7903300594 

27-39 

7903120107 


7903280264 

70-794 

7903200252 

70-754 


Division of Feel Cycle *< Materia: 


Assistant Director for Fuel Cyc 1 
Safety S< Li censing 

Fuel Process & Fab Branch 


7903280257 
790330039 \ 
7903280216 
79030601 14 
Safety 7903000160 
7903210213 
7903290212 
7903260201 
7903260326 
79030B0590 
7903200076 
7903140404 
7903210209 
7903280271 
7903290295 
7903230305 
7703260270 
7903260372 
7903050019 
7903290223 
7903290230 
7903260205 
e 7903230202 

7903130344 

7903020154 

7903170137 

7903130300 

7703020153 

7903290299 

7903150314 


27-39 

27-39 


40-0902 

40-B5B4 

40-8035 

70-1237 

70-1257 

70-1220 

40-2259 

40-0584 

40-8584 

40-8452 

50-201 

70-2609 

7Q-20B5 

70-824 

40-0035 

40-0035 

7O"024 

50-346 

40-299 

40-8698 

70-2683 

40-0602 

40-0698 

70-1100 

40-8102 




CORPORATE SOURCE INDEX 
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AUTHOR AFFILIATION 

ACCESSION NQ 

DOCKET NQ 

AUTHOR AFFILIATION 

ac:essiln no 

J>OCkE ' NO 

Office of Nuclear Material Safety \ Safeguards 





Fuel Process & Fab Branch 

7903060322 

70-124 


79032000P3 

70-36 


79031 30343 

40-299 


7903150324 

70-1257 


7903260234 

70-371 


7903230066 

70-734 


79031 30290 

40-0602 


"901200013 

70-1 l i 3 


7903020157 

40-8699 


7 no 128004 9 

70-754 


7903280260 

70-2719 


/ 70 3 150274 

70-143 


7903210544 

70-364 


"903200041 

70-607 


790327002V 

40-8035 


7903150323 

70-371 


79032 7 02S 5 

40-8035 


7903200027 

"0-371 


7903200 1 09 

70-2609 


■''703290057 

70-820 


7903200292 

70- l 257 


7703200294 

70- 1151 


7903200194 

70-2085 


77032000 l 9 

70-1143 


7903050020 

70-27 


77032000 1 j 

70-398 


7903270010 

40-3392 


^ 90 229000 9 

70-Q 


7903260 304 

40-8720 

Physical Security L l f t ni i ng Branch 

V?C 3060 185 

70-824 


79031 50325 

40-8721 


7^03060660 

70-125 


7903270649 

70-1257 


790329028 J 

70-27 


7903280166 

70-33 


-'OO'>21O5E30 

70-135 


7903300523 

70-2718 


7903060180 

70 23 


7903260206 

70-1 L 13 


"903260290 

70-/34 


7903200340 

4O-B504 


’■>u 32007 3 2 

70-754 

Fuel Reprocess & Recycle Branch 

79030605 64 

70-2623 


790 32603 

70-143 


79030 10472 

50-201 


^?U 326001 9- 

"Q-*5 


79032B0277 

70-135 


1 ?0021040h> 

70-371 


79032B0250 

50-201 


^03230215 

70 '3 


7903210333 

70-364 





7903200270 

70-1300 





7903370637 

7Q-130B 

Office of Nuclear Reactor Regulation 




7903060633 

50-201 

— ■ - - -- - -- 




7903060630 

50-201 

Office of Nuclear Rector Regulation 

7903090416 

50-2bD 


7903070065 

70-364 


7903060026 

50-305 


7903210542 

70-1143 


7 70306003 1 

50-305 


7903260201 

70-364 


7903060591 


Radioisotopes Licensing Branch 

7903200234 

71-9044 


?90J01005G 

50-255 

Transportation Branch 

7903090025 

71-9125 


’903140100 

30-500 


7903060635 

71-9033 


’903060649 

50-301 


7903160094 



"90314001 1 



7903220501 

71-9090 


•’903200479 



79032B0333 

71-5916 


7903120010 



7703060627 

71-9033 


’903130486 

50-25? 


7703220007 

71-6144 


’903i5uC04 

50-321 


79032200B4 

71-9070 


790307C 1 22 



7903290305 

73-6050 


’903140L03 

50-344 


7903060627 

71-9033 


/903140545 

50-2-*2 


7903140599 

71-6400 


-?U3 140330 

50-340 


7903300057 

71-90 


7903000538 

50 324 


7903300190 

71-6244 


7903140702 

50-244 


7903220076 

71-6642 


'903200334 

50-90 


7903300502 

71-36 


79032000B4 

50-366 


r 

I 


, 703I204B0 

50-1-1 


7903280204 

71-9079 


790Ji:jG''6 5 

50-S r >2 


7903070534 

71-9013 


790330CJ39 



7903200393 

71-9023 


7903200474 



7903210360 

71-9132 


-9032Q0477 



7903220093 

71-9009 


7701210070 



7903270543 

71-6144 


•’■UOJ330P1:* 



7903220090 

71-9033 


1 * V3P&034 3 

310 


7903220498 

71-9098 


f J0323QC34 

''■0-369 


7903200164 

71-6307 


7? 0- 123024-' 

V ;47 


7903160009 

71-6639 


"9432633^* 

50-31" 


7903090024 

71-9125 


7 >01210** 1 1 

6C-34?6 


7903090029 

71-5595 


' Hr 12 202^ 

50-340 


7903300105 

71-9106 


03220440 

50-220 


7903070542 

71-9008 


-91K326021* 

*10-?82 


7903290173 

71-211 


7903160050 

SO-to? 


7903230209 

71-9094 


7'.u32c,C063 

50-290 


7903160025 

71-5026 


700^290 104 

50-333 


7903200153 

71-9111 


> >03300354 

50-8RO 


7903220079 

71-9094 


■'903300584 

50-334 


7903220009 

71-6574 


'«C3p-s017l 

30-327 


7903260111 

7 1 -202 


*‘903230314 

50-213 


7903060627 

71-9033 


’90305C029 

5U-23C 


7903220096 

71-9032 


740J2703O5 

50-155 


7903220082 

71-9007 



50-331 


7903280331 

71-5916 


" >04S406U5 

30-380 


7903190399 



• 030603 1 2 

50 -<“50 

High Level t Transuranic Waste Branch 

7903140384 



0^35 

50-505 


7903050034 



" >03CTjO1O4 



790320001 1 



*'70 ’0 'O' 1 ?? 



7903140384 



•’70JU504 50 


Low Level Waste Branch 

7903140571 

27-47 


901050261 



7903140024 

27-47 


9^ ■'230035 

50-31* 


7903 1201 12 

27-47 


vujrooios 



7903140193 

27-3? 


>0j23< *03 D 

so 


7903 1 90390 

27-40 


*?"1 140494 


Division of Safeguards 

7903140134 

70-364 


7?' jOVji'95 

50-10 


7903300025 

70-33 


-e3£tCl74 

50-341 


79032 005B7 

70-687 


-9,) 12 jAOJ 9 

50-j34 


7903050454 

70-B20 


■'9023071^1 

50-334 


7903300538 

50-327 


;9u32J0o'j5 

50-809 

Material Control Licensing Branch 

7902270101 

70-27 


-901V3O341 

50-321 


7903060709 

70-1201 


"^ 323.035 

50-3P1 


7903130504 

70-364 


703219 iQ2 

50-333 


79031404B3 

70-135 


j V»*jS30035 

50-2 '/ 


7903280030 

70-135 


-7032^0093 

50-113 


7903280035 

70-27 


’ J (W3C 03 5 

50-133 


7903230039 

70-824 


'7033003 c 3 

S0-23C 


7903230062 

70-1201 


” * r323-;«3L 




364 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION A» CESSION NO DQCKfcT NO 


Office or Nuilf it j il.Hion 


Jrfico of Niivlca* - rfoulation 

7^031 40a JO 



7503290243 
■’9032902 53 
77030^0105 

50- 54V 

Antitrosr T » bn 1 r jf 

79031 600 B7 
” r »03?QO*> 1 5 
” r >03220432 
-903290330 
'9O3&0u2*>7 

50-34? 


’7031 4 jh *?3 

50- 9B 


• c l)3l #< 0L'6 7 

50-592 


9032B0210 

50-416 


*9 032602*2 

50-3cV 

Division of ir.*g * » ! i unr »r tal 

•>0 *20' *09* 


rti.a 1 g s l » 

”901060160 
”9030 ”00 12 

50-549 


"703000297 

50-549 


7903000303 

50-549 


7903 J90586 

50-316 


9033 3001 s 

50-329 


-‘70315031 S 

50-36B 

A*. Cl dent An*b|~»s In at r 

»9O3O0O3O3 

50-549 


7902PS00B3 

50-560 

Fftlufnl Ti diti’iti't -Vit t» Mane; 

■»703» 00364 
"703P00J39 
”70 1200464 



'407200473 

50-220 


'90320C 46? 

50-220 


9O32OU403 
'903200450 
”703200441 
u 03200476 

5^- 120 

Assistant {‘•ire cui f <- t 1 m 1 1 oriiT.er.tal 

”9032 ”043 5 

T 1 03200420 
’9032004 J 3 
*703200362 
7/0U9U139 

30-213 

Projects 

Environmental in Dran. n i 

77030201 St 

50-560 


”703200109 

50-341 


’9JU50P70 

50-546 


”903190394 

50-514 


790320029 1 

50-514 


7903030026 

30-341 


” 7032301 1 7 

30-341 


■'ROJ'VQOi 5 

30-382 


”903270036 

50-376 



30-302 

rn^ironnental Bunch c 


50-4/ 1 


” '0 JO-vO.il a 

50-52? 


7 <03300099 

53-549 


7403120460 

50-471 


7903190131 

50-329 


7903050065 

50-516 


7403200093 

30-361 


7903260105 

50-361 


79030201 12 

50-430 


7903140137 

50-533 


7903210279 

50-596 

Geosciences Drench 

7903200044 

50-155 


7903060609 

50-29 


7903060696 

30-52? 


7903090250 

50-400 


7903030203 

50-416 


7903090068 

50-409 


7903010329 

50-334 

Cost Benefit Analysis Branch 

79030S 0303 

50-349 

Environmental Sipneialists Branch 

7903210134 

90-219 

Division or Opeialing RpactoTs 

7903200467 

50-237 


/9030S0090 

50 -220 


7903270005 

50-344 


7903300333 

50-5 


”903140222 

50-3J6 


7903230083 

50-220 


7903140222 

50-331 


7903230083 

50-331 

* 

7903140222 

50-34B 


”903090 146 

50-70 


”903140222 

50-319 


7903230003 

50-293 


7903140222 

30-317 


7903230083 

30-237 


79032701H 

50-254 


7903140222 

50-346 


7903230083 

30 *324 


7903270090 

50-324 


7903140222 

50-334 


7903050S67 

50-335 


”903140572 

50-335 


7903140222 

30-321 


7903230003 

7903270100 

50-321 


7903230083 

50-331 


7903140222 

50-309 


7903230003 

50-220 


7903140222 

50-390 


7903230083 

50-298 


AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


7903140222 30-333 

79032300S3 30-333 

7903270095 30-277 

7903140222 30-344 

7903230198 50-346 

7903230003 30-239 

7903270107 30-239 

7903230003 50-271 

7903160004 
7903200233 30-331 

7903200443 30-220 

7903200462 30-237 

7903200443 50-220 

Assistant Director Tor Engineers 6 7903200330 90-9B 

Projec ts 

7903230011 50-21 9 

7903200100 50-335 

79030B01 73 30-280 

7903120535 50-10 

7903120335 50-29 

7903000100 50-244 

7903000173 30-220 

7903*20535 50-244 

7903000173 50-331 

7903120535 50-335 

7903080173 S0-2B2 

7903120533 30-219 

7903230001 50-219 

7903000173 50-315 

7903120535 50-313 

7903080173 50-293 

7903120333 50-317 

79030B0100 50-10 

7903120335 50-237 

7903000173 50-3 

7903120535 30-346 

7903000100 30-155 

7903120535 50-153 

7903080173 50-324 

7903080100 30-409 

7903120533 50-409 

7903000173 50-321 

7903000100 50-219 

7903230001 50-219 

7903080173 80-254 

7903230001 30-21? 

7903120335 50-309 

7903080100 50-213 

7903120533 30-213 

7903000173 50-290 

7903000100 50-206 

7903120333 50-206 

7903000173 50-259 

7903000100 90-29 

7903120533 50-29 

7903020210 50-10 

7903200304 90-219 

7903200201 

7903200304 90-219 

Engineering Branch 7903130077 

Envir pmnental Evaluation Branch 7903200461 

7903200480 50-220 

7903140046 

Operating Reactors Hi anch 3 7903090436 50-135 

7903050437 50-155 

7903020242 50-271 

7903020245 50-271 

7903020248 30-27J 

7903130403 90-259 

7903130489 50-239 

7903130003 50-321 

7903150007 50-321 

79030B0530 50-324 

7903080534 50-324 

7903000540 50-324 

7903190006 30-271 

7903190127 50-271 

7903200040 50-324 

7903200042 50-324 

7903200139 50-312 

7903200162 80-290 

7903200168 50-290 

7903200237 50-333 

7903200241 50-333 

7903200305 50-293 

7903200312 50-293 

7903220044 50-259 

7903220052 30-259 

7903220229 30-234 

7903220230 50-234 

7903220234 50-254 

7903220413 50-877 

7903220419 50-277 

7903200006 50-366 

7903200123 30-277 

7903200125 80-277 

7903200130 30^321 



CORPORATE SOURCE INDEX 



355 

AUTHOR AFFILIATION ACCESSION NO 

Docket no 

AUTHOR AFFILIATION 


A 'tr SSI ON Nu 

LOtrlTT NO 

Office of Nuclear Reactor Regulation 







Operating Reactors Rianch 3 7*703200147 

50-321 




7 tO'jWH 7? 


7403200000 

90-366 




790^0-80569 

50 -r/ 

7403210515 

50-366 




7903070033 

50-13 

7903210520 

30-366 




7903140^57 

50- “*0 

■ 7903220435 

50-220 




7903300371 

50-3/H 

7903220444 

50-220 




7903140157 

50-5/4 

7903260062 

30-290 




7903070893 

50-31 3 

7903260066 

50-290 




7903070135 

50-313 

7903260184 

90-254 




79032332031 

50-313 

7903260180 

50-254 




7<JQ3r'B0024 

50-31 3 

7903300292 

S0-22O 




7903210377 

50-312 

7903300294 

50-230 




'’903270009 

50-313 

79030B0186 

50-29J 




7903050540 

50-31 ' 

7903200300 

50-293 




790309 }4 1 2 

50-31 * 

79030101 12 

50-10 




770J15U126 

50-31 * 

7903220227 

50-254 




7903210253 

50-317 

7903220425 

SO-263 




■’9032 10051 

50-31 » 

7903260101 

50-254 




790323 J195 

53-317 

7903030430 

50-155 




790326 Gi 1 7 

S3- 269 

7903120012 

50-324 




790 J 1 90118 

50-^6? 

7903080326 

50-324 




7903260176 

50-26 t 

7903070575 

50-324 




7903160043 

50-26* 

7903200036 

50-324 




7903060014 

58-30? 

7903220382 

50-324 




7903210366 

50-3U2 

7903150001 

50-321 




790323037a 

50-10? 

7903200133 

50-321 




7903200107 

50-31S 

790320007B 

50-366 




79030^0116 

50-135 

7903210508 

50-366 




7903200043 

50-13** 

7903220430 

50-220 




7903260363 

50-315 

7903300289 

50-220 




7903060695 

50-28* 

7903200155 

50-290 




7903060662 

50-PQ9 

7903200092 

50-298 




79031 6 0065 

50-23° 

7903260058 

30-298 




7903140535 

50-*a? 

7903200231 

50-333 




7903140665 

50—289 

7903220409 

90-277 




7903210250 

50-239 

7903200117 

30-277 




7903260389 

50-336 

7903260334 

50-277 




7903140565 

50-336 

7903220346 

90-344 




7903200128 

50-312 

7903130479 

50-259 




7903260360 

50-31*3 

7903220042 

90-259 




7903050552 

50-346 

7903220423 

50-25? 




7903270046 

50-146 

7903020240 

50-27 1 




7903140459 

50-30* 

7903150334 

50-27 1 




7903280078 

50-309 

7903190002 

50-271 




790307003a 

50-107 

7903220172 

50-271 




7903060600 

50-269 

7903150416 

30-331 




7903160305 

50-302 

7903270007 

50-331 




7903050563 

50-317 

7903200490 

30-220 




79030001 SB 

50-313 

7903060697 

50-293 




7903140336 

50-309 

7903140419 

30-298 




7903140345 

30-335 

7903200142 

50-321 




7903150270 


7903160030 

30-324 




79032203B3 

50-346 

7903220412 

50-31 l 




7903220343 

50-317 

7903290282 





7903160038 

50-2B5 

Operating Reactor* Branch 4 7903200213 

50-335 




7903230002 

50-70 

7903060623 

50-72 

Assistant 

Director For Reactor 

Safeguards 

7903120144 

50-280 

7903060626 

50-407 

Reac tor 

Safeguards Licensing 

Branch 

7903010459 

50-344 

7903070038 

50-187 

Assistant Director for Systems l, 

7903130077 


7903070129 

50-186 

Pro jec ts 





7903060049 

50-192 




790301 D07£> 

50-219 

7903200256 

50-112 




7903270590 

50-437 

7903050207 

50-294 




7 90 32300 83 

50-220 

7903140567 

50-336 




790323000 1 

50-219 

7903260121 

90-269 




7903300541 


7903190125 

50-269 




7903300549 


7903190130 

30-269 




7903150435 

50-54 

7903200132 

50-312 




790327061 i 

50-364 

7903210261 

50-317 




7903270609 

50-369 

• 7903210263 

30-209 




7903270573 

50-520 

7903210264 

30-317 




7903270583 

90-471 

7903210263 

50-2B9 




7903270524 

50-400 

790321026B 

50-317 




7903270582 

50-452 

7903200032 

50-313 




7903270574 

50-412 

7903280036 

50-313 




7903270606 

50-369 

7903280003 

30-309 




7903270607 

50-309 

7903280089 

50-309 




7903230001 

50-219 

7903200045 

50-335 




7903270515 

50-498 

7903200046 

50-339 




7703230001 

30-219 

7903210055 

50-317 




7703270614 

50-363 

7903210069 

30-317 




7703270593 

50-402 

7903260393 

50-336 




7703270605 

50-382 

7903260398 

30-336 




/903270497 

50-516 

7903160046 

50-269 




7703270576 

50-4P3 

7903160064 

50-269 




7 703270 5BO 

50-563 

7903280106 

50-297 




7903230093 

30-7-20 

7903300378 

50-375 




7703270506 

50-484- 

7903150299 

50-97 




7703270620 

50-5*6 

7903200327 

50-98 




790327O5B6 

50-580 

7903030276 

50-294 




7903P7O534 

50-349 

7903280101 

50-297 




7903270592 

50-273 

7903130042 

50-S9 




7903270616 

50-3 1 l 

7903290067 

50-83 




7903270512 

50-485 

7903070126 

50-186 




7903270612 

50-361 

7903200252 

50-1 1 2 




7903270617 

50-393 

7903060047 

90-192 




7903270529 

50- 582 

•7903130046 

30-62 




7903270612 

30-361 

7903060620 

50-72 




7903270521 

50-500 

7903060646 

50-72 




7903270621 

30-443 



366 CORPORATE SOURCE INDEX 

*UTHQf< ArMLlAl Jtj>i ACCESSION NO DOCKET NCI AUTHOR AFFILIATION ACCESSION NO DOCKET NO 


Office of Uuclea< hra>.t3t Regulation 

Assi'tflnL Diu>*i.i for terns * 
Pro ject* 


Plant oysters In ant t, 


Operating Rpeictoi* ar.cfi l 


/POT*? 10482 

50-5 IB 


7903220295 

50-250 




7903260 1 72 

50-250 

/9032/GS44 

50-43G 


7903300516 

50-3 1 5 

790J21046B 

50-483 


7903130438 

S0-2B2 

7903210501 

50-404 


7903260209 

50-282 

790J210475 

50-502 


7903130547 

50-286 

7903210492 

50-460 


7903190090 

50-286 

7«032002&3 

50-2 1-3 


7903200016 

50-286 

,9030l0u6l 

50-219 


7903260148 

50-286 

'903200304 

50-219 


7903160032 

50-286 

/9030I0DM 

50-219 


7903010466 

50-334 

7903010^61 

30-245 


7903 1 30432 

50-344 

7903200304 

50-219 


7903140200 

50-344 

7903150445 



7903200522 

50-344 

7903220404 



790322032B 

50-344 

79031 3009-6 

50-409 


7903260200 

50-344 

7903200130 



7903290174 

50-344 

7^03060568 

50-70 


7903140518 

50-272 

/9 030 9 024 5 

50-313 


7903200024 

50-2B0 

7903060570 



7903270610 

50-200 

790327024 I 



7903060639 

50-301 

7903070299 



7903200295 

50-266 

7903070027 

30-247 


7903070031 

50-247 

7903200247 

50-280 


7903080268 

50-295 

7903130090 

30-409 


7903060569 

30-250 

790309024 5 

50-313 


7903080209 

50-334 

7903200130 



7903190158 

50-250 

7903060642 

50-301 


7903210060 

50-303 

7903060655 

50-301 


7903210062 

50-334 

7903300519 

50-315 


7903220100 

50-334 

/V03146190 

50-334 


7903300535 

50-334 

7903140201 

50-344 


7903060690 

50-280 

7903140206 

30-344 

Operating Reactors Blanch 2 

7903010054 

50-255 

7903140526 

50-272 


7903010099 

50-235 

7903140350 

50-272 


7903140199 

50-244 

7903 1 40327 

50-348 


7903140205 

50-244 

7903140332 

50-348 


7903140439 

50-244 

79031 40534 

50-3 


7903200005 

50-244 

7903140596 

50-3 


7903200224 

50-244 

7903160292 

50-250 


7903190090 

30-245 

7903160296 

30-250 


7903190052 

50-245 

7903160299 

50-250 


7903190061 

50-29 

7903190093 

30-286 


7903190069 

30-29 

7903190106 

50-3 


7903210398 

50-237 

7903190020 

30-295 


7903210559 

30-153 

79031 9002G 

50-295 


7903210562 

50-135 

7903190033 

50-295 


7903210573 

50-237 

7903150264 

90-3 


7903210579 

30-237 

7903150265 

30-3 


7903210582 

30-237 

7903220332 

50-344 


7903220125 

30-213 

7903220334 

50-344 


7903220127 

50-213 

7903220339 

50-344 


7903260011 

50-237 

7903220372 

50-348 


7903260017 

50-237 

7903220379 

50-348 


7903260022 

30-237 

7903160035 

50-206 


7903260036 

30-213 

7903160037 

50-206 


7903260042 

30-213 

7903220392 

50-344 


7903260^24 

30-10 

7903220356 

50-344 


7903260226 

30-10 

7903220497 

50-334 


7903230313 

30-213 

7903220495 

50-334 


7903230318 

50-213 

7903270004 

50-250 


7903010342 

50-10 

7903270006 

30-250 


7903210320 

50-237 

7903270634 

50-280 


7903210569 

30-237 

7903270643 

50-200 


7903260008 

50-237 

7 903270647 

50-280 


7903290066 

90-10 

7903280086 

30-3 


7903260212 

50-10 

7903200096 

90-3 


7903010032 

50-233 

7703220246 

50-247 


‘7903140164 

50-133 

7903220249 

50-247 


7903260203 

30-295 

7903220294 

90-348 


7903270014 

30-195 

790322030 L 

50-340 


7903200313 

30-213 

7903260211 

S0-28P 


7903200104 

30-213 

7903260217 

50-202 


7903220123 

30-213 

7903290175 

50-344 


7903260033 

30-213 

7903290177 

50-344 


7903230307 

50-213 

7903290170 

50-344 


7903140169 

30-409 

7903300310 



7903210555 

30- 1 95 

7903140325 

50-340 


7903060490 

50-219 

7903220370 

50-340 


7903060477 

30-219 

7903220292 

50-340 


7903190044 

30-243 

7903190096 

50-295 


7903290274 

30-245 

7903190014 

50-295 


7903090458 

50-244 

7903230050 

50-295 


7903060401 

30-244 

7903140354 

SO-247 


7903060493 

30-244 

7903140379 

50-3 


7903060619 

30-244 

7903150261 

30-3 


7903140192 

30-244 

7903270203 

50-247 


7903140436 

30-244 

7903280069 

50-3 


7903200002 

30-244 

7903220243 

50-247 


7903230227 

30-244 

7903200107 

50-261 


7903060628 

30-206 

7903210936 

50-261 


7903210566 

30-206 

79031 40 1B9 

50-334 


7903260077 

30-206 

7903210525 

50-334 


7903260374 

30-266 

7903220483 

50-334 


7903070437 

30-29 

7903160289 

30-250 


7903190058 

30-29 

7903210364 

50-250 


7903290133 

30-29 

7903220302 

50-230 


7903050495 

. 50-244 

7903270002 

30-250 


7903220043 

50-133 




CORPORATE SOURCE INDEX 


357 

AUTHOR AFFILIATION 

ACCESSION NO 

DOCKET HO 

author affiliation 

ACCESSION NO 

DDCFCT UD 

Office of Nuclear Reactor Regulation 






Operating Reactors Branch 3 

/9030800S7 

50-10 


'90305GGi L 



7903 2003 OB 

50-10 


"9031C.02G2 



7903050503 

50-244 


7903210159 



79031602 57 

50-409 


7901210090 



7903090074 

50-155 


7903060612 



7903200020 

50-244 


7903130100 



7903200054 

50-10 


790315^414 

50-34 l 


7903250090 

50-29 


'’903060191 

50-369 


7903300599 

50-213 


’903O90IP2 

50-3e i 


7903300579 

50-10 


/o 0 1190156 

50-36 f 


7903230004 

50-29 


790 J2 10551 

50-36 t 

Reactor Safety Branch 

7903200174 

50-247 


79031 '*0323 

50-389 

Systematic Evaluation Programs Branch 

79031 60002 



7903 1 401 u 4 

50-361 


7903220299 



7703300529 

50-361 

Division of Project Management 

7903260294 

50-369 


79031 204B9 

50-395 


7903260340 

50-33B 


7903300529 

30-361 


7903230201 

50-584 


79030 2D 1 78 

50-445 


7902270301 

50-447 


7903140125 

30-445 


7902220170 

50-447 


7903r’1041 1 

30-440 


7902220 J 74 

50-447 


79G_>200443 



7902220100 

50-447 


7903060560 

50-361 


7903150277 

50-454 


>903080164 

50-382 


7903190021 

50-373 


79030 7 CM 02 

50-361 


7903210049 

50-358 


>703150399 

50-361 


7903020170 

50-369 


7903070 195 

50-369 


7903060605 

50-482 


7703090 ?5P 

50-302 


7903160012 

50-322 


7903150140 

50-445 


7903300563 

50-477 


79031 90036 

50-437 


7903020174 

50-500 


790J21CO32 

50-361 


7903060705 



7703260367 

50-445 


79030607GB 



79032B0244 

50-445 


7903060710 



7903200445 


Assistant Director for Light Water 

7903270316 

50-4 J7 

Light Water Reactor* Branch 3 

7903220 190 


Reactors 




79030 1000> 

50-596 


7903150020 



7903120593 

50-330 


7903200067 

50-5PB 


7903120596 

50-330 


7903290311 

50-350 


79031 3003B 

50-592 


7903260297 

50-341 


7903260341 

50-338 


7903200064 

50-466 


7903200300 

50-560 


7903260310 

50-463 


>903220395 



7903280061 

50-402 


7903130616 



7903260307 

50-382 


7903190144 

50-502 


7903290312 

50-322 


7903190567 

50-31 l 


7903260309 

50-416 


790320031 l 

50-330 


7903140666 

50-560 


7903260306 

50-560 


7903260293 

50-568 


79032B0127 

50-560 


7903260305 

50-500 


7903260304 

50-560 


7903200072 

50-307 


7903090330 

50-596 


7903290303 

50-522 


7903260376 

50-560 


7903260303 

50-395 


7903140293 

50-592 


7903260300 

30-445 


7902130029 

50-59P 


7903260312 

50-403 


7903140466 

50-47) 


7903260301 

50-397 


/9030b05lT 

S 0-373 


7903200131 

50-350 


7903060514 

50-3 -3 


7903320273 

50-992 


7903030076 

50-3/3 


7903310152 

30-369 


7903190102 

50-373 

Light Water Reactors Branch 1 

7903160206 



7903200020 

5 0-3-3 


7903150016 



7903060524 

50-490 


79030603B4 



79030500B3 

50-49G 


7903060674 

90-445 


7903090583 

50-490 


7903050093 



7903190019 

50-49G 


7903020251 



7903 l 90056 

50-490 


7903220270 



7903010004 

50-596 


7903160205 



79031 30263 

50-596 


7903070193 

30-313 


7903050080 

50-387 


7903090092 

90-369 


7903140170 

50-387 


7703090122 

50-364 


7903190355 

50-387 


7963230205 

90-313 


>903140495 

50-3)1 


7903280024 

50-313 


7903200099 

50-311 


7903150022 

90-358 


7903050073 

50-430 


79030900BB 

30-350 


790321 0392 

50-430 


79030900B1 

50-358 


7903080G31 

50-339 


7903090106 

90-341 


7903120590 

50-33B 


7903120601 

50-341 


7903260339 

50-330 


7903300513 

30-341 


•■903060613 

50-502 


7903000177 

30-416 


7903120133 

50-502 


7903080272 

50-416 


790314P079 

50-502 


7903510518 

30-416 


7903060565 

50-331 


7903300553 

50-416 


7903 130433 



7903080181 

50-393 


7903010331 

50-520 


7903090095 



7903060693 

50-3/3 


7903060608 

30-522 


7903140399 

50-373 


7903020309 

50-416 


7903080163 

50-568 


7903190343 

50-556 


7903050530 

50-373 


790320027S 

50-341 


7903070185 

50-31 1 


7903220036 

50-322 


7903090199 

30-31 1 


7903260073 



79D309007B 

50-502 


7903260370 

50-341 


7903130455 

30-596 


7903270043 

50-322 


7903210276 

50-596 


7903200440 

90-322 


>903 1 600 IB 

50-31 1 


7903200247 

50-922 


7903190126 

30-373 

Light Water Reactors Branch 2 

7903050064 - 



7903200032 

50-560 


/903210D59 



7903200429 

50-338 


7903300564 

50-477 


Inft^iiWV^OO 

^fl-A9C 


7903210052 






7903270011 

90-437 





7903160204 
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AUTHOR Af-FJL IATIUH 


CORPORATE SOURCE INDEX 


ACCESSION NO DOCKET NO 


AUTHOR AFFILIATION 


ACCESSION NO 


Office of Nuclear Rtautor (leg jl jtion 
light Uatei Reactor*. hianch 4 


Operator Llvensmg Bianrh 


Quality Asmr^nce Blanch 


Advanced Reactois Branch 


Standard* tat i on Hranc* 


Division df System* Safety 


Assistant Dnectm for Engineering 
Assistant Dlioctnr for Plant Systems 


Auxiliary Systems Branch 
Containment Systems Diancr 


Electric, instrumentation *a Control 
Systems Branch 


Assistant Director for Reactor Safety 


Analysis Branch 

Corp Per Pox m*nt e Branch 


Reactor Systems Oianch 


903? 7006 6 

50-327 

7903190135 

50-329 

79031 404B0 

50-329 

'903260192 

30-329 

/90J150113 

50-322 

7903210250 

50-209 

7903300520 

50-514 

/ 9030606 57 

50-445 

7903050025 

50-390 

7903140142 

50-327 

7903140515 

50-390 

/9032700&3 

50-327 

7903 ) 401 48 

50-397 

7903270245 

50-397 

79031 SOOOB 

50-329 

7903120422 

50-445 

7903060596 

90-440 

7903010323 

50-546 

7903060661 

30-390 

7903070074 

50-329 

7903080167 

50-327 

7903080157 

50-329 

7903270052 

50-329 

790J270302 

50-440 

7903300598 

30-329 

7903200316 

50-35B 

7903190060 

50-331 

7903030323 


7903060658 

50-307 

7903260406 

50-5Q2 

7 9 030 606 OB 

30-454 

79031 90 1?3 


7903190117 


7903270374 


7903050270 


7903060156 


7903050209 


7903150055 

50-267 

7903150060 

50-267 

7903070024 


7903080345 

50-267 

7903 150053 

50-267 

79031 60309 


79030B0329 

50-267 

7903200344 

50-267 

79022/0302 


7902220173 


7902220163 


7902270300 


7903070100 

50-531 

7902220170 


7903010334 

50-560 

7903150177 

30-560 

79030701 BO 

5Q-4BO 

79 030 60 5 B? 

30-4B0 

79030600 B3 

50-572 

7 903070! 57 

50-572 

7903120136 

50-560 

7903130083 


7903150440 

90-591 

7903210490 

50-470 

7903070456 


7903070484 


7903070476 


7903070473 


7902210130 


7903300577 


7903200297 


7903290291 


7903290247 


7903290257 


7903290265 


7903280219 

30-243 

7903130586 


7903200426 


7903150405 


7903200 1 30 


7903200430 


7903120459 

50-220 

7903050403 


7903230009 

30-359 

79030701 41 

50-572 

7903060062 

50-972 

7903060692 

50-372 

7903290297 

30-470 

7903290307 

30-470 

7903300580 


7903060387 


7903220406 


7903130590 


7903140489 


79031 4066B 


7903270033 


7903270233 


7903220463 


7903300501 



Office of Standards Development 
Office a f Standards Development 


Division of Engineering Standards 


Reactor Systems Standards Branch 


Fuel Process Systems Standards Branch 
Transportation it Product Standards 
Branch 

Site Designation Standards Branch 
Occupational Health Standards Branch 


7903080613 
79030700B2 
7902260241 
7903070079 
7903220371 
7903080023 
7903060694 
7903140579 
7903230226 
7903300597 
7903200261 
7903300556 
76 1 1020016 
7903280262 
7903030560 
7903230222 
7903220047 
7903290095 
7903290098 
7903090432 
7903300392 
7903290091 
7903290333 
7903050559 
7903050555 
7903050562 
7903080297 
7703120195 

7903210550 

7903090220 

7903300526 


Office of Nuclear Regulatory Research 

Office of Nuclear Regulatory Research 79030B0115 

7903300036 

7903300253 

7903300094 

7902270150 

Division of Reactor Safety Research 790321047B 

7902280256 

7903120089 

7903200257 

7903200003 

79022B0247 

7903300332 

Experimental Fast Reactor Safety Research 7903140213 
Branch 7903140251 

7903140239 

7903140244 

Fuel Behavior Branch 7903290072 

7903200379 


U s Nuclear Regulatory Commission 
Commi sslon 


7903230175 
79032301B4 
79032301 B5 
7903220054 
79033002BB 
7903300303 
7903200137 
7903050345 
79030B0610 
7903080605 
79030B002B 
7903090239 
7903000621 
7903020005 
7903020000 
79030B0606 
79030001 B 5 
7903010373 
7903120407 
7903080597 
7903000600 
7903000609 
7903000595 
7903140200 
7903000604 
7903090110 
7903000632 
7903000646 
7903000607 
7903200437 
790327005B 
7903270627 
7903200500 
7903200549 
7903200542 
7903200559 
7903220350 
7903300203 
7903300136 


DOCKET NO 


30-133 


30-549 


50-133 

71-5597 

71-9051 


70-2726 


30-320 



CORPORATE SOURCE INDEX 

AUTHOR AFFILIATION ACCESSION NO DOCKET NO AUTHOR AFFILIATION ACCESSION NO 


U B Nuclear Regulatory Commission 


Commission 


790314061 1 
7903140619 
7903140616 
7903300069 
7903060361 
7903300179 
7903160165 
7903300239 
7903300043 
7903300045 
7903300046 
790330004B 
7903300096 
7903300034 
7903140604 
7903300239 
7903300171 
7903300209 
7903300221 
7903300124 
7903280131 
7903300231 
790330D0B3 
7903140349 
7903300230 
7903300240 
7903390077 
7903290060 
7903300051 
7903290053 
7903300042 
7903300129 
7903290069 
7903300106 
7903300192 
7903300147 
7903300037 
7903280168 
7903280140 
7903300039 
7903280123 
7903280109 
7903280102 
7903280116 
7903300244 
7903300163 
7903280107 
7903280120 
7903300212 
7903300150 
7903300158 
7903300000 
7903300054 
7903280234 
7903280097 
7903280099 
7903280123 
7903280161 
7811150218 
7902260015 
7903060111 
7903200566 
7903120373 
7903120399 
79031 204 10 
7903280211 
7903280232 
7903200243 
7811150218 
7903120373 
7903120410 
7903140500 
7903140596 
7011150218 
78 12200038 
7903120373 
7903120399 
7903120410 
7903140376 
7903140394 
7903140600 
7903300217 
7903300207 
7903280113 
7903160178 
7903140363 
7903160162 


50-592 


Office of Congressional Affairs 
Office of the General Counsel 


Office of Inspector 8c Auditor 
Office of Policy Evaluations 

Office of the Secretarij of the Commission 


Docketing It Service Oranch 


7903280120 
79032S0227 
7611150210 
7903120373 
7903120399 
7903120410 
7903 L 40 583 
7903140590 
7903280206 
7811150210 
7903200196 
7903120399 
7903120410 
7903300030 
7903300 J 26 
790-32BO 1 05 
7903200170 
7903300059 
7903300077 
7903300110 
7903300041 
7903300035 
7903200129 
7903300063 
7903300040 
7903200050 
7903290073 
7903150050 
7903150056 
7903270023 
7903290195 
7903070417 
7903020100 
7903220360 
7903080600 
7903290243 
7903290253 
7903290247 
7903290214 
7903290220 
7903020196 
7903200004 
7903200562 
7903200006 
7903290209 
7903290207 
7903290233 
7903200 1 57 
7903050549 
7903230183 
7903070417 
7903000610 
7903020103 
7903010005 
7903090422 
7903020420 
7903060614 
7903070139 
7903190140 
7903090212 
7903150103 
79030901 19 
7 90 30 B 0332 
7903160090 
7903140350 
7903140610 
7903160293 
7903220330 
7903260134 
7903260174 
7903220303 
7903200001 
7903070397 
7903060033 
79032B0297 
7903120371 
7903070413 
7903010124 
7903070394 
7903030227 
7903000615 
790300061 7 
7903120339 
7903300047 
7903300044 
7903290240 
790330021 1 


DOCKET NO 


30-502 


50-4S5 


50-329 


30-596 

70-2623 

70-2623 


50-2B0. 

30-200 

50-4B5 

50-329 


50-354 

50-403 

30-320 

50-200 

50-433 

50-522 

50-334 


70-2730 



. 



REPORT NUMBER INDEX 


38f 


REPORT NUMBER 


ACCESSION # 

DOCKET # 

OTHER REPORT ft 

420-70 120 


7903030367 

SO- 133 


70-9-FP-l 


7903060193 

50-350 


70-RD-132 


7903 1 40306 

30-361 

7B-RD-132 

7902010208 


7902010200 



7903010030 


7903010030 



7903010004 


7903010084 



7903010009 


7903010009 



7903020003 


7903020003 


TFDP-TR-302 

7903020117 


79030201 17 


CAAP— TR-038 

7903020120 


7903020120 



7903090200 


79030S020B 



790306057? 


7903060379 



7903060669 


7903060669 



7903060703 


7903060703 



7703060706 


7903060706 


TFDP-TR-300 

7903070106 


7903070186 


ORNL/ED/EAS-79/ 

7903070190 


7903070190 


ORNL/FTR-495 

7903070199 


7903070195 


ORNL-HASRD-25 

7903000603 


7903080603 



7903120417 


7903120417 


DRNL/FRT-557 

7903120446 


7903120446 



7903130073 


7903130073 


DNL-NURE0-253&0 

7903130112 


7903130112 



7903130212 


7903130212 

50-3 1 3 
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